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SECTION I — LISTS OF CURRENT PUBLICATIONS AND CHANGES



1. TECHNICAL MANUALS (TM).









	NO.
	TITLE
	DATE




	
	AVIATION
	



	1-0-35-2
	Engineering data for USAF equipment.
	22 Mar 54



	1-00-85-5
	Nailed wood boxes.
	8 Dec 54



	1-00-85-6
	Cleated plywood boxes.
	30 Apr 54



	1-03-1-62
	Vibration isolators for R-1830, R-2000, R-2800, and R-4360, aircraft

engines (Pratt & Whitney).
	1 Apr 54



	1-03-10-50
	Aircraft accessories; fuel system; inspection for fuel leaks; Strom-

berg and Chandler-Evans pressure-type carburetors.
	22 Mar 54



	1-03-10-71
	Selector valves (Parker).
	17 May 54



	1-03-O1BB-2
	Carburetors, float type-NA series (Bendix-Stromberg).
	17 Jun 54



	1-03-25BC-4
	Nose and tail wheels (Goodyear).
	11 Jun 54



	1 05-5-11
	Electric tachometer, generators, indicators and synchroscopes

(General Electric).
	3 Aug 54



	1-0655E-16
	Electric tachometer indicators and generators (Kollsman).
	17 Sep 54



	1-05-5J-5
	Tachometer indicator, model 8DJ13AA-S33; overhaul instructions

with parts breakdown.
	3 Jun 54



	1-05-20-9
	Gyro horizon indicator type AN5736; operation, service, and over-

haul instructions with parts catalog.
	6 Jan

55



	1-06-20-10
	Indicators, directional gyro type AN5735; operation, service and

overhaul instructions with parts catalog (Sperry).
	28 Apr 54



	1-05-20-17
	Rate of climb indicators, types 0-2 and C-3 (Eclipse-Pioneer),

operation, service, and overhaul instructions with parts catalog.
	8 Oct 54



	1-0530-16
	Sensitive altimeters (Kollsman).
	6 Dec 54



	1-05-40D-21
	Thermocouples, leads and indicators.
	23 Jun 54



	1-05-55B-80
	Autosyn pressure transmitter (Eclipse-Pioneer); overhaul instruc-
	7 Oct 54



	& 81

1-05-70-12
	tions and parts catalog.

Manifold pressure gages, type 5770-1, 5770-1A and D-18 (U. S.

Gauge).
	7 Dec 54



	1-1-1-10
	Technical publications for aircraft files.
	30 Apr 54



	1-1-1-50
	Ground handling of aircraft.
	3 Jan

55



	1-1-1A-8
	Aircraft structural hardware.
	6 Dec 54



	1-1C-126(L)A-

20
	Installation of rudder trim control, LC-126A (Cessna).
	26 Jan

55



	1-1H-13-207
	Installation of power train quick change assembly and/or engine

quick change buildup kit; H-13E and H-13G (for Dept of Army

only).

Changes 1
	18 Nov 54



	1-111-13-208
	Installation of oil jet in crankshaft; H-13 helicopters.
	15 Nov 54



	1-1H-13-210
	Inspection and replacement of engine mount assembly; YH-13 and

H-13 series helicopters.
	21 Jan

55



	1-1H-13-211
	Modification of horizontal stabilizer adjustment; H-13D and

H-13E.
	4 Oct

54



	1-1H1-13-501
	Installation of throttle control lever nut and spacer; H-13D and

H-13E.
	17 Jan

55



	1-1H-13-504
	Installation of jettisonable doors and door stops; H-13D and Ht-13E.
	26 Jan

55



	1-1H-13-507
	Replacement of tail rotor pitch control links H13 series helicopters.
	16 Mar 55



	1-1H-13-511
	Inspection of tail rotor drive shaft splined couplings;

H1-13B,

H-13C, H-13D, and H-13E.
	14 Feb 55



	1-1H-13E-201
	Winterized cowl for flat type oil cooler, conversion of, model

H-13E.
	17 Jan 55



	1-1H-13E-202
	Modification of fore and aft cyclic control assembly; H-13E.
	18 Jan

55



	1-111-19-55
	synchronizer: throttle

installation;

Modification

of

H-IDA,

H-190.
	7 Oct

54



	1-111-19-61
	Modification of clutch assembly; YH-19, H-19A, H-190 series

helicopters.
	9 Nov 54



	1-1H-19-62
	Replacement of ring assembly in free wheeling unit; YH-19,

H-19A, and H-190.
	15 Nov 54



	1-lH-19-67
	Replacement of shaft in lower housing main transmission; H-19A,

H-190 series helicopters.
	17 Jan

55













	NO.
	TITLE
	DATE




	
	AVIATION-Continued
	



	1-11H-19-203
	Replacement of washer part No. S14-35-5017 by washer part No.

S14-35-5073 in tail drive couplings; YH-19, H-19A, H-19C.
	4 Oct 54



	1-111-19-204
	of fuel quantity indicating system test switches;

Installation

H-19A, H-19B, H-19C, H-19D series helicopters.
	17 Jan

55



	1-IH11-19-206
	Change of servo support assembly; H-19A, H-19B, H-19C, H-

19D helicopters.
	9 Nov 54



	1-I11-19-208
	Inspection of main rotor servo control brackets; H-19 series heli-

copters.
	26 Jan

55



	1-1H-19-209
	Installation of shock mount for generator; YH-19, H-19A, H-19B,

H-19C, and H-19D.
	18 Nov 54



	1-1H-19-210
	Installation of bearing liner in main transmission oil cooler fan

housing; YH-19, H-19A, H-19B, H-19C, H-19D series heli

copters.
	17 Jan

55



	1-1H-19-213
	Revision of J-2 compass wiring; H-19A, B, C, and D series heli- 16 Mar 55

copters.
	



	1-1H-19-214
	Replacement of tail rotor pylon assembly; YH-19, H-19A, H-

19C series helicopters.
	18 Jan

55



	1-1H-19-215
	Modification of main transmission support assembly attachment;

YH-19, H-19A, H-19C.
	4 Oct

54



	1-1H-19-218
	Modification of tail cones; YE-19, H-19A, H-19B, H-19C,

l-19D,

series helicopters.
	1 Dec 54



	1-1H-19-219
	Replacement of main transmission attachment bolts, lower hous- 21 Jan

ing; YH-19, H-19A, H-19B, H-19C series helicopters.
	55



	1-1H-19-220
	Elimination of fuel vapors in radio compartment; H-19A, H-19B,

and H-19C.
	16 Jun

54



	1-1H-19-222

1-111-19-223
	Addition to R-1300-3 engine breather system H-19B and H-19D.

Installation of cap assembly free wheel unit; YH-19, H-19A, HI-
	29 Jul

54

17 Jan

55



	111H-19-226
	19C series helicopters.

Replacement of scissors bracket on S10-10-1400-series rotor head;
	4 Oct

54



	1-1H-19-246
	H-19B, H-19C, H-19D.

Reinforcement of transmission oil cooler support; YH-19, H-19A,

H-S9B, H-19C, and H-19D.
	18 Nov 54



	1-IH-19A-6PR
	Preflight inspection worksheets YH-19 and H-19A helicopter.
	6 Jan

55



	1-1H-19A-17

1-1H-19A-6IN
	Storage of aircraft; 11-19-series.

Intermediate inspection worksheets; YH-19 and YH-19A heli-
	14 Jun 54

7 Oct 54



	1-1H-19B-2
	copter.

and H-19D helicopters (Sikorsky); maintenance instruc- 17 Dec 54

H-191
	



	1-1H-19B11-4
	tions.

H-19B and H-19D helicopter (Sikorsky); illustrated parts break-
	8 Oct

54



	1-tH-19B-10
	down.

H-19B and H-19D helicopters (Sikorsky); buildup instructions,
	8 Oct

54



	1-1H-21-202
	aircraft power package.

Inspection of engine drive shaft; YH-21, H-21A,

H-21B, and
	2 Aug 54



	1-1H-21-204
	H-21C0.

Modification of searchlight wiring installation; YH-21, H-21A

and H-21C.
	21 Jun 54



	1-1H-21-229
	Modification of pilot's and eo-pilot's safety belt attachment; H-21-
	8 Nov 54



	1-111-21-505
	series helicopters.

Replacement of engine door latch hinge pin retainers; YH-21, H-

21A, and H-21C.
	26 Jan

55



	1-1H-21-506
	Restriction on use of collective pitch bungee moment adjustments;

YH-21, H-21A, and H-21C.
	25 Jan

55



	1-1IH-21A-17
	Storage of aircraft; H-21-series.
	12 Jun

54



	1-1H-23-205
	Replacement of engine-driven fuel pump, all H-23-series aircraft

(Hiller).
	29 Jul

54



	1-11i-23-217
	Modificaton of collective pitch controls installation; H-23A and

H-23B aircraft (Hiller).
	26 Jan

55



	1-1H-23-219
	Replacement of aft jack pads; H-23B (Hiller).
	25 Feb 55



	1-11I-23A-17
	Storage of aircraft; H-23-series.

Changes 1
	12 Jun 54



	i-1H-23A-206
	Modification of cyclic isolation bracket; H-23A (Hiller).
	14 Feb 55



	1-1H-23A-208
	Relocation of rudder cables; H-23A (Hiller).
	25 Feb 55













	NO.
	TITLE
	DATE




	
	AVIATION-Continued
	



	1-lH-25A-202
	Modification of carburetor air temperature bulb wiring installa-

tion; H-25A.
	18 Jan 55



	1-lH-25A-203
	Safetying of engine control rod quick-disconnects; H-25A.
	4 Aug 54



	1-1H-25A-207
	Modification of pilot's inboard heel slide; H-25A helicopters.
	21 Jun 54



	1-1H-25A-209
	Incorporation of improved throttle collective pitch synchroniza-

tion cam; H-25A.
	29 Jul

54



	1-1H-25A-210
	Installation of additional air entrances and protective covers for

electrical and mechanical devices in aft pylon area; H-25A.

Changes 1
	25 Jun 54



	1-lH-25A-211
	Installation of larger engine oil cooler and addition to washer and

bolt lock ring to engine cooling fan hub coupling; H-25A.
	2 Aug 54



	1-1H-25A-213
	Installation of safety screws in engine cowl panel; H:-25A.
	5 Nov 54



	1-1H-25A-221
	Relocation of instrument lighting ground wire; H-25A.
	20 Jan 55



	1-1H-25A-501
	Installation of cork plug in main landing gear axles; H-25A.
	10 Nov 54



	1-1H-25A-504
	Modification of aft transmission clutch subassembly; H-25A.
	16 Mar 55



	1-1H-25A-505
	Fabrication and installationofoil shield for aft transmission clutch

actuator; It-25A.
	17 Jan 55



	1-1H-25A-508
	' Installation of power plant electrically actuated carburetor

air

duct filter assembly; H-25A.
	25 Feb 55



	1-1H-25A-509
	Inspection of lower flight control push-pull tube rod end; H-25A.
	26 Jan

55



	1-IHA-2-4-5-3
	assembly, part number

Hydro-mechanical

clutch

S14-35-2200
	13 Jan 55



	& 4
	(Sikorsky); overhaul instructions and illustrated parts break

down.
	



	1-1HA2-3-2-33
	Main gear box assembly, parts numbers S14-35-4000, S14-35-4300-
	10 Jan

55



	& 34
	3, S14-35-4300-7, S14-35-4300-8 (Sikorsky); overhaul instructions

and illustrated parts breakdown.
	



	1-1HA2-3-4-23
	Tail rotor gear box assembly, part numbers S12-35-6070-1, S12-35-
	10 Jan 55



	& 24
	6070-3, S12-35-6070-5 (Sikorsky); overhaul instructions and il

lustrated parts breakdown.
	



	1-Ir-17-201
	Reinforcement of beam instrument panel to firewall RH-all L-17

series aircraft (Ryan).
	29 Jul

54



	1-1L-17A-2
	Erection and maintenance instructions for L-17A, L-17B, and

L-17C aircraft.
	1 Dec 54



	1-L-i9A-1
	Flight handbook; L-19A series aircraft.
	10 Jan 55



	1-1L-19A-2
	Maintenance instructions for L-19A series aircraft.
	21 Feb 55



	I-IL-19A-3
	Structural repair instructions; L-19A series aircraft.
	17 Jan 55



	1-lL-19A-4
	Illustrated parts breakdown; L-19A aircraft.
	23 Feb 55



	1-1L-19A-5
	Basic weight checklist and loading data; L-19A aircraft.
	18 Jan 55



	1-lL-19A-6
	Inspection requirements; L-19A aircraft.

Changes 1
	17 Jan 55



	1-lL-19A-23
	Installation of "J" section stiffener; L-19A series.
	26 Jan 55



	1-lL-19A-53
	Modification of pilot's seat position lock; L-19A.
	25 Feb 55



	1-1L-19A-223
	Modification of navigational lighting system; L-19A.
	1 Feb 55



	1-1L-19A-231
	Modification of landing gear bulkhead assembly; all L-19A series

aircraft.
	1 Feb 55



	1-iL-19A-232
	Inspection of rear rudder pedal bar assemblies; all L-19A series 23 Feb 55

aircraft.
	



	1-1L-20-202
	Modification of fuel shut-off valve; L-20-series aircraft.
	4 Oct 54



	1-1L-20-211
	Modification of main landing gear shock shoe L-20-series aircraft.
	29 Jul

54



	1-1L-20A-4
	Illustrated parts breakdown; L-20A series aircraft.
	13 Dec 54



	1-1L-20A-6MA
	Major inspection worksheets; L-20 aircraft.
	6 Jan 55



	1-lL-20A-22
	Dual bomb shackle installation on R/H and L/H wings; L-20A

series aircraft.
	18 Jan 55



	1-lL-20A-26
	Modification of upper lever arm-steerable tailwheel torque tube;

L-20A series aircraft.
	15 Nov 54



	1-1L-20A-201
	Modification of fuel tank filler neck recess box; L-20A series air-

craft.
	4 Oct

54



	1-lL-20A-204
	Replacement of wingtip fuel tank selector valve; L-20A.
	17 Dec 54



	1-iL-20A-205
	Modification of fuel selector valve; L-20A.
	20 Dee 54



	1-lL-20A-209
	-

Reinforcement of pilot's and copilot's bucket seat; L-20A.
	20 Jan 55



	1-1L-20A-501
	Installation of rear fuselage jacking point; L-20A.
	17 Jan

55



	1-IL-20A-502
	Modification of seat catch assembly; L-20A.
	17 Jan 55













	NO.
	TITLE
	IDATE




	
	.~~~~~~~~~~~~

DATE

AVIATION-Continued
	



	1-1L-20A-503
	Installation of close tolerance bolts, wing strut and wing to fuse-

lage attachments; L-20A.
	17 Jan

55



	1-lL-20A-504
	Modification of door jettison mechanism; L-20A.
	17 Jan

55



	1-L-20A-506
	Installation of switch guard on right-hand electrical panel; L-20A.
	18 Jan 55



	1-1L-20A-507
	Installation of redesigned rudder control lock; L-20A.
	10 Jan

55



	1-1L-20A-508
	Modification of flame trap installation; L-20A.
	10 Jan

55



	1-IL-20A-509
	Modification of elevator outboard hinge attachment; L-20A.
	10 Jan 55



	1-1L-20A-510
	Modification of rudder assembly; L-20A.
	7 Jan

55



	1-1lL-20A-511
	Modification of parking brake valve; L-20A.
	' 17 Jan

55



	1-IL-20A-512
	Reinforcement of rear fuselage structure assembly; L-20A.
	17 Jan

55



	1-1L-20A-513
	Installation of left-hand panel switch guard; L-20A.
	10 Jan 55



	I-1L-20A-514
	Relocation of magnetic compass installation; L-20A.
	7 Jan

55



	1-1L-20A-518
	Modification of steerable tailwheel yoke; L-20A.

Changes 1
	21 Jan 55



	1-1L-21-202
	Installation of primer line clamp; L-21-series aircraft.
	4 Oct

54



	1-1L-21A-201
	Replacement of present gage unit, part no. 6143-BK3-1-2-U274
	26 Jun 54



	
	with type AN5773-2 electrical gage unit, L-21A.

Changes 1
	



	1-1L-23-202
	Replacement of AN816-12D nipple in oil line to oil cooler; YL-23

and L-23A series aircraft.
	10 Dec 54



	1-IL-23-204
	Replacement of nose gear lock release link; YL-23 and L-23A

series aircraft.
	15 Mar 55



	1-IL-23-206
	Replacement and modification of control surfaces; L-23A and L-
	20 Dec 54



	1-1L-23-208
	23B aircraft.

Replacement of propeller switch assembly; YL-23, L-23A and
	18 Jan

55



	1-lL-23-213
	L-23B aircraft.

Replacement of nose and main gear actuators; YL-23 and L-23
	10 Jan 55



	
	series aircraft.

Changes 1
	



	1-1L-23-502
	Modification of engine exhaust stacks; YL-23 and L-23A series

aircraft.
	17 Jan 55



	1-1L-23A-20
	Modification of main landing gear wheel wells; YL-23 and L-23A

series aircraft.
	21 Jan 55



	1-1L-23A-23
	Installation of cap to seat support structure; L-23A aircraft.
	21 Jan

55



	1-IL-23A-201
	Installation of nose gear shock assembly; L-23A series aircraft.
	7 Jan

55



	1-2R-1-67
	Reclamation and disposition of sodium-filled valves.
	20 Apr 54



	1-2R-R985-3
	Aircraft engines, Models R-98AN-1, -3, -6, -12, and -14B.
	17 May 54



	1-2R-R1300-5
	Overhaul changes applicable to Wright R-1300 series engines.
	30 Jul

54



	1-3MA1-5-3
	Propeller governor B200-250 (Beech) overhaul instructions with

parts breakdown.
	15 Mar 55



	1-3M1-4-4
	Propeller assemblyfull feathering, part No. 214-101 and 214-103

and transmission assembly-pitch control,

part No. 214-200
	25 Feb 55



	
	(Beech); illustrated parts breakdown.
	



	1-3M1-4-202
	Incorporation of spinner drain holes, propeller models 214-101 and

214-103.
	20 Sep

54



	1-4A4-2-501
	Modification of Goodyear brake, part Nos. 9530503 and 9530504,

to automatic adjusting type for LC-126 aircraft.
	10 Mar 54



	1-4BA1-3-4
	Vertical master cylinders (Goodyear).

Changes 1
	20 Apr 54



	1-4B1-2-13
	Single and dual disk brakes (Goodyear).
	20 Dec 54



	1-4B1-3-1
	Expander tube brakes (Goodrich); operation, service, and over-

haul instructions with parts catalog.
	2 Dec 54



	1-4S1-17-3
	Main landing gear aerol strut assembly model 9217A-00 (Cleve-

land Pneumatic); overhaul instructions with parts breakdown.
	9 Mar 55



	1-4T-1-2
	Dismounting, mounting and inflation of aircraft tires and tubes.
	21 Apr 54



	1-4W1-1-43 & 44
	Landing wheels, single disk, brake type (Goodyear).
	30 Jul

54



	1-4W-1-51
	Nose and tail wheels (Goodyear); operation, service and overhaul

instructions with parts catalog.
	7 Oct

54



	1-4W2-1-34
	Tail and auxiliary wheel (Interstate) (Firestone); parts catalog.
	1 Feb 55



	1-4W2-1-53 & -54
	Tail wheel model 3200 (Scott); overhaul instructions and parts

catalog.
	20 Dec 54



	1-5-1-11
	Lubrication of air-driven, gyro instrument and automatic pilot

rotor bearings.
	20 Apr 54













	l
	
	



	-

I

NO.
	TITLE
	I DATE




	
	AVIATION-Continued
	



	1-5E5-3-2-1
	Electric tachometer indicators and generators (Kollsman).

Changes I
	10 Mar 55



	1-5E6-2-9-3 & -4
	Helicopter tachometer indicator, type No. E-17A (Kollsman)

overhaul instructions and parts catalog.
	16 Mar 55



	1-5E6-2-18-13
	Tachometer indicator, model 8DJ13AA-S33; overhaul nstructions

with parts breakdown.
	3 Jun 54



	1-5E6-3-1-73
	Overhaul instructions for hermetically sealed electrical resistance

thermometers.
	23 Nov 45



	1-5E6-3-1-74
	Illustrated parts breakdown; hermetically sealed, electrical resist-

ance thermometers.
	29 Nov 54



	1-5E6-3-2-21
	Thermometer indicator, Army types; AN 5790-6, AN 5790T6A,

AN 5795-6 and AN 5795T6A; Navy Models: F. S. S. C. 88-I

2720 and F. S. S. C. 88-I-2700.
	3 Mar 54



	1-5E6-3-7-14
	Temperature indicator, types G-7, G-8, B-17, and H-1.
	24 Jun 54



	1-5F8-4-2-11
	Turn and bank indicators, types A-8, A-11, and A-12 (Eclipse

Pioneer); operation, service, and overhaul instructions with

parts catalog.
	5 Jan

566



	1-5F8-5-4-1
	Directional gyro indicators, type C-I, C-5C (Sperry); operation,

service and overhaul instructions with parts catalog.
	13 Jan 55



	1- 5N3-3-2-1
	Magnetic compass (Airpath); operation, service, and overhaul

instructions with parts catalog.
	6 Jan

55



	1-5N3-3-3-1
	Pilot's compass type B-16.

Changes 1
	1 Apr 54



	1-5N11-3-5-1
	Navigation (hack) watch, Army type A-11.
	1 Apr 54



	1-5P2- 2-3-13 & -14
	Pressure gages, type AN 5770-1, AN 5770-lA and D-18 (U. S.

gauge).
	20 Dee 54



	1-5P2-2-8-3 & -4
	Oil pressure gage, type B-23 (U. S. Gauge); overhaul instructions

and parts catalog.
	4 Oct

54



	1-5P3-4-11-3 & 4
	Synchro

style multipurpose

pressure

indicators

(Kollsman):

overhaul instructions and parts catalog.
	20 Dec 54



	1-5P5-3-10-3 & -4
	transmitter

Synchro style multipurpose

pressure

MS28005-1

(U. S. Gauge).
	23 Jun 54



	1-6R-1-61
	Fuel system units, hand fuel pumps, fuel system strainers and

relief valves (Aero).
	28 Apr 54



	1-6111-2-3-1
	Aircraft carburetors, float type (Stromberg).

Changes 1
	3 Aug 54



	1-6R2-7-3
	Filter, gasoline, 567115 (Skinner), overhaul instructions with parts

breakdown.
	8 Mar 55



	1-6R2-8-3
	Filter, fuel, 450-0 and 569180 (Skinner) overhaul instructions with

parts breakdown.
	15 Mar 55



	1-6R5-3-10-14
	Fuel and water pumps; USAF types; A-I, A-2, F-10, 0-6, (-9,

G-10; Navy types; F-10, H-2, H-4, H-7, H-30 (Chandler-Evans).
	1 Apr 54



	1-807-7-4-3

1-8D1-6-17-3
	Inverters, type AN3186-1 (Wincharger); overhaul instructions.

Main landing gear actuator assembly, part Nos. 50-810164-1 and
	7 Mar 55

10 Mar 55



	
	50-810164-2 and nose landing gear actuator assembly, part No.

50-820144 (Beech); overhaul instructions.
	



	1-8D3-8-6-3
	Position light flasher, type C-2 (Seaboard Electric).
	20 Apr 54



	1-8D6-1-1
	28 volt de generator system; operation and adjustment.
	20 Apr 54



	1-8D10-1-31
	Aircraft accessories; flourescent lighting system; operation and

maintenance of fluorescent lighting.

Changes 1
	2 Apr 54



	1-8E2-6-1-32
	Ceramic aircraft spark plugs.
	1 Apr 54



	1-9V1-1-31
	Selector valves, installation, operation, maintenance, and modi.

fication instructions.
	4 Jan 55



	1-12-1-12
	Aircraft accessories; fuel system; inspection for fuel leaks; Strom-

berg and Chandler-Evans pressure-type carburetors.
	14 Apr 54



	1-1516-1-501
	Inspection and safetying of combustion heater drain plugs; all

aircraft equipped with combustion heaters.
	20 Sep 54



	1-16G-1-33
	Gearboxes, screwjacks, flexible shafting and flexible shafts acces-

sories (Lear).
	8 Apr 54



	1-16G-1-34
	Electrical rotary and linear actuators (Lear).
	26 Mar 54



	1-16-30ARN12-6
	Marker beacon receiving set AN/ARN-12 (Utility Electronics

Corp).
	2 Apr 54














	AVIATION-Continued

Indicator, sensitive altimeter; operation, service, and overhaul

1-28-5-24

instructions with parts catalog.

Theory of

instrument flying.

1-215

Lathes.

11-420

Changes 1

Milling machines, shapers, and planners.

20 Apr 42

1 2 1-421

i 1-422

Grinding machines.

26 Nov 40

Changes 1

1 1-430

Welding.

Changes 1

Shotgun and skeet shooting.

1 1-1100

CAVALRY

The horseshoer.

2-220

Changes 1

CHEMICAL

The gas mask.

3-205

Changes 1

Military chemistry and chemical agents.

3-215

Military biology and biological warfare agents.

21 Oct

3-216

Decontamination.

3-220

Decontaminating apparatus M3A1.

3-221

Changes 1, 2, 3, 4, 5

Decontaminating apparatus M4, skid-mount, 400-gallon.

3-222

Changes 1, 2, 3

Decontaminating apparatus, power-driven, truck-mounted M3A2.

3-223

Heater, water, portable, M1.

3-228

Storage and shipment of dangerous chemicals.

3-256

Changes 1, 2, 3

Chemical handling and loading equipment.

3-255

Changes 1, 2

Swinging boom crane truck Ml.

3-256

Impregnating plant, clothing, M2.

3-281

Individual protective and detection equipment.

3-290

Changes 2

Miscellaneous chemical munitions.

3-300

Changes 1

Mortar, chemical, 4.2-inch.

13-320

30 Jun 45

Graphical firing table M37.

27 Mar 45

3-321

Improvised CBR protective shelters.

30 Sep 54

3-350

Flame thrower, mechanized, E12-711 (installed in medium tanks

2 3-360

M4A1 and M4A3).

Service unit, mechanized flame thrower, E8R1 (for mixing thick- 26 Jun 45

3-361

ened fuel, and filling and pressuring flame throwers).

Flame thrower, mechanized, M3-4-3 (installed in medium tanks

3-362

M4A1 and M4A3).

Flame thrower, mechanized, M3-4-E6R3.

3-364

Flame thrower and fire bomb fuels.

3-366

22 Oct 52

M2A1 portable flame thrower.

3-376

Changes 2

Compressor, air, gasoline engine-driven, 7CFM, M1l (for charging

3-377

flame throwers and cylinders).
	NO.
	TITLE
	DATE




	
	
	
	16 Feb 55



	
	
	
	3 Feb 54



	
	
	
	29 Nov 40



	
	
	
	24 Apr 42



	
	
	
	2 May 42



	
	
	
	11 Mar 41



	
	
	
	2 Mar 51



	
	
	
	22 Aug 52



	
	
	
	52



	
	
	
	14 Oct 53



	
	
	
	15 Apr 43



	
	
	
	5 Feb 44



	
	
	
	23 Sep 52



	
	
	
	15 Aug 44



	
	
	
	5 Dec 40



	
	
	
	30 Oct 43



	
	
	
	25 May 45



	
	
	
	10 Feb 54



	
	
	
	15 Sep 53



	
	
	
	15 Mar 50



	
	
	
	20 Jul

45



	
	
	
	23 Jun 45



	
	
	
	6 Jun 45



	
	
	
	12 Aug 52



	
	
	Changes 1
	7 Aug 44



	2 3-381

Generator, smoke, mechanical, M2 (50 gallon).

Changes 1, 2
	
	
	15 Jun 44



	Generator, smoke, M3A1.

3-390
	
	
	9 Mar 54



	Chemical bombs and clusters.

3-400
	
	
	28 Apr 53



	Decontaminatingapparatus, power-driven,truck-mounted M3A3.

3-407
	
	
	16 Sep 54



	Kit, fuel filling, flame thrower M1OA1.

3-411
	
	
	4 Oct

54





I Responsibility for this technical manual has been assigned to the Chief of Ordnance.

2 No stock-do not requisition.









	NO.
	TITLE
	DATE




	
	ENGINEER
	



	5-220
	Passage of obstacles other than mine fields.
	3 Jul

45



	5-223A
	Soviet mine warfare equipment.
	31 Aug 51



	[C] 5-223B
	[Classified].

Changes 1
	7 Nov 51



	3-230
	The horse gas mask, M4 and M5.

Changes 1
	13 Nov 42



	3-240
	Field behavior of chemical agents.
	14 May 51



	[C] 5-223B
	Mine warfare equipment, Oriental and European (except British,

French, German, Italian and Soviet) (U).
	7 Nov 51



	5-223C
	German mine warfare equipment.
	12 Mar 52



	[C] 5-223D
	Mine warfare equipment, British, French and Italian (U).
	6 May 52



	5-226
	Carpentry.

Changes 1
	6 May 43



	5-228
	Engineer foundry.
	6 Sep 44



	5-230
	Topograplic drafting.
	12 Nov 40



	5-231
	Mapping functions of the Corps of Engineers.

Changes 1, 2
	29 Feb 52



	5-232
	Elements of surveying.
	1 Oct

53



	5-233
	Construction surveying.
	1 Oct 53



	5-234
	Topographic surveying.
	I Oct

53



	5-235
	Special surveys.
	1 Oct

53



	5-236
	Surveying tables.
	10 Jul

40



	
	Changes 1, 2
	



	5-238
	60-degree star graphs.
	5 Sep 52



	5-240
	Aerial phototopography.
	10 May 44



	5-241
	The universal grid systems (universal transverse Mercator and

universal polar stereographic).

Changes 1
	8 Aug 51



	5-244
	Multiplex mapping.
	16 Jun 54



	5-245
	Map reproduction in the field.
	1 May 46



	5-248
	Foreign maps.
	Jul

46



	5-252
	Use of road and airfield construction equipment.
	4 Jan

55



	5-253
	Bituminous construction handbook.
	1 Jun 52



	5-255
	Aviation engineers.
	15 Apr 44



	5-260
	Principles of bridging.
	5 Jan

55



	5-260K
	Bridge model, training aid kit, timber trestle, Class 50/80.

Changes 2
	21 Jun 48



	5-261K
	Bridge model, training aid kit, floating bridge M4 and M4A2.

Changes 2
	4 Jan

49



	5-263
	Bridge, floating, pneumatic float, class 60, steel superstructure.
	17 Nov 54



	5-265
	Bridge, floating, M4.
	1 Apr 54



	5-266
	Bridge, fixed or floating, airborne division, 50-ton.
	5 Nov 53



	5-271
	Light stream-crossing equipment.
	21 Oct 54



	5-272
	Widened steel treadway bridge.
	22 Jun

54



	5-272K
	Bridge model kit, training aid, widened steel treadway bridge.

Changes 1
	8 Jan

53



	5-273
	25-ton ponton bridge, Model 1940, and 10-ton ponton bridge

Model 1938.

Changes 1, 2
	1 Jul

42



	5-274
	Portable steel highway bridges H-10 and H-20.
	18 Jun

43



	5-275
	Pneumatic ponton bridge M3.
	19 Apr 43



	5-277
	Panel bridge, Bailey type, M2.
	13 Apr 48



	5-277K
	Bridge model, training aid kit, panel bridge, M2, Bailey type.

Changes 2
	27 Sep 48



	5-278
	Outboard motors.
	30 Jun 44



	5-279
	Suspension bridges for mountain warfare.

Changes 1
	31 Jan

44



	5-280
	Construction in the theater of operations.
	20 Dec 44



	5-283
	Utilities.
	22 Sep 48



	5-285
	Semipermanent highwaysteel bridges, 30-, 60-, and 90-foot spans.
	27 Jun 44



	5-286
	Semipermanent highway and railway trestle bridges.
	30 Apr 45



	5-295
	Military water supply and purification.

Changes I
	22 Aug 45













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-296
	Ground water supply for military operations;
	1 Feb 44



	5-297
	Well drilling.
	29 Nov 43



	[O] 5-310
	Military protective construction.
	28 Jun 46



	5-315
	Fire protection by troop organizations in theaters of operations.
	23 Mar 44



	5-350
	Military pipeline systems. '
	23 Aug 54



	5-355
	Mobile oxygen-nitrogen generating units.
	14 Jan

44



	5-360
	Port construction and rehabilitation.
	5 Feb 53



	5-362
	Engineer port repair ship.
	31 Oct

44



	5-370
	Railroad construction.
	10 Sep 53



	5-371
	I-beam railway bridge.
	14 Mar 44



	5-372
	Unit construction railway bridge.

Changes 1, 2
	9 Nov 43



	5-373
	Through truss railway bridges.
	18 Aug 44



	5-374
	Light standard and standard unit steel trestles.

Changes 1
	6 Apr 54



	5-400
	Engineer maintenance troops.
	1 May 45



	5-475
	Military diving.
	1 Sep 44



	
	Changes 1
	



	5-500
	Carver self-priming centrifugal pump, Model 255.
	Undated



	5-500-3
	Pump, centrifugal, 2", Red Jacket Model 7-M.
	Undated



	5-500-4
	Centrifugal pump, Model 25212, Carver Pump Co.
	29 Jan

45



	5-505
	Maintenance of Engineer equipment.
	14 Oct 52



	5-513-1
	cable-operated, 32 cu yd., type I,

Scraper, road, towed-type,

Model X, LeTourneau.
	29 Jan 45



	2 5-537-1
	Trailer, 10-ton (maintenance manual and parts list); 10-ton ponton

bridge semitrailers (Trailmobile), Trailer Company of America.
	15 Nov 41



	5-540-2
	Portable circular saw, Model 127.
	5 Dee 42



	5-541
	Control of soils in military construction.
	8 Sep 54



	5-545
	Geology and its military applications.
	21 Aug 52



	5-560
	Arctic construction.
	20 Jun 52



	5-609
	Custodiai services; repairs and utilities.
	16 Jun 48



	5-610
	Maintenance and repair: Buildings and structures;

preventive

maintenance, safety requirements, repairs and utilities.
	6 Apr 54



	65-611
	Post engineer shops.
	13 Mar 47



	5-612
	Inspections and preventive maintenance services for post engineer

shop equipment.
	15 Jun 45



	5-613
	Woodworking and furniture repair; repairs and utilities.

Packing and crating; repairs and utilities.
	1 Jun

46



	5-614

5-615
	Changes 1

Concrete and masonry, repairs and utilities.
	6 Aug 47

3 Oct 46



	5-617
	Roofing; repairs and utilities.
	2 Jun 45



	5-618
	Painting; repairs and utilities.
	24 Oct 46



	5-619
	Plumbing; repairs and utilities.
	18 Dec 45



	5-622
	Wharves, shore structures, and dredging; repairs and utilities.
	13 Jun 46



	5-624
	Roads, runways and miscellaneous pavements; repairs and utilities.
	1 May 47



	5-627
	Railway track maintenance; repairs and utilities.
	25 Sep 46



	5-630
	Grounds maintenance, dust and erosion control; repairs and util-

ities.
	24 Sep 45



	5-632
	Insect and rodent control; repairs and utilities.
	7 Oct 47



	5-634
	Refuse collection and disposal; repairs and utilities.
	11 Oct

46



	5-636
	Kitchen equipment; repairs and utilities.
	10 Jul

46



	5-637
	Inspection and preventive maintenance services for kitchen equip-

ment.
	25 Jul

45



	5-640
	Ranges, bake ovens and burners for mess equipment; repairs and

utilities.
	4 Jun 46



	5-641
	Inspections and preventive maintenance services, ranges, bake

ovens and burners for other mess equipment.
	4 Jan

46



	5-642
	Warm-air furnaces; repairs and utilities.
	5 Jun 46



	5-643
	Warm-air furnaces; inspection and preventive maintenance serv-

iee.
	4 Jun 47



	5-644
	Boiler heating; repairs and utilities.
	10 Jul

46





2 No stocks-do not requisition.










	NO.
	TITLE
	DATE
	




	
	ENGINEER-Continued
	
	



	5-645
	Steam and hot-water heating plants; inspection and preventive

maintenance service.
	Jun 47
	



	5-646
	Space heaters; repairs and utilities.
	4 Jun 46
	



	5-647
	Space heaters; inspection and preventive maintenance service.
	23 May 47
	



	5-640
	Water heaters; inspection and preventive maintenance service.
	2 Jun 47
	



	5-650
	Central boiler plants; repairs and utilities.
	7 May 47
	



	5-651
	Central boiler plants; inspection and preventive maintenance

service.
	10 Dee 46
	



	5-652
	Steam, hot-water, and gas distribution systems; repairs and util-

ities.
	11 Apr 47
	



	5-653
	Steam, hot-water, and gas distribution systems; inspection and

preventive maintenance service.
	1 Jun 46
	



	5-660
	Operation of water supply and treatment facilities at fixed Army 24 Nov 52

installations.
	
	



	5-661
	Inspection and preventive maintenance services for water supply

systems at fixed installations.

Changes 1
	21 Sep 45
	



	5-665
	Operation of sewerage and sewage treatment facilities at fixed

Army installations.
	27 Nov 45
	



	5-666
	Inspections and preventive maintenance services, sewage treat-

ment plants and sewer systems at fixed installations.
	29 Sep
	45



	5-670
	Refrigeration, air conditioning, evaporative (desert) cooling and

ventilation; repairs and utilities.
	1 Jul
	47



	5-671
	Inspections and preventive maintenance services for domestic,

reach-in, and walk-in refrigerators and miscellaneous refriger

ating systems.
	30 Jun 45
	



	5-672
	Inspections and preventive maintenance services for ventilating,

evaporative (desert) cooling, and air-conditioning systems.
	2 Jul
	45



	5-673
	Inspections and preventive maintenance services for warehouse

cold-storage plants and ice plants.
	7 Jul
	45



	5-675
	Coal handling; repairs and utilities.
	28 Apr 47
	



	5-676
	Inspections and preventive maintenance services for coal-handling

equipment.
	1 Feb 46
	



	5-678
	Permanently installed liquid petroleum products storage and

dispensing systems; repairs and utilities.
	15 Nov 46
	



	5-679
	Inspection and preventive maintenance services for permanently

installed liquid petroleum products storage and dispensing sys

tems.
	1 Nov 46
	



	5-680
	Electrical facilities: General engineering data and practices, tools

and equipment, and safety practices; repairs and utilities.
	10 May 46
	



	5-680A
	Electrical facilities: Utilization equipment and controls; repairs

and utilities.
	10 May46
	



	5680B

5-680C
	Electrical facilities: Interior electric systems; repairs and utilities.

Overhead distribution systems; repairs and utilities; electrical
	15 May 46

23 Jul
	46



	5-680D
	facilities.

facilities: Underground distributing systems; repairs

Electrical

and utilities.
	19 Dec 47
	



	5-680E
	Electrical facilities: Exterior lighting; repairs and utilities.
	7 Dec 47
	



	5-680F
	Electrical facilities: Substations; repairs and utilities.

Changes 1
	8 Oct 47
	



	5-680
	Electrical facilities: Generating plants; repairs and utilities.
	I Apr 47
	



	5-681
	Preventive maintenance for electrical facilities.
	6 Jul
	51



	5-687
	Inspection and preventive maintenance services for fire-protection

equipment and appliances.

Changes 1
	15 Jan
	46



	5-692
	Fire department techniques.

Changes 1
	23 Apr 46
	



	5-693
	Lesson plans on practical firemanship.
	1 Apr 46
	



	5-695
	Automatic sprinkler and stand-pipe equipment; inspection and

preventive maintenance services.
	9 Jun 47
	



	5-696
	Automatic and manual fire alarm systems; inspection, tests, and

maintenance.
	20 Aug 46
	



	5-704
	Construction print reading in the field.
	12 Aug 52
	













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-725
	Rigging.
	26 Jul

54



	5-727
	Engineer hand tools.
	19 Oct

54



	
	Concrete and masonry.
	11 Nov 54



	5-742
	Structural steelwork.
	18 Jun 54



	5-744
	
	



	5-745
	Heating, ventilating, and sheet metal work.
	5 Nov 54



	5-746
	Plumbing and pipefitting.
	6 Jul

54



	5-1000
	Spreader, aggregate, towed-type,

traction-powered,

8-ft width,

Good Roads, Berna Model 8; maintenance instructions.
	20 Mar 44



	5-1002
	Asphalt mixer, Model 848, Barber-Greene Co.
	5 Dec 42



	5-1004
	Dryer, aggregate, dual drum, travel or central plant, trailer mount-

ed, gasoline engine driven, S0 to 150 tph, Model 833 (including

elevator, bucket, enclosed, chain driven, from dryer) with Buda

engine Model HP351.

Supp B, B1
	Oct 43



	5-1006
	Bucket loader Model 82-A, Barber-Greene Co.
	2 Nov 42



	5-1007
	Gradation control unit, aggregate, gasoline driven, trailer mounted,
	8 Sep 52



	
	4 x 8 foot, vibrating screen, 3 compartment bin, Barber-Greene,

Model 836.
	



	5-1008
	Maintenance manual and parts list: Asphalt finisher, Model

879-A, Barber-Greene Co.
	4 Dec 42



	5-1009
	Spreader, aggregate, towed type, traction powered 9 foot width,

Garwood Buckeye, Model 4-9.
	2 Oct 52



	5-1010
	Belt conveyor, Style N, Barber-Greene Co.
	Dec 42



	5-1011
	Dryer,

single drum,

diesel engine

driven, trailer

aggregate,

mounted, 80-120 tph, Barber-Greene Model 837, with cold ele
	22 Aug 52



	5-1013
	vator Model 881 and reciprocating feeder Model 813 (less engine).

Grader, road, motorized,

tandem-drive,

diesel-driven,

12-foot

moldboard Warco, Model 4D-100.
	7 Nov 52



	5-1014
	Tank car heater, Model DS, 3 car capacity, Cleaver-Brooks Com-

pany; maintenance manual and parts catalog.
	2 Nov 42



	5-1016
	Asphalt plant, hot or cold mix, central or travel, 10 unit combina-

tion, mobile, 100 to 200 tph, diesel and gasoline engine driven;

erection, operation, plant piping and tank parts.
	31 Oct 43



	5-1018
	Grader, road,

motorized, diesel, 12-ft moldboard,

Caterpillar

Model 12.
	24 Feb 49



	5-1018A
	diesel, 12-ft moldboard, Caterpillar

Grader, road, motorized,

Model 12.
	19 Oct 49



	5-1020
	Grader, road, motorized, gasoline, 12-ft moldboard, Gallon Model

101.
	15 Jul

42



	5-1022
	Grader, road, towed-type, leaning-wheel, hand controlled, 12-ft

moldboard, Caterpillar Model 66.
	16 Jan 43



	5-1023
	Dryer, aggregate, single drum, gasoline driven, trailer mounted,

10 to 30 tons per hour, standard steel type CJ1, Model 4131 (less

engine).
	5 Nov 54



	5-1024
	Grader, road, towed-type, leaning-wheel, hand-controlled, 10-It.

moldboard, Caterpillar Model 44.
	10 Apr 43



	5-1026
	Pump, asphalt, trailer-mounted, with distributor attachments,

Littleford, Model US-3C, with Le Roi engine Model D-140-P3.
	15 Mar 44



	5-1027
	Operating and service instructions for grader, road, motorized,

diesel driven, 13-foot moldboard, Austin-Western Model 99-1E

(grader serial numbers H-4888 and up).

Changes 1
	1 Dec 51



	5-1028
	Maintenance manual and parts list for motor grader, type 101,

diesel, Model G-23564-AG, Gallon.
	28 Nov 42



	5-1029
	Mixer, rotary tiller, soil stabilization, tractor-mounted diesel-

driven, self propelled, 7 ft. mixing width, Seaman Model DT-47

(Army Model TP 84M).
	28 Jul

53



	5-1030
	Crusher, jaw type, gasoline-engine-driven, trailer-mounted, 4 steel

wheels, 10-x16-in. opening, 4 to 12 tons per hour, Grendler Model

1016-A (less engine).
	8 May 45













	NO.
	TITLE
	DATE.




	5-1031
	ENGINEER-Continued

and maintenance

instructions;

Cedarapids,

Model

Operation
	14 Jan 53



	
	DJ50, screening and crushing plant.

[Crushing and screening

plant, single unit, mobile, diesel driven, 50 tons per hour, with

Model 20 single screw, trailer mounted sand dehydrator and

Model 30T, trailer mounted aggregate storage bin, Iowa Model

DJ-50 (less engine)].
	



	5-1032
	Ditching machine, ladder type, crawler mounted, gasoline engine

driven, digging depth 8 ft., width 18 to 24 inch, Model 44C with

Buda Engine Model HP 351.
	31 Dec 43



	5-1033
	Grader, road, motorized, diesel driven, pneumatic tires, 12-foot

moldboard, Galion Model 104 (less engine).
	23 Jan

52



	5-1034
	rotary

tiller,

stabilization,

self-powered,

trailer.

Mixer,

soil

mounted, gasoline, Model MiD 72.
	3 Dec 42



	5-1035
	tandem drive, 12-foot

Grader, road, motorized, diesel-driven,

moldboard with scarifier, serial nos. 3U1 and up, Caterpillar,

Model 112.
	25 May 53



	5-1036
	Grader, road, towed-type, leaning-wheel, hand-controlled, 10-ft

moldboard, Adams, Model 104 with scarifler.
	6 Mar 44



	5-1037
	Crushing and screening plant, gravel and rock, 2 units, gasoline

engine driven, semitrailer mounted, w/dollies 25-cu yds per hour,

Iowa Model No. 1, with Buda engine Model L-525 (operation

and maintenance).
	25 Oct

43



	5-1038
	Crushing and screening plant, gravel and rock, 2 units, gasoline

engine driven, semitrailer mounted, w/dollies, 25-cu yds per

hour, Iowa Model No. 1, with Buda engine Model L-525 (parts

catalog).
	25 Oct

43



	5-1039-1
	tandem-drive,

Grader,

road,

motorized,

diesel-engine-driven,

10-foot moldboard, serial nos. 1M1 to 1M299, 1R11 to 1RI130 and

1U1 to 1U328, Caterpillar, Model 212.
	25 May53



	5-1041
	Grader, road, motorized, diesel driven, pneumatic tires, 12-foot

moldboard, Galion Model 118 (less engine).
	27 Mar 52



	5-1042
	Maintenance manual and parts catalog: Tank car heater, Model

DS, 2 car capacity, Cleaver-Brooks Company.
	15 Dec 42



	5-1043
	Grader, road, motorized, diesel-driven, pneumatic tires, 12-foot

moldboard, Rome Model 402.
	25 Jul

52



	5-1044
	Tank car heater, Model DS, 2 car capacity.
	15 Dec 42



	5-1045
	Grader, road, motorized, diesel-driven, 12-foot moldboard, J. D.

Adams Model No. 550.
	15 Mar 52



	5-1046
	Heater, asphalt, trailer-mounted, 3-car, 42 hp, Cleaver-Brooks,

Model DS-3, with Model ZZ engine (maintenance instructions

and parts catalog).
	Dec 43



	5-1047
	Spreader, sand, towed-type, traction-powered, with wing gate,

and safety seat, Flink, Model SS.
	5 Sep

52



	5-1048
	Good

Roads,

Spreader,

sand,

towed-type,

traction-powered,

Model 2S.
	Nov 43



	5-1050
	Batching plant, aggregate, 3 compartment, 105-ton, Blaw-Knox

Model P3105.
	11 Dec 42

28 Oct 52



	5-1051
	Roller, road, towed-type, wheeled, 4 pneumatic tires, 16 x 21, ply

36, Grace, Model WLTR.

Mixer, soil stabilizer, single pass, diesel-driven, crawler type,
	11 Aug 53



	5-1052

5-1053
	Harnischfeger Model LA-88.

Crushing and screening plant, single unit, mobile, diesel-driven,
	8 May 52



	5-1054
	50-tph, Pioneer Model 33 Triplex.

Crushing and screening plant, single unit, diesel-driven, 50 tons
	10 Jul

53



	
	per hour with Model PB20 single screw, trailer-mounted sand

dehydrator and Model PB20 trailer-mounted aggregate storage

bin, Universal Engineer Model 1830 CWL.
	



	5-1055
	Parts and instruction manual for Buckeye, subgrader, Model

FG24, form-riding, 20' to 25' width, gasoline-engine-driven,

Gar Wood Industries, Inc.
	10 Dec 52



	5-1056
	Spreader, concrete, gasoline engine driven, 20 ft width, Model

"SA" with Hercules engine Model QXDS; maintenance manual

and parts catalog.
	6 May53













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-1057
	Roller, road, towed type, wheeled, 13 pneumatic tires, Tampo,

Model R-13.
	21 Apr 53



	5-1058
	Spreader, concrete, gasoline engine driven, 20 ft width, Model

"SA" with Continental engine Model PF 226.
	6 May43



	5-1060
	2 and 3 drum, in-line,

Roller, road, towed-type,

sheepsfoot,

LeTourneau Models W2 and W3.
	12 Feb 43



	5-1061
	Roller, road, towed type, 4-wheels, pneumatic tires, 50-ton, Wil-

liam Bros Model 450, modified.
	22 Jan

54



	5-1063
	Roller, road, towed type, sheepsfoot, Tampo Model US 3.
	24 Sep 53



	5-1064
	Roller, road, towed type, 4 pneumatic tires, 50-ton capacity,

Shovel Supply Model RT-100CE.
	15 Mar 55



	5-1066
	Spreader, concrete, gasoline engine driven, form-riding, 20-ft width,

Blaw-Knox Model S.
	1 Sep 43



	5-1067
	Roller, road, towed type, sheepsfoot, 2 and 3 drums in line, Ameri-

can Steel Works Models MT-144, MD-96, and MD-120.
	21- Oct 53



	5-1068
	Finisher, concrete, gasoline engine powered, 20-ft width, Blaew-

Knox Model "XC".
	20 Feb 43



	5-1070
	Form tamper, Jaeger Model 1.
	30 Nov 42



	5-1072
	Paver, concrete, crawler-mounted,

single drum, Foote Model

Multifoote 34 E.
	22 Apr 43



	6-1074
	Maintenance manual and parts list for mixer, concrete, gasoline

engine driven, trailer-mounted, 7 cu ft, Koehring Model 7S

Dandle, with Le Roi engine Model XRPI.
	15 Jul

43



	5-1076
	Mixer, concrete, gasoline engine driven, trailer-mounted, 14 cu ft,

Ransome Model 14 S-U.
	6 Jan

44



	5-1077
	Heater, asphalt, trailer-mounted, 3-car capacity, 42 hp, William

Bros. Model SG-41-T.
	5 Jan 55



	5-1078
	Heater, asphalt, trailer-mounted, 3-car, 42 hp, Cleaver-Brooks,

Model DS-31 (engine: Briggs & Stratton Model ZZ).
	24 Apr 44



	5-1079
	Heater, asphalt, trailer mounted, 3-car capacity, 42 hp, William

Bros. Model SG-45T.
	5 Apr 54



	5-1080
	Maintenance manual and parts list for peg tooth harrow, Me-

Cormick-Deering No. 2 Easy-fold (four-section-140 teeth) In

ternational Harvester.
	26 Nov 42



	5-1081
	Tank, asphalt, steel, trailer-mounted with steam coils 1500-gal,

Vic Model 72.
	18 Nov 54



	5-1082
	Harrow, disc, offset, 8-ft, 24-in disks, International Harvester,

Model DYRR SO-49.
	28 Dec 43



	5-1083
	Spreader, aggregate, towed type, traction powered, 8-foot width,

Grace, Models R and S.
	12 Dec 52



	5-1084
	Cultivator, chisel, 12 inch spacing, 8 foot width, DYRR Model F,

International Harvester Co.
	6 Jan 43



	5-1086
	Maintenance manual and parts list for plow, tractor, with stand-

ing cutter and single plain share, Deere Model II.
	23 Jan

43



	5-1087
	Elevator, aggregate, bucket enclosed, line shaft and gear drive,

27 ft. 6 in. centers 80 to 150 tph, Barber-Greene, Model 880.
	24 Oct

52



	5-1088
	Plow, tractor, heavy duty, 4-14 in. bottoms, Deere Model No. 7.
	29 Jan 43



	5-1090
	Maintenance manual and parts list for rooter, cable operated, 3-

tooth, LeTourneau Model 113.
	11 Feb 43



	5-1092
	Grader, road, towed-type, leaning-wheel, hand-controlled, 12-ft

moldboard, Adams Model 124-S, with scarifler.
	6 Mar 44



	5-1093
	Scraper, road, towed type, cable operated, Heil Model C-6, C-8,

C-10, C-15, and C-18.
	21 Aug 52



	5-1094
	Scraper, rotary, Adams Model 152, drag-type.
	18 Feb 43



	5-1095
	Scraper, road, towed type, cable operated, 8 cu. yd., Southwest

Model S-90.
	52

15 Sep



	5-1097
	Roller, tandem, gasoline, air edoled power, variable weight, re-

tractable transport wheels, pneumatic tires,

Galion, Model

T5RW.
	5 Mar 53



	5-1098
	Roller, road, gasoline, tandem, 2-axle, 2 to 23i-ton, Ferguson,

Model 151, with Wisconsin engine Model AGH.
	15 Jun 44



	5-1099
	Scraper, road, towed type, cable-operated, 12-cu. yd., Southwest,

Model S-152.
	8 Oct 62













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-1100
	Roller, road, powered, gasoline, 3-wheel, 10 ton, Gallon Model

"Chief".
	13 Jan 43



	5-1101
	Roller, road, gasoline-driven, tandem 2-axle, 5- to 8-ton, Lewis-

Browning Model Pierce Bear S-58.
	8 Apr 54



	5-1102
	Washing and screening plant, sand and gravel, 75 tons per hr,

Pioneer Model 412-VW, with Allis-Chalmers power unit Model

E-60.
	12 Oct

43



	5-1103
	tandem 2-axle, retractable wheels,

Roller, road, gasoline-driven,

hydraulic-operated, with pneumatic tires, 2' -ton, Littleford

Trail-O-Roller, Model 155.
	16 Mar 53



	5-1106
	Crushing and screening plant, 2 unit, gasoline engine driven, semi-

trailer-mounted, with dollies, 25 cu yd per hr, Iowa Model No. 2,

with Buda L-525 engine.
	7 Feb 44



	5-1108
	Mixer, asphalt, diesel engine driven, travel or central plant, trailer

mounted, 110-220 tph, Model 848 with Buda engine Model 6-

DC-844.
	Oct

43



	5-1109
	Barber-Greene, Model 866, gradation control unit, including 880

hot elevators for use with B-G, Model 848 mixer; operation &

[Gradation control unit, aggregate, gasoline

service manual.

driven, trailer mounted, 4 x 8 ft, vibrating screen, 3 compartment

bin, Barber-Greene Model 866.]
	25 Mar 53



	5-1112
	Crushing and screening plant, 2-unit, gasoline engine driven, semi-

trailer-mounted, with dollies, 25 cu yd per hour, Iowa, Model

No. 2A with Case engine Model LAE.
	7 Feb 44



	5-1113
	Loader, aggregate, bucket, tractor-mounted, gasoline-driven, 4

pneumatic tires, 4 x 4, 15i cu. yd., Pettibone Mulliken Model

15 speedall loader.
	15 Jul

53



	5-1116
	Loader, snow, belt type, crawler-mounted, gasoline engine driven,

10 to 20 cu yd (with bucket loader elevator attachment), Barber

Greene Model 38-D, with Buda engine Model HP-217.
	Oct

43



	5-1117
	Loader, snow, belt-type, crawler-mounted,

gasoline-driven,

10-

to 20-cu yd per minute, Barber-Greene, Model 538-B.
	22 Dec 52



	5-1118
	Loader,

aggregate,

bucket,

crawler-mounted,

gasoline engine

driven, 3 cu yd, 17-ft 4-in boom, Barber-Greene Model 82-AM

(for mixer), and 19-ft, 10-in boom, Model 82-AD (for dryer),

with Buda engine Model HP-326.
	Oct

43



	5-1120
	Grader, road, towed-type, leaning-wheel, hand-controlled, 6}i-ft

moldboard, Adams Model 11-S.
	9 Apr 43



	5-1122
	Roller, road, towed, sheepsfoot, with removable feet, single drum,

Model No. 10-S, J. D. Adams Co.
	10 Apr 43



	5-1124
	Grader, road, towed type, elevating, power-controlled, 48 inch

carrier, Adams Model 11.
	6 Mar 44



	5-1126
	rotary tiller, soil stabilization,

Mixer,

power takeoff, trailer-

mounted, Seaman Model ABT-48.
	1 Dec 43



	5-1127
	Distributor, water, truck mounted, 1,000-gal capacity, gasoline

driven, Butler Model 6743 (less engine).
	31 Aug 54



	5-1128

5-1130
	Roller, towed, Model US-45-130, Littleford Bros., Inc

Distributor,

bituminous

material,

trailer-mounted,

1250-gal,

Etnyre, Model MX-D4, Style RE, with Le Roi engine Model

P2877-D2.
	19 Sep 52

8 Mar 44



	5-1131
	Mixer, concrete, gasoline-driven, air-cooled, end discharge, trailer-

mounted, 4 steel wheels, 16-cu. ft., Chain Belt, Model 16-S, series

H. B.
	20 Mar 53



	5-1132
	Distributor,

bituminous

material,

trailer-mounted,

1250-gal,

Etnyre, Model MX-D5, Style RE, with Le Roi engine Model

D-140.
	17 Dec 43



	5-1134
	Distributor, bituminous material, truck-mounted, 800 gal Etnyre,

Model MX-D6, Style RE, with Le Roi engine Model D-140.
	11 Apr 44



	5-1135
	Mixer, concrete, gasoline-driven, end discharge, trailer-mounted,

4 stl wheels, 16 cu ft, Construction Machinery Co.
	5 Nov 52



	5-1136
	Pump, water, trailer-mounted with distributor attachments, Ros-

coe, Model MAE with Wisconsin engine Model VE41; mainte

nance instructions and parts catalog.
	27 Nov 43













	NO.
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	[ DATE
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	5-1138
	Mixer, concrete, gasoline, trailer-mounted, 7 cu ft, Construction

Machinery Co., Model 7-S.
	Oct 44



	5-1139
	Mixer, concrete, gasoline-driven, air-cooled, end discharge, trailer-

mounted, 2-wheel, pneumatic-tired, 7 cu ft, Rex, (Chain Belt)

Model 7-S.
	14 Jul

53



	5-1140
	Roller, road, towed-type, wheeled, rubber-tired, 13-tires, William

Bros. Model 67-W.
	15 Dee 43



	5-1141
	Mixer, concrete, gasoline-driven, air-cooled, end discharge, trailer-

mounted, 2 steel wheels, 6 cu. ft., chain belt, Model 6S, series SA.
	2 Mar 53



	5-1142
	Roller, road, gasoline, tandem, 2-axle, 5- to 8-ton, Buffalo-Spring-

field Model KT-16.
	23 Apr 43



	5-1143
	Mixer, concrete, gasoline driven, liquid cooled, end discharge,

trailer mounted, 16 cu ft, Gilson Model 16-S-SCE.
	22 Mar 54



	5-1144
	Ditcher, plow-type, 12-in. bottom, 26-in. depth, Deere Killefer,

Model 350R.
	Oct

43



	2 5-1145
	Kettle, joint sealing compound, double vat, indirect heat type

w/thermostat control, liquid petroleum gas fired, 150-lb capacity,

trailer-mounted, Aeroil, Model 120-15 DVP.
	19 Jan 53



	5-1146
	Tank, asphalt, steel, trailer-mounted, with steam coils, 1,500 gal.,

Littleford, Model 102S.
	15 Mar 44



	5-1147
	Kettle, asphalt, skid-mounted, 75-gallon capacity, Roscoe, Model

KO.
	23 Jan 53



	5-1148
	Tank, asphalt, steel, truck mounted with heating flues, 800 gal

Rosco, Model RMU with Wisconsin engine Model VE-4I;

maintenance instructions and parts catalog.
	Jan

44



	5-1149
	Distributor, water, truck-mounted, 1,000-gallon capacity,

gaso-

line-driven, Municipal Supply Co. Model WD-1000 (less engine)

(less truck).
	17 Nov 54



	5-1150
	Distributor, water, truck-mounted, 1,000-gal, Rosco, Model MME

with Wisconsin engine Model VE-4I; maintenance instruc

tions and parts catalog.
	27 Nov 43



	5-1152
	Heater, water, Littleford Bros. Model 5-C
	6 Jan

42



	5-1153
	Kettle, asphalt repair, trailer-mounted with gasoline-driven hand

spray, 110-gal. capacity, Aeroil, Model 6-ZPSA.
	26 May 53



	5-1154
	Kettle, asphalt, 165 gallon, with motor driven hand spray, trailer-

mounted, Littleford Model 84-HD-3, series P, R, S.
	9 Apr 43



	5-1155
	Kettle, asphalt, skid mounted, 750 gallon, Standard Steel Model

ESMP.
	21 Jan

54



	5-1156
	Kettle, asphalt repair, trailer-mounted, with motor-driven hand

spray, 110-gal. capacity, Littleford Model US-66, with Lauson

engines, Models 558-1, 586 and 627 (for Airborne organizations).
	15 Mar 44



	5-1158
	Kettle, asphalt-repair, trailer-mounted, with motor-driven hand

spray, 165-gal. capacity, Littleford, 84-HD-3, Series T.
	6 May44



	5-1159
	Crane-shovel, power unit, revolving wheel mounted, pneumatic

tires, one-engine drive, self-propelled, 5-ton capacity, 95 cu yd,

Koehring, Model 205-WC.
	31 Oct 52



	5-1162
	Shovel, crawler-mounted, gasoline, 34 cu yd, with attachments,

Osgood Model 200, with Buda engine Model HP-326 (shovel

serial numbers 3151 through 3870 and 3971 thru 3988).
	30 Mar 44



	5-1165
	Shovel, power, 2-cu yd, crawler-mounted, diesel engine powered,

Northwest Model 78-D, with Murphy engine Model ME-6

(maintenance manual).
	20 Jul

43



	5-1166
	Shovel, power, 2 cu yd, crawler-mounted, diesel engine powered,

Northwest Model 78-D, with Murphy engine Model ME-6

(parts catalog).
	20 Jul

43



	5-1168
	Crane, crawler-mounted, gasoline, 34 cu yd, with attachments,

Koehring Model 304, with Buda engine.
	Dec 43



	5-1172
	Crane, crawler-mounted, gasoline, 35 cu yd, with attachments,

Koehring Model 304 with Chrysler engine modifications.
	25 Apr 44





2 No stocks-do not requisition.
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	/-1174
	ENGINEER-Continued

Crane, revolving, truck-mounted, gasoline, pneumatic-tired, two-

engine drive, 4- to 8-ton, Class I, with attachments, Quick-Way

Model E, with International Model U-9 power unit.
	8 Sep 43



	5-1176
	Changes 1.

Roller, road, gasoline- or diesel-driven, tandem, 2-axle, 8 to 12 tons,

Gallion Model T-8-G.
	28 Aug 53



	5-1177
	Roller, road, gasoline-driven, tandem 3-axle, 9 to 14 tons, Buffalo-

Springfield Model KX-16C2.
	23 Apr 53



	5-1178
	diesel, 2-cu yd, with

attachments,

Shovel, crawler-mounted,

Thew, Model Lorain 82 (engine; Caterpillar Model D-13000).
	15 Mar 44



	5-1179
	Ditching machine, ladder type, crawler-mounted, digging depth

8 feet, width 18 to 24 inches, Parsons Model 221-2A.
	3 Mar 53



	5-1180
	Ditching machine, wheel-type, crawler-mounted, gasoline, digging

depth 5 ft, 6 in, width 23 in, Cleveland Model 110.
	Jan

44



	5-1183
	Roller, road, diesel and gasoline-engine-driven, 3-wheel, 10-ton,

Buffalo-Springfield Models VM-31C and VM-32C.
	2 Jun 52



	5-1184
	Maintenance manual and parts list: Roller, road, gasoline engine

driven, tandem, 3-axle, 9 to 14 ton, Buffalo-Springfield

Model

KX-16.
	16 Sep 43



	5-1185
	Roller, road, gasoline-driven, tandem, 2-axle, 5- to 8-ton, Galion

Model T5G, with engine, Continental Model F-244.
	10 Jan 55



	5-1187
	Roller, road, gasoline-driven, 3-wheel, 10-ton with scarifier and

sprinkler system, Huber, Model R-6310,
	26 Nov 52



	5-1188
	Roller, road, gasoline, 3-wheel, 10-ton Huber with Hercules en-

gine Model WXLC-3.
	Dec 43



	5-1190
	Maintenance manual and parts list: Scraper, towed, hydraulically

operated, 1i cu yd, Model CAB and Model H. U. Hyd. unit,

LaPlant-Choate Manufacturing Co.
	15 Apr 43



	5-1192
	Finisher, concrete, form-riding, 20- to 25-foot Blaw-Knox Model

"XD" with Hercules engine Model IXB-5.
	Jan

44



	5-1194
	Mobiloader, Models 8, 8H, 8C, 8M, 8B, for Caterpillar D8 and

RD8 tractor, Athey-Truss Wheel Co.
	22 Feb 43



	5-1197
	Maintenance manual: Shovel, power, crawler-mounted, gasoline

94 cu yd (Model No. 70, with Buda engine Model K-393), Buck

eye Traction Ditcher Co.
	27 May43



	5-1198
	Shovel, crawler-mounted, gasoline engine driven, V/4 cu yd, with

attachments, Buckeye Model 70, with Buda engine Model K393

(parts catalog).
	2 Dec 43



	5-1202
	Scraper, road, motorized, cable-Qperated, 12 cu yd, LeTourneau

Model Super C, Tournapull, with Model LP carryall.
	4 Mar 44



	5-1204
	Scraper, road, motorized, cable operated, 2 cu. yd., LeTourneau,

Model D Tournapull with Model Q carryall scraper & Model

AD tilt blade.
	21 Jan

53



	5-1205
	Operator's instructions: Scraper, road, motorize, cable-operated,

12 cu yd, diesel driven, LeTourneau Model C Roadster with

carryall scraper, LeTourneau Model E-16 (less engine).
	21 Nov 51



	5-1205A
	Repair instructions:

Scraper, road, motorized, cable-operated,

12 cu yd, diesel driven, LeTourneau Model C Roadster with

carryall scraper, LeTourneau Model E-16 (less engine).
	21 Nov 51



	5-1206
	3ai cu yd, LeTour-

Scraper, road, towed-type, cable-operated,

neau Model D.
	Mar 44



	5-1207
	Scraper, road, motorized, cable-operated 12 cubic yards, Heil

Model 2C500 with Heil Model MS-13 open top scraper (less

engine).
	2 Mar 54



	5-1208
	Scraper, road, towed-type, cable-operated, 6 cu yd, Type II, Le-

Tourneau Model M.
	6 Aug 43



	5-1210
	Scraper, road, towed-type, cable-operated, 8 cu yd, Type III, Le-

Tourneau Model LS.
	11 Jun 42



	5-1212
	Scraper, road, towed-type, cable-operated, Type IV, LeTourneau

Model LP.
	3 Jul

43



	5-1213
	Operator's instructions: Scraper, road, towed-type, cable oper-

ated, 12 cubic yard, LeTourneau, Model LPO.
	26 Nov 52
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	5-1214
	ENGINEER-Continued

Parts and instruction manual for Gar Wood front pump Model

RB roadbuilder, Model RB-D bulldozer, mounted on Allis
	24 Dec 52



	
	Chalmers ED-7 tractors and Model RB-X roadbuilder, Model

RB-DX bulldozer mounted on Allis Chalmers HD-7W tractors.

[Bulldozer, angling and rigid, hydraulic operated, tractor mount

ing, Gar Wood Models RB, RB-D, RB-X, and RB-DX]

Parts and instruction book for Gar Wood Model CT-153 tip-
	19 Jan



	5-1215
	dozer, Model CD-153 dozecaster for Allis-Chalmers HD-15

tractor.

tractor-mounting, cable operating Gar

[Angledozer,

Wood Models CT-153 and CD-153]
	53



	5-1216
	Tiltdozer, tractor-mounting, cable-operated, LeTourneau Model

A4.
	4 Sep

43



	5-1217
	Tiltdozer, tractor-mounted, cable-operated, LeTourneau- Model

A-6.
	12 May44



	5-1218
	tractor-mounting,

LeTourneau,

Angledozer,

cable-operated,

Model SK-6.
	3 Jul

43



	5-1220

5-1221
	Angledozer, tractor-mounting, cable-operated, LeTourneau Model

CK8.

Angledozer, tractor mounting, cable-operated, tilting, Berg Model
	14 Jun 43

4 Mar 54



	5-1222
	CB-SO00B.

Angledozer, tractor-mounting, cable-operated, tilting, Berg Model
	4 Apr 55



	5-1224
	CB-500C.

Angledozer, tractor-mounting, cable-operated, LeTourneau Model
	3 Jul

43



	5-1226
	WCK7.

Tiltdozer, tractor-mounting, cable-operated, LeTourneau Model
	4 Sep

43



	5-1228
	A4 (SP).

Angledozer, tractor-mounting, cable-operated, LeTourneau Model

C-4 (for use with LeTourneau TA power control unit).
	10 Jul

43



	5-1230
	Maintenance manual and parts list: Plow, disk, towed-type, five

28-inch discs, Deere Model 205.
	16 Sep 43



	5-1231
	Plow, towed type, 4 fourteen inch bottoms, Model 10, McCor-

mick.
	6 May 53



	5-1232
	Plow, furrow type, 5-bottom, two type, Minneapolis Moline

Model FF-16-SP.
	1 Sep 53



	5-1241
	Crushing, screening and washing plant, rock and gravel, 5 and 9

unit combination, crawler-mounted, 100-150 tph, gasoline, Pio

neer (erection and operation).
	1 Jul

43



	5-1244
	Crusher, jaw-type, gasoline engine driven, crawler-mounted, 30-

in x 42-in, 200 to 400 tons per hour, Pioneer Model 56-A.
	2 Feb 44



	5-1246
	Crusher, roll-type, gasoline engine driven, crawler-mounted, 54-in.

dia x 24 in. face, 100 to 190 tons per hour, Pioneer Model 54-VA.
	2 Feb 44



	5-1248
	Crusher, screen

and washer,

roll-type,

belt-driven,

crawler-

mounted, 40-in. dia x 22 in. face, 40 to 140 tph, Model 300-WA,

and

dehydrator,

sand,

chain-driven,

trailer

screw-feed,

mounted, 4 steel wheels, 40 to 60 tph, Pioneer.
	2 Feb 44



	5-1250
	Crusher,

roll-type, gasoline engine driven, trailer-mounted,

6

steel wheels, 40 in. dia x 22 in. face, 40 to 140 tph, Pioneer Model

42-VA.
	2 Feb 44



	5-1252
	Scrubber and washer, paddle-type, gasoline engine driven, trailer-

mounted, 6 steel wheels, 80 to 100 tons per hour, Pioneer'Model

Log Washer.
	2 Feb 44



	5-1254
	Power unit, gasoline

engine driven,

trailer-mounted,

4 steel

wheels, 120 to 140-hp, Pioneer 300-WA.
	2 Feb 44



	5-1256
	Pump, centrifugal, gasoline engine driven, trailer-mounted, 6 in.

discharge, 1,000 gmp at 80-ft head, Pioneer Model 300-WA.
	2 Feb 44



	5-1258
	Conveyor, belt, transfer, gasoline engine driven, 30-in. x 50-ft high

mast; 30-in. x 35-ft low mast; 30-in. x 50-ft low mast, 300-fpm;

30-in. x 50-ft low mast, 400-fpm, Pioneer.
	2 Feb 44



	5-1259
	Waukesha power unit, Model 6-"WAKU" with Model "ICK"

starter (operator's manual, maintenance manual and parts price

list).
	28 Feb 43
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	2 5-1260
	Crane, revolving, crawler-mounted, diesel, 1 to 136 cu yd, 20-30

tons, Class IV, Bucyrus-Erie Model 37-B.
	30 Aug 43



	5-1269
	Bulldozer, tilting-blade, tractor-mounting, cable-operated, Heil

Model CEM-9BW.
	23 Dec 52



	5-1270
	Bulldozer, hydraulic, tractor-mounted, 59 inch blade, LaPlant-

Choate Model BABX for Model CA-1 Clarkair crawler.
	25 May 43



	5-1271
	Bulldozer, tractor-mounting, hydraulic-operated,LaPlant-Choate

Model B-61.
	3 Aug 44



	5-1272
	Angledozer, tractor-mounting,

LaPlant-Choate

cable-operated,

Model R76R, for Caterpillar tractor Model D7.
	15 May44



	5-1273
	mounting,

hydraulic

operated,

LaPlant-

Angledozer,

tractor

Choate, Model R-8.
	16 Dec 52



	5-1279
	LaPlant-Choate

Bulldozer,

rigid,

hydraulic-operated,

Model

B-63.
	28 Oct 52



	5-1280
	Mixing plant, asphalt, and soil aggregate, gasoline engine driven,

25-tph, mobile, 4-unit combination, consisting of Barber-Greene

pugmill mixer Model 841, aggregate dryer Model 831, soil stabi

lizer Model 821, bucket elevator Model 831, powered by LeRoi

engine Model D-201-PS.
	1 Oct

43



	5-1281-1
	Asphalt plant, gasoline driven, 10 to 30 tons per hour, 2 unit: Unit

No. 1, mixer, bituminous, Barber-Greene Model 840-0; Unit

No. 2, dryer, aggregate, Barber-Greene

Model 830-a, trailer

mounted, less engines; operating and maintenance instructions.
	22 Aug 52



	5-1281-2
	Barber-Greene Model 830( asphalt mixing plant, 2-unit, gasoline-

engine-driven, trailer-mounted and Model 840G towed mixer,

asphalt, gasoline, repair plant; field and depot maintenance.
	29 Sep 52



	5-1287
	tractor-mounted,

hydraulic-operated,

LaPlant-

Angledozer,

Choate Model R-61.
	11 Sep 52



	5-1288
	Angledozer, tractor-mounting,

cable operated,

LaPlant-Choate

Model R-76F.
	3 Aug 44



	5-1304
	Dozer-shovel, Bucyrus-Erie, Models To and TD9, for use with

International Models TO and TD9 TracTracTors.
	15 Oct 43



	5-1306
	LaPlant-

tractor-mounting,

hydraulic-operated,

Angledozer,

Choate Model R-63 (for Caterpillar D6 tractor).
	25 Mar 44



	5-1308
	LaPlant-

tractor-mounting,

hydraulic-operated,

Angledozer,

Choate Model 4-R (for Caterpillar D4 tractor).
	23 Mar 44



	5-1312
	Shovel, crawler, gasoline, 9i cu yd, with attachments, Lima Model

Paymaster-34 (engine: Chrysler Model C-36-520).
	24 Jan 45



	5-1316
	Crane, crawler, Bay City Model 65; Crane engine, Waukesha

Model 145GK; light plant, Kohler Model IM21.

[Set of 4 pub

lications]
	Undated



	5-1331
	Bulldozer, tilting, cable operated, LeTourneau, Model XD8.
	52

8 Sep



	5-1332
	Bulldozer, Model XD9, for use with RD8 and D8 Caterpillar

tractors, R. G. LeTourneau, Inc.
	16 Nov 44



	5-1334
	Austin-Western

Model

Rooter, road, lever-operated,

3-tooth,

Rip-Rooter.
	17 Sep

53



	5-1337
	Loader, aggregate, bucket, tractor mounting, bucket only, front

end, hydraulic operated, 1 cu. yd., Tractomotive Model TS-5.
	8 Sep

52



	5-1338
	Athey Mobiloader Models 4 and W4 for Caterpillar D and R4

standard or wide gage tractors, Athey Truss Wheel Co.
	2 Feb 42



	5-1343
	Scraper, road, towed type, cable operated, 8 cu yd, Heil Model

OC-9.
	30 Apr 54



	5-1346
	Scraper, road, towed-type, cable-operated, 12 cu yd, Wooldridge

Model BBU.
	1 Apr 54



	5-1347
	Scraper, road, towed-type, cable-operated, 12 cu yd, Wooldridge

Model BB-120.
	17 Dec 53



	5-1348
	Scraper, road, towed type, airborne, hydraulic-operated, 6 cu. yd.

capacity, Bucyrus-Erie as modified by M-R-S Mfg. Company

Model 68 AGS.
	4 Mar 53



	5-1349
	Scraper, road, towed type, cable operated, open bowl, 12 cu yd, 4

wheels, Wooldridge Model OS-122A.
	24 Nov 53





S No stocks-do not requisition.










	NO.
	TITLE
	DATE
	



	
	ENGINEER-Continued
	
	




	5-1360
	Loader, aggregate, bucket, tractor mounting, front end, cable

operated 736 CY, Trackson Traxcavator Model T4 and IT4.
	23 Oct
	52



	5-1374
	Breaker, paving, gasoline-driven, Syntron Models TE-59, TE-

59A, TE-59C, and TE-59D.
	1 May 52
	



	56-1400-1
	Crushing, screening and washing plant, 150-tph, gasoline-electric,

Pioneer, erection and operation instructions.
	6 Jul
	53



	5-1400-2
	Crushing, screening and washing plant, 150-tph, gasoline-electric,

unit No. 1; crusher, jaw-type, trailer-mounted,

6-wheel, dual

tires, pneumatic tired, 30 x 42 inch opening, Pioneer Model

153-PRA.
	6 Jul
	53



	5-1400-3
	Crushing, screening and washing plant, 150-tph, gasoline-electric

units 2 and 9; crusher, roll-type, trailer-mounted, 6 wheels, dual

tires, pneumatic-tired, 54-inch diameter x 24-inch face rolls with

30-inch x 21-foot conveyor-feeder, Pioneer Model 54-VAE.
	6 Jul
	53



	5-1400-4
	Crushing, screening and washing plant, 150-tph, gasoline-electric

units 3, 7, 12, and 13; conveyors, belt transfer, motor-driven,

30-inch x 35-foot and 30-inch x 50-foot, with hydraulic cradle

truck, 2-wheel, pneumatic-tired, Pioneer Model.
	6 Jul
	53



	5-1400-5
	Crushing, screening and washing plant, 150-tph, gasoline-electric

units 4 and 8; roll type, belt-driven, trailer-mounted, 6-wheel

dual tires, pneumatic-tired, 40-inch diameter x 22-inch face rolls

with twin screw dehydrator, Pioneer Model 300-WAE.
	6 Jul
	53



	5-1400-6
	Crushing, screening and washing plant, 150-tph, gasoline-electric

unit No. 5: power unit, gasoline-engine-driven, trailer-mounted,

4-wheel, pneumatic-tired, Pioneer Model (less engine).
	6 Jul
	53



	5-1400-7
	Crushing, screening and washing plant, 150-tph, gasoline-electric

unit No. 6; crusher, roll type, trailer-mounted, 6-wheel dual tires,

pneumatic-tired,

40-inch diameter x 22-inch face rolls, with

30-inch x 40-foot return conveyor, Pioneer Model 42-VAE.
	6 Jul
	63



	5-1400-8
	Crushing, screening and washing plant, 150-tph, gasoline-electric

unit No. 10; scrubber and washer, gravel, twin-paddle type,

trailer-mounted,

4-wheel, dual tires, pneumatic-tired, Pioneer

Model.
	6 Jul
	53



	5-1400-9
	Crushing, screening and washing plant, 150-tph, gasoline-electric

units 11 and 14; pump, centrifugal, trailer-mounted, 4-wheel,

pneumatic-tired,

at 80-foot head,

6-inch discharge, 1,000-gpm

Jaeger Model 6PHO with piping equipment, Pioneer Model

(less engine).
	6 Jul
	53



	5-1458
	Model 75 Link Belt Speeder, shovel, Link-Belt Speeder Corp.
	3 Aug 45
	



	25-1484
	Wood Roadmixer Model Series No. 48. Wood Roadmixer Co.
	Undated
	



	5-1486

5-1492
	7-S Model "U" mixer, Ransome Concrete Machinery Co.

Roller, road, powered, diesel, 8-12 ton variable weight, Model

"Tandem," Galion Iron Works & Manufacturing Co.
	9 Aug 45

1 Mar 43
	



	5-1508
	Bulldozer, Model 1(8, for use with D8 Caterpillar tractor, R. B.

LeTourneau, Inc.
	1 Dec 44
	



	5-1514
	Treedozer, tractor-mounted, hydraulic-operated, LaPlant-Choate

Model TD8 for Caterpillar tractor, Model D8.
	9 Nov 43
	



	5-1520-1
	Operating instructions;

grader, road, motorized, diesel driven,

tandem drive, 12 ft. moldboard, J. D. Adams, Model 511.
	4 Aug 52
	



	5-1520-2
	Repair instructions; grader, road, motorized, diesel, engine driven,

tandem drive, 12 ft. moldboard, J. D. Adams, Model 511.
	4 Aug 52
	



	5-1530
	Angledozer, cable operated, Buckeye, Model HD-10-W.
	29 Sep
	52



	5-1555
	Mixer, concrete, gasoline-driven, end discharge, 16 cu. ft. T. L.

Smith, Model 499 (less engine).
	18 Dec 52
	



	5-1575
	Bulldozer, rigid, cable operated, Trackson Model CB9.
	8 Aug 52
	



	5-1580
	Bulldozer, tractor-mounted, cable-operated, LeTourneau Model

XD-7.
	24 Mar 44
	



	5-1584
	tractor-mounting, cable-operated,

LaPlant-Choate

Angledozer,

Model R82R for Model D8 Caterpillar tractor.
	14 Jul
	44



	5-1585
	Bulldozer, rigid, tractor mounting, front and rear control, cable

operated, LaPlant-Choate Models BN76F, BN76R, BN78F,

and BN78R.
	24 May 45
	





2 No stocks-do not requisition.
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	DATE




	5-1586
	ENGINEER-Continued

Bulldozer, rigid and angling tilt blade, cable and hydraulic oper-

ated, front and rear control Caterpillar Models OA, 7A, 8A, 6S,
	25 Mar 53



	5-1721
	7S, 8S.

60-inch, Model 1942, and control station, Sperry

Searchlight,

Gyroscope Co., Inc. (maintenance manual).
	1 Sep

44



	5-1722
	and control station, Sperry

Searchlight,

60-inch, Model 1942,

Gyroscope Company, Inc. (parts catalog).
	1 Jun 44



	5-1723
	60-inch, Model 1942, and control station, Sperry

Searchlight,

Gyroscope Co. (operating instructions manual).
	4 Feb 44



	5-1730
	Searchlight, 18-inch, with tripod and carrying case, Crouse-Hinds

Co.
	14 Jun 43



	5-1990
	Angledozer, tractor-mounting, hydraulic-operated, 91 to 140-dbhp,

LaPlant-Choate Model R-71 (for Caterpillar D-7).
	29 May 45



	5-1991-1
	Pipe layer, tractor-mounting, side 15-foot boom, 14-ton capacity at

Model MD7 w/angledozer,

4-foot overhang, Trackson

cable

operating, Trackson model AF7 (operators manual).
	26 Feb 53



	5-1991-2
	Pipe layer, tractor-mounting side, 15-foot boom, 14-ton capacity at

Model MD7 w/angledozer,

4-foot overhang, Trackson

cable

operating Trackson Model AF7 (maintenance manual).
	2 Mar 53



	5-1993
	Pipelayer; tractor-mounting side, 11,500 lbs. capacity, at 4-ft. over-

hang, 11' 6" boom, Trackson Model PD4 with angledozer,

cable-operated, Trackson Model AF4.
	24 Apr 53



	5-2000
	Water purification unit, gasoline engine driven, portable, 15 gpm,

Wallace and Tiernan Model 1940, with Wisconsin engine Model

AB.

Changes 1
	13 Dee 43



	5-2002
	Well drilling machine, percussion type, gasoline engine driven,

Star Model No. 71SK; maintenance instructions and parts

catalog.
	Oct 43



	5-2003
	Pump, sump, pneumatic, 3-inch discharge, 175 gpm at 25-foot

head, Myers Model 30LA-2Wi.
	30 Jun 53



	5-2006
	Centrifugal pump Model 30M (WAC14X), 4-inch, Gorman-Rupp

Co.
	Undated



	5-2007
	Pump, centrifugal, gasoline-driven, base-mounted, 2-in. discharge,

100 gpm at 100 ft., Berkeley Model 2-EQLL.
	7 Aug 53



	5-2008

5-2009
	Centrifugal pump Model J54, 4-inch, Gorman-Rupp.

Pump, diaphragm, gasoline-driven, pushcart-mounted, 2 wheels,

steel tires, 4-inch discharge, 100 gpm at 10-foot head, Carver,

Model D-4.
	6 Nov 42

10 Feb 53



	5-2012

5-2013
	Deep well turbine pump Model 4700, Deming Co.

Pump, centrifugal, gasoline-driven,

base-mounted,

2-inch

dis-

charge, 2-inch suction, 100 gpm at 100 ft head, Gorman-Rupp

Model 1205A (less engine).
	18 Sep 42

6 Jan

55



	5-2014
	Pump, diaphragm, gasoline engine driven, mounted on 2 steel

wheels, 4-inch discharge, 100-gpm at 10-ft head (suction), Novo

Model AD-4, with Novo engine Model CA-33.
	5 Jan 44



	5-2015
	Pump, centrifugal, gasoline-driven,

base-mounted,

4-inch

dis-

charge, 4-inch suction, 500 gpm at 20 ft head, Barnes Model

Marvel 40M (less engine).
	7 Dec 54



	5-2016

5-2017
	Centrifugal pump Model 2XPK, 165 gpm, Jaeger.

Sump pumps (air operated) sizes 25, 25T, and 35; duplicate part

list and instructions; Ingersoll-Rand.
	30 Nov 42

Jan 52



	5-2018
	Pump, sump, pneumatic, 3-in discharge, Model CP-2, 175-gpm,

25-ft head, Chicago Pneumatic Tool Company.
	1 Dec 42



	5-2021
	Pump, centrifugal,

gasoline driven, single stage, self-priming,

trailer mounted, 2-inch discharge, 166 gpm at 25 ft head, Gor

man-Rupp Model 3205.
	26 Feb 54



	5-2022
	Pump, centrifugal, gasoline engine driven, base-mounted,

2-in

discharge, 55-gpm at 50-ft head, Jaeger, Carver, or Red Jacket

Model 2APS-1.
	28 Feb 43



	5-2023
	Well drilling machine, rotary-type, skid-mounted, gasoline-driven,

airborne, George E. Failing Model 43-SA.
	31 Dec 54
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	5-2024
	Well drilling machine, rotary type, skid-mounted, gasoline engine

driven, Failing Model 314, with Buda engine Model HP-217.
	15 May 43



	5-2025
	Well drilling machine, rotary type, skid mounted gasoline driven,

Failing Model 314C.
	18 Jan 54



	5-2026
	Pump, centrifugal, diesel engine driven, base-mounted, 3-in dis-

charge, 600 gpm, 400-ft head, with Ingersoll-Rand Model 3GT

pump and Cummins Model HIP-600 engine.
	13 May 43



	5-2028
	Pump, centrifugal,

gasoline engine driven, base-mounted, 4-in

discharge, 200 gpm at 350-ft head, Gorman-Rupp, Model C54-14.
	9 Nov 43



	5-2030
	Water purification unit, gasoline engine driven, truck-mounted,

100 gpm (Model 1938) Wallace & Tiernan.
	15 Dec 42



	5-2031
	Pump, centrifugal,

gasoline-driven, base-mounted,

2-inch dis-

charge, 2-inch suction, 60 gpm at 125-ft head, Carter Model 4

MHW (less engine).
	5 Jan

55



	5-2032
	Hypochlorination unit, automatic, portable, 2 to 100 gpm flow

Wallace and Tiernan, Model A-506.

Changes 1.
	23 Jun 45



	5-2033
	Pump, centrifugal, gasoline driven, single stage, self priming, base

mounted, 4-inch discharge, 500 gpm at 20 ft head, Gorman-Rupp

Model 3402.
	4 Feb 54



	5-2034
	Pump, centrifugal, gasoline engine driven, 2-in discharge, 60 gpm,

125-ft head, Gorman-Rupp Model W52-10A.
	Jan 44



	5-2035
	Instruction

unit, hand operated,

manual: Water purification

knapsack pack filter pad type, Y4-gpm.
	1 May62



	5-2036
	Pump, centrifugal, l½-in discharge, 125 gpm, 300-ft head, gasoline

engine driven, Model B-180, Economy Pump.
	6 Feb 43



	5-2037
	Pump, centrifugal, gasoline engine driven, base-mounted, 1½-in 15 Jan 44

125 gpm at 300-ft head, Economy Model B-180;

discharge,

engine, LeRoi Model D-140.
	



	5-2038
	Pump, centrifugal, gasoline engine driven, 2-inch discharge, 60

gpm, 125-ft head, Gorman-Rupp, Model W52-10.
	9 Jul

43



	5-2040
	Pump, deep well, centrifugal type, 4-in discharge, 200 gpm, 200-ft

head, 150-ft setting, gasoline engine driven, Peerless Model 6M.
	23 Apr 43



	5-2042
	Pump, deep well, gasoline engine driven, helical rotor type, 30

gpm at 250 ft head, type II, Peerless Hi-Lift Model 42.
	26 Feb 44



	5-2043
	Pump, centrifugal, gasoline-driven, fire truck mounting, front,

double discharge, 2½i-inch discharge, 500 gpm at 120-lb pres

sure, Darley Model F-500.
	22 Mar 55



	5-2044
	Pump, centrifugal, gasoline engine driven, base-mounted, 2-inch

discharge, 166 gpm at 25-ft head, Novo Model K1R-2, with Novo

Model CA-33 engine.
	1 May 46



	5-2045
	Pump, centrifugal, gasoline-driven, fire truck mounting midship

double discharge, 2½i-inch discharge, 500 gpm at 275-foot head,

Darley Model M.
	15 Sep 52



	25-2046
	Type 1, Peerless M-52 Hi-Lift pump, and Waukesha Model ICKU

engine, Peerless Pump Division.
	Undated



	5-2047
	Pump, centrifugal,

gasoline-driven, trailer-mounted,

6-in. dis-

charge 1,000 gpm at 80-ft head, Carver Model KN6H.
	23 Dec 52



	5-2050
	Tank, water, canvas, with spray bar attachment, 150 gallons,

United States Rubber Co. (maintenance and parts catalog).
	17 Jun

43



	5-2051
	Pump, deep well, gasoline-driven, helical rotor type, 60 gpm at

25-ft. head for 4-in. well casing, Peerless Hi-Lift Model 53.
	14 Jul

53



	5-2052
	Pump, deep well, gasoline engine driven, turbine-type, 200 gpm

at 200-ft head, Cook Model PI-535, with Continental engine

Y-112.
	14 Dec 43



	5-2053
	Distillation unit, diesel-engine-driven,skid-mounted, thermocom-

pression type, 6,000-gallons per day, Mechanical Equipment,

Model S7D.
	19 May 53



	5-2054
	Pump, deep well, gasoline engine driven, helical rotor-type, 30

gpm at 250-ft head, type 2, Peerless Hi-Lift Model 42-H (engine:

Wisconsin Model AHH).
	29 May44
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Pump, centrifugal, gasoline engine driven, trailer- or skid-mounted, 15 Apr 44

5-2056

4-in. discharge, 500 gpm at 20-ft head, Carver Model 4822.

Pumping and hypochlorination unit, gasoline engine driven, port-

15 Mar 44

5-2058

able, 50 gpm, Wallace & Tiernan Model U-8600. (maintenance

instructions and parts catalog).

Cleaver-Brooke Model M2E-1OB distillation unit, 2,000 gals per

5 Nov 43

5-2060

day capacity.

Portable distillation unit, Model M2E-25, 5,000 gallons per day

Undated

5-2064

capacity, Cleaver-Brooks Co.; operating instructions and parts

manual.

Distillation unit, gasoline-engine driven, skid-mounted thermo-

10 Sep 44

5-2065

compression type, 3,000 gpd, Badger Model.

Water purification unit, gasoline engine driven, stationary, 50 gpm,

3 Mar 44

5-2066

Wallace & Tiernan, Model A-521 (knockdown-type).

Instructions for operation and maintenance of distillation unit,

Undated

5-2068

thermo-compression type, gasoline, trailer-mounted, 1,200 gals

per day, Badger.

Distillation unit, skid-mounted, 3,000 gal. per day, thermocom-

52

7 Oct

5-2069

pression type, Cleaver-Brooks, Model MVC-17A.

Water softening equipment, gravity flow, 300,000 grains per regen-

3 Aug 44

5-2071

eration (Zeolite type) Refinite Model 054; maintenance instruc

tions.

Pump, horizontal, duplex piston, steam driven, size 3 x 2 x 3-in.,

3 Apr 44

5-2074

6 gpm, %-in. discharge, K-in. inlet (steam), American-Marsh

Model 202-C-1.

Pump, rotary, power takeoff driven, fire truck-mounting, mid-

20 Sep

5-2076

44

ship, single-discharge, 2-in. discharge, 100 gpm at 277-ft head or

(120-PSI), Waterous Model HD-281-R.

General instructions for installation and operation of Gardner-

27 Jan 45

5-2078

Denver steam pumps.

Fire pump, 500 gpm at 120 lbs pressure, Waterous Model CA-1;

Undated

5-2083

maintenance manual and parts catalog.

Fire pump, 750 gpm at 120 lbs. pressure, Waterous Model CD-1.

23 Apr 53

5-2084

unit,

Water-pumping

gasoline-driven,

skid-

4 Mar 53

self-contained,

5-2086

mounted, 60 gpm, Hale, Model FZZP (ess engine).

Pump, centrifugal, gasoline driven, push cart mounted, steel

30 Jul

53

5-2087

wheels, 2 inch discharge, 116 gpm at 25 foot head, Marlow Model

17-W (less engine).

Pump, centrifugal, for gasoline, gasoline engine driven, base-

6 Jul

5-2088

44

mounted, 3-in. discharge, 3-in. suction, 240 gpm at 60-ft head,

Marlow Model 34-PV.

Marlow "Water Wizard," self-priming centrifugal pump, Model

6 Aug 52

5-2089

No. 22U, with Kiekhaefer KB 3Y2-P, Mercury engine, 55-gpm at

50-foot head.

Pump, deep well, gasoline engine driven, turbine-type, 30 gpm at

28 Apr 45

5-2090

250-ft head, Cock Model SK-635, with Wisconsin engine Model

AHH.

Pump, centrifugal, gasoline driven, skid mounted, double dis-

Oct 52

5-2094

charge, 500 gpm at 275-ft head, Hale, Models CFS, CFUS, CFT

& CFUT.

Pump, centrifugal, gasoline-driven, fire truck mounting, midship,

21 Apr 54

5-2095

double discharge, 2)/-inch discharge, 500 gpm at 275-ft head,

Hale Model GS-3.

14 May54

Pump, centrifugal, gasoline driven, base mounted, 4-inch dis-

5-2097

charge, 4-inch suction, 480 gpm at 300-ft head, Weinan Model JC.

Water purification equipment, diatomite, set No. 2, pack, 15-gpm;

21 Aug 52

5-2102

operation, maintenance and repair instructions.

Water purification equipment, diatomite, set No. 3, portable,

24 Jul

52

5-2103

35-gpm.

Water purification equipment, diatomite, set No. 4, portable,

2 Jul

52

5-2104

50-gpm.

Mixer, concrete, Model 14-S, Ransome.

29 Sep 42

5-2108
	NO.
	TITLE
	DATE
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	5-2116
	Gasoline pump, Model 6B, Type HBE, with Continental Model

33R gasoline engine, American-Marsh Pumps, Inc.
	Undated



	5-2118
	Carver self-priming centrifugal pumps.
	4 Aug 52



	5-2119
	Pump, centrifugal, gasoline-driven,

base-mounted, 2-inch dis-
	16 Dec 53



	
	charge and suction, 166 gpm at 25 ft head, Carver Model KN2H.
	



	2 5-2120
	Barnes 2" centrifugal self-priming pump, Model 7M US, powered

with a Wisconsin gasoline engine, Model AB, Barnes Mfg. Co.
	Undated



	5-2140
	Distillation unit, gasoline-engine-driven,

skid-mounted, thermo-

compression, type 150-GPH, Cleaver-Brooks, Model DVC-15
	19 Jan 53



	5-2241
	(less engine).

Pump, centrifugal, gasoline-driven, skid-mounted, 2-in. discharge

and suction, 166 gpm at 25 ft. head normal discharge, Construc
	11 Jul

52



	5-2242
	tion Machinery Model 10M with Wisconsin engine Model AEH.

Pump, centrifugal,

gasoline-driven,

base-mounted,

2-inch dis-

charge, 2-inch suction, 166 gpm at 25 ft head, Carter Models
	7 Jul

54



	
	10MCW and 10MCW7 (less engine).
	



	5-2253
	Pump, centrifugal,

base-mounted, 2-inch dis-

gasoline-driven,

charge, 55 gpm at 50-foot head normal discharge, Barnes Model

7M, Carter Model 7MCW, Carver Model KN2LC, Gorman

Rupp Models 3201 and 3202, Jaeger Model 2PAF, and Red

Jacket Model 7MAG with Wisconsin engine, Model ABND;

operation, maintenance, and repair instructions.
	3 Oct 52



	5-2280
	Pump, horizontal, duplex piston, steam driven, sizes 41 x S inches, 26 May 52

10 gpm, 2-inch exhaust, %4-inch inlet, %4-inch discharge, 2-inch

suction, Gardner-Denver.
	



	2 5-2312
	6" 15-stage, Cook deep well turbine pump, Model SK-660 on base

frame with Wisconsin Model AGH gasoline engine, v-belt drive,
	Undated



	56-2316
	for 200-ft setting, A. D. Cook, Inc.

Pump, centrifugal, gasoline-engine-driven,

base mounted, 4-in.

discharge, 480 gpm at 300-ft head, Leff Model Aurora AD-2
	30 Mar 45



	5-2700
	engine: Chrysler T-108-503).

24-inch searchlight equipment, portable power plant, Mole-Rich-

ardson, Model 1941-A (parts and price lists).
	24 Nov 52



	5-2701
	plant, Mole-

searchlight

equipment, portable power

24-inch

Richardson, Model 1941-A (maintenance manual).
	24 Nov 52



	5-2703
	Power plant, searchlight, 24-in., Mole-Richardson, Model 1941-A.
	I Feb 42



	5-2721
	Power plant, Model 1942 for searchlight, 60-inch, Model 1942,

Sperry Gyroscope Co., Inc. (maintenance manual).
	Dec 44



	5-2722
	Power plant, Model 1942 for searchlight, 60-inch, Model 1942,

Sperry Gyroscope Co., Inc. (parts catalog).
	15 Mar 44



	5-2723
	Power plant, Model 1942 for searchlight, 60-inch, Model 1942,

Sperry Gyroscope Co., Inc. (operating instructions).
	1 Jul

44



	5-3000
	Tractor, wheeled, rubber-tired,

gasoline, 30 dbhp, rigid, Case

Model "DI."
	Oct

43



	5-3002
	Dump bottom trailer, Model E-13, crawler mounted, Athey Truss

Wheel Co.
	7 Dec 42



	5-3003
	Tractor, wheel-type, pneumatic-tired, gasoline-driven,

2,000 to

2,975 lbs. dbp, Case, Model VA1.
	30 Dec 52



	5-3009
	Tractor, wheel-type, pneumatic tires, gasoline-driven, 3,000 to 3,700 12 Mar 54

lbs dbp, Massey-Harris Model I-162G.
	



	5-3010
	Tractor,

wheeled,

rubber-tired,

standard,

gasoline,

40-dbhp,

Case LAI.
	13 Feb 43



	5-3012
	Tractor, rubber-tired,

with hydraulic

gasoline-engine-driven,

controls, 23-dbhp, Model "SI" air borne (maintenance instruc

tions and parts).
	Jan

44



	5-3014
	Tractor, wheeled, rubber-tired, gasoline, 23-dbhp, standard, Case

SI with airborne Hough SI bucket loader.
	Jan 44



	5-3020
	Tractor, crawler type, 20-dbhp, with bulldozer and towing winch

Model CA-1 "Clarkair."
	Undated



	5-3021
	Tractor, wheel-type, pneumatic tires, gasoline engine-driven, 3,000
	3 Apr 52





No stocks-do not requisition.
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	t-3022
	Tractor, wheel-type, pneumatic tires, gasoline-driven, 3,725 to 5,175

pounds dbp, Minneapolis-Moline, Model ZASI.
	27 Oct

52



	5-3023
	Model UMIL tractor.

Operation

and maintenance manual;
	1 Apr 53



	
	[Tractor, wheel-type, pneumatic tires, gasoline-engine-driven
	



	
	(5,200 to 7,775 lbs. dbp), Minneapolis-Moline Model UMIL].
	



	5-3026
	Tractor, wheel-type, pneumatic tires, gasoline-driven, 3,000 to

3,700 lbs., dbp, International Harvester Model 1-4.
	8 May53



	5-3027
	Tractor, wheel, International Harvester, Model L-6.
	8 Dec 52



	5-3028
	Tractor, wheel-type, pneumatic tires, gasoline-driven, 5,200 to
	27 Oct 52



	
	7,775 lbs., dbp, International Harvester, Model I-9.
	



	5-3035
	manual,

and industrial

Oliver;

operator's

agricultural

"77"

tractors.

[Tractor,

wheel-type,

pneumatic

tires,

gasoline
	29 Dec 52



	5-3040
	driven, 3,725 to 5,175 pounds drawbar-pull, Oliver Model "77"].

Tractor, crawler-type, diesel-driven, 28,100 to 38,000 lbs. drawbar-
	12 Apr 49



	
	pull,standard Caterpillar D-8, 78-in. gage (tractor serial num

bers 1H5729 to 1H9999 and 8R1 and up).
	



	5-3040A
	Tractor, crawler-type, diesel-driven, 28,100 to 38,000 lbs. draw-
	16 Jun 49



	
	bar-pull, standard Caterpillar D-8, 78-inch gage, tractor serial

Nos. 1115729 to 1H9999 and 8R1 and up; (repair instructions).
	



	5-3040B
	Tractor, crawler-type,

diesel-driven

(28,100 to 38,000 lbs. draw-

bar-pull) standard Caterpillar D-8, 78-inch gage (tractor serial

No. 2U1765 and up).
	17 Dec 53



	5-3040C
	Tractor, crawler-type, diesel-driven, 28,100 to 38,000 lbs. draw-
	28 Dec 53



	
	bar-pull, standard Caterpillar D-8, 78-inch gage (tractor serial

No. 2U14765 and up).
	



	5-3068
	Tractor, crawler, diesel,

70 to 90-dbhp, standard

Caterpillar

Model D7, 74-in. gage.

Changes 1.
	19 Mar 45



	5-3068A
	Tractor, crawler-type, diesel-driven 17,000 to 22,500 lbs. drawbar-
	6 Jun 49



	
	pull, standard Caterpillar D7, 74-inch gage, tractor serial Nos.
	



	
	7M1 and up, 3T1 and up, and 4T1 and up (repair instructions).
	



	5-3100
	Tractor, crawler-type, diesel-driven, 12,000 to 17,000 lbs. draw-

bar-pull, standard Caterpillar D-6, 60- and 74-inch gage (tractor

serial Nos. 4R1 and up and 5R1 and up); operation and main
	7 Jun

50



	
	tenance instructions.
	



	5-3100A
	Catepillar D6 tractor; repair instructions.
	21 Jul

50



	5-3100B
	Operator's instructions for Caterpillar diesel D6 tractor, serial
	19 Mar 53



	
	Nos. 8U1-up and Ul-up, Caterpillar Tractor Co.
	



	53110
	Tractor, crawler, diesel 35- to 40-dbhp, standard Caterpillar D4,

44-in. gage.
	25 Mar 44



	5 3122
	Tractor, crawler, diesel, 35- to 40-dbhp, standard Caterpillar D4,

44-in. gage, with LeTourneau A-4 Tiltingblade and T-4 power
	24 Nov 43



	5-3132
	control unit.

Tractor, crawler-type,

Model R4 with Le-

gasoline, 35-dbhp,
	18 Mar 43



	
	Tourneau C4 Angledozer and T4 power-control unit; mainte

nance manual and parts list.
	



	5-3134
	Tractor, crawler, gasoline, 35-dbhp, standard Caterpillar R4, 44-

in. gage, with LeTourneau C-4 Angledozer and LeTourneau

RN power-control unit with Hyster D4A winch.
	10 Jun 43



	5-3138
	Tractor,

standard Caterpillar R4,

crawler, gasoline, 35-dbhp,

with LeTourneau A-4 Tiltingblade and T-4 power-control unit.
	14 Aug 43



	5-3140
	Tractor, crawler, gasoline, 35- to 40-dbhp, standard Caterpillar

R4, 44-in. gage, with LeTourneau A-4 Tiltingblade, RN power
	8 Mar 44



	5-3194
	control unit and Hyster D4A winch,

Model 1D7 and HD7W standard tractors, Allis-Chalmers Co.
	13 Jun 45



	5-3201-1
	Tractor, crawler, diesel-driven (8,600 to 12,000 lbs. dbp) Allis-

Chalmers Model RD-5 (operation and maintenance).
	23 Jul

52



	5-3201-2
	(8,600 to 12,000 lbs. dbp) Allis-

Tractor, crawler, diesel-driven

Chalmers Model HD-5 (repair instructions).
	23 Jul

52



	5-3202
	lbs. drawbar-

Tractor, crawler, diesel-driven, 12,100 to 17,000

pull, Allis-Chalmers, Model RD-9.
	23 Jul

52





&# x27; No stocks-do not requisition.
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	5-3203
	Tractor, crawler, diesel-driven, (24,100 to 32,000 lbs. dbp), Allis-

Chalmers, Model ED-15.
	23 Jul

52



	53204
	Tractor, crawler, diesel-driven, (32,100 to 40,000 Ibs dbp).

Allis

Chalmers, Model HD-20H.
	



	5-3222
	Tractor, crawler, gasoline, 35-dbhp, standard International T-9,

60-inch gage.
	Apr 44



	5-3226
	-

TracTracTor, Model T6, TD6, and TD9, diesel International

Harvester Co.
	27 Jan

45



	5-3228
	Tractor model 1-6, International Harvester Co.
	23 Oct

42



	5-3244
	Tractor, crawler, diesel, 35- to 40-dbhp, standard International

TD-9, 60-inch gage.
	Apr 44



	5-3246
	Crane, revolving, tractor mounting, center, 5,000 lb. capacity at

7 ft. radius, 12 to 18 ft. boom, telescopic, Trackson (Superior

Equipment Co.) Model CT-9.
	24 Oct

52



	6-3272
	Tractor, crawler, diesel, 55- to 60-dbhp, standard International

TD-14, 74-inch gage.
	Apr 44



	5-3280
	Tractor, crawler, diesel, 70- to 90-dbhp, standard International

TD-18, 74-inch gage.
	Jan

45



	5-3300-1
	Tractor,

wheel-type, pneumatic

tires, diesel-driven,

to

20,025

27,000 lb. dbp with bulldozer, rigid, cable-operated; power-con

trol unit, cable-operating, front-mounted, I drum; power-con.

trol unit, cable-operating, rear-mounted, 2-drum; LeTourneau

Model Super C Tournadozer (less engine).
	3 Nov 54



	5-3300-2
	pneumatic tires,

Tractor,

wheel-type,

diesel-driven,

20,025 to

27,000 lb. dbp, with bulldozer, rigid, cable-operated, power

control unit, cable-operating, front mounted, 1 drum, power

control unit, cable-operating, rear-mounted, 2-drum, LeTour.

neau Model Super C Tournadozer (less engine).
	16 Feb 55



	5-3303
	Tractor, wheel-type,

pneumatic

tires, airborne,

diesel-driven

(7,800 to 14,000 lb. dbp) with power-control unit hydraulic

front-mounted

and

winch,

nonreversible

rear.

operated,

mounted, 1 drum, 95,000 lb. line pull, M-R-S, Model 72.
	18 Feb 53



	5-3305-1
	Operator's instructions for Caterpillar diesel DW 10 tractor.
	16 Mar 53



	5-3305-2
	bore, 6 cylinder) D318 Industrial,

Caterpillar diesel engines (43."

D318 electric set, D318 marine, No. 12 motor grader, No. 6

shovel, DW10 tractor, D6 tractor, Caterpillar Tractor Co.

[Tractor, 4-wheels, pneumatic tires, diesel engine-driven, Cat.

erpillar Model DW10O (engine portion)].
	16 Mar 53



	5-3305-3
	Servicemen's reference book; Caterpillar, DWO1

tractor, Cater-

pillar Tractor Co.
	16 Mar 53



	5-3306
	Operator's instructions for Caterpillar W10 wagon, Caterpillar

Tractor Co. [Trailer, dump, 2-wheel, pneumatic tires, bottom

dump, hydraulic-operated, Caterpillar wagon Model W10].
	10 Mar 53



	5-3360
	Tractor, crawler-type, diesel-driven, 24,100 to 32,000 lbs. drawbar-

pull, Allis-Chalmers, Model HD 14.
	18 Dec 52



	5-3388
	Tractor, crawler, diesel-driven (17,100 to 24,000 lbs. dbp) Allis-

Chalmers Model HD 10W.
	1 Aug 52



	5-3466
	Instruction manual for Euclid tractor Model 25FDT (G) and

trailer Model 58W (0).
	20 Feb 41



	5-3471
	Truck, fire, powered, pumper Class 750, 750 gpm, Mack Model

Type 75.
	3 Mar 51



	5-3476
	Truck, dump body, 94i-cu. yd., minimum capacity, 4 x 2, two

dual tires, 157-in. wheelbase, Mack Model LR (less engine).
	16 Jun 53



	5-3502
	Truck, chassis, 73i-ton, 4 x 4, Oshkosh Model W-700-15, with

Hercules Model RXCO engine (mounting for Klauer Model

TU-3 snow plow).
	Undated



	5-3509
	Truck, fire, powered, pumper, class 530A, 23i-ton, 6 x 6, 500 gpm,

overseas type, Hesse Carriage Model HC-19.
	25 May 53



	5-3541
	Pump, with cab, Class 500,

triple combination, Catalog No.

1-3000, General Fire Truck Co.
	Undated





l No stocks-do not requisition.
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	5-3553
	Pumper unit and fire trailer, 2-wheel, serial Nos. T-19924

to

T-19980 incl. and serial Nos. T-15856 to T-18623 incl., Twin

Coach Co.
	Undated



	5-4000
	Maintenance manual and parts list: Pneumatic chain saw, Tim-

berhog, 24-inch, Reed-Prentice.
	12 Apr 44



	5-4001
	Service manual; parts catalog; McCulloch 7-55, chain saw, Mc-

Culloch Motors Corp.
	19 Sep

52



	5-4002
	Saw, chain, portable, gasoline, 36-in. blade, Disston Model G-10,

with Kiekhaefer engine, Model KB6A.
	19 Oct 43



	5-4003
	36-inch blade, Disston

portable, gasoline-driven,

Saw, chain,

Model DRI-120.
	12 Aug 52



	5-4004
	Saw, circular, portable, pneumatic, 12-inch blade, Skilsaw, Model

2127.
	5 Dee 42



	5-4005
	Saw, circular, woodworking, portable, motor-driven, 7i4- to 12-

inch blades, Mall, Models 70, 86, 96, 106, and 128.
	30 Dec 52



	5-4006
	Saw, reciprocating, woodworking, pneumatic, portable, Wright

Model AS-221.
	8 Mar 55



	5-4008
	Saw, gasoline, tilting table, skid-mounted, Model 10A
	6 Jan

44



	5-4010
	Saw, chain, portable, gasoline-engine-driven, 36-in. blade, Reed-

Prentice Model Timberhog, 36-in. with Kiekhaefer Mercury

engine, Model KB6A.
	19 Apr 43



	5-4011
	Saw, circular, woodworking, 16-inch blade, tilting arbor, motor-

driven, 5 hp, 220-volt, 3-phase, 60-cycle, Northfield Model 4.
	9 Mar 55



	5-4012
	Saw, pneumatic, chain, portable, 24-inch, Model P-7, Disston;

maintenance manual and parts list.
	6 Aug 43



	5-4014
	Sharpener, chain saw, electric, Disston Model E2C5.
	5 Aug 43



	6-4015
	Mal!, Model 7H, gasoline engine, chain saw: operating instruc-

tions and parts list.
	12 Mar 53



	5-4016
	Saw, circular, wood, tilting table, skid-mounted, gasoline-engine-

driven, Model "Power Sawyer" Type AC with Wisconsin

engine, Model AC-4, Construction Machinery Co.; mainte

nance manual and parts list.
	7 Jun 43



	5-4018
	Grinder, pneumatic rotary type, 4 x 1-inch vitrified, 6 x 1-inch

organic wheel, Independent Pneumatic Thor, size No. 255,

Model No. 5294.

Changes 1
	18 Oct 43



	5-4019
	Saw, table, woodworking, tilting arbor, 16-inch blade, motor-

driven, 5-hp, 220 volts, 60 cycle, 3-phase, Oakley Model S-102.
	31 Aug 53



	5-4020
	Drill, pneumatic, rock, portable, 55-lb. class, Thor Model 75.
	5 Oct 43



	5-4021
	Drifter drill, pneumatic, wagon-mounted, dry-type, 220-lb class,

1l4-inch round x 314ie-inch lugged shank chuck, Worthington

Model WD-40 with Model UMW-40 wagon.
	27 Aug 54



	5-4022
	Pneumatic

Thor

pneumatic,

Independent

Breaker,

paving,

Model 25.
	30 May43



	5-4023
	Drifter drill, pneumatic, wagon mtd., dry-type, 220-lb

class,

124-inch rd. x 39•-inch lugged shank chuck, Cleveland (Le Roi)

Model D, with Model D R30 wagon.
	1 Jun 52



	5-4024
	Digger, clay, pneumatic, Independent Pneumatic Thor No. 412,

Model 4913.
	Feb 44



	5-4025
	Digger, clay, pneumatic, 25-lb. class, 74-in. hexagon x 2%4-in.

chuck, Gardner-Denver Model 28A (28G).
	Sun 45



	5-4026
	Drill, pneumatic, portable, reversible, wood-boring No. 2 Morse

taper, Thor No. 62, Model 958; maintenance manual and parts

list.
	30 Sep 43



	5-4027
	Drill, pneumatic, portable, rock, dry type, 55-lb class, 1 x 436

in. hexagon chuck, Gardner-Denver Model S-55.
	Jun 52



	5-4028
	Lathe, gap, motor-driven, 14-in. x 6-ft bed length, Star 14-21,

Seneca Falls Machine Co.
	9 Mar 43



	5-4030
	Furnace, oil, drill steel, Model 27-F, Ingersoll-Rand Co.; mainte-

nance manual and parts list.
	1 Jul

43



	5-4032
	Sharpener, drill-steel, pneumatic, Ingersoll-Rand IR-40.
	28 Jan 43



	5-4034
	Drifter drill, pneumatic, wagon-mounted, Ingersoll-Rand, Model

X71-WD (on FM-2 wagon).
	4 Mar 44
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	5-4036
	Drill, pneumatic, portable rock, 35-lb. class, Model JA-35 Jack-

hammer, Ingersoll-Rand; maintenance manual and parts list.
	25 Mar 43



	6-4038
	Drifter drill, pneumatic, column-mounted, rock, wet type, 155-

lb. class, Model DA-35, Ingersoll-Rand Co.
	29 Sep

43



	5-4040
	Lathe, bench, back gear screw-cutting type, electric motor-pow-

ered, Model 210S, 10-inch swing, 24-inch centers, Logan; mainte

nancee manual and parts list.
	31 Mar 43



	5-4042
	Drill, pneumatic, portable,

class, Ingersoll-Rand,

rock 45-lb.

Model JB-4.
	23 Sep 43



	5-4043
	Instruction book and parts list; sinker drills.
	4 Aug 52



	56-4044
	Grinder,

crankshaft,

electric

motor-powered,

Model

K-850,

Sunnen; maintenance manual and parts list.
	8 Apr 43



	5-4045
	Digger, clay, pneumatic, 25-lb class, I7 x 234-inch hexagon chuck,

lHardsocg Model CD-25.
	23 Nov 54



	5-4046
	Hone, cylinder, 2.6-in. to 5.5-in. cylinder size, electric drill-driven,

Sunnen.
	5 Aug 43



	5-4048
	No. 7B Atlas 7" shaper, Atlas Press Co.
	26 Jun 46



	5-4050
	chain saw, gasoline, Disston

Model GI-C5 with

Sharpener,

Kiekhaefer Mercury engine Model KB-3G, Disston.
	14 May43



	5-4051
	and parts list, Boice-Crane combination

Service manual

14"

contour saw and band-filer.
	16 Apr 53



	5-4052
	chain, portable,

Disston, 24-in. blade,

Model

Saw,

gasoline,

G-26 and 36-in. blade, Model G-36.
	1 Oct

47



	5-4053
	Tractor saw power unit, wheelbarrow type, two-wheel, pneu-

22 hp, Little Giant Model 22-4,

matic tires, gasoline-driven,

with attachments (less engine).
	29 Sep

53



	5-4054
	stationary,

standard

circular,

woodworking,

overhead

Saw,

arm, motor-driven, 115 or 230 volts, 60-cycle,

1-phase, 2-hp,

12-inch blade, DeWalt Model GRK.
	13 Jan 54



	5-4056
	type 1,

Sharpener,

Model

chain saw, gasoline-engine-driven,

GLS, with Kiekhaefer engine Model KB-3G, Lolstrand.
	23 Aug 43



	5-4057
	Grinder, electric, floor-type, combination, cutter and tool, motor-

driven, universal 34-hp, 208-volt, 60-cycle, 3-phase, LeBlond

No. 2.
	19 Jan 53



	5-4058
	Ingersoll-Rand shank grinder size 4K; duplicate part list and

instructions, Ingersoll-Rand.
	Aug 43



	5-4060
	Naildriver, pneumatic, Ingersoll-Rand Model 6-CND.
	14 Apr 43



	5-4061
	Tamper, backfill, pneumatic, Worthington Model W-8.
	14 May54



	5-4062
	Tamper, back-fill, pneumatic, Ingersoll-Rand Model 34.
	28 Apr 43



	5-4064
	Breaker,

paving,

pneumatic,

Model

CC-60,

Ingersoll-Rand;

maintenance manual and parts list.
	28 Jan

43



	5-4065
	Naildriver, pneumatic, Independent Pneumatic, Thor Model

63N.
	18 Jan 55



	5-4066
	Drill, pneumatic, portable, rock, 55-lb. class, Model JB-5, Inger-

soll-Rand; maintenance manual and parts list.
	27 Apr 43



	5-4068
	Breaker, paving, pneumatic,

Model CC-80 with pile-driving

attachments, Ingersoll-Rand; maintenance manual and parts

list.
	26 Aug 43



	5-4070
	Grinder, detachable, drill-steel bit, air motor-driven, Ingersoll-

Rand Model JA-3; maintenance instructions and parts list.
	Feb 44



	5-4072
	Drill pneumatic, portable, nonreversible, No. 3 Morse taper (for

steel), Ingersoll-Rand Model 4-J; maintenance instructions and

parts catalog.
	29 Dec 43



	5-4073
	Rex ersible "multi-vane" drills, sizes 33H, 33S1E, 33J, 33SJ, 33J4,

33SK, 33K4, 33SM, 33M4, 33P5, M331I, M33SHI, M33J, M33SJ,

M33J4, M33SK, M33K4, M33SM, M33M4 and M33P5, "multi

instructions and

vane" woodborers, sizes 33W and 33SKW,

duplicate part list; Ingersoll-Rand.
	10 Sep

52



	5-4075
	Drill, pneumatic, portable, rock, dry type, 55-lb class, 1- x 4¼4-inch

hexagon chuck, Hardsocg Model D45-1.
	23 Dec 54



	5-4076
	Riveting hammers, sizes 4A, 5A, 6A, 8A, 9A, 5B, 6B, 8B, 9B,

5C, 6C, 8C, and 9C, and rivet busters sizes 999 and 9,000; in

structions and duplicate part list.
	16 Jul

52
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	5-4080
	triple-back gear, screw-cutting-

Engine lathe,

extension

gap,

type, electric motor powered,

Model SD 1, 14-inch

swing,

36-inch centers gap closed, 45-inch centers gap open, Smith,

Drum & Co.
	Undated



	5-4083
	Digger, clay, pneumatic, 25 lb class, 3f-lnch hexagon x 29e-inch

chuck, Worthington Model W-14.
	7 Sep

54



	5-4084
	Drill, pneumatic, portable, rotary, 9io"capacity, Thor No. 253X,

Model 4444, with stand, drill, Thor No. 26.
	Nov 43



	5-4085
	Drill, pneumatic, portable, rock, dry type, 55 lb class, 1-inch

x 4)4-inch hexagon, Worthington Model WS-55.
	54

16 Sep



	5-4086
	Drill, pneumatic, portabl, reversible, No. 3 Morse taper, Inde-

pendent Pneumatic Thor, Size No. 362-RX-3.
	Dec 43



	5-4087
	Drill, pneumatic, portable, rotary-type, woodboring reversible,

with chuck, pi-inch drill shank, 2- to 4-inch boring capacity,

Ind. (Thor), Models 362RHW, 362RXW, 363RYW.
	4 Nov 52



	5-4088
	Tamper, backfill, No. 5A, Cleco. Cleveland Pneumatic Tool Co.
	Undated



	5-4089
	Drill, pneumatic, portable, rock, dry type, 55 lbs. class, 1- x

4Y4-in., hexagon chuck, Cleveland Model H 111.
	6 Jun

52



	5-4090
	Breaker, paving, gasoline, Barco, Model H-6.
	25 Jun 44



	5-4091
	Portable gasoline hammers, Model No. H-8, Barco Manufactur-

ing Co.
	5 Mar 53



	5-4092
	Breaker, paving, pneumatic, 60-lb size, 1i4- x 6-inch chuck, Chi-

cago Pneumatic Model CP-115.
	16 Nov 54



	5-4094
	Service manual for Thor backfill tamper No. 60, Model No. 4814.
	2 Feb 45



	5-4096
	Drill, pneumatic, portable, rotary-type, for steel, nonreversible,

with No. 3 Morse taper, l4-inch capacity, Chicago Pneumatic

type 327-425-3 Model D.
	23 Mar 55



	5-4099
	Drill, pneumatic, portable, rock, dry type, b5-lb class, 43Y-inch

hexagon chuck, Davey Model DS-58.
	25 Jan 55



	6-4100
	Welding and cutting outfit, oxyacetylene, Smith Welding Equip-

ment Corp; maintenance manual and parts list.
	12 Jul

43



	5-4102
	Welding equipment, set No. 2, oxyacetylene cutting, Air Reduc-

tion Sales Co.
	18 Mar 44



	65-4104
	"Safety First" air saw, Model B12, Ingersoll-Rand.
	Sep

40



	6-4110
	Tamper, backfill, pneumatic, Chicago Pneumatic Model CP 3.
	Jan

44



	6-4112
	Vibrator, concrete, pneumatic, Chicago Pneumatic Model CP-

219.
	Oct

43



	5-4114
	Saw, hack, motor-driven, 110-volt, 1-phase, 60-cycle, 4½1- x 43i-

,

inch dry cut, Peerless Model.
	3 Dec 54



	5-4115
	Mall, Model 5P, pneumatic chain saws, assembly nos. 26650-

70-80; instruction for care, maintenance and operation, Mall

Tool Co.
	30 Dec 52



	5-4116
	Instruction book and parts list: Reed-Prentice portable timber

saw, Model No. 2T-24, with Chicago Pneumatic piston type air

motor.
	26 Oct

50



	5-118
	Portable circular saw, Model "O", electric hand, Skilsaw
	5 Mar 45



	5-119
	Saw, circular, woodworking, portable, 115- or 220 (ac or do) volt, 1 11Jun

phase, 25-60 cycle, 734 inch blade, Black & Decker Model 260.
	53



	5-4120
	Grinder, electric, portable, Y4-hp, 110 volt, universal motor, 6-in.

wheel, Independent Pneumatic No. U60, Model 3032, with Thor

horizontal bench stand No. 60, Model 3473.
	20 Oct 44



	5-4121
	motor-driven, 84-inch

portable,

Saw, circular, woodworking,

blade, 115-volt, Milwaukee Electric Tool Model 825.
	3 May 54



	56-4122
	Vibrator, concrete, penumatic, Chicago Pneumatic Model CP-

219-B.
	27 Apr 44



	5-4125
	Cleaner, vacuum and blower types, electric-motor-driven, port-

able, heavy duty, Breuer Models 46-48-50-52-48T-48TS-50T

50TS-52T-52TS and 88-90-92-90F-92F.
	24 Jul

53



	56-4128
	Drill, pneumatic, portable, rock, 45-lb class, Ingersoll-Rand Model

JB-4 (dry type).
	30 Mar 44



	5-4132
	Grinder, electric, bench-type, bushing, 34-hp, 110 volt, 60-cycle,

1-phase, 0.720 to 1.020 diameter range, Sunnen Model LB.
	29 Jan

45
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	56-4134
	Saw, band, metal-cutting and filing, table-mounted, motor-driven,

208-volt, 3-phase, 60-cycle, AC, 10-in. capacity, with attachments

and accessories, Continental Model ML.
	28 Feb 44



	5-4137
	Saw, table; tilted type, portable, gasoline driven, skid mounted,

18-inch blade, C. H. & E. Model 32A (less engine).
	17 Mar 55



	56-4138
	Saw, jig, motor-driven, 110/120-volt, 60-cycle, f3-hp, 1-phase, 24-

inch throat capacity, Delta Model 40-305.
	29 Jun 53



	5-4140
	Sharpener, chain saw, pneumatic, Type 3, Model PLS 104, Lof-

strand, with Thor (Independent

Pneumatic) motor, Model

G 5-S.
	3 Mar 44



	5-4144
	Hammer, pneumatic, riveting, 18-lb, Chicago Pneumatic 50.
	6 May 44



	5-4146
	Press, hydraulic, portable, 10-ton, Blackhawk, Model S-71.
	4 Dec 52



	5-4149
	Breaker, paving, pneumatic, 80-lb class, 1'4- x 6-in. chuck, Joy

(Sullivan) Models K-13 & K-11-S.
	5 Nov 52



	5-4150
	Eastman type "N" round knife cutting machines, carrying serial

numbers above N-38230, Eastman Machine Co.
	Undated



	5-4151
	Tamper backfill, pneumatic, Gardner-Denver, Model T-23.
	15 Jun 51



	5-4152
	Vibrator, concrete, pneumatic (Ingersol-Rand) sizes 1V, 2V, and

3V.
	15 Apr 52



	5-4153
	Tamper, backfill, pneumatic, Hardsocg Model BT-32.
	24 Nov 54



	5-4154
	Bench lathe, No. 444-Z, 9 x 33-inch, South Bend lathe.
	31 May 46



	5-4163
	Bar, boring, cylinder, motor driven, capacity 2.2 to 4.25 inch, 2.6 to

4.7 inch, and 2.6 to 5.7 inch, Storm-Vulcan Models BC-E, B C-G,

BC-T.
	21 Aug 52



	5-4170
	Press, hydraulic, portable, hand-operated, universal, with track-

servicing attachments, 100-ton, Rodgers Models 22 and 36.
	20 Feb 45



	5-4172
	Machine, brake-relining and grinding, motor-driven,

Barrett

Model B-51.
	29May44



	5-4174
	Grinder, electric, floor-type, pedestal, 3-hp, 208-volt, 60-cycle, 3-

phase, two 14-in. wheels, Standard Electrical Tool Co., type

3665 FAS, Model 100.
	29 Jan 45



	5-4175
	Grinder, drill steel shank air motor-driven, Blount Model K-50.
	19 Feb 47



	5-4176
	Bench grinder Model SP-No. 1240 (New Model SP-23-105), The

Delta Manufacturing Co.
	19 Jan 45



	5-4180
	Drill press No. 15, floor type, Buffalo Forge Co.
	1 Aug 45



	5-4190
	Grinder, pneumatic, rotary, 5 x 1 in., vitrified, 8 x 1 in. organic

wheel, Ingersoll-Rand Model 4G.
	10 Jun 44



	5-4193

5-4194
	Grinder, electric, valve refacer, wet-type, Independent Pneumatic

Tool Co., Thor Model 100.

Lathe, engine, motor driven, 10-in. x 4¼-ft bed length, quick
	14 Apr 53

3 Jan

45



	
	change gears, Toolroom Type, Model No. 8187-RN, 1" collet

capacity, South Bend Lathe Works.
	



	5-4200
	Grinder, pneumatic, rotary type 4- x 1-in. vitrified, 6- x 1-in.

organic wheel, Independent Pneumatic Thor No. 255 GX,

Model 5321.
	23 Feb 44



	5-4202
	Rodgers Model 18-36, 100-ton universal press with track servicing

attachment and service tool head for Caterpillar tools, Rodgers

Hydraulic Inc.
	10 May 45



	5-4213
	Tester insulation "Megger" crank type, Biddle catalog No. 21-J.
	26 May 53



	5-4214
	Saw, circular, woodworking, portable, pneumatic, 12-in. blade,

Mall Model P-120A.
	3 Aug 44



	5-4215
	Saw, circular, woodworking, portable, pneumatic, 12-inch blade,

Mall Model P-128.
	18 Sep

53



	5-4230
	Instruction and parts book for all pneumatic CP-365, impact

wrenches.
	Jan 52



	5-4250
	Adzer, gasoline driven, railroad mounted, Nordberg Model BZ,

with bit grinder (less bit grinder engine).
	22 Sep 54



	5-4252
	Hammer, spike, gasoline driven, railroad mounted, Nordberg

Model AH (less engine).

Jack, power, gasoline driven, railroad mounted, hydraulic, Nord. 30 Oct 53
	17 Nov 53



	5-4253

5-4254
	berg Model BJ (less engine).

Puller, spike, gasoline driven, railroad mounted, Nordberg Model
	4 Jun 54



	
	AP (less engine).
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Saw, rail cutting, 7%S-inch capacity, 14-inch blade, Racine Model

5-4255

15 (less engine).

Track shifter, gasoline driven, railroad mounted, with leveling

5-4256

device and expanding spud shoe, 25-ton lifting capacity, Nord

berg Model S (less engine).

Wrench, gasoline driven, railroad mounted, tricycle, 35 to 122 rpm

56-4257

socket speed, Nordberg Model DW (less engine).

Drill, track, portable, gasoline-driven, 1½-inch capacity, Nord-

5-4259

berg Model CD (less engine).

Planer, woodworking, motor driven, A. C., 7? bp, 24-inch knife,

5-4265

Newman Model 600.

Machine, mortising, vertical, compound, tilting table, with inte- 29 Jul

5-4275

gral blower, 220-volt, 3-hp, 60-cycle, 3-phase, type 1, Beach

Model 40.

Drilling machines, Buffalo No. 18-0 drill.

56-4304

Drill press No. 25, lower mounted motor drive, Buffalo Forge Co.

5-4308

No. 260 saw bench, Oliver Machinery Co.

5-4332

Oliver No. 270 tilting arbor precision saw bench, Oliver Machinery

5-4334
	29 Oct 54

Mar 54

18 Jan 54

29 Mar 54

Jun 52

23 Jun 45

Undated
	54




	
	Undated
	



	Co.
	30 Jun 45
	



	Lathe, woodworking, motor headstock, ]d-hp, 220-volts, 60-cycle,

5-4336

3-phase, 12-inch x 3-ft capacity, with accessories, Oliver Model

51-K.
	8 Feb 54
	



	Mall chain and circular saw sharpeners, tripod-mounted,

5-4358

Tool Co.
	27 Jun 45

Mall
	



	Vulcan pile extractors, Vulcan Iron Works.

5-4368
	Undated
	



	Drill, penumatic, portable, Rock-Dry type 55 lb. class I x 4Y4 in.

5-4380

hexagon chuck, Joy Sullivan Model LB-57.
	1 Jun 52
	



	Drill, pneumatic, portable, nonreversible, No. 2 Morse taper with

5-4392

}4" chuck, Independent Pneumatic Tool Co. Model 4722, size

L-257 and Model 3135, size L-257.
	27.Sep 43
	



	14-in. wood-cutting and metal-cutting band saws No. 881, series 38.

5-4394
	5 Jul
	45



	Van Norman No. 303 brake drum lathe.

5-4396
	11 Aug 45
	



	Saw, tractor-mounted and powered, hydraulic-operated,

5-4404

circular blade, Jaques Model C (for Case SI or DI airborne

tractors).
	16 Mar 45

48-in.
	



	Mall, van-type air driven concrete vibrators, Model PV238, Mall

5-4405

Tool Co.
	11 Aug 45
	



	Milling machine, motor-driven, 110/220-volt,

60-cycle, I-phase,

5-4410

Master Models A, B, and M.
	9 Mar 45
	



	Sander, electric, portable, 115-volt, universal motor, belt-type,

5-4445

size "S" 3-inches wide, Porter-Cable Model A-3.
	24 Mar 52
	



	Sander, electric, portable, floor type 8 inch drum, 110-220-volt,

5-4446

1-phase, 60-cycle, Clarke Model S-8.
	11 Feb 55
	



	Sander, electric, portable, disk type, 7-inch diameter, 110 volts,

5-4447

universal motor, Skil Model 12.
	11 Feb 55
	



	Mower, lawn, power, rotary, flat knife type, wheel drive w/sulky,

5-4490

37-inch cut, Standard Manufacturing Co., Model 3.
	19 Jan 53
	



	Mower, lawn, power, rotary, flat knife type wheel drive, with

5-4491

sulky, 31 inch cut, Toro whirlwind Model "Grassking".
	5 Nov 52
	



	Mower, lawn, power, rotary, flat knife type, suction lift, wheel-

5-4493

drive, equipped with sulky, 31-in. cut, Devere Model 31.
	20 Mar 53
	



	Mower, lawn, power, rotating reel, wheel drive, with differential

5-4494

gearing, 30-in. cut, Stearns Models 624 and 630.
	9 Jul
	53



	Allen Model E-32 growler with adjustable rheostat, Allen Electric

5-4542

and Equipment Co.
	27 Jun 45
	



	Filter, crankcase oil reclaiming, shop wheel mounted, 10-gph

5-4543

capacity, electric, 220-volts, 60-cycle, 1-phase,

Briggs Model

HD8-BR-H1.
	28 Jan
	54



	"Oliver" No. 166 hand planer and jointer, Oliver Machinery Co.

5-4562
	5 Jul
	45



	Jointer, woodworking, floor type, motor driven, 115 volts, 60-cycle,

5-4563

1-phase, 6 x 36 inches, Boice-Crane Model 1400.
	22 Sep 53
	



	Drill, electric, portable, universal current, 110-volt, 0- to Y-in.

5-4570

chuck, Millers Falls Model 312-AB.
	19 Feb 45
	













	NO.
	TITLE
	DATE
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	5-4642
	Press, drill, upright type, motor driven, 220-volt, 60-cycle A. C.,

back geared, drills to center 22" circle, 1" drill capacity, Buffalo

Model No. 22, Buffalo Forge Co.
	23 Nov 43



	5-4690
	Portable pipe threading machine, Oster No. 562, "Tom Thumb."
	20 Jun 45



	5-4724
	Sharpener, chain saw, electric motor driven, type 2, Model ELS,

with Dumore motor Model 11, Lofstrand Co.
	23 Aug 43



	5-4730
	Grinder, electric, valve-refacing, Automotive Parts Co. (Albert-

son) Sioux Model 657-UN.
	1 Jun 44



	5-4744
	Press, drill, bench-type, motor-driven,

AC,

120-volt, 60-cycle,

standard tilting table, drill to center 15-in. circle, N-in. drill

capacity, Boice-Crane Model 1600.
	6 Jul

44



	5-4745
	Press drill, bench type, motor-driven, 110-volt, 60-cycle, single-

phase, Wb-hp, nontilting table, 10 x 10i-inch, Bolce-Crane, Model

1650.
	11 Jun

53



	5-5006
	Generator set, electric, portable, gasoline-driven, skid-mounted,

liquid-cooled, 30-kw, 60-cycle, 120-208-240/416 volts, 3-phase, 4-

wire, convertible to 50-cycle, 240-416 volts, 3-phase, 4-wire, Inter

national Fremont Model M30GCT-SH6.
	18 May 53



	5-5008
	Generator set, electric, portable, diesel-driven, skid-mounted, 30-

kw, 120-208 or 240-416 volts, 3-phase, 60-cycle, convertible to 120-

208 or 240-416 volts, 3-phase, 50-cycle, Sheppard Model 12DD.
	2 Sep

54



	5-5009
	Generator set, electric, portable, diesel driven, skid mounted, 30-

kw, 60-cycle, 120/208 or 240/416 volt, 3-phase, convertible to 50-

cycle, 120/208 or 240/416 volt, 3-phase, Stewart and Stevenson

Model WGD-3012 (less engine).
	27 Dec 54



	5-5010
	Generator set portable, diesel driven, skid mounted, 60 kw, 120-208

or 240-416 volt, 3-phase, 60-cycle, convertible to 240-416 volt, 3-

phase, 50-cycle, General Motors Model 6903 (less engine).
	18 Jan 55



	5-5011
	Instruction manual; series "F" engine, Hill Diesel Engine Corp.

[Generator set, portable, diesel driven, skid mounted, 15 kw,

120/208-240/416 volts, 3-phase, 60-cycle, convertible to 50 cycle,

240/416, 3-phase, Hill Diesel Model 4F].
	22 Dee 52



	5-5012
	Generator set, electric, portable, gasoline-driven,

skid-mounted,

liquid-cooled 3-kw, 60-cycle, 120-208 volt, 1- and 3-phase, 4- wire,

Hollingsworth Model JH-3.
	18 May 53



	55013
	Generator set, electric, portable, diesel driven, skid mounted, 15-

kw, 120-280 or 240-416 volt, 3-phase, 60-cycle, convertible to 120-

208 or 240-416 volt, 3-phase, 50-cycle, United States Motors Model

15-US-10327-A.
	15 Dec 54



	5-5017
	Operator's instructions for Caterpillar Diesel D13000 engine and

electric set.
	2 Mar 53



	5-5020

5-5021
	Electric generating set, 30-kw, Model RD-14-A, Ready Power Co.

Instruction manual for Onan electric generating plants, Model

3ABG-4E/240A, 3,000 watt, 120 volt, single phase, 120-240 volt,

single-phase, 120-208 volt, 3-phase, 60 cycle portable, A. C. gen

erator, SNL 17-4780.520-550.
	23 Nov 42

10 Mar 53



	5-5022
	Maintenance manual and parts list-electric generating set, 15-kw,

Model RD-6-A, the Ready Power Co.
	Undated



	5-5024
	skid-mounted,

Generator set, portable, gasoline-engine-driven,

3-kw, 115-volt, 1-phase, 60-cycle, Onan Model W3M.

Supp.
	20 Sep

42



	5-5027
	Generator set, portable, gasoline driven, shock absorbing, foot

spring mounted, bolted to base of metal carrying case, If kw, 110

volt, de, Homelite Model C-8.
	11 Mar 55



	5-5029
	Generator set, portable, skid-mounted, gasoline-driven, 30 kw,

120/208-240/416 volts, 3-phase, 60 cycle convertible to 25 kw,

240/416 volts 3-phase,

Hobart, Model SF30G (less

50 cycle,

engine).
	9 Sep 52



	5-5030
	Generator set, portable, gasoline engine-driven, skid-mounted,

3-kw, 115-volt, 1-phase, 60-cycle, Onan Model W3M-5.
	2 Jun

43



	5-5031
	Generator set, electric, portable, gasoline-driven, skid-mounted,

liquid-cooled, 5-kw, 102 volts, 2-wire, direct current, Hlollings

worth Models, CE-51-DC and CE-51-DC/WK2.
	10 Jun

53













	NO.
	TITLE
	| DATE
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	5-5032
	Generating set, SKVA, 115 volts, 60-cycle, single phase AC, skid-

mounted, gasoline engine-driven, Model W3M-16, Onan: main

tenance manual and parts list.
	2 Jun

43



	5-5034
	Generating set, 134-kva,

single phase, AC,

115-volts, 60-cycle,

portable, gasoline engine-driven, Model HRUA, Homelite.

Changes 1.
	1 Sep 43



	5-5036
	Generator set, portable, gasoine engine-driven, skid-mounted

l'i-kw, 115-volt, 1-phase, 60-cycle, Homelite Model HIRA.
	10 Jun 44



	5-5037
	Generator set, portable, gasoline-driven, skid-mounted, 3-kw, 120-

volt, I-phase, 60-cycle,

O'Keefe and Merritt Model E-3 with

Hercules engine Model ZXB-4.
	15 Dec 53



	5-5040
	Generator, acetylene gas, portable, sight feed, Model M-12-SP.
	13 May 44



	5-5042
	Compressor, air, trailer-mounted, steel wheels, diesel, 500-efm,

Chicago Pneumatic Model 500-PO-8.
	10Jul

44



	5-5043
	Floodlight unit, portable, gasoline driven, trailer mounted, 5 kw,

110-120 volt, 1-phase, 2-wire, 60-cycle, Winpower Model NH5W1

(ess engine).
	14 Jan

54



	2 5-5044
	Portable generator set, Model WC-7.5S, 5-kw, AC, D. W. Onan

& Sons.
	30 Sep 42



	5-5045
	Generator set, portable, gasoline engine-driven, skid-mounted,

5-kw, 110-volt, 1-phase, 60-cycle, AC, Onan Model WC4-7.5S.
	16 Mar 45



	5-5046
	Charger, battery, 50-amp capacity, dry plate type, Benwood Linze

Model 50 supercharger type 448C2.
	21 Jul

43



	5-5047
	Generator, acetylene, portable, 24 cu ft per hr, Marquette Model

612.
	5 Mar 54



	5-5048
	Charger, battery, 50 amps capacity, fast charger dry plate rectifier

Model 50CC1, Mallory Co.
	1 Jul

43



	5-5049
	Charger, battery, portable, base mounted, handled, gasoline driv-

en, 12 volt, de, 300 watt, Winpower Model G512 (less engine).
	16 Mar 55



	5-5050
	Generator set, portable, diesel engine-driven, skid-mounted, 50.kw,

127/220-volt, 3-phase, 60-cycle, or 230/400-volt, 3-phase, 50-cycle,

Cummins Model H-6.
	Dec 43



	5-5051
	Instruction manual for Onan electric generating plants, 5,000 watt,

120 volt, single phase; 120-240 volt, single phase; 120-208

volt,

3-phase; 60-cycle portable generator, Model 5 ABG-4M.
	17 Jun 53



	5-5052
	Generator set, portable, diesel, ski-mounted, 100 to 106-kw, 127/220-

volt, 3-phase, 60-cycle, or 230/400-volt, 3-phase, 50-cycle, Murphy

Model ME-650; maintenance instructions and parts catalog.

Changes 1.
	28 Mar 44



	5-5053
	Generator set, portable, gasline-engine-driven,

base-mounted,

30-KW, 3-phase, 60-cycle, 120/208-240/416 volts, 4-wire, converti

ble to 50-cycle, 120/208-240/416 volts, 3-phase, 4-wire, 25-KW,

Reiner, Model GGC-30AC.
	2 Mar 53



	5-5056
	Motor generator, 50-kw, 0.80 power factor, 127/220-volt, 60-cycle,

43-kw, 0.80 power factor, 230/400-volt, 50-cycle; maintenance man

ual and parts catalog.
	1 Mar 44



	5-5057
	Parts catalog and instructions for operating and servicing generator

unit, Model DC100A3-CE with 8DCG-1290 diesel engine. [Gen

erator set, electric, portable, diesel driven skid mounted, liquid

cooled, 100 kw, 60 cycle, 120/208-240/416 volts, Buda Model DC

100A3-CE.]
	25 Jun

53



	5-5058
	Generator, acetylene gas, portable, 50 cu ft per hour, 30 lbs carbide

capacity without cart, Marquette, Model 530.
	9 Dec 52



	5-5060
	Maintenance manual and parts list: Motorized air compressor

(Model 105 GA), LeRoi.

Change 1
	30 Nov 42



	56-5061
	Compressor air, gasoline-driven, 210 cfm Le Roi Model 210-G2.
	9 Feb 54



	5-5064
	Schramm Fordair air compressor, Schramm Inc.
	Undated



	5-5065
	Compressor, air, truck-mounted, gasoline driven, 210 efm LeRoi

Model 210GI.
	11 Aug 54





2 No stocks-do not requisition.
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	5-5066
	Generator set, portable, diesel engine-driven, skid-mounted, en-

closed, 30-kw,127/220-volt, 3-phase, 60-cycle, 230/400 volt, 3-phase,

50-cycle, Ready-Power, class EG 30, Model RD-14-A.
	28 Apr 44



	5-5068
	Generator set, portable, diesel, skid-mounted, enclosed, 15-kw,

127/220-volt, 3-phase, 60-cycle, or 230/400-volt, 3-phase, 50-cycle,

Ready Power Model RD-6A (serial Nos. R-2071 throughR-2470,

and R-2596 through R-2859).
	11 May 44



	5-5069
	Generator set, portable, gasoline driven, skid mounted, 15-kw, 220

v, 3-pbh, 60cycle, O'Keefe-and Merritt Model N-15.
	12 Feb 51



	5-5070
	Generator and charging plant, acetylene gas, semitrailer-mounted.

500-cfh, Linde Model L-16.
	17 Dec 43



	5-5071
	Charging plant, acetylene cylinder, semi-trailer-mounted, with

dolly, 500-cfh, Linde Model L-16; maintenance manual and

parts list.
	13 Apr 43



	5-5072
	Generator set, portable, ged, 30-kw, 120/208-240/416-volt, AC, 3-

phase, 400-cycle, 4-wire, Hobart Model HF-30G (less engine).
	21 Jan

52



	5-5073
	Generator set, portable, gasoline driven, skid mounted, 1~§ kw,

120 volt, 1 phase, 60 cycle, Homelite Model 24A120-23.
	2 Nov 54



	5-5075
	Lighting plant, 115 volt, de, Kohler Models E and EH.

[Gen-

erator set, portable, base mounted, gasoline engine driven, 115

volt, dc, Kohler Model E].
	12 Aug 48



	5-5076
	Generator set, electric, portable, gasoline-driven, skid-mounted,

5-kw, 120-208-volt, 1- and 3-phase, 60-cycle United States Mo

tors Corp. Model 5-US-10285-A.
	4 Nov 54



	5-5079
	Operating manual and parts catalog, 5 kw power unit, d. c.
	5 Dec 52



	5-5080
	Generator set, portable, oil engine-driven, base-mounted; 15-kw,

127/220-volt, 3-phase, 60-cycle, or, 12.5-kw, 2 30/400-volt, 3-phase,

50-cycle; Rodgers Model G-2030.
	Dec 43



	5-5081
	Generator set, electric, portable, gasoline-driven,

skid-mounted,

liquid-cooled, 5 kw, 60-cycle, 120/208 volts, 1- & 3-phase, 4-wire,

Kohler Model 5MH81.
	24 Apr 53



	5-5082
	Generator set, portable, oil engine-driven, enclosed, skid-mounted;

15-kw, 127/220-volt, 3-phase, 60-cycle, or, 230/400-volt, 3-phase,

50-cycle; Rodgers Model G-2151 (serial Nos. 1248 through 1547).
	Apr 44



	5-5083-1
	Generator set, electric, portable, gasoline-driven, skid-mounted,

liquid-cooled, 5-KW 120/208 volts, 60-cycle, 1- and 3-phase in

structions, 4-wire, Hobart Model JB5AC; operation and main

tenance.
	8 Apr 53



	5-5083-2
	Handbook, overhaul instructions, 5 kilowatt generator set, Model

JB5AC, spec 1878 (Hercules IXA-5 engine), The Hobart Broth

ers Co. [Generator set, electric, portable, gasoline driven, skid

mounted, liquid cooled, 5-kw, 120/208 volts, 60-cycle, 1- and 3-

phase, 4-wire, Hobart Model JB4ACI.
	5 Mar 53



	5-5085
	Charger, battery, portable, skid-mounted, gasoline engine driven,

2-kw, 12-volt, with carrying case, Onan Models, OTC-33 and

OTC-33B.
	22 Jun 54



	5-5086
	Generator

set, electric, portable,

gasoline-engine-driven,

skid-

mounted, liquid-cooled, 5-kw, direct-current, 120-volts, 2-wire,

Hobart Model JB5DC.
	2 Apr 53



	5-5087
	Maintenance manual and parts catalog; MIDCO electric plant

Model ED51, 1.5 kilowatts at 3,600 rpm, 120-volts, 60-cycle,

type-II,

portable,

class-A.

[Generator

set,

gasoline-driven,

skid-mounted,

air-cooled,

1.5-kw, 60-cycle,

120-volts, single

phase, MIDCO, Model EC51].
	5 Jun 53



	5-5088
	Generator set, 5-kw, 110-volt, direct-current, powered by Novo

gasoline engine Model C W-66.
	15 Nov 43



	5-5089-1
	Generator set, electric, portable,

gasoline-engine-driven,

base-

mounted, 10-kw, 115-230-volts, 1-phase, 60-cycle, U. S. Motors

Models PE-78-A and PE-78-B.
	22 Apr 53



	5-5089-2
	Generator set, electric, portable, gasoline-engine-driven,

base-

mounted, 10-kw, 115-230 volts, 1-phase, 60-cycle, U. S. Motors

Model PE-78-C.
	22 Apr 53













	NO.
	TITLE
	DATE




	6-5090
	ENGINEER-Continued

Generator set, portable, diesel, base-mounted, 30-kw, 127/220-volt,

3-phase, 60-cycle, or 230/400-volt, 3-phase, 50-cycle, Buda Model
	27 Sep

43



	5-5091
	6-DTG-317.

Charger, battery, portable,

base-mounted,

handled,

gasoline

driven, 6,12, and32volts, 240 and 300 watts, Continental Motors,
	29 Oct

52



	6-5096
	Models L-62, L-122 and L-322.

Compressor, air, portable, gasoline engine-driven, 16-cfm, Quincy

Model 216 with Kiekhaefer engine Model KB6F.
	Dec 43



	5-5097
	Compressor, air, stationary, receiver-mounted,

gasoline-driven,

16 cfm, Devilbiss Model VAFE-501.
	8 Jul

53



	5-5100
	Compressor, air, diesel engine-driven, mounted on steel wheels,

Model IK-315, with International

Ingersoll-Rand,

315-cfm,

Harvester engine Model UD-18.

Changes 1
	1 Jun 43



	6-5101
	Compressor, air, trailer-mounted, 4 wheels, pneumatic tires, diesel

driven, 315-cfm, Davey Model 315 WDS, with Hercules engine,

Model DRXC.
	54

10 Sep



	6-5102
	Compressor, air, trailer-mounted, steel wheels, oil engine-driven,

210-cfm, Ingersoll-Rand Model HK-210, with type H Model

140-HS oil engine.
	19 Mar 45



	6-5103
	Compressor, air, trailer-mounted, 4 wheels, pneumatic tires diesel-

driven, 315-cfm, Ingersoll-Rand,Model DR-315 Gyro-Flo.
	19 Jan

53



	5-5104
	gasoline driven,

Compressor, air, wheelbarrow-frame-mounted,

4 cfm, American Brake Shoe Model WG-211-XP (less engine).
	25 Nov 53



	5-5105
	Compressor, air, trailer-mounted,

4-wheels. pneumatic or steel

tires, oil-engine driven, 500-cfm, Ingersoll-Rand Model K-500.
	15 Nov 54



	6-5106
	Compressor, air, trailer-mounted, pneumatictires, gasoline engine-

driven, 55-cfm, Ingersoll-Rand Model 6R-50, with Wisconsin

engine Model VF-4.
	17 Feb 44



	,

5-5107
	Compressor, air, trailer-mounted, 2-wheels, pneumatic tires, gaso-

line-driven, 55 cfm, Ingersoll-Rand, Model 6R50-A.
	28 Jan 53



	5-5111
	Compressor, air, trailer-mounted, 2-wheel, pneumatic tires, gaso-

line-driven, 55 cfm, Worthington, Model 256.DS.
	5 Feb 53



	5-5112
	Compressor, air, portable, gasoline-driven, 105 cfm, Le Roi, Model

105-GI-A.
	30 Dec 52



	5-5113
	Compressor, air, 105 cfm, motorized, pneumatic tires, Le Roi,

Model 105 Tractair.
	22 Aug 52



	5-5114
	Compressor, air trailer-mounted, pneumatic tires, gasoline-driven,

55 cfm, Worthington Model 256-ES.
	6 Jul

53



	6-5115
	Air compressor, Model 500D2, instruction manual and parts list,

Le Roi Co.

[Compressor, air, trailer mounted, 4-wheel, diesel
	23 Mar 53



	5-5116
	driven, 500 cfm, Le Roi Model 500-D2 (less engine)].

Generator set, portable, gasoline-driven, skid-mounted, 25 kw,

240 volts,

with switchboard,

PE-113-A,

3-phase,

60-cycle,

Climax Model 404.
	14 Jul

53



	5-1558
	Generator set, portable, diesel-driven, skid-mounted, 15-kw, 120-

(Signal Corps Model PE-207-A)

208-volts, 3-phase, 60-cycle

Hill Model 4R.
	15 Jun 53



	5-5120
	Welder,

electric

arc,

gasoline

engine-driven,

skid-

300-amp,

Hobart

mounted,

Model

GR-300-S,

general

specification,

Brothers Co.
	26 Feb 43



	5-5122
	Welder,

electric

engine-driven,

skid-

300-amp,

gasoline

arc,

mounted, Model GR-300-S, specification 840.
	26 Feb 43



	6-5124
	Welder,

engine-driven,

skid-

electric

are, 300-amp,

gasoline

mounted Hobart Model GR-300-S (spec. 853, 853-A, 853-B).
	26 Feb 43



	5-5126
	Welder,

electric arc,

engine-driven,

skid-

gasoline,

300-amp,

mounted, Hobart

Model GR-300-S (spec. 856, 856A,

856B,

856C).
	26 Feb 43



	6-5131
	Welder, electric-are, gasoline-driven, 300-amp., w/3-kw, 115-volt,

d. c., auxiliary generator, Hobart, Model GR-3153S (less engine).
	13 Nov 52



	6-5142
	Generator set, portable, diesel driven, skid mounted, 60 kw, 120-

208 or 240-416 volt, 3 phase, 60 cycle, Stewart & Stevenson Model

6GD 605 (less engine).
	25 Jul

52
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	5-5143-1
	Generator set, electric, portable, diesel-driven, skid-mounted, 100-

kw, 120/208 or 240/416 volts, 3-phase, 60-cycle, convertible to 50

cycles, 240/416 volts, 3-phase, Stewart and

Stevenson series

15000 (less engine).
	28 Feb 55



	5-5143-2
	Generator set, electric-portable, diesel-driven, skid-mounted, 100-

kw, 120/208 or 240/416 volts, 3-phase, 60-cycle, convertible to 50

cycle, 240/416 volts, 3-phase, Stewart and Stevenson series 15700

(less engine).
	17 Jan 55



	5-5143-3
	Generator set, electric, portable, diesel-driven, skid-mounted, 100-

kw, 120/208 or 240/416 volts, 3-phase, 60-cycle convertible to 50

cycle, 240/416 volts, 3-phase, Stewart and Stevenson series 18500

(less engine).
	18 Jan 55



	5-5146
	Generator set, electric, portable, gasoline driven, skid-mounted,

liquid-cooled, 5-kw, 60 cycle, I and 3 phase, 4-wire, Hollings

worth Models, CE-50AC and CE-50AC/WK 2.
	25 Nov 53



	5-5158
	Generator set, portable, gasoline-driven, skid-mounted, 30 kw,

120/208-volts, 3-phase, 60-cycle, Climax, Model C-404.
	17 Dec 52



	5-5160
	Generator set, portable, diesel, skid-mounted, 60-kw, 127/220-volt,

3-phase,

or 230/400-volt,

General

60-cycle,

3-phase, 50-cycle,

Motors Model 6016-C and 6016-E; 60-kw, 120/208-volt, 3-phase,

60-cycle, Model 6016-B; and 75-kw, 230/400-volt, 3-phase, 50-

cycle, Model 6016-D.
	10 Mar 45



	5-5161
	Generator set, portable, diesel driven, skid mounted, 15 kw, 120-

208 or 240-416 volt, 3-phase, 60-cycle, convertible to 230-400 volt,

3-phase, 50-cycle, Buda Model 4BDG-182.
	16 Dec 54



	5-5162
	Engine, diesel, Waukesha, Model 6-WAKD.
	16 Feb 53



	5-5163
	Engine, gasoline, Waukesha, Model 6MZA; operating, mainte-

nance, and repair instructions.
	2 Sep

52



	5-5164
	Engine, gasoline, Waukesha Model 6-SRKR.
	15 May52



	5-5165
	Engine, gasoline, Waukesha Model 145-GKB.
	7 Jun 52



	5-5166
	Engine, gasoline, Continental, Model M330.
	3 Sep

52



	5-5167

5-5169
	Engine, gasoline, Hercules Models JXC and JXD.

Engine, diesel, International-Harvester Model UD-14A.
	18 Mar 54

9 Jul



	5-5170
	Engine, diesel, International-Harvester, Models UD-18 and UD-

18A.
	52

6 Oct

52



	5-5171
	Eingine, diesel, International Harvester Model UD-16.
	9 Jul

52



	5-5174
	Engine, gasoline, Chrysler, Models 13A, 14A, and 15A.
	15 Apr 52



	5-5178
	Air compressor, Model A-140-U electric motor power, truck-

mounted, American Brakeshoe Co.
	Undated



	5-5179
	Engine, gasoline, Hercules GX and HX series.
	12 Mar 54



	5-5180
	Engine, gasoline Hercules Model ZXB.
	11 Aug 54



	5-5181
	Operation and maintenance manual for WX and WXL series gaso-

line engines, Hercules Motors Corp.
	4 Mar 53



	5-5182

5-5183
	Engine, gasoline, Le Roi Model H2000.

Engine, gasoline, Le Roi, Model D176, D201 and D226.
	29 Jun 53

19 Aug 52



	5-5184
	Compressor, air, single stage type, electric motor driven, 2.7 elm,

Curtis Model Q-2-B.
	8 Sep 52



	5-5185
	Engines,

Minneapolis-Moline,

Models 283-4A

and

gasoline,

403-4A.
	17Jan

52



	5-5186
	P & H diesel engine Models 387C, 487C, and 687C.
	25 Feb 52



	5-5187
	Engine, gasoline, Gray Marine Model, Express Six-244.
	6 Jul

53



	5-5188
	Engine, gasoline, power unit, Minneapolis-Moline Models 165-4A

and 206A-4A.
	22 May 53



	5-5189
	Engine, gasoline, International Harvester Model U-1.
	4 Jun 53



	5-5190
	Engine, gasoline, Wisconsin Model AC4.
	29 Apr 53



	5-5191
	Wisconsin air-cooled, heavy-duty engines; instruction-book and

parts list (Model VP4D), issue MM-233-B.
	18 Feb 52



	5-5192
	Wisconsin, air-cooled, heavy-duty engines; instruction book and

parts list; Models AA, AB, ABS, AK, AKS, issue MM-262.
	1 Aug 52



	5-5193
	Wisconsin air-cooled, heavy-duty engines; instruction book and

parts list, Models VE4, VF4.
	18 Jul 52
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	5-5194
	Wisconsin air-cooled, heavy-duty engines; instruction book and

parts list, Model AFH-AGH-AHH.

[Engine,

gasoline air

cooled, Wisconsin Models AFH, AGH, and AHH.]
	30 Aug 52



	5-5195
	Wisconsin air-cooled, heavy-duty engines; instruction book and

parts list; Models AM4, AP4.
	5 Sep

52



	5-5196
	Wisconsin, air-cooled, heavy-duty engines; instruction book and

parts list; Models ABN, AKN, issue MM-253-A.
	3 Oct

52



	5-5197
	Wisconsin, air-cooled, heavy-duty engines; instruction book and

parts list; Models AEN, AENS, issue MM-254-B.
	7 Oct

52



	5-5198
	Wisconsin, air-cooled, heavy-duty engines, instruction book and

parts list, Models TE-TF.
	13 Mar 53



	5-5199
	Engine, diesel, International Harvester, Model UD-24.
	1 Aug 52



	5-5200
	Generator set, portable, diesel engine-driven, skid-mounted, 30-

kw, 127/220-volt, 3-phase, 60-cycle, or 230/400-volt, 3-phase, 50-

cycle, Buda Model 6-DTG-317.
	14 Apr 44



	6-5201
	Engine, gasoline, Continental Model F226-198.
	4 Mar 54



	5-5203
	Engines, gasoline, LeRoi Model D140.
	Oct

51



	6-5204
	Engine, gasoline, Chrysler Models Ind. 5, 5A, 6, 6A, 7, 7A, 8, and

8A.
	12 May 53



	5-5205
	Operation and maintenance; Waukesha, Model ICK, gasoline

engine.
	Undated



	5-5206
	Engine, gasoline, power unit, Minneapolis-Moline,

Model 1210-

12A.
	Sep

52



	5-5207
	Engine, gasoline, power unit, International Harvester, Model U-4.
	3 Nov 52



	5-5208
	Operator's manual; L-head, engines and power units, 4 cylinder, 6

cylinder, Continental Motors Corp.
	5 Nov 52



	5-5209
	General Motors, diesel, series 71; operator's manual for 3, 4, and 6

cylinder industrial units.
	3 Mar 53



	5-5210
	Engine, gasoline, power unit, Minneapolis-Moline, Model 605-6A.
	3 Dec 52



	5-5212
	Engine, gasoline, Chrysler Model, Ind. 12.
	16 Jun 53



	5-5213
	L-head and F-head,

Models MC38-

Engine,

gasoline driven,

MC38A1 basic engine, conversion for stationary power, Willys

Overland Motors.
	17 Feb 53



	5-5214
	Engine, gasoline, air-cooled, Kiekhaefer, Model KB6-F.
	6 Feb 53



	5-5215
	Engine, gasoline, Hercules, Models ZXA and ZXB.
	52

2 Sep



	5-5216
	Operation and maintenance manual for IX series, 4 cylinder en-

gines, Hercules Motors Corp.
	13 Nov 52



	5-5217
	Engine, gasoline, Hercules QX series.
	Jun 53



	5-5219
	Engine, gasoline, Hercules JX and JXL series.
	19 Mar 54



	5-5221

5-5222
	Engine, gasoline, Aerojet-General Model.

Instructions for operating and servicing B-series models, 4B-153,

4B-182, 6B-230, and 6B-273, gasoline industrial and automotive

engines, The Buda Co.
	5 Oct

54

3 Feb 53



	5-5223
	Instructions for operating and servicing "Hivelo" engines, Models

HP217, HP234, HP298, HP326, HP351, K428, L525, and LO0525,

gasoline industrial and automotive engines, The Buda Co.

[En

gine, gasoline, Buda Models HP21.7, HP234, HP298, HP326,

HP351, K428, L525, and LO525.]
	2 Apr 53



	5-5224
	Instructions for operating and servicing Buda Models 4MO-645,

6MO-779, 6MO-893, 6MO-970 and 8MO-1290, industrial and

[Engine, gasoline, Buda Models 4MO-645,

automotive engines.

8MO-2190, 6MO-779, 6MO-893, and 6MO-970.]
	5 May53



	5-5226
	Engine, diesel, power unit; International Harvester Model UD-

6A.
	29 Dec 52



	5-5227
	Engine, diesel, International Harvester, Model UD-9A.
	24 Dec 52



	6-5230
	Operating and maintenance manual with parts catalog for Briggs

"B""BH". "BHL"

and

Stratton

Models

engine,

"BHLP" "BHP" "BL" "BLP" "BM" "BMO"

"BP""BR."
	52

2 Oct



	5-5231
	Engine, gasoline, Briggs and Stratton Models 9, 14, and 23.
	18 Dec 53
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	5-5232
	Operating and maintenance manual with parts catalog for Briggs

and Stratton engine, Models N, NP, NPR-1:39D, NPR-4D,

NPR-6.

[Engine, gasoline, Briggs and Stratton Models N,

NP, NPR-1:39D, NPR-4D, NPR-6.]
	17 Dec 52



	5-5233
	Engine, gasoline, air cooled, Briggs and Stratton Models 23, 23B,

23BC, 23BP, 230, 23FB, 23FBC, 23FBP, 23FBPC, 23P, 23PC,

23R6, and 23R6D.
	26 Jan

53



	5-5234
	Engine, gasoline, Jacobsen Model J-100.
	18 Jan

54



	5-5235
	Engine, gasoline, Willys-Overland Model 807532.
	13 Jan

54



	5-5238
	Engine, gasoline, Ford Models 7HNN and 8MNN.
	14 Jul

53



	5-5239
	Engine, gasoline, Ford Model.
	9 Jul

53



	5-5240
	Generator, steam, portable, for sterilizers, complete with boiler

pump and accessories, 400 lbs. steam per hour, 100-psc, Cyclo

therm Model C-12.
	18 May53



	5-5241
	Generator, steam, oil fired, portable, for sterilizers, complete with

boiler, pump and accessories, 500 lb steam per hr. 100 psi, Colum

bia Model HRT.
	20 Jan

54



	5-5243
	Boiler, horizontal, trailer-mounted, with oil and water storage,

Cleaver-Brooks, Model LRM-20.
	19 Dec 52



	5-5249
	Engine, diesel, Continental Models ZD-129, GD-157, GD-181,

ED-201, EID-260 and JD-382.
	20 Dec 54



	5-5313
	Generator set, electric, portable, skid mounted, gasoline driven,

7¼, kw, 400-cycle, 120/208-volts, 3-phase, 4-wire and 120 volts, 1-

phase, 2-wire with 750-watt output rectifier, Master Vibrator

Model E 0-107.
	21 Dec 53



	5-5317
	Generator set, electric, portable, gasoline-driven, skid-mounted,

7.5 kw, 400-cycle, 120-208-volt,

1-phase, 2-wire and 3-phase, 4-

wire, Master Vibrator Model EQ-105.
	11 Jan 54



	5-5319
	Generator set, portable, gasoline driven, skid-mounted, 15 kw, 60-

cycle, 127-220 volts, 3-phase, Kohler Model 15M81H1.
	24 Apr 53



	5-5333
	Generator set, electric, portable, gasoline-driven, skid-mounted,

30 kw, 60-cycle, 120-volts, 3-phase, 3-wire, delta-connected, con

vertible to 120/208-240/416 volts, 3-phase, 4-wire, wye-connected,

30 kw, or 50-cycle 240/416 volts, 3-phase, 4-wire wye-connected

25 kw, Davidson Model DEC-30GKC.
	25-Nov 53



	5-5335
	Generator set, portable, diesel driven, base mounted, 100 kw, 240

volt, 3-phase, 60 cycle, with control panel (PE-220-A & PE

220-B), International Diesel-Electric Model Q-2471.
	1 Nov 54



	5-5339
	Compressor, air, stationary, receiver mounted, gasoline driven,

3 cfm, Kellogg-American Model GE-140 (less engine).
	20 Jul

54



	5-5340
	Compressor,. air, skid-mounted, complete with framing and top

work

bench, gasoline-engine-driven,

for

Schramm

105-cfm,

Model 105.
	30 Apr 54



	5-5341
	Compressor, air, portable, gasoline-driven, 16-cfm, for inflating

boats and floats, Harris Model 216 (less engine).
	10 Mar 55



	5-5345
	Compressor, air, portable, gasoline-driven, 16-cfm for inflating

boats and floats, American Brake Shoe Model GE 229XP (less

engine).
	29 Nov 54



	5-5347
	Compressor, air, stationary, receiver mounted, gasoline-engine-

driven, 16-cfm, Curtis Model VO-969-ORD.
	25 Nov 53



	5-5348
	Compressor, air, stationary, receiver mounted, gasoline-engine-

driven, 16-cfm, Curtis Model VG-969-1.
	25 Nov 53



	5-5349
	Compressor, air, stationary, receiver-mounted, motor-driven, 7¼j 25 May 53

hp, 220-440 volts, 60 cycles, 3-phase, 30-cfm American Brake

Shoe, Model B-361-A.
	



	5-5355
	Generator set, portable diesel-engine-driven, skid-mounted, 30-

KW, 60-cycle, 120/208-240/416-volt, 3-phase, 4-wire, convertible to

3-phase,

4-wire, Ready-Power Model

50-cycle,

240/416-volt,

RD14A12.
	5 Feb 53



	5-5356
	Generator

set,

portable,

skid-mounted,

diesel-engine-driven,

15-kw, 60-cycle, 120/208-240/416-volt, 3-phase, 4-wire, convertible

to 50-cycle, 240/416-volt, 3-phase, 4-wire, Ready Power, Model

RD 6A12.
	23 Jan 53
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	5-5359
	Generator set electric, portable, gasoline-driven, skid-mounted,

5-kw, 120-volt, I-phase, 60-cycle, Onan Model 5 JWC-1-E/270A.
	15 Mar 55



	5-5363
	Generator set, portable, gasoline driven, base mounted, air cooled,

2-kw, 60-cycle, 115-volt, 1 phase, Onan Model 2CK-1M.
	20 Apr 64



	5-5365
	battery,

portable, handled, base-mounted,

Charger,

gasoline-

driven,

Continental

Motors

Model

24-volt,

240-300-watt.

L-244, Tiny Tim generator unit.
	23 Nov 54



	5-5367
	Generator set, portable, gasoline driven, skid mounted, 15-kw,

127- to 220-volt, 3-phase, 60-cycle, Kato Model 52MPK4 (less

engine).
	2 Jul

54



	5-5368
	Charger, battery, portable, base-mounted gasoline-driven 12-volt,

2-kw, Onan Model 2BH-212E.
	16 Apr 54



	5-5369
	battery,

portable,

handled,

Charger,

base-mounted,

gasoline

driven 6,12, and 32 volts, 240 and 300 watts, Continental Motors,

Models L-63, L-123, L-323.
	27 Oct

52



	5-5371
	Generator set, electric, portable, gasoline-driven, skid-mounted,

1½/-kva, 115-volts, 1-phase, 60-cycle, Kohler Models 1M21 and

1A21.
	52

4 Sep



	5-5373
	Generator

set, electric, portable,

gasoline-engine-driven,

skid-

mounted, 3, 6, 7½/, 9, and 12/

kw, 110-volts, single-phase, 60-

cycle, Universal Motor Co.
	3 Feb 53



	5-5374
	battery, portable,

handled, gasoline-

Charger,

base-mounted,

driven, 6 and 12 volts, 240 and 300 watts, Continental Motors

Models L-61 and L-121.
	30 Oct 52



	5-5380
	Kohler of Kohler electric plants, 1/2- and 2-kw models, 110-220-

volt, dc, Kohler Co.
	29 Dec 44



	5-5389
	air, portable, motor-driven, 115-volt, 1-phase, 60-

Compressor,

cycle, 2.8 cfm, Harris Model 53-101 ex.
	10 Mar 55



	5-5393
	Compressor, air, stationary, receiver mounted, gasoline driven,

17-cfm, Curtis, Model VG-959-QMC.
	2 Jul

53



	5-5397
	Instruction manual for LeRoi 2-stage, air-cooled, air compressors,

Model 315D2.
	4 Nov 53



	5-5404
	skid-mounted,

Generator set, portable, gasoline engine-driven,

3-kw, 115-volt, I-phase, 60-cycle, AC, Onan Model W3M-19

(engine: Onan Model W2C), Model XRPI.
	15 Mar 44



	5- 405
	Engine, gasoline, 60- to 65-hp, Chrysler Model C-36-520 (Ind-9

series), with modifications.
	10 Mar 45



	5-5407
	Chrysler industrial engines, Model 108-503; instruction and parts

[Chrysler industrial engines, 6-cylinder, Chrysler Corp.]

book.
	3 Jul

52



	5-5429
	Engine, gasoline, Continental Models R513, R572, R602, R6513,

R6572, and R6602.
	2 Sep

53



	5-5443
	Compressor, air, motor-driven, 110-volt, 1-phase, 60-cycle, 6-cfm,

Quincy, Model F 308.

Engine, diesel, Cummins, Models H, HS, HR, HRS-NH, NHB,
	2 Jul

53

29 Oct

52



	5-5445

5-5446
	and NHRS.

Compressor, air, gasoline driven, 3 cfm, DeVilbiss Model UAJE-
	4 Jun 53



	5-5447
	5111.

Compressor, air, gasoline-driven, 3 cfm, DeVilbiss Model UAJE-
	11 Jun

53



	5-5449
	5103-1.

Compressor, air, stationary, receiver mounted, gasoline, engine-
	29 Jun 53



	5-5450
	driven, 16 cfm, Wayne Pump Co., Model 5163-HG.

Compressor, air, Model HK-105, type 40, portable, 2-stage, Inger-
	Undated



	5-5452
	soil-Rand.

Compressor, air, gasoline-driven, 6 cfm, Westinghouse Air Brake

Co., Model 1-BYCH-33.
	1 Jun 53



	5-5453
	Compressor, air, motor-driven, 5-hp, 220-volt, 3-phase, 60-cycle, 20-

cfm, Westinghouse Air Brake Model, 3-YCH-16.
	19 Jun 53



	5-5454
	Compressor, air, portable, gasoline driven, 4-cfm, Bendix,Westing-

house Model 2US4VA (221111).
	22 May 53



	5-5456
	Hobart electric-motor-driven, arc welder; multi-range; generator,

300-amp., 40-volt; motor, 3-phase, 220/440-volt, 60-cycle, 20-hp;

Model MR300, spec. no. 830A, Hobart Bros.
	30 Jun 45
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	5-5457
	gasoline-driven, 200-amp,

40-volt, trailer-

Welder,

electric arc,

mounted, 3 kw auxiliary generator, Hobart Model GL-2183-S.
	24 Jan

55



	5-5460
	Charger, battery, rectifier bulb type, 115-volt, 60-cycle full wave

capacity, 12-6-volt batteries at 12 amperes or 24-6-volt batteries
	21 Aug 53



	5-5483
	at 6 amperes, Heyer Model, 24A.

Operating instructions: Four-stage-air-cooled, high-pressure, port-

able compressors, class PO-44 (diesel-driven) and class PE-44

[Compressor, hydrogen, diesel-driven, trailer

(electric-driven).

mounted, pneumatic tires, 71 cfm, 2,200 psi, Chicago Pueumatic
	9 Apr 53



	
	PC-44 (less engine)].

Engine, gasoline, Continental Model R602-210.
	Jun



	5-5485

5-5900
	Trailer, 2-wheel utility, pole-type, 2½%-ton, type III, triangulation

tower, Meili-Blumberg Model 15-T.
	45

5 Oct

43



	5-6000
	Special monotype-directoplate U. S. Army camera, 24 x 24 inches,

Lanston Monotype Machine Co.
	25 Sep 44



	5-6001
	Camera, overhead, darkroom copying, complete with accessories

40- x 40-inch, Consolidated Photoengravers and Lithographers

Equipment Co.
	19 Feb 53



	5-6006
	Camera, copying, complete with accessories, 24" x 30", Ruther-

ford Machine Co.
	Undated



	2 5-6020
	Big Chief 29 offset press, American Type

ATF-Webendorfer

Founders.
	Undated



	5-6021
	Press, lighographic offset, motor-driven,

1-

120-volts, 60-cycle,

phase, mobile 221 x 30-inch sheet size, American Type Founders

Model "Chief 29".
	8 Aug 52



	5-6022
	Press,lithographic offset, motor-driven, 110-volt, 60-cycle 1-phase,

20 x 29 2-inch sheet size, Harris Seybold Potter Model LTE.
	25 Sep 44



	5-6040
	Camera, copying, complete with accessories, 24" x 24", Rutherford

Machine Co.
	Undated



	5-6042
	Vacuum printing frame Model AF-101, Harold M. Pitman Co.
	Undated



	5-6044
	Lithographic whirler, Model AW 101, Harold M. Pitman Co.
	10 Jun 45



	5-6046
	12B1-25 airflow printing lamps, Macbeth Arc Lamp Co.
	Undated

Undated



	5-6050

5-6052
	U. S, Army vertical projection camera, Huebner; instruction

manual and parts list.

Vacuum printing frame, tubular stand model, 24" x 30", Harold M.
	Undated



	
	Pitman Co.
	



	5-6054
	110-volt, drum-type with

Dryer, photographic, electric-heated,

chrome plating 18, 26, and 44-inch width complete with apron,

Peck and Harvey Model.
	9 Jul

53



	5-6104
	Duplicating machine, duplicator Modei 221, with suction feeder

Model 816, Davidson Manufacturing Co.
	Undated



	5-6121
	Machine, map duplicating, size 22 inches x 29 inches, Ditto Model

D22.
	25 Jun

52



	15-6130
	Lithographic plate graining machine, Model T. 20, Zarkin Ma-

chine Co.
	Jan

44



	5-6135
	Machine, printing and developing, ammonia process,

42-inch

capacity, Ozalid Model Eng Streamliner III.
	26 Oct

53



	5-6143
	Printer, photographic, contact, 8- x 10-inch, complete with attach-

ments for handling 9½-inch aerial roll film, Type A-14, Model

AS-31274, Morse.
	1 Jun

53



	5-6144
	Printer, photographic, contact, 24- x 30-inch, Morse type A-18.
	29 Oct 52



	5-7040
	Searchlight, 60-in., General Electric Models 1941 and 1941A.
	Undated



	5-7044
	Trailer, tilting type, searchlight, 60-in., 4-wheel, Fruehauf, Model

1131, type M-1.
	20 May 43



	5-7045
	Model 1942 and control

Searchlight,

General

Electric

60-in.,

station; operating instructions manual.
	4 Jun 43



	5-7046
	Model 1942 and control

Searchlight,

General Electric

00-in.,

station; parts and price lists.

Model 1942, and control station, General
	3Jun

43

8 Jun 43



	5-7047
	Searchlight, 60-inch,

Electric; maintenance manual.

Portable powerplant for searchlight, 60-inch, General

Electric
	4 Jun 43



	5-7048
	Model 1942.
	





2 No stocks-do not requisition.
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	5-7051
	Powerplant, searchlight, 60-inch, General Electric Model 1942A;

maintenance manual.
	Jul

44



	5-7060
	Generator set, portable, gasoline engine-driven, searchlight, with

carrying case, 400-watt, 12-volt, DC, Delco, Model 4-B-12.
	5 Apr 44



	5-7066
	Winch, barrage balloon, portable, very low altitude, British type,

Mark VII, hand operated.
	Dee 43



	5-7070
	Winch, barrage balloon, portable, skid-mounted, gasoline engine-

driven, low altitude, Model W-3, type Ml, with Waukesha
	1 Aug 43



	5-7072
	engine Model 6BKU.

Winch, barrage balloon, portable, low-altitude, U. S. type, Model
	Dec 43



	65 7080
	W-4, type M-1, with Waukesha engine Model B KU.

Barrage balloon, low altitude, type D-8, Firestone Tire & Rubber
	26 Jun 43



	5-7082
	Co.

Balloon, barrage, very low altitude, U. S. type M-1, toggle type,
	43



	5-7090
	dilatable.

Winch, barrage balloon, portable, very low altitude, U. S. type,
	30 Apr 44



	5-7100
	Model (VLA) M-1, with Waukesha engine Model 150-U.

24-inch searchlight equipment, searchlight and distant control sta-
	1 Dec 42



	5-7101
	tion, Model 1942, Mole-Richardson Co; parts and price lists.

24-inch searchlight equipment, searchlight and distant control sta-
	1 Dec 42



	5-7103
	tion, Model 1942, Mole-Richardson (maintenance manual).

24-inch searchlight equipment, searchlight and distant control sta-
	1 Dec 42



	5-7104
	tion, Model 1942, Mole-Richardson Co.; operator's manual.

24-inch searchlight equipment, portable power plant, Model 1942,
	1 Dec 42



	5-7105
	Mole-Richardson Co.; parts and price lists.

24-inch searchlight equipment, portable powerplant, Model 1942,
	1 Dec 42



	5-7107
	Mole-Richardson Co.; maintenance manual.

24-inch searchlight equipment, portable powerplant, Model 1942,
	1 Dec 42



	5-7109
	Mole-Richardson Co.; operator's manual.

24-inch searchlight equipment, searchlight and distant control sta- 26 Nov 52
	



	5-7110
	tion, Mole-Richardson, Model 1941-A; maintenance manual.

24-inch searchlight equipment, searchlight and distant control sta-
	26 Nov 52



	5-7111
	tion, Mole-Richardson, Model 1941-A; operator's manual.

Searchlight, 60-inch, Model 1942A and control station, General
	Nov 43



	5-7112
	Electric; operator's manual.

Searchlight, 60-inch, Model 1942A and control station, General
	Nov 43



	5 -7113
	Electric; parts catalog.

Searchlight, 60-inch, GE Model 1942A, searchlight and control sta-
	Nov 43



	5-7115
	tion; maintenance manual.

Portable powerplant, searchlight, 60-inch, Model 1942A, General.
	Nov 43



	5-7116
	Electric; operator's manual.

Portable powerplant, searchlight, 60-inch, Model 1942A, General
	Nov 43



	5-7117
	Electric; parts catalog.

Portable powerplant for searchlight, 60-inch, Model 1942A, General
	Jul

44



	5-7120
	Electric Co.; maintenance manual.

Generator, hydrogen gas, high pressure, 120,000 en ft per day capac-
	10 Dec 43



	
	ity, trailer-mounted, Independent Model KHPG-I, ferro-silicon

method, with Hercules engine Model IXB-5; parts catalog.
	



	5-7121
	Generator, hydrogen gas, high pressure, 120,000 cu ft per day capac-

ity, trailer-mounted, independent Model KHPG-1, ferro-silicon

method, with Hercules engine Model IXB-5; maintenance man

ual.
	4 Oct 43



	5-7140
	Searchlight, 60-inch,

Sperry Model 1941A, control station and

powerplant.
	1 Nov 42



	5-7144
	Searchlight, 60-inch, General Electric Model 1941, w/control sta-

tion and powerplant.
	Undated



	5-7900
	Searchlight, 18-inch, shuttered, incandescent lamp type, 1,000-2,000

watt with bracket for tank mounting, Crouse-Hinds Model.
	7 Jun 54



	5 8002
	Outboard motor, light duty, Model TSL-15
	Undated



	5-8014
	Elto Lightwin, Models 4313-4314, Evinrude Motors
	Undated



	5-8016
	Motor, outboard, 22 hp, Evinrude Speeditwin Model 6041 serial

nos. through 05000.
	11 Jan 54



	5-8020
	Boat, utility, power, 18-ft Penn-Yan, Model AT.
	28 Mar 42













	NO.
	TITLE
	DATE
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	5-8021
	Boat, utility, power, twin-screw, 25-ft.
	15 Jun 45



	5-8022
	Boat, bridge erection, gasoline powered, aluminum, single screw,

19 foot (less engine).
	5 Nov 54



	5-8058
	Crane, truck-mounted, bridge erector, hydraulic-operated, Day-

brook Model M-11-A.
	9 Sep

43



	5-8061
	Body, cargo, military bridging (mounted on 6-ton truck chassis,

6 x 6, 4 dual tires 220-inch wheelbase with front mounted winch)

Perfection Steel Model.
	20 May 53



	5 5-8062
	Maintenance manual and parts list: Steel treadway bridge equip-

ment, truck body and hydraulic crane (Model M-11), Hell Co.
	28 Jan 43



	5-8063
	Body, cargo, military bridging (mounted on 6-ton chassis, 6 x 6, 4

dual tires, 220-inch wheelbase, with front mounted winch) Hobbs

Model F-1407
	15 Aug 52



	5-8064
	Crane, truck-mounted, bridge erector, hydraulic-operated,

Heil

Model M- 11-A.
	6 May44



	5-8081
	Motor, outboard, 25 h. p. Johnson, Model RDM-11.

Changes 1
	7 Aug 52



	5-9000
	Operation and maintenance

manual for Euclid "BV" loaders.

[Loader, earth, belt type, 54 in. width, crawler mounted, diesel

driven, towed type, 20 to 30 cu yd per minute, Euclid Model 9BV

with Model 109W dolly].
	10 Dec 52



	5- 9002
	Trailer, 2-wheel, pole type trestle, Model T-1120-A for 10-ton pon-

ton bridge equipment or 18-ft utility power boat, Fruehauf.

Maintenance manual and parts list.
	5 May43



	5-9004
	Trailer, Model No. XBBM, 16-ton low bed, Steel Products; main-

tenance manual and parts list.

Supp.
	8 Sep 42



	5-9005
	Pipe line equipment set, to be mounted on Ordnance 2½4-ton 6 x 6

truck chassis, Roehlk.
	3 Jan 45



	5-9006
	Semitrailer, special, drop frame, 10-ton ponton, Fruehauf Model

DF231.
	25 Sep 42



	6-9008
	Ponton dolly, Model DC2 Special, Fruehauf; maintenance man- 15 Oct 42

ual and parts list.
	



	5-9010
	Stand, pipe vise, with electric power unit, complete, Model 422,

Oster.
	18 Sep 42



	5-9012
	25-ton ponton trailer, Model DF231 Special, Fruehauf.
	15 Oct

42



	5-9014
	Semi-trailer, special, drop frame, 25-ton ponton, Electric Wheel

Model 1940.
	15 Feb 43



	6 9016
	Dolly, 2-wheel, dt, ponton model, medium type, Electric Wheel.
	19 Mar 45



	5-9013
	25-ton ponton, Trailer Co. of 14 Apr 43

Semi-trailer, special, drop-frame,

America.
	



	5-9024
	Threading machine, pipe thread, motor-driven, ½j to 2 in., Oster

No. 502.
	20 Oct 42



	5-9026
	Trailer, full, low-bed, carryall, 16-ton, LaCrosse Model CPT 16,

Fruehauf.
	2 Nov 42



	5-9028
	Lubricator, trailer- mounted, Model No. 2430, Alemite; mainten-

ance manual and parts list.
	7 May 43



	5-9030
	Ponton trailer, Model 10-ton, 2-wheel, pole type, Electric Wheel

Co.; maintenance manual and parts list.
	3 Nov 42



	5-9032
	Trailer, full, flat-bed, 8-ton (Model CPT 8 Special), Fruehauf,

Winter-Weiss; maintenance manual and parts list.
	18 Jan

43



	5-9034
	Semi-trailer, flat bed, 20-ton, Fruehauf Model CPT 20 Special,

with DC 4 dolly; maintenance manual and parts list.
	2 Mar 43



	5-9035
	Tank, water, steel, semitrailer mounted, 1,500 gal capacity, Little-

ford Model JAN-T-505.
	5 Mar 54



	5-9036
	Semitrailer, water tank, 1,500 gallon capacity, Columbian Steel

Tank Co.
	9 Feb 53



	5-9038
	Plow, snow, straight-blade, underbody type, 4-ton, 6 x 6 or 6-ton,

6 x 6 truck-mounting, standard Ordnance truck, Willett Model

HRTA.
	28 Jan

44



	5-9040
	Trailer, full, low-bed, 16-ton, LaCrosse. Model DF6-16-C, ES

T-1042A.
	15 Dec 42





s No stocks-do not requisition.
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	6-9042
	Trailer, full, low-bed, 16-ton, LaCrosse, Model DF6-16-B.
	15 Dec 42



	6-9044
	Trailer, full, low-bed, 16-ton, LaCrosse, Model DF6-16-C, ES
	15 Dec 42



	
	T-1042A.
	



	6- 9046
	Trailer, 4-wheel, special, tandem, 7 to 14-ton, 4-dt, Eidal, Model
	5 Feb 45



	
	EL-30 (with truck-tractor, 4-ton, 6 x 6, 4-dt,-172-in. wheelbase,
	



	
	cab protector and front-mounted winch, Eidal EL-30).
	



	5-9047
	Trailer, 4 wheel, special tandem, 10 ton, Model 4 D-T, flat bed, for
	4 Dec 53



	
	crane-shovel attachments, all makes and models.
	



	2 5-9048
	Dredge, diesel-driven, hydraulic pipe-line, 12-in. discharge, cutter-
	10'Aug 44



	
	head, mounted on bolted sectional hull, with house and raised
	



	
	lever room, American Steel Dredge Co.; assembly instructions.
	



	65-9048A
	Dredge, diesel-driven, hydraulic pipe-line, 12-in. discharge, cutter-
	10 Aug 44



	
	head, mounted on bolted sectional hull, with house and raised
	



	
	lever room, American Steel Dredge Co.; operator's and mainte
	



	
	nance instructions.
	



	5-9051
	Semitrailer, low-bed, rear and side loading, 25-ton, all makes and

models.
	18 Mar 54



	
	Maintenance manual and parts catalog: Trailer, full low bed, 20-
	15 Dec 42



	5-9054
	ton, LaCrosse Model DF 6-20.
	



	6-9056
	Semitrailer, acetylene charging plant, Model FF428DF Special,
	15 Jun 43



	
	with DC4 dolly, Fruehauf; maintenance manual and parts list.
	



	6-9059
	Trailer, 2-wheel special, lY4-ton, arc welder, Model D-1752-S.
	28 Sep 44



	5-9060
	Crane, tractor, 20-ton, 20-ft boom, LeToumeau Model M20.
	24 Mar 43



	5-9062
	Power control unit, cable operating, LeTourneau Model HN.
	7 Apr 43



	5-9064
	Trailer, 2-wheel pole type for 10-ton ponton bridge equipment,
	23 Apr 43



	
	Model 1938, Electric Wheel Co.
	



	5-9065
	Trailer, 2-wheel pole type slip, w/bolster, 2¼i-ton, all makes, all
	2 Jul



	
	models.
	



	5-9066
	Trailer, two.wheel pole-type trestle, 10-ton ponton bridge, Model

D-1820-S, with super-structure for power utility boat, Electric
	28 Jun 43



	
	Wheel; maintenance manual and parts list.
	



	6-9068
	Dolly, 2-wheel, d. t., ponton, light, 4¼i-tons capacity, Hobbs
	31 May43



	
	Model D-45L.
	



	5-9070
	Dolly, 2-wheel medium type 2, 7-ton capacity, Deere & Co.
	29 Jan



	5-9072
	Trailer, two-wheel, Infantry support bridge equipment, pneu-
	20 Jan



	
	matic float, Deere Model D-2252.
	



	5-9074
	Trailer, two-wheel, utility, pole type, 2¼t-ton, type I, Infantry
	15 Mar 43



	
	support raft and/or pneumatic bridge equipment, Model D-2424,
	



	
	Deere; maintenance manual and parts list.
	



	5-9075
	Sweeper, rotary, tractor mounted and powered, 1-way sweeping,
	5 Sep 52



	
	30-in. x 7-ft. brush for Case D1 tractor Grace Model FE and
	



	
	FEW.
	



	5-9076
	Trailer, two-wheel, pole type trestle, 10-ton ponton bridge equip-
	17 Mar 43



	
	ment Model D-1665, Deere.
	



	5-9078
	Sweeper, rotary-broom, 3-wheel

trailer-mounted, gasoline, two-
	Dec 43



	
	way sweeping, 30-in. x 8-ft. brush, Grace Model MD-100, with

LeoRoi engine Model XP-7.
	



	
	Sweeper, rotary, 3-wheel mounted, self-propelled, gasoline-driven,
	16 Mar 53



	6-9079
	1-way sweeping, pickup type with 36-inch diameter by 6-foot
	



	
	two 30-inch diameter side brooms, digger type and

broom,
	



	
	sprayer, Elgin, Model 20.
	



	5-9080
	Grease gun kit, Model PK-100, Gray Co.
	12 Nov 42



	5-9081
	Sweeper, rotary, 3-wheel, trailer-mounted, traction-powered, two-
	Aug 52



	
	way sweeping, 34 inch x 8 foot brush, Grace, Model J.
	



	5-9082
	Sweeper, rotary, tractor-mounted, power takeoff drive, Model K.
	13 Feb 43



	
	Hough: maintenance manual and parts list.
	



	5-9084
	Trailer, dump, 2-wheel, }i ton airborne Converto; maintenance
	31 May 43



	
	manual and parts list.
	



	
	
	25 Aug 43



	5-9086
	Ice plant, I-ton, manually operated, portable, skid-mounted, gaso-

line-engine-driven, Model V-50, with Continental engine Model
	





No stocks-do not requisition.
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	5-9087
	Sweeper, rotary, tractor mounting and powered, 1-way sweeping,

30-in. x 7-ft. brush (for Case D I tractor) Little Giant Products

Model SC-100.
	11 Jan

54



	5-9088
	Ice plant, 15-ton, equipment only, electric motor-powered, Frick

Model 7 x 7 encl., 208 or 400 volts, "ISQDW".
	43

13 Sep



	5-9090
	Ice plant, Model 5 x 5, AU 3.6-ton, Frick.
	23 Nov 42



	5-9092
	Refrigeration, ice freezing plant equipment, electric motor powered

Model 7 x 7 encl., 15 tons.
	10 Apr 43



	5-9094
	Refrigeration equipment, automatic control, gasoline engine pow-

ered, Model OCE-300FLG-A, with Continental engine Model

PY 69.

Changes 1
	24 Jun 43



	5-9096
	Refrigeration equipment, automatic control, electric motor driven,

Carrier Model OCE-300-FLE-A, with Wagner motor type RP.
	9 Aug 43



	5-9098
	Snow plow, straight-blade, I-way type, 4-ton 6 x 6 or 6-ton 6 x 6,

truck-mounting, with wings, standard Ordnance truck, Burch

Model R-23.
	Jan

44



	5-9101
	Cleaning unit,, steam, shop wheel mounted, oil burning, I gun,

nozzle controlled, Clayton Co., Kerrick Kleaner, Model HR

ORD.
	8 Oct

52



	5-9102
	4-ton capacity tilting bed trailer, Commercial Shearing and Stamp-

ing Co.
	Undated



	5-9103
	Cleaning unit, shop-wheeled-mounted, oil-burning, one-gun, noz-

zle-controlied, Clayton Kerriek Kleaner Model ARO-ORD.
	9 Jul

53



	5-9105
	Operation and maintenance: Kerrick Kleaner, Army Model QM-

[Cleaning unit, steam, shop wheel mnounted, oil-burning,

120.

1 gun, Nozzle controlled,

Clayton (Kerrick Kleaner) Model

QM-1201
	5 Feb 53



	5-9106
	Ice plant, 15-ton, equipment only, Frick model, 7 x 7 (enclosed

208/400-Volt, "W").

Changes 1
	17 Mar 44



	5-9107
	Generator,

and

motor-driven,

semitrailer

oxygen

nitrogen,

mounted, van-type w/dolly, pneumatic tires, capacity ph; oxy

gen, liquid, 70 ibs, gaseous, 1,000 cu. ft.; nitrogen, high purity,

200 cu. ft. Air Products, Model A-2.
	12 Nov 52



	5-9108
	Plow, snow, straight blade, 1l-ton, 4 x 4 or 2½6-ton, 6 x 6 truck-

mounting, Burch Model R2-21A.
	14 Apr 44



	5-9109
	Cleaning unit, steam, shop wheel mounted, oil burning, one gun,

nozzle controlled, Homestead Models JL, JMI, JO, and OD 150.
	5 Apr 54



	5-9110
	Generator and charging. plant, oxygen and nitrogen gas, semi-

trailer-mounted, van-type, with dolly, 500-cu. ft. per hour, Inde

pendent, Model 02A or 02B (and skid-mounted, Model 02A or

02B); maintenance instructions and parts catalog.
	24 Nov 43



	5-9110A
	Semitrailer, van-type, with dolly, Hell Model 02A (for use with

Independent Model 02B oxygen and nitrogen gas generator and

charging plant).
	5 May 44



	5-9111
	Generator, acetylene, semitrailer-mounted, 750 cubic feet per hour,

/

sight Feed Model TM CP-750.
	7 Jan

65



	5-9112
	Generating and charging plant, oxygen and nitrogen cylinder, 500-

cfh oxygen, 100-cfh nitrogen, semitrailer-mounted,

with dolly,

Air Products Model 21300-D.
	22 May 44



	5-9113
	Generator and charging plant, hydrogen and carbon dioxide,

methanol, low-pressure, 4,000-cfh hydrogen, 156-lb-per-hour car

bon dioxide, trailer-mounted, Girdler, Model 2657 (engine: Wau

kesha, Model BKU).
	3 Jun 44



	5-9114
	Plow, snow, V-blade or straight blade, 1-way, Pi-ton, 4 x 4, truck

mounting without wing, standard Ordnance truck Wausau J or

JB.
	Oct

43



	5-9116
	Mower, tractor-drawn, cutter-bar type, iron wheels, 7-ft. cutter

bar, Case Model 57.

Sweeper, rotary-broom, tractor mounted and powered,
	Dec 43



	5-9118
	1-way

sweeping, 30-in. x 6-ft. brush, Hough Model-M.
	30 Aug 43





No stocks-do not requisition.
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	5-9120
	Shop, engineer, motorized, aviation battalion, Couse, types "A"

and "B" (chassis only); parts catalog.
	Mar 44
	



	5-9121
	Shop, engineer, motorized, aviation battalion, Couse, types "A"

and "B" (chassis only); maintenance instructions.
	Oct 43
	



	5-9122
	Shop, engineer, motorized, aviation battalion, welding, Couse,

type A (parts catalog for equipment only).
	Mar 44
	



	5-9123
	Shop, engineer, motorized, aviation battalion, welding, Couse,

type A (maintenance instructions for equipment only).
	Dec 43
	



	5-9126
	Shop, engineer, motorized, aviation battalion, machine, Couse,

type "B" (equipment only); parts catalog.
	Mar 44
	



	6-9127
	Shop, engineer, motorized, aviation battalion, machine, Couse,

type "B" (maintenance instructions for equipment only).
	Dec 43
	



	5-9129
	Mower, tractor drawn, cutter bar type, pneumatic tires, 7-foot cut-

ter bar, Model D1-57, Case.
	9 Dec 53
	



	5-9130
	Operation and maintenance instructions for conveyor, fat, skid

mounted, 24-in. wide belt, 50-ft long frame, capacity 25-lb per ft,

75 tons per hour, Lamson.
	1 Jul
	45



	2 5-9132
	Auger, earth, skid-mounted, gasoline, Highway Trailer Model

HDM-S with Continental engine, Model PF-226.
	30 Aug 43
	



	5-9134
	Operator's instruction manual, Case, Industrial Mower Model

VAI 5, J. I. Case Co.
	17 Feb 53
	



	5-9138
	Sweeper, rotary-broom, trailer-mounted, traction-powered, 2-way

sweeping, Hough Model TuWay.
	12 Jul
	43



	5-9140
	Heater, gasoline burning, 6-volt DC or 110-volt, 60-cycle AC,

25,000 Btu capacity, Evans Model 203435, for motorized shops.
	22 Nov 43
	



	5-9141-1
	Instruction manual and parts list; Sterling hydraulic control earth

boring Machine Model "GI."
	12 May 53
	



	5-9141-2
	Ford engine parts list, 8RNN Ford "239" V-8 cylinder; radio sup-

pression kit parts list, Hallett Manufacturing Co. No. 9809;

Clark transmission parts list 205V-327; maintenance data 205V

and VO transmission assembly; Sterling hydraulic control earth

boring machine, Model "GI".
	12 May 53
	



	6-9142
	Maintenance manual and parts catalog: Auger, earth, motorized,

Model HBG-40 (The Buda Co.).
	22 Jan
	45



	5-9143
	Buda Model Y1.

Auger, earth, skid-mounted, gasoline-driven.
	30 Mar 54
	



	5-9144
	Shower unit, field, portable, with heater and 32 shower heads,

Wallace and Tiernan (Novadel Agene Corp), Model A-529.
	I Jul
	43



	5-9150
	Winch, tractor mounting, single-drum, reversible, Hyster Model

D7N.
	17 Feb 44
	



	5-9151
	Winch logging, rear-mounting, 3-drum, main haulback and straw

(for Model D-7 Caterpillar tractor) Hyster Model D7L.
	7 Oct
	52



	5-9152
	Towing winch, Model D6N, for Caterpillar D6 tractor.
	1 Mar 44
	



	5-9153

5-9154
	Winch, general utility, reversible, rear mounting, I drum, for

tractor mounting, Carco, Model F.

Cable layer, towed type, cable-operated,

23-inch penetration,
	27 Oct 52

6 Aug
	43



	5-9155
	Model B, LeTourneau.

Winch, general utility, reversible, rear-mounting, 1-drum (for
	29 Jun
	53



	5-9156
	Caterpillar D4 tractor) Hyster Model D4N.

Dolly, 2-wheel, dual-tire, semi-trailer, flatbed, 4W-ton, Dart Truck
	7 Aug
	43



	5-9158
	Co; maintenance manual and parts list.

Derrick, truck-mounted cable, winch powered, Model 6-ton, Dia-
	7 Oct
	42



	5-9159
	mond Iron Works; maintenance manual and parts list.

Derrick, A-frame, tractor mounting, for use with Caterpillar,
	4 Sep
	52



	5-9160
	Model D-7 tractor, Hughes-Keenan, Model.

Pump, turbine, deep well for gasoline, 4-inch discharge, 150-foot

head, gasoline engine driven, Model P1-06, with Wisconsin

engine Model AHH, A. D. Cook; maintenance manual and parts

list.
	28 Jul
	43



	5-9161
	The Ajax electric iceman; installation and operation manual for 6 Nov

Models A5A-2 and A5A-4.
	
	52





No stocks-do not requisition.
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	5-9162
	Pumping station, 3-in., portable, with 2 gasoline engine-driven
	15 Mar 44
	



	
	centrifugal pumps, 1 sand trap, 1 discharge section, 1 main line
	
	



	
	header section, I set of automatic controls, 285 barrels per hour
	
	



	
	against a pressure differential of 600-lb, McGregor and Reed.
	
	



	5-9165
	Ice making unit, motor driven, flake ice, 220-volt, 3-phase, 60-cycle,
	26 Apr 54
	



	
	Liquid Freeze Corp. Model SC-250.
	
	



	5-9170
	Heater,

with blower, 110-volt,

ac,

gasoline-burning

60-cycle,
	Aug 43
	



	
	Hunter Model UH-3.
	
	



	5-9171
	with blower, 110-volt,

Heater, gasoline-burning,

ac,

60-cycle,
	28 Sep
	44



	
	Hunter Model UH-3-D.
	
	



	5-9174
	Trailer, 2-wheel, special, pole-type, flat-bed, shovel attachments,
	8 Sep
	43



	
	Quick-Way Model QW-T-8.
	
	



	5-9176
	Jaeger Model 2A Dixie Special hoistwith Model XAHU Waukesha 7 Dec
	
	43



	
	engine, Jaeger Machine Co.
	
	



	5-9178
	Crane-shovel, power-unit, revolving, crawler-mounted, gasoline
	31 Mar 52
	



	
	driven 5-6 ton, M cu yd, Insley model K-12.
	
	



	5-9180
	Diving outfit, set No. 2, shallow-water.
	19 Jul
	43



	5-9181
	Converter and charging unit, carbon dioxide, with heating unit,
	8 Oct '54
	



	
	360 lb. capacity, Dry Ice Converter Corp., Model 300-S.
	
	



	5-9182
	Trailer, 2-wheel, utility, pole-type, 2½-ton, type II, trestle bay
	4 Aug
	43



	
	load for 10-ton ponton bridge, Electric Wheel.

Model D-2471;
	
	



	
	maintenance instructions and parts catalog.
	
	



	5-9183
	Trailer, full, low-bed, 8-ton, Hobbs, Model F-1386.
	8 Sep
	52



	5-9184
	Maintenance manual and parts catalog: Trailer, 2-wheel, utility
	15 Aug 43
	



	
	pole type, 2½-ton, type II, trestle bay load for 10-ton ponton
	
	



	
	bridge, Model D-2471, Kentucky Manufacturing Co.
	
	



	5-9187
	Semi-trailer, special, drop-frame, 25-ton ponton, Model 1940 with
	30 Mar 53
	



	
	dolly, 2-wheel, dual tires, Trailer Company of America, Model
	
	



	
	TX-42.
	
	



	5-9190
	Trailer, two-wheel, utility, pole-type, 2½-ton, type 5, Storm Boat
	21 May 43
	



	
	Model D-2476, Deere; maintenance manual and parts list.
	
	



	5-9193
	Ice making unit, flake ice, motor driven, 60 cycle, 220-volt, 3-phase;
	7 May 52
	



	
	York Flakice Model DER-12A.
	
	



	5-9194
	Ice plant, 3.6-ton, York; maintenance instructions and parts
	15 Apr 44
	



	
	catalog.
	
	



	5-9196
	piston pump type, gasoline

Sprayer, insect,

portable,

engine
	13 Feb 45
	



	
	driven, skid-mounted, 3-gpm, with four 50-ft lengths of

s in.
	
	



	
	oil-resistant hose, and spray nozzle, Bean Model C-64-S.I.
	
	



	5-9197
	piston-pump type, gasoline

Sprayer,

insect,

portable,

engine
	25 May 45
	



	
	driven, skid-mounted, 3-gpm, with four 50-ft lengths of 9-inch
	
	



	
	oil-resistant hose and spray nozzle, Dobbins Model 3264.
	
	



	5-9198
	Sprayer, insect, knapsack, cylindrical, plunger type, 2-gallon
	8 Dec
	50



	
	capacity, Lofstrand, Model D-7784.
	
	



	5-9199
	Hoist, gasoline, engine-driven, single drum, 2-ton pull, Underwood
	1 Jun
	44



	
	Model M-1 (engine: Kiekhaefer Mercury Model KB-7W).
	
	



	5-9200
	Trailer, full, low-bed, 16-ton, Steel Products Model XBBM;
	8 Oct
	43



	
	maintenance manual and parts list.
	
	



	5-9202
	Trailer, full, low-bed, 16-ton, Model LKD-616, Jahn.
	Dec 43
	



	5-9203
	Trailer, full, low-bed, 60-ton, Eidal Model (ELB-60-ENG) ME
	14 May 53
	



	
	1 and Dorsey Model (ELBO) MT-O0.
	
	



	5-9204
	Trailer, full, low-bed, 16-ton, LaCrosse Model DF6-16.
	Dec 43
	



	5-9205
	Trailer, full, low-bed, 60-ton, Rogers, Model D-W-60-L-S
	19 Feb 51
	



	5-9206
	Trailer, full, low-bed, 16-ton, Rogers Model H-16-L-C.
	3 Nov
	44



	5-9207
	Trailer, full low-bed, 60-ton, Dorsey, Model MT-60W.
	7 Nov
	52



	5-9208
	Semi-trailer, low-bed, with dolly, 20-ton, Jahn Model LKD-620.
	15 Jan
	44



	5-9209
	Trailer, full, low-bed, 60-ton, Steel Products Co. (Great Dane)
	23 Jan
	53



	
	Model.
	
	



	5-9210
	Trailer, full, low-bed, 20-ton, Rogers Model H-20-LS-14.
	13 Dec 43
	



	5-9212
	Trailer, full, low-bed, 60-ton, Rogers Model D-60-D-S-5.
	12 May 43
	



	5-9216
	Semi-trailer, low-bed, with dolly, 20-ton, LaCrosse Model DF6-
	15 Jan 44
	



	
	20.
	
	



	5-9217
	Dolly, 4-wheel tandem axle dual-tired, M-l for 20-ton semitrailer
	16 Apr 53
	














	NO.
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	5-9218
	Semi-trailer, low-bed, 20-ton, Model 20-T, with Model 20-TD

dolly.
	25 Sep 44
	



	5-9220
	Semitrailer, low-bed, front loading, 20-ton, for dolly, 4-wheel tan-

dem-axle, dual tired M-l.
	18 May53
	



	5-9221
	Semi-trailer, low-bed, sideandrearloading, goosenecktype, 2

0-ton

w/Model CD-220 converter dolly, Jahn, Model THL420.
	29 Oct 52
	



	5-9223
	Trailer, low-bed, 60-ton, Rogers Model D-60-D-S-7.
	8 Nov
	54



	5-9225
	Trailer, full, low-bed, 8-ton, Fontaine Model, T8-105.
	25 May 53
	



	5-9226
	Dolly, 4-wheel tandem axle, dual tires for 24-ton semi-trailer, low-

bed, rear-loading, Kentucky Model.
	24 Apr 53
	



	5-9229
	Trailer, full low-bed, 8-ton, LaCrosse, Model DF4-12.
	30 Oct
	52



	5-9230
	Crane, tractor-operated, nonrevolving, 20,000-lb capacity at 10-ft

radius, 30-ft boom, LeTourneau Model AD3.
	9 Oct
	43



	5-9231
	Instructions for operating

Reiner pumping units, centrifugal,

petroleum pipe line, gasoline engine driven, Model GP-75.
	30 Mar 53
	



	5-9232
	Sawmill, trailer mounted, diesel driven, head block type, 18-ft

carriage, 50-inch diameter saw, Jackson

Lumber Harvester

Model RM-B and RM-J (less engine).
	17 Mar 55
	



	5-9234
	Portable, circular saw mill, Model I-C, Corinth Machinery Co.
	Undated
	



	5-9235
	Sawmill, portable, gasoline-engine-driven,

head-block type, 4 x 7 19 Nov 52

feet, 60-inch-diameter saw, Corinth, Model 2-C (less engine).
	
	



	5-9236

5-9240
	Sawmill, portable, gasoline engine driven, head block type, 20 foot

carriage, 60-inch diameter saw, Star, Model 4.

Jaeger Model 2D3 hoist with UD-18 International diesel engine;
	10 Aug 52
	



	5-9242
	The Jaeger Machine Co.

Ejector, sewage, pneumatic, simplex, motor driven, 1000 gpm at
	Undated

14 Jul
	53



	5-9244
	30-ft head, Carter Model BSE 1030.

Ice maker, gasoline-driven, one-ton portable compressor, Carrier
	17 Jan 45
	



	5-9250
	Corp. Model 7K4, Victor Products Co.

Gate valve section, 4-in. pipeline, consisting of one 4-in. gate valve

fabricated into a 20-ft section of pipe grooved for Victaulie
	Nov 43
	



	5-9252
	couplings, Niemes.

Check and gate valve section, 4-inch pipeline, consisting of one (1)

4-inch gate valve and one (1) 4-inch combination check and gate

valve, fabricated into 20-ft section of Vitaulic couplings assembly.
	15 Feb 44
	



	5-9253
	Truck, refuse bucket loading, 13 cu yd, 2Y ton, 6 x 4, four dual

tires, Heil, Model IB-2637 (body only).
	Aug 48
	



	5-9255
	Truck, garbage, compaction type, 15-cuyd. capacity, 5-ton, 4 x 2,

with 48%" tail gate loading door, Gar Wood, Model "Load

Packer" (body only).
	17 Mar 53
	



	2 5-9256
	Truck, refuse, bucket, loading, 13 cu. yd., 5-ton, 4 x 2, 2 dual tires,

St. Paul Hydraulic, PAX-ALL Model 1203.
	9 Jul
	53



	5-9258
	Truck, garbage, compaction type, 6-ton, 14 cu yd capacity, Sicard

Model Sanivan SM-4.
	24 Feb 54
	



	5-9260

5-9262
	Knockdown type sectional coolers, Grand Rapids Cabinet Co.

Refrigerated warehouse, prefabricated, 620 cu ft, United Refrig-

erator Manufacturing Co.
	15 Feb 45

26 Apr 44
	



	5-9264
	Erection instructions and parts manual for prefabricated ware-

house No: 1, Hussman-Ligonier Co.
	26 Apr 46
	



	5-9270
	Warehouse, only, refrigerated, prefabricated U. S. Standard ware-

house No. 2, Viking Refrigerators, Inc.
	18 Jun 45
	



	5-9274
	Refrigeration equipment for 20' x 100' refrigerated warehouse,

Hussman-Ligonier.
	27 Dec 50
	



	5-9276
	Sweeper, rotary-broom,

tractor-mounted

and powered,

I-way

sweeping, 30-in x 6-ft brush, Hough Model N.
	Dec 43
	



	5-9277
	Sweeper, rotary, 3-wheel-mounted, self-propelled, gasoline-driven,

1-way sweeping pickup type with 36-in. dia. x 4-ft. pickup

broom, one 32-in. dia. side broom, digger type and sprayer,

Austin-Western, Patrol Model.
	28 Jan
	53



	5-9284
	Maintenance manual and parts catalog: Power control unit, cable

operating, rear mounted, Le Tourneau Model R678.
	9 Oct
	53





2 No stocks-do not requisition.










	NO.
	TITLE
	DATE
	




	5-9290
	ENGINEER-Continued

Gar Wood winches, Model T-4-B front-mounted for International
	Feb 44
	



	
	Harvester Models T-9, TD-9 and TD-14 tractors; Model T-5-

RBU rear-mounted for International Harvester Model TD-18

tractor.
	
	



	5-9292
	Power control unit, cable-operating, rear-mounting, 2-drum, 14,025

to 20,000 Ibs, for dbp tractor, Bucyrus-Erie Model P25M.
	25 Nov 53
	



	5-9294
	Bucyrus-Erie P-24 power control unit for use with International

T14 and TD14 TracTracTor, TD18 TracTracTor.
	1 Aug 44
	



	5-9295
	Winch, tractor-mounting, winch only, 1-drum reversible, general

utility land clearing, Jaques Model J.
	20 Mar 45
	



	5-9300
	Winch, tractor-mounting, single-drum, reversible, Hyster Model

D4A.
	Feb 44
	



	5-9302
	Winch, tractor-mounting, single-drum, reversible, Hyster Model

D8N.
	31 Jan 44
	



	5-9304
	Heil manual No. 105-OMP for Heil Model LD-2 cable power

control unit, piece numbers starting at PC-226.
	8 Jun 44
	



	5-9305
	Winch, general utility, reversible, rear-mounting, 1-drum, tractor

mounting, Carco, Model E.
	19 Jan
	53



	5-9306
	Winch, general utility, reversible, rear-mounting, 1-drum, tractor-

mounting, Carco Model G.
	28 Jun 45
	



	5-9312
	Tank, water, steel, semi-trailer-mounted, 1,500 gal, Columbian

Steel Tank Co. Model 1944.
	9 Feb 44
	



	5-9320
	Sprayer attachment, paint, pneumatic, Model E-1A and E-1B,

Binks; maintenance manual and parts list.
	8 Jun
	43



	5-9321
	Sprayer, paint, pneumatic, portable, without compressor, 5-gal

galvanized steel tank, gun and accessories, Binks Model E-IC.
	26 Mar 54
	



	5-9322

5-9324
	Sprayer unit, paint, electric motor, portable, Model E-4, Binks.

Sprayer unit, paint, pneumatic,

gasoline engine-driven,

wheel-

barrow-type mounting, complete with accessories, Binks Model

E-2, with Kiekhaefer engine Model KB6F.
	19 Oct

21 Jul
	43

43



	5-9326
	Agitator, paint, pneumatic, for attachment to 55 gal drum, Binks

Model 939-A.
	2 Jun
	44



	5-9330
	Sprayer, paint, bituminous emulsion, pneumatic, trailer-mounted,

4 steel wheels, with compressor, gasoline engine driven with at

tachments to operate directly from a 55-gal drum, Tarrant type

H, with Briggs and Stratton engine Model N, type 205251.
	15 Jan
	44



	5-9341
	Operation and maintenance instructions for sniperscopes Models

Ml and M2.
	3 Aug 51
	



	5-9341A
	Repair instructions for sniperscopes Models Ml and M2.
	3 Aug 51
	



	[0] 5-9342
	Operation and maintenance instructions for sniperscope infrared

set No. 1, 20,000 volts.

Changes 1
	3 Aug 51
	



	5-9342A
	Repair instructions for sniperscope infrared set No. 1 (20,000 volts)

Changes 1
	7 Apr 52
	



	5-9345
	Plow, snow, straight blade, without wing, one way type, truck

mounting, 4-ton, 4 x 4, type II, Gledhill Model 7T1NE; plow,

snow, V-blade, without wing, truck mounting, K-ton, 4 x 4, type

I, Gledhill Model JV5.5E.
	18 Oct 54
	



	5-9348
	Plow, snow, V-blade with right hand wing, truck mounting, 4-ton,

6 x 6, or 6-ton, 6 x 6, Frink Model 349 SP.
	15 Aug 52
	



	5-9351
	Plow, snow, rotary, gasoline-driven, truck-mounted, 7Y2-ton, 4 x 4,

Snook Snow Twin, Model 102.
	11 Dec 52
	



	5-9352
	Shop, engineer, motorized, general purpose repair.
	Feb 44
	



	5-9353
	Plow, snow, V-blade with wing, crawler tractor mounting (for

Caterpillar Model D-7) Frink Model T-611-CA.
	29 Jun 53
	



	5-9355
	Sicard spare parts and instruction manual; snow-blower Model

No. BH 10.

[Plow, snow, rotary, gasoline-driven, truck mount

ed, 7ton, 4 x 4, Sicard Snow Master Model BH-10].
	Mar 12 53
	



	5-9467
	Air conditioning unit, trailer-mounted, self-contained type, air-

cooled, gasoline driven, 26,500 Btu per hr, Ready Power Model

R60 C21.
	13 Sep 54
	



	5-9370
	Model FD8 front power control unit.
	25 Aug 44
	













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-9372
	Power control unit, cable-operating, Le Tourneau, Models R, T,

FTD7 and N series.
	9 Jan

53



	5-9384
	Roller, snow, towed-type, 5-drum, type-I,

Model

Blaw-IKnox

CSR-SDl.
	24 Feb 44



	5-9386
	Drag, snow, rectangular, 28 ft wide, Blaw-IKnox Model CSD-HT.
	15 Feb 44



	2 5-9390
	Fire equipment, model No. 1500, Central Fire Truck Corp.
	Undated



	5-9395
	Pump, recharging, carbon dioxide, Kidde Models, 4211-1 and

4306-1.
	14 Jul

53



	5-9396
	Pump, recharging, carbon dioxide, motor-driven, 1152/30-volt,

single-phase or 220/240-volt, 3-phase, 1-hp, C-0-Two Model SC-4.
	14 Jul

53



	5-9397
	Truck, fire powered, pumper, 500 gpm, Howe Fire Apparatus

Company with American-Marsh

Model F-500

pump

(less

truck).
	16 Mar 54



	5-9400
	Odograph, land, 6-volt, complete with cables for installation in

truck 34

-ton 4 x 4, IBM and Monroe Model M-1.
	15 Mar 44



	5-9401
	Odograph, land, Model M-1, Monroe Calculating Machine Co.
	7 Sep 43



	5-9411
	Odograph, land, IBM Model M-1.
	16 Sep

43



	5-9413
	Tower, triangulation structural aluminum, 103-foot.
	15 Sep 53



	5-9414
	Level, engineer, military, ES-T 1604A, with accessories and tri-

pod, Engineer Stock No. 18-4542.35-5, Model No. 10-X.
	Mar 44



	5-9418

5-9420
	Altimeters, surveying, 15,000-ft, 20-ft divisions, type 15 Wallace

& Tiernan Model FA-113.

Altimeter, surveying, 6000-ft, 10-ft divisions type 6, Wallace & 31 Mar 44
	31 Mar 44



	5-9421
	Tiernan, Model FA-112.

Altimeters, surveying, Wallace & Tiernan Models FA-112, FA-
	28 Dee 51



	
	113, and FA-181.
	



	5-9422
	Compass, sun, universal type, Abrams Model SC-1.
	4 Aug 43



	5-9429
	Pump, centrifugal, for gasoline, gasoline-driven,

skid-mounted,

3-in. discharge and suction, 240 gpm at 60 ft. head, with 4-in.

adapters for Vietualic couplings, Carter Model 15 MCBV.
	30 Jun 52



	5-9430
	Pump,

centrifugal,

for gasoline

self-priming,

gasoline-engine-

driven, skid-mounted, 6-inch discharge, 6-inch suction, 525 gpm

at 100-foot head, Carver, Model 6444-B.
	25 May 53



	6-9431
	Pump, centrifugal, for gasoline, gasoline driven, skid mounted,

3-in. discharge and suction, 240 gpm at 60-ft. head, with 6-in.

adapters for Victualic couplings,

Gorman-Rupp, Model 3305.
	30 Jun 52



	6-9440
	Hanson trailer Model SP8, 8-ton capacity; instruction book and

parts list.
	Undated



	5-9441
	Trailer, 2-wheel, utility, pole-type, 2½4-ton, infantry raft equip-

ment and/or, pneumatic bridge equipment, Highway Trailer,

Model SKD 3536 and 25-foot utility power boat, Highway Trail

er, Model SKD 3560.
	18 May 53



	5-9442
	Trailer, full, low-bed, 8-ton, Bay City, Model B-16.
	8 Jun 53



	5-9443
	Trailer, dump, 4-wheel, pneumatic tires, hydraulic-operated, 11-

to 13-cu. yd. with load transfer device, M-R-S Model (Missis

sippi Wagon), 110-GW, and Model 110-AGW (Airborne).
	2 Mar 53



	5-9445
	Trailer, dump, motorized, pneumatic and cable operated, 13 cu

yd, Euclid Model 71FDT-G, with trailer, bottom dump, Model

89W-G.
	3 Apr 53



	5-9447
	Trailer, two-wheel, utility, pole type, 2½-ton, 25-ft utility power

power boat, Converto Model.
	25 Feb 54



	5-9448
	Trailer, two-wheel, utility, pole type, 2½-ton, triangulation tower,

Kentucky Model.
	19 Oct 53



	5-9450
	Platform trailer, Model 6T, 2-wheel, Meili-Blumberg Corp.
	Undated



	5-9451
	Trailer, dump, cable operated, 11y cu. yd., LeTourneau, Model

W-210 Tournatrailer.
	30 Oct 52



	5-9452
	Winter Weiss transport trailer Model S4S8, The Winter Weiss Co.
	Undated



	56-9454
	8-ton trailer, Model LKS-408, C. R. Jahn Co.
	25 Jan

45



	5-9455
	pneumatic tires,

Carrier, crane-shovel, 10-ton, gasoline-driven,

6 x 6, Available Truck Model 1014-CE (less engine).
	22 Nov 54





2 No stocks-do not requisition.
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	5-9458
	ENGINEER-Continued

Pumping station, 4-in portable, with 1 gasoline engine-driven,

double-acting reciprocating pump, 1 sand trap, 1 discharge

section, 1 main line header section, 1 set of automatic controls,

200-barrels per hour against a pressure differential of 250-lb,
	9 Mar 44



	5-9460
	Hlanlon-Waters Model B-222.

utility, pole-type,

2½-ton, Type I, Infantry

Trailer, 2-wheel,

raft equipment and/or pneumatic bridge equipment, Electric

Wheel Model D-2498.
	Feb 44



	5-9461
	Air conditioning unit, skid mounted, self-contained type, water

cooled with cooling tower, 7½ hp motor, 220-volt, 60-cycle, 3-

phase, 70,000 Btu per hr, Carrier Model WS72-119.
	23 Jun

52



	5-9462
	Trailer, 2-wheel utility, pole-type, 2½-ton, type V, storm boat,

Electric Wheel Model D-2476.
	10 Mar 44



	5-9464
	Trailer, 2-wheel utility, pole-type, 2½-ton, type IV, utility power

boat, Electric Wheel Model D-2473.
	Feb 44



	5-9465
	Air-conditioning unit, trailer-mounted, self-contained type, air- 30 Apr 53

Btu per hour,

gasoline-driven,

Refrigeration

cooled,

26,500

Engineering Model TA 5226.
	



	5-9475
	Air conditioning unit, trailer-mounted, air-cooled, gasoline engine

driven, 26,500-Btu cooling per hour, York Model V-60.
	12 Jan

48



	5-9479
	unit, base-mounted,

type, air-

Air-conditioning

self-contained

cooled, 3-hp motor, 115-volts, 60-cycles, 1-phase, 615 cfm, 18,000

Btu per hour, Carrier Corp., Model MX-31/MP.
	19 Feb 53



	5-9480
	Air-conditioning

unit, base-mounted, self-contained

type, air-

cooled, electric motor-driven, 115-volt, 60-cycle, 18,000 Btu per

hour, Typhoon Model PA3-00.
	16 Mar 54



	5-9481
	unit, base mounted, self-contained type, air- 17 May 54

Air-conditioning

cooled, electric-motor-driven, 110-volt, 60 cycle, 6,150 Btu per

hour (for camera truck darkroom) U. S. Air Conditioning Co.

Model ARY-001.
	



	5-9483
	Engine, gasoline, 95- to 100-hp, Chrysler Model T-118-502.
	10 Mar 45



	5-9484
	unit, self-contained type, water-cooled,

with

Air-conditioning

cooling tower, 5-hp motor, 60,000 Btu per hour (approximately),

Chrysler Airtemp Model 5SCA-M; operation, maintenance

and repair instructions.
	5 Mar 46



	5-9486
	Air-conditioning unit, skid mounted, self-contained type, water-

cooled, with cooling tower, 5-hp motor-driven, 220-volts,

60-

cycle, 3-phase, 70,000 Btu per hour, Keco Model F-3.
	19 Aug 54



	5-9487
	unit, base-mounted,

type, air-

Air-conditioning

self-contained

1-Shp

motor,

cooled

single-phase,

110-volts,

60-cycle,

for

camera truck darkroom, 6,150 Btu per hour, Universal Cooler

Project 110-A.
	14 May53



	5-9490
	Crane, shovel, power unit, revolving, truck mounted, pneumatic

tired, gasoline driven, 2-engine drive, 10-ton capacity, M cu yd.

Harnischfeger Model 150TC.
	7 Dec 53



	5-9492
	Crane-shovel, power unit, revolving,

crawler, 30-ton capacity,

1½ cu yd, Harnischfeger Model 655B (less engine).
	1 Sep

53



	5-9495
	Crane-shovel, power unit, revolving, crawler-mounted, gasoline

driven, 7 to 10 ton, 34 cubic yard (Byers Model 83).
	1 Apr 52



	5-9498
	Operation; maintenance and servicing manual for Model W-1700-

15-SP., rotary snow plow chassis, Oshkosh Motor Truck, Inc.
	13 Mar 53



	5-9508
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 2-engine drive, gasoline driven, 20-ton, 3/4 cu yd, Thew

Lorain Model E6620 (less carrier, engines and light plant).
	23 Feb 55



	5-9510
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 2-engine drive, gasoline-driven, 14 to 18 ton, 3/4 cu yd.

Harnischfeger Model 255A-TC, with attachments (less engine).
	26 Nov 54



	5-9512
	power unit, revolving, crawler mounted 30-ton

Crane-shovel,

capacity at 12-ft.

radius, l14-cu. yd., diesel-driven, Marion

Model 372.
	3 Apr 53













	NO
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-9518
	Crane-shovel, power unit, revovling, truck-mounted, pneumatic

20-ton, 3A cu yd, Hanson

tires, 2-engine drive, gasoline-driven,

Clutch and Machinery Model 61, with attachments (less carrier

and engines).
	7 Sep 54



	5-9520-1
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

10-ton, % cu yd, Wayne

tires, 2-engine drive, gasoline-driven,

Model 40, with attachment, less carrier and engines.
	23 Dec 54



	6-9520-2
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 2-engine drive, gasoline-driven, 10-ton, % cu yd, Wayne

Model 40, with attachments (less carrier and engine).
	13 Dec 54



	6-9521
	Crane-shovel, power unit, revolving, truck-mounted,

gasoline-

4h-cu. yd. with attachments, Link-Belt,

engine-driven, 20-ton,

Model HC-70 (less engine and carrier).
	23 Apr 53



	5-9522
	Crane-shovel, power unit, revolving, airborne, truck-mounting,

gasoline-engine-driven, 2-ton capacity, % cu yd, Schield Bantam

Model ABM-SI.
	Feb 52



	5-9524
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

% cu yd,

tires, 2-engine drive, gasoline-driven,

6 to 10 tons,

Unit Crane and Shovel Co. Model 1014 (less carrier and engines).
	30 Dec 54



	5-9528-1
	Parts book and instruction manual for model HW "Hystaway,"

Hyster Co.
	7 Apr 63



	5-9528-2
	Crane, revolving, tractor-mounting, end, 7,000-lb capacity at 12-ft

radius, 25- to 30-ft boom, Hyster Model HW "Hystaway," for

International Harvester TD18A

tractor with

mounting on
	13 Apr 53



	5-9528-3
	extended track frame.

end, 7,000-lb, capacity at

Crane, revolving, tractor-mounting,

12-ft radius, 25- to 30-ft boom, Hyster Model HW "Hystaway,"

including low travel group.
	13 Apr 53



	5-9529
	Excavator, multi-purpose, hydraulic operated, truck-mounted,

6 x 6, gasoline driven, Warner & Swasey Model 2460 Gradall

with attachments (less engines).
	15 Feb 62



	5-9532
	Crane, nonrevolving,

operating,

tractor-mounting

tow-winch

capacity at 4-ft. radius, 20-ft. boom, Hyster

end, 15,000-lb.

Model FTH-8.
	12 Jun 52



	5-9534
	power unit, revolving,

truck-mounted

Crane-shovel,

gasoline

driven, 2-engine drive, 14- to 18-ton, Y4 cubic yard, Bay City,

Model 18-T50 (less engine and light plant).
	11 Sep 52



	5-9536
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 6 x 4, 2-engine drive, 10-ton capacity, *-cu yd, Michigan,

Model TMDT-16, and 12-ton, ½-cu yd,

Michigan, Model

TLDT-20.
	8 Dec 52



	5-9537
	power unit, revolving, crawler-mounted,

Crane-shovel,

10-ton,

934 cu yd, gasoline-driven, American Hoist and Derrick, Model

375-BC (less engine).
	7 Jan

53



	5-9538-1
	Operator's instructions: Crane, nonrevolving, tractor-operating,

wheeled, pneumatic tires, 30-ton capacity, with power unit,

LeTourneau Tournapull, Model A and

diesel-engine-driven,

Model EC-30, crane.
	4 Dec 52



	5-9538-2
	Crane, nonrevolving, tractor-operated, wheeled, pneumatic-tired,

3

0

-ton capacity, w/power unit, diesel-engine-driven,

LeTour

neau; maintenance and repair instructions, Tournapull, Model

A and Model EC-30 crane.
	24 Dec 52



	5-9539
	Crane, shovel, power unit, revolving, truck-mounted, pneumatic

tires, 6 x 6, 2-engine drive, gasoline-driven, 5-ton, 36-cu. yd.,

Schield Bantam Model M-49A.
	20 Mar 53



	-9540
	Operation and organizational maintenance instructions: Detecting

set, mine, audio frequency, mutual-inductance bridge, phase

selective type, audible and visual indication, battery-operated,

1% and 135 volts dc, portable; metallic antipersonnel and anti

tank mines.

Changes 1, 2, 3
	3 Jul

52













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-9540A
	Field and depot maintenance instructions: Detecting set, mine,

audio frequency, mutual inductance bridge, phase selective

type, audible and visual indication, battery-operated, 1l- and
	24 Dec 63



	
	metallic antipersonnel and antitank

portable,

135-volts do,

mines.
	



	[CM] 5-9541
	AN/PRS 4 detecting set, mine, balanced uhf system type, aural

and visual indication, battery operated, 1½~ and 135 volts de,

portable, metallic and nonmetallic AP and AT mines.
	15 Sep 53



	5-9550
	Roller,

tank-mounted,

heavy

High

mine-clearing,

(Roller,
	17 Nov 54



	59563
	Herman).

Separator, gasoline-water, 1-

to 8-inch inlet and discharge, screw

and flanged couplings, 25 to 1,000 gpm capacity, Erie Models

4812, 4822, 4840, 4850, 4860, 4870, 4880, and 4890.
	28 May 53



	5-9578
	Electromagnet, road, with de generator, gasoline driven, trailer

mounted and truck mounted, for mounting on 2½ ton, 6 x 6,

cargo truck, Stearns Models 18" x 36" and 20" x 72" with trailer

(less truck) (less engine).
	17 Nov 54



	5-9582
	McKiernan-Terry double-acting pile hammers and extractors.
	26 May 52



	5-9588
	Tramway and cableway, aerial, light, Pioneer M-1; maintenance

instructions.
	25 Feb 45



	5-9589
	Tramway, aerial, light, prefabricated, Paxton and Vierling Model

M-2; maintenance instructions.
	25 Feb 45



	5-9590
	Loader, snow, bucket, crawler-mounted, gasoline-driven, 20 cu

yds per min, Haiss Model 75-CS.
	8 Dec 48



	5-9593
	Conveyor,

drag-type,

truck-loader,

self-propelled,

crawler-

mounted, gasoline-driven, 25 ft. long, capacity 75 tons/hr., with

and agitating screen, Haiss,

power operated feeding device

Model 75-CC.
	19 Mar 53



	5-9594
	Conveyor, belt, flat, skid-mounted, motor-driven, 24 in. x 60 ft, 25

lbs per linear ft, Haiss Model 487.
	15 Dec 53



	5-995
	Conveyor belt, fiat, skid-mounted, motor-driven, 24-in. by 50-ft.,

25 lbs. per linear foot, Farquhar Model 432-A.
	26 Feb 53



	5-9596
	Conveyor, belt, flat, caster-mounted, motor-driven, 24 inch x 20 ft,

Ferguson Model.
	30 Sep

54



	5-9598
	Pile driving rig, wood construction, air or steam operated, skid-

mounted, 66-ft leads, 8-in. channel width, 20½-in face to face,

Giardino Models G104, G107, G109, (erection manual and parts

list).
	7 Sep 44



	5-9601
	Barracks, portable, sectional, all wood insulated; procedure for

erecting.
	20 Jun

44



	5-9604
	Barracks, portable, prefabricated, 20' x 48' steel (angle frame), in-

sulated; procedure for erecting.

Changes 1
	25 Oct

44



	5-9605
	Barracks, portable, precut, all wood, for tropical use; erection pro-

cedure manual.
	Feb 44



	5-9606
	Barracks, portable, prefabricated, 20' x 48' steel (channel frame),

insulated; procedure for erecting.
	Nov 44



	5-9607
	Erection procedure for barracks, portable, prefabricated, 20' x 48'

steel (angle frame) for tropical use.
	1 Mar 44



	5-9609
	Erection procedure for hangar, airplane, portable, structural steel,

130 ft x 160 ft, with steel cover, canvas doors.
	2 Aug 44



	5-9611
	Erection procedure for buildings, portable, prefabricated, N. P.

Ward, steel (angle frame), tropical.
	14 Oct

44



	5-9617
	Barracks, portable, precut, 20 x 48 feet insulated; procedure for

erecting.

Changes 1
	Apr 45



	5-9619
	Buildings, prefabricated, N P Ward, steel sheet, with utilities,

tropical
	31 Jul

45



	5-9629
	Power control unit: Cable-operated, rear-mounted, 2-drum, Baker,

Model P. C. U2X
	19 Jan 53



	5-9633
	Crane-shovel, power unit, revolving, crawler-mounted, ged, 10-

ton, %Y-cubic yard, Unit Model 1020YD.
	8 May 52














	NO.
	TITLE
	DATE
	




	
	ENGINEER-Continued
	
	



	5-9634
	Crane-shovel, power unit, revolving, crawler, 30-ton capacity, 1½ 23 Jul

cu. yd., Lima Model 604 (less engine).
	
	53



	5-9635
	Crane-shovel, ponwer unit, revolv ing, crawler, 40-ton capacity, 2 cu

yd, Bucyrus-Erie Model 51-B (less engine).
	29 Jun 53
	



	5-9638
	Plow, snow, rotary type, gasoline-engine-driven, 7-ton 4 x 4, truck-

mounting, Klauer Manufacturing Co. Model TU-3.
	3 Jul
	45



	5-9648
	Floodlight, carbide, portable, 8,000-cp, Milburn Models 21-A and

21-9; operation, maintenance and spare parts.
	28 Jun 47
	



	5-9671
	Pump, rotary, for gasoline dewatering and deaerating, gasoline-

engine-driven, base-mounted, 3-in. discharge, 3-in. suction, 100-

gpm at 100-ft head, Carter Model Q-97.
	16 May 44
	



	5-9672
	Boiler feed steam pump, Model DRP-323, duplex reciprocating-

C. H.

valve-plate type, American-Marsh

Model 3 x 2 x 3,

Dutton Co.
	Undated
	



	5-9686
	Crane, revolving tractor mounting, 12,000 lb capacity at 12-ft

radius, 30-ft boom, Cardwell Model C.
	16 Nov 54
	



	5-9700
	Machine, duplicating, gelatin process, hand-operated, 22 x 33-in.

with chest and spare parts, Smith and Corona Model 1941.
	Undated
	



	5-9706
	Link belt speeder, Model K-370 crane, equipped with Caterpillar

Model D13000 diesel engine and Kohler Model "E" light plant.
	Undated
	



	5-9715
	Preparation of Corps of Engineers equipment for storage.
	6 Nov 43
	



	5-9722
	Shower unit, field, trailer-mounted, with heater, 8 shower heads,

Cleaver-Brooks Model EC-3.
	18 Sep
	44



	5-9725
	Furnace, muffle, electric, Cooly Model MU-3.
	12 Jan 45
	



	5-9727
	Shed, transit, portable, steel, 32 x 98 x 12 ft.; erection procedure.
	24 Sep
	45



	5-9729
	Erection procedure for shed, airplane, portable, steel frame, corru- 17 Aug 44

gated sheet steel covered, canvas curtains, 55-ft. x variable length.
	
	



	5-9736
	Model 7D8 logging cruiser wheels, Athey Truss Wheel Co.
	Undated
	



	5-9739
	crawler mounted, with boom, 99-in.

Arch, logging, towed-type,

gauge, Carco Model YM-9.
	5 Jun 52
	



	5-9741
	Heater, gasoline-burning engine, coolant type, 16,000 to 20,000 Btu

ph, Vapor Heating Corp., Model Al-4901.
	16 Sep
	52



	5-9742
	Heater, gasoline-burning, engine coolant type, 16,000 to 20,000 Btu 29 Jun

per hour, 6-volt, 12-volt, 24-volt, Perfection Stove Series 460.
	
	53



	5-9750
	Map reproduction trailer, Model FF1 228 Special, Fruehauf.
	15 Apr 43
	



	5-9756
	Press, hydraulic, tractor, track-type, 4-wheel, trailer-mounted,

gasoline-driven, with power wrench, 120-ton, Rodgers No. 11.
	13 Apr 54
	



	5-9776
	Mud jack, 50-2A, Koehring.
	29 Mar 54
	



	5-9790
	Aeroquip flexible hose lines and detachable reusable fittings.
	8 Jun 53
	



	5-9818
	Lubricator,

portable convoy, Graco

with

Model LU-225-155,

compressor, Wayne Model 6163 HO, and engine Wisconsin

Model AEND or AEH.
	17 Sep 53
	



	5-9822
	Hoist, steam-driven, 3-drum, complete with boiler engine and

swinger, skid-mounted, C. H. Dutton & Co., Model D-4860-

3DS.
	6 Oct 52
	



	5-9824
	Vapor degreasers, Detrex Model VH-400, Detrex Corp.
	Undated
	



	5-9832
	Hammer, pneumatic or steam pile driver, 10,200 lbs., Vulcan

Model 1.
	6 Jun 52
	



	5-9852-1
	Crane-shovel; power unit, revolving, truck-mounted, pneumatic

tires, Thew Lorain 8- to 12-ton Model MC-3, with attachments

(less engines and generator).
	9 Jun 54
	



	5-9852-2
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

4 cu yd, Thew

tires, 2-engine drive, gasoline- or diesel-driven,

Lorain, 8- to 12-ton Model MC-3 and 14- to 18-ton Model MC-4,

with attachments (less engines and generators).
	9 Jun 64
	



	5-9856
	Two ton Geantry crane, Mississippi Valley Structural Steel Co.
	26 Mar 43
	



	5-9857
	Crane-shovel, revolving, crawler, gasoline-engine-driven,

5- to 6-

ton, ½ cu yd, Bucyrus-Erie Model 15-B, with attachments (less

engine).
	15 Nov 50
	



	5-9859-1
	Crane-shovel, power unit, revolving, crawler-mounted, gasoline-

driven, 7- to 10-ton, 54 cu yd, Bucyrus-Erie Model 22-B, with

attachments (less engine and generator).
	9 Jun 54
	





No stocks-do not requisition.










	NO.
	j

TITLE
	DATE
	




	
	ENGINEER-Continued
	
	



	5-9859-2
	Crane-shovel, power unit, revolving, crawler-mounted, gasoline-
	1 Jun 54
	



	
	driven, 7 to 10 ton, 4 cu yd Bucyrus-Erie Model 22-B with
	
	



	
	attachments (less engine and generator).
	
	



	5-9861-1
	power unit, revolving,

crawler-mounted

diesel-

Crane-shovel
	21 Oct 62
	



	
	driven, 30 to 40 tons 2-cu. yd., vacuum-controlled, Lima, Model
	
	



	
	802 w/attachments (less engine).
	
	



	5-9861-2
	power unit, revolving,

crawler-mounted,

diesel

Crane-shovel,
	22 Dec 54
	



	
	driven, 30 to 40 tons, 2 cu yd, vacuum-controlled, Lima Model
	
	



	
	802 with attachments (less engines); repairs and parts list.
	
	



	5-9875
	Parts and instruction book for Gar Wood Model 151, front cable
	11 Dec 52
	



	
	control unit (single drum), for Allis-Chalmers

tractors, Gar
	
	



	
	Wood Industries, Inc.
	
	



	5-9876
	Parts and instruction book for Gar Wood Model 281 double drum
	3 Apr 53
	



	
	cable control unit for Allis-Chalmers tractors.

[Power control
	
	



	
	unit, double drum tractor-mounting, cable-operating, Gar Wood
	
	



	
	Model 281].
	
	



	5-9890
	Division of Blaw-

Concrete bucket, Tremie-Type, Blaw-Knox
	6 Jan
	45



	
	Knox Co.
	
	



	5-9925
	Tamper, power ballaster, ged, Pullman Model 1951, w/engine,
	5 Jun 52
	



	
	IHC Model 361, Red Diamond.
	
	



	5-9935
	operating and maintenance instructions

American Bosch,

for
	6 Nov 52
	



	
	motor driven, fuel injection pump calibrating stand, TSE
	
	



	
	7664D.
	
	



	5-9955
	Engine, diesel, 140 to 150-hp, Cummins Model HBID-600; opera-
	3 Jun 46
	



	
	tion, maintenance and repair instructions.
	
	



	5-9956
	Buckeye MDDD power control unit, Allis-Chalmers.
	28 May 45
	



	5-9957
	Power control units, cable-operating, Caterpillar Models 21, 24,
	17 Apr 53
	



	
	and 25.
	
	



	5-9958
	Power control unit, hydraulic operating, Caterpillar Model 46.
	8 Apr 53
	



	5-9990
	Kit, instruction, map reading.
	:3 Oct
	46



	5-9991
	Terrain model kit training aid.
	29 Jan
	51



	
	FIELD ARTILLERY
	
	



	6-200
	Artillery survey.
	26 Oct 54
	



	6-225
	Field Artillery trainer M3.
	15 Nov 44
	



	6-240
	Rule, slide, military, Field Artillery, with case, 10-inch.
	15 Sep 45
	



	6-605
	Field Artillery individual and unit training standards.
	1 Feb 45
	



	
	MEDICAL
	
	



	2 8-220
	Medical Department soldier's handbook.
	5 Mar 41
	



	8-225
	Dental technicians.
	10 Dec 52
	



	8-226
	Dental laboratory technicians.
	20 Oct 54
	



	8-227
	Methods for medical laboratory technicians.
	3 Aug 51
	



	8-230
	Medical and surgical technicians.
	2 Aug 50
	



	
	Changes 1.
	
	



	8-231
	Orthopedic technicians.
	1 Oct
	53



	8-233
	Handbook for pharmacy technicians.
	5 Mar 53
	



	8-240
	Psychiatry in military law.
	22 May 53
	



	8-241
	Military psychiatric social work.
	21 Mar 50
	



	8-242
	Military clinical psychology.
	31 Jul
	51



	8-262
	Chapter II,

Zone of Interior.

Administration of fixed hospitals.
	
	



	
	1 Feb 45
	
	



	8-270
	Professional nursing techniques.
	7 Apr 50
	



	8-273
	Professional manual for nursing service.
	27 Nov 53

13 Feb 52
	



	8-275
	Centralized materiel section (central supply service).

Changes 1
	
	



	
	Military roentgenology.
	30 Dec 44
	



	8-280
	Changes 1, 2
	
	



	8-281
	X-ray film processing.
	26 Oct 61
	



	
	Changes 1, 3
	
	



	8-282

8-285
	Principles of radiographic exposure.

Treatment of chemical warfare casualties.
	3 Mar 55

8 Aug 51
	













	NO.
	TITLE
	DATE




	
	MEDICAL-Continued
	



	8-290
	Educational reconditioning.
	14 Dec 44



	8-291
	Occupational therapy.
	24 Sep 51



	8-292
	Physical reconditioning.
	8 May 62



	8-293
	Physical therapy for lower-extremity amputees.
	14 Jun 46



	8-294
	Advanced physical reconditioning.
	6 Jul

53



	8-350
	Technique of medical diathermy.
	16 Nov 44



	8-450
	Veterinary technicians.
	24 Aug 51



	8-500
	Hospital diets.
	4 Jan

51



	8-501
	Nutrition.
	2 Sep 49



	8-525
	Sanitary food service.

[Instructor's guide for training food-service

personnel.]
	Jun 53



	8-610
	Field operating lamp.
	28 May 45



	8-611
	Surgical instruments, indirect blood transfusion apparatus, and
	28 Jan 44



	
	miscellaneous surgical supplies; care and maintenance.
	



	8-613
	Case, bone operating, 110-volt, AC-DC (item 3073008).
	8 Sep

44



	8-615
	Gasoline stoves and burners.
	25 May 45



	8-617
	Mask type oxygen therapy outfit, complete, and oxygen therapy

outfit, with manifold.
	14 Aug 44



	8-620
	Serological water baths, items 4479008 and 4480008.
	10 Nov 44



	8-621
	Lamp, therapeutic, mercury are, air-cooled, mobile, complete,

100-volt, 60-cycle (item 7126005).
	25 Sep 44



	8-625
	Cassette changer, stereoscopic, upright, magnetically controlled.
	6 Oct

44



	8-627
	Diathermy apparatus, short wave, complete, 110-volt, 60-cycle,

item 7105505.
	3 Nov 44



	8-628
	Instrument sterlizer, item 7917005.
	4 Nov 44



	8-629
	Field X-ray film processing equipment, items 9611500 and 9611700,

9605500.
	16 Apr 45



	8-632
	X-ray field unit, machine, chassis and table, items 9608508, 9608510,

9609005, 9609010, 9614500.
	1 Feb 45



	8-633
	X-ray field unit, fiuoroscopic, foreign body localization, complete,

item 9621500.
	17 Apr 45



	8-634
	Dental X-ray machine (items 6088005, 6088010).
	30 Jan 45



	8-638
	Engine, handpiece, straight; engine, handpiece, angle.
	23 Sep 44



	
	ORDNANCE
	



	9-205
	Browning machinegun, caliber .30, AN-M2 aircraft, fixed and

flexible.

Changes 1, 2
	15 Oct

42



	E9-206A
	German 7.9-mm, dual purpose machinegun MG34.
	



	9-216
	Thompson submachinegun, cal45, Ml.

Changes 1
	13 Apr 43

10 Oct 42



	9-218
	Powered linking machine, cal50, M5, and delinking attachment,

cal50, M7.
	9 Jul 48



	9-219
	Cal50 basic aircraft machinegun AN-M3.
	6 Sep 51



	9-220
	Repositioning machine M15 (for cal50 cartridges).
	11 Jun 45



	9-221
	Antiaircraft machinegun trainer M9.

Changes 1
	19 Jun 43



	9-224
	Machine gun mounts for trucks.

Changes 1
	22 Apr 43



	9-225
	Browning machinegun, cal50, AN-M2, aircraft, basic.
	28 Jan 47



	9-226
	Browning machinegun, caliber .50, M2, watercooled, and mounts.

Changes 1
	2 Aug 43



	E9-228
	2-cm Flakvierling 38 (German 20-mm, antiaircraft

gun, four-

barreled mount).
	1 Apr 43



	9-229
	20-mm automatic gun M3.
	20 Jun 47



	9-230
	Twin cal50,-nachinegun, pedestal, mounts M46 and M65.
	9 Dec 52



	9-231
	Cal60 machinegun T17E3.
	28 Jul

44



	9-235
	37-mm AA gun mat6riel.
	24 Jan

44



	9-250
	37-mm gun M6, mounted in combat vehicles.

Changes 1
	3 Aug 44



	9-251
	40-mm dual automatic gun M2 and twin 40-mm gun mount M4.

Changes 1
	27 Jul

48














	
	NO.
	TITLE
	DATE




	
	
	ORDNANCE-Continued
	



	
	9-252
	40-mm automatic gun Ml; 40-mm antiaircraft gun carriage M2AI:

and 40-mm gun mount M3.

Changes 1
	1 May 52



	
	9-260
	81-mm mortar T106, 81-mm mortar mount T62, and 81-mm mortar

baseplate T23.
	6 Dec 50



	
	9-261A
	4.2-inch mortar M30 (T104) and 4.2-inch mortar mount M24

(T61).

Changes 1
	14 May 61



	
	9-270
	U. S. rifle, cal .30, M1903A4 (sniper's), characteristics and opera-

tion, and use of telescopic sight.

Changes I
	28 Sep 43



	
	9-280
	Caliber .22 rifles, all types.
	16 Mar 44



	
	
	Shotguns, all types.
	21 Sep 42



	
	9-285
	Changes 1
	



	
	9-297A
	3.5-inch, repeating rocket launcher M25 (T115E1) and repeating

rocket launcher tripod mount M77.

Changes 1, 2
	24 Apr 51



	
	9-303
	57-mm guns M1 and MK III (British) and carriages M1, MIAl,

M1A2, MIA3, and M2.

Changes 1, 2
	25 Apr 44



	
	9-307
	75-mm tank guns M2 and M3 and mounts M1, M34, and M34A1.
	23 Mar 44



	
	9-308
	76-mm guns M1A1C and M1A2, mounted in combat vehicles.
	15 Sep 47



	
	9-308A
	76-mm gun T91E3.
	3 Mar 52



	
	9-311
	75-mm gun M4 and airplane mount M6.
	7 Feb 44



	
	
	75-mm gun AN-M5 and aircraft mount AN-M9.
	16 Nov 44



	
	9-312
	
	



	
	9-313

9-314
	75-mm gun M6 and combination gun mount M64.

57-mm rifles T15E13 and M18; 75-mm rifles T21 and M20 (T25).

Changes 1, 2
	27 Jan 48

22 Mar 49



	
	9-318
	75-mm howitzers M2 and M3 (mounted in combat vehicles).
	14 Dec 44



	
	9-319
	75-mm pack howitzer MIA1 and carriage M8.
	17 Nov 48



	
	9-320
	75-mm howitzer materiel.
	21 Jun 41



	
	9-321
	75-mm howitzer MlAl, mounted in motor carriage T30.

Changes 1
	6 Jul

43



	
	9-322
	3-inch gun M5 and carriage M6.
	21 Apr 45



	
	9-323
	3-inch gun M7, mounted in combat vehicles.
	23 Mar 44



	
	9-324
	105-mm howitzer M4, mounted in combat vehicles.
	22 Aug 50



	
	9-324A
	105-mm howitzer T96E1.
	52

12 Sep



	
	9-325
	105-mm howitzer M2A1, carriages M2A1 and M2A2, and combat

vehicle mount M4 and M4A1.

Changes 1
	7 May 48



	
	9-325A
	German 105-mm howitzer materiei.
	15 Jun 44



	
	
	Changes 1
	



	
	9-328
	4.5-inch gun M1 and 4.5-inch gun carriages Ml and MIAI.

Changes 1
	30 Dec 43



	[CM] 9-329
	
	105-mm rifle M27, 105-mm rifle carriages M22 and T47 modified,

and 105-mm rifle mounts M75 and T143 (U).

Changes 1
	6 Aug 51



	
	9-330
	155-mm howitzers M1917A1, M1917A2, and M1918 and carriages

M1917A4 and M1918A3.
	18 May 44



	
	9-331A
	155-mm howitzer Ml and 1565-mm howitzer carriages MIA1 and

M1A2.

Changes 1
	28 Jan

53



	
	9-331B
	155-mm howitzer M1 and mount M14 (mounted on 155-mm howit-

zer motor carriage M41).

Changes 1
	23 Mar 53



	
	9-333
	Ammunition trailer M10.
	14 Feb 44



	
	9-336
	8-inch gun M1 and carriage M2.
	8 Feb 45



	
	9-338-1
	280-mm gun, T131 and 280-mm gun carriage, T72.

Changes 1
	.15 Sep

52



	
	9-341
	240-mm howitzer materiel M1.
	19 Feb 45



	
	9-345
	155-mm gun materiel, M1917, M1918, and modifications.

Changes 1, 2, 3
	15 Jul

42



	
	9-355A
	76-mm gun T124 and 76-mm gun carriage T66
	18 Apr 61













	NO.
	'TITLE
	DATE




	
	ORDNANCE-Continued
	



	9-361
	75-mm gun T83E1 and 75-mm AA gun mount T69.

Changes 1, 2, 3, 4
	19 Nov 51



	E 9-369A
	German 88-mm antiaircraft gun materiel.
	29 Jun 43



	9-370
	90-mm guns MI and MlA1 and antiaircraft mount MIA1.
	20 Jul



	9-372
	90-mm gun M2 and antiaircraft mount M2.

Changes 1
	15 Nov 44



	9-374
	90-mm gun M3 mounted in combat vehicles.

Changes 1
	2 Aug 50



	9-375
	90-mm gun T8 and 90-mm gun carriage T5E2.
	3 Feb 45



	9-380
	120-mm gun M1 and antiaircraft mount Ml.

Changes 1
	1 Jan



	9-392A
	4.5-inch multiple rocket launcher T123.
	24 Oct



	9-394
	4.5-inch rocket materiel for ground use.
	7 Feb 45



	9-395
	4.5-inch aircraft rocket materiel.
	12 Sep



	
	7.2-inch multiple rocket launcher M17.
	



	9-396
	
	9 Jan



	2 [C] 9-406
	[Classified]
	31 Mar 45



	9-424
	6-inch seacoast materiel; gun M1900 mounted on barbette carriage

M1900.
	26 Mar 45



	9-428
	6-inch seacoast materiel; guns M1903A2 and M1905A2; barbette

carriage M1.
	12 Jun 43



	9-429
	6-inch seacoast materiel; gun T2 and barbette carriages M3 and M4.
	I Mar 44



	9-442
	8-inch seacoast materiel; gun Mk VI mod. 3A2; barbette carriage

Ml.
	19 Apr 43



	2 9-452
	12-inch seacoast materiel; powerplant and auxiliary equipment for

barbette carriage M1917.
	13 Aug 45



	9-456
	12-inch seacoast materiel; 12-inch mortar M1890M1 mounted on

12-inch mortar carriage M1896M1 and M1896M11.
	17 Oct



	9-457

9-458
	12-inch seacoast materiel; mortar M1908, mounted on 12-in. car-

riage M1908.

12-inch seacoast materiel; 12-inch mortar M1912 mounted on 12-
	5 Oct

19 Aug 42



	9-463
	inch mortar carriage M1896M111.

Gun, 8-inch, Mk VI, mod 3A2 and mount, railway, gun, 8-inch
	26 Jan



	9-471
	MiA1.

16-inch seacoast gun materiel; gun Mk II Mi, barbette carriage
	3 Nov 42



	
	M4.

Changes 1
	



	9-524
	12-inch graphical firing tables.
	8 Nov 44



	9-525
	Graphical firing tables; M39, M40, M41, M42, M43, M44, M45,

M46, M47, M48, M49, M50, and M51.
	7 Jun 50



	9-526
	Graphical firing tables.
	29 Sep



	9-550
	Observation tower M1.

Changes 1
	16 Jul



	9-575
	Auxiliary sighting and fire control equipment.

Changes 1
	20 Oct



	3 9-616
	Generating units M5 and MO.
	23 Dec 43



	3 9-617
	Generating unit M18.

Changes 1
	19 Jan



	3 9-618
	Generating units M7, M7A1, and M15AI.

Changes 1
	30 Jul



	9-623
	Height finder Ml.

Changes 1
	5 Nov 43



	9-624
	Height finder M2.

Changes 1
	27 Nov 43



	9-627
	Cable system M12 and off-carriage components of the remote

control system M14 (for 6-in. barbette carriages M2 and M4).

Changes 1
	18 Feb 44



	9-649
	Cable systems. MI, MeA1, M1A2, M3, M3A1, MS, and M23.
	23 May 52



	9-654
	Stereoscopic tester MiA1 and stereoscopic trainers M2, M6, and

M7.
	15 Jul



	9-657
	Changes I

Director trainer MS.
	4 Nov 43





2 No stocks-do not requisition.

3 Responsibility for thLs technical manual has been assigned to the Chief of Engineers.









	NO.
	I

TITLE
	I DATE
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	9-658
	Directors M7, M7AlBI and M7A1B2.
	6 Jan

44



	
	Changes 1
	



	9-659
	Directors M5A1, M5A2, and M5A3.
	22 Dec 47



	9-669
	Gun data computer M8N.
	14 Sep

49



	9-679B
	Antiaircraft fire control systems T33C, T33D, M33C, and M33D.

Changes 1, 2
	7 Sep

51



	9-701
	2-wheel bomb trailer M29.
	1 Jun 45



	9-705
	Scout car M3A1.
	26 Oct 42



	9-707
	Basic half-track vehicles (IHC) (personnel carrier M5, car M9A1,

multiple-gun motor carriage M14, and similar IUC vehicles).
	21 May43



	9-710
	Half-track vehicles; car M2AI, personnel carrier M3 and M3A1,

81-mm mortar carrier M4, M4A1, and M21 combination gun

motor carriage M15AI and multiple gun motor carriage M16

and M16A1.
	8 May 53



	9-717
	105-mm howitzer motor carriage M37.
	47

6 Oct



	9-717A
	Self-propelled 105-mm howitzer T98E1.
	10 Jul

52



	9-718
	Medium tanks M46 and M46A1.

Changes 1, 2
	24 Apr 51



	9-718A
	90-mm gun tank M47.
	9 Jan

52



	9-719
	Tank mounting bulldozer Ml and MIA1.

Changes 1
	10 Aug 48



	9-721
	Heavy tanks M6 and M6A1.
	5 Feb 43



	9-722
	Tank-mounting bulldozer M2.
	13 Dec 50



	9-723
	Tank mounting bulldozer M3.
	7 May 51



	9-724
	Light tank T9E1.
	17 Nov 43



	9-727
	Light tanks M3AI and M3A3.
	4 Dec 43



	9-729
	Light tank M24.
	28 May 51



	9-730
	76-mm gun tanks M41 (T41E1) and T41E2.

Changes 2, 3.
	25 May 51



	9-731A
	Medium tanks M4 and M4A1.
	23 Dec 43



	S 9-731AA
	Medium tank M4 (105-mm howitzer) and medium tank M4A1

(76-mm gun).
	23 Jun 44



	9-731B
	Medium tank M4A2.

Changes 1
	13 Jan 43



	9-731E
	Carriage, motor, 105-mm howitzer, M7.

Changes 1
	15 Aug 44



	9-7310G
	3-inch gun motor carriage M1OA1.
	28 Jul

43



	9-732
	Light tanks M5 and M5A1.
	27 Nov 43



	
	Changes 1
	



	9-732B
	75-mm howitzer motor carriage M8.

Changes 1, 2
	:31 Jan 44



	9-733
	Mine excavator T5E3.
	4 Jan 45



	9-734
	Medium tank T23.
	:24 Mar 44



	9-735
	Changes 1

Medium tanks M26 and M45.
	5 Aug 48



	
	Changes 1, 2
	



	9-736
	Mine exploder TiE1.
	25 May 44



	9-737
	Mine exploder TIE3.
	3 Jun 44



	9-738
	Tank recovery vehicles M32, M32BI, M32B2, M32B3, and M32B4.
	9 Dec 43



	9-739
	Tank recovery vehicle T2.
	11 Aug 43



	2 9-741
	Armored car T17E1.
	15 Dec 42



	9-742
	Armored car T18E2.

Errata sheet
	19 Jun

43



	9-743
	Light armored car M8 and armored utility car M20.

Changes 1, 2, 3
	21 Feb 44



	9-744
	155-mm howitzer motor carriage M41,

Changes 1, 2
	17 Sep 47



	9-745
	90-mm gun motor carriage M36B2.
	28 Jul

45



	9-746
	Universal carrier T16.
	11 Aug 43



	9-747
	155-mm gun motor carriage M40 and 8-inch howitzer motor car-

riage M43.
	15 Sep 47



	9-748
	90-mm gun motor carriage M36B1.
	20 Jan

45
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	9-749
	Carriage, motor, 105-mm howitzer, M7B1.
	9 Aug 44



	9-750
	Medium tank M3, M3AI, and M3A2.
	9 May 42



	
	Changes 1, 2
	



	2 9-751
	155-mm gun motor carriage M12 and cargo carrier M30.

Changes 1
	28 Jan

44



	9-752
	3-inch gun motor carriage M10.
	25 Nov 43



	2 9-753
	Medium tanks M3A3 and M3A5.

Changes 1
	16 Sep 42



	9-754
	Medium tank M4A4.

Changes 1, 2
	21 Jan 43



	9-755
	76-mm gun motor carriage M18 and armored utility vehicle M39.
	25 Apr 45



	9-755B
	Full-track armored infantry vehicle T1SEL.
	20 May 52



	9-756
	Medium tank M4A6.
	21 Dec 43



	9-758
	90-mm gun motor carriage T71.
	15 Apr 44



	9-760
	Bomb trailer M5.
	31 Dec 43



	9-761
	Twin 40-mm gun, motor carriage M91Al.
	3 Mar 53



	9-761A
	Self-propelled twin 40-mm gun T141.
	8 May 52



	9-765
	Bomb service truck (Chevrolet) M6.
	13 Aug 42



	9-766
	Bomb service truck M27.
	18 Aug 44



	9-767
	40-ton tank transporter truck-trailer M25.

Changes 1
	23 Feb 44



	9-768
	45-ton tank truck-trailer M19.

Changes 1
	25 Oct 44



	9-771
	Crane, truck mounted, M2 and trailer, clamshell, M16.

Changes 1
	14 Jul

44



	9-772
	Cargo carriers M29 and M29C.
	4 Aug 45

7 Apr 52



	9-772A
	Amphibious cargo carrier T46E1.

Snow tractor M7 and 1-ton snow trailer M19.
	31 Jan



	2 9-774
	Tracked landing vehicle Mk 4 (LVT (4)), tracked landing vehicles
	44

14 Jun 51



	9-775
	(armored) Mk 4 (LVT(A)(4)), and Mk 5 (LVT(A)(5)).

Heavy tractor Ml.
	27 May 42



	39-777

9-782
	Changes 1, 2

Tractor, light, wheeled, industrial type (A-C Model B).
	12 Jun 42



	
	Changes 1
	



	s 9-783B
	Medium tractor Ml (Allis-Chalmers HD-7W).
	22 Dec 42



	9-785
	18-ton high-speed tractors, M4, M4A1, M40, and M4AIC.
	18 Apr 52

13 Apr 50



	9-786
	M5A2 and M5A3.

13-ton high-speed tractors M5, M5A1,
	



	3 9-787A
	Heavy tractor Ml (Allis-Chalmers HD-1OW).
	21 Dec 42

12 May 52



	9=-788

3 9-789
	38-ton high-speed tractor M6.

Trailer, mount, M20 (component of mount trailer, multiple caliber

.50 machinegun, M55).

Changes 1
	16 Sep



	9-792
	Trailer, 4-ton, 2-wheel, ammunition, M21.

Changes 1
	5 Feb 45



	9-793
	8-ton, 4-wheel ammunition trailer M23 and heavy carriage, limber

M5.

Changes 1
	12 Aug 44



	
	Heavy wrecking truck Ml (series 1 & 2).
	31 Aug 42



	9-795

9-796
	Heavy wrecking truck M1A1 (Kenworth Model 573 and Ward

LaFrance series 5):
	3 Mar 44



	
	Changes 1
	



	9-797
	Trailer, bomb, 1-ton, 4-wheel, T53.
	12 Oct



	9-801
	Truck, 2fton 6 x 6 (GMO CCKW-352 and 353) and truck, 2Yz

ton, 6 x 4 (GMC

COW-353).

Changes 1, 2
	24 Apr 44



	9-802
	2fj-ton amphibian truck, 6 x 6, GMC-DUKW 353.

Changes 1
	23 Feb 45



	9-803
	M-ton, 4 x 4, truck (Willys-Overland Model MB and Ford Model

UPW).

Changes 1
	22 Feb 44



	E9-803
	German Volkswagen.
	6 Jun 44





3 No stocks-do not requisition.

s Responsibility for this technical manual has been assigned to the Chief of Engineers.
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	9-804
	94-ton, 4 x 4, utility truck M38 (Willys-Overland).

Changes 1, 2, 3
	29 Sep
	50



	9-804A
	y4-ton, 4 x 4, utility truck M38A1.

Changes 1
	21 Jul
	52



	9-805
	1¼-ton, 4 x 4, truck (Chevrolet).

Changes 1, 2
	30 Dec 43
	



	9-806
	1I-ton, 4 x 2, truck (Ford).

Changes 1
	14 Feb 44
	



	9-807
	2¼i-ton, 6 x 6, truck and 2¼j- to 5-ton, 6 x 4, truck (Studebaker

Models US 6 and US 6 x 4).
	16 Dec 43
	



	9-808
	4-ton truck, 4 x 4 (Dodge).

Changes 1
	31 Jan 44
	



	9-809
	Truck, 294-ton, 6 x 6, cab-forward, Model AFKWX-353.

Changes 1
	27 May 43
	



	9-810
	1¼-ton, 6-x 6, truck (Dodge T-223, Models WC-62 and WC-63).

Changes 1
	28 Feb 45
	



	9-811
	4-ton, 6 x 6, trucks (Diamond T models 968A cargo, 969A wrecker,

970A ponton, and 972 dump).

Changes 1
	25 Jan 44
	



	9-812
	5-ton, 4 x 2, tractor truck (coe) M425 and M426 (IHC Models

H-542-9 and H-542-11, Marmon Herrington Model H-542-11,

and Kenworth Model H-542-11).

Changes 1
	11 Mar 44
	



	9-813
	truck (White,

6-ton,

Corbitt, Ward

LaFrance,

and

6 x 6,

Brockway).

Changes 1
	19 Feb 44
	



	2 9-815
	4-ton truck, 4 x 4 (4-Wheel Drive, Model HAR-1).
	10 Jun 43
	



	9-816
	4- to 5-ton, 4 x 4, tractor truck (Autocar Model U-7144T and

White Model 444T).

Changes 1
	21 Mar 44
	



	9-817
	5- to 6-ton, 4 x 4, ponton tractor truck (Autocar Model U8144T)

Changes 2
	10 Apr 44
	



	9-818
	10-ton, 6 x 4, truck (Mack Model NR).
	14 Jan 44
	



	9-819A
	2¼i-ton, 6 x 6, truck M135.
	25 Jul
	51



	9-820
	4 to 5-ton, 4 x 4, tractor truck (Federal).

Changes 1
	15 Mar 44
	



	9-821
	2¼-ton, 4 x 2, truck (Federal).
	9 Oct
	43



	9-821X
	Driver's manual; 2¼-ton, 4 x 2, truck (Federal) (X-tracted from

TM 9-821).
	3 Apr 43
	



	9-822
	2¼-ton, 4 x 2, dump truck (IHC K-7) and 37 passenger bus (IHC

K-7 and KS-7).
	7 Nov 44
	



	9-823
	5-ton, 4 x 2, dump and tractor trucks (IHC Model KR-11).

Changes 1
	7 Jul
	44



	9-834
	Vehicular general purpose unit equipment.
	1 Jun
	44



	9-837
	5-ton, 6 x 6, cargo truck M41, M54, and M55; cargo van truck M64;

chassis truck M40, M61, M63, and M139; dump truck M51;

medium wrecker truck M62; and tractor truck M52.

Changes 1, 2, 3
	15 Jun 51
	



	9-840
	94-ton, 4 x 4, cargo truck M37, utility truck M42, ambulance truck

M43, and telephone installation light maintenance and cable

splicing truck V-41 ( )/GT (Dodge).
	6 Dec 50
	



	9-845
	12-ton gross, 2-wheel, van semitrailer, Signal Corps Models K-78A

and K-78B, and 8-ton 2-wheel trailer converter dolly, Signal

Corps Models K-83 and K-83A.
	7 Jul
	47



	9-846
	Trailer converter dollies-6-ton, 2-wheel trailer converter dolly

M364 (Heil, Model D2); 8-ton, 2-wheel trailer converter dolly

(Fruehauf, Signal Corps Models K83 and K83A); and 10-ton,

2-wheel trailer converter dolly M365 (Springfield Auto Works;

Production Engineering).
	12 May52
	



	9-850
	Abrasive,

cleaning, preserving, sealing,

adhesive,

and related

materials issued for Ordnance materiel.

Changes 1
	10 Oct
	51





&# x27;No stocks-do not requisition.
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	9-855
	Targets, target material, and training course lay-outs.

Changes 1, 2
	2 Nov 51



	9-856
	Target rocket projector Ml.

Changes 1
	21 May 45



	9- 867
	Maintenance and care of hand tools.
	19 Apr 45



	9-871A
	34,ton, 2-wheel cargo trailer M100.

Changes 1
	27 Jul

51



	9-872
	2%-ton, payload, 2-wheel (2dt), amphibian cargo trailer (Cleaver-

Brooks Model WTCT-6).
	5 May 45



	9-873
	3-ton, 4-wheel, antenna mount trailer, Fruehauf, tandem axle, low-

bed, Signal Corps Model K-84.

Changes 1
	5 Apr 45



	9-874A
	34-ton, 2-wheel cargo trailer M101.
	22 Apr 52



	9 875B
	1½-ton, 2-wheel, cargo trailer M104 and 1½2-ton, 2-wheel, water

tank trailer M106.
	51

17 Oct



	9-876
	Airborne motor scooter (Cushman Model 53).

Changes 1
	5 Apr 44



	9-879
	Motorcycle, solo (Harley-Davidson Model WLA).

Changes 1
	18 Oct 43



	9-882
	7-ton semitrailer, panel cargo (Edwards, Gramm, and Nabors).
	11 Jun 43



	9-883
	1-ton, 2-wheel cargo and water trailers.

Changes 1
	27 Aug 43



	9-884
	7-ton payload, 4-wheel, van semitrailer w/dolly (Ordnance M26

and Signal Corps V-9/MPG-1).
	2 Mar 45



	2 9-887
	5- to 6-ton, 4-wheel cargo trailer (Hobbs).

Changes 1
	17 Nov 43



	9-888
	6-ton, 2-wheel, van semitrailer.

Changes 1
	16 Oct 44



	9-890
	Semitrailer, 5-ton payload, 8-ton gross, 2-wheel (2dt) stake and

platform, 1944 (Trailer Co. of America, Truck Eng. Corp., Olson

Manufacturing Co.).
	12 Jul

44



	9-891
	Semitrailer, 6-ton payload, 10-ton gross, 2-wheel, fuel tank 2,000-

gallon.
	25 Aug 44



	9-892
	10-ton payload, 14-ton gross, 2-wheel stake and platform semi-

trailer and 10-ton converter dolly.
	22 Apr 44



	9-893
	Light cargo carrier T15.
	5 Feb 43



	9-894
	van, semi-trailer

11-ton payload,

(2dt)

15-ton

gross, 2-wheel

(Omaha Standard Body Corp. Model F16).
	31 May44



	9-895
	11-ton, 2-wheel, van semitrailer (Kentucky, Model C).
	17 Dec 52



	9-896
	11-ton payload, 2-wheel, van semitrailer (Reliance).
	25 Nov 44



	9-897
	22-ton, low-bed trailer (LaCrosse Model DF6-22).
	15 Feb 45



	9-898
	(Fruehauf

Model

payload,

low-bed

trailer,

22-ton

6-wheel,

CPT-22).
	28 Apr 45



	9-1005
	Instruction guide: Ordnance preservation, packaging, packing,

storage, and shipping.
	9 Aug 54



	9-1100
	Inspection of ordnance materiel in hands of troops.
	18 Oct

51



	9-1211
	automatic

maintenance:

Cal.

Browning

rifle

Ordnance

.30

M1918 A2.
	47

15 Sep



	9-1215
	Thompson submachinegun,

maintenance:

cal.

Ordnance

.45,

M1928A1.

Changes 1
	1 Mar 42



	9-1217
	Ordnance maintenance: Submachinegun, cal45, M3 and M3A1.
	29 Dec 45



	9-1221
	Ordnance maintenance: AA machinegun trainer M9.
	16 Mar 44



	9-1223
	Ordnance maintenance: Twin cal50 machinegun mount M33

and multiple cal50 machinegun mount M45.
	1 Jun 44



	9-1227
	Ordnance maintenance: 20-mm automatic gun Ml and 20-mm

aircraft automatic gun AN-M2.

Changes 1
	10 Jun 43



	9-1235
	Ordnance maintenance: 37-mm antiaircraft gun materiel.
	1 Apr 43



	9-1240
	Ordnance maintenance: 37-mm automatic guns M4, M10, and M9

(aircraft).
	6 Mar 44





I No stocks-do not requisition.
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	9-1245
	Ordnance maintenance: 37-mm antitank guns M3 and M3A1, and

carriages M4 and M4A1.
	6 Feb 43



	9-1250
	Ordnance maintenance: 37-mm

gun M6, mounted in combat

vehicles.
	29 Jan

45



	9-1252
	Ordnance maintenance: 40-mm automatic gun MI, 40-mm dual

automatic gun M2, 40-mm antiaircraft gun carriage M2Ai, 40-

mm gun mount M3, and twin 40-mm gun mount M4.
	5 Mar 51



	9-1260
	Ordnance maintenance: 60-mm mortars M2 and M19, 60-mm

mortar mounts M2 and M5, and base plate Ml, 81-mm mortars

Ml and M29, and 81-mm mortar mounts M1, M4, M23, and.

M23A1.
	14 Mar 52



	9-1270
	Ordnance maintenance: U. S. rifles, cal30, M1903, M1903A],

M1903A3, and M1903A4.
	20 Jan

44



	9-1275
	Ordnance maintenance: U. S. rifles, cal30, Ml, Ml C (sniper's),

and M10 (sniper's).

Changes 2
	17 Jun

47



	9-1276
	Cal30 carbines M1, MIAi, M2, and M3.
	17 Feb 53



	9-1285
	Ordnance maintenance: Shotguns, all types.
	25 Nov 42



	9-1290
	Ordnance maintenance: Protechnic projectors, all types.
	18 Mar 43



	9-1295
	.45 automatic pistol M1911 and

Ordnance maintenance:

Cal.

M1911A1.
	8 Sep

47



	9-1303
	57-mm gun Ml

Ordnance maintenance:

and carriages

M1A3

and M2.
	2 Dec 44



	9-1307
	Ordnance maintenance: 75-mm tank guns M2 and M3 and mounts. 22 May 44

M1, M34, and M34A1.
	



	9-1308
	76-mm guns MlAIC and MIA2; gun

Ordnance maintenance:

mount M1 and combination gun mount M62 for combat vehicles.
	20 Apr 49



	9-1311
	Ordnance maintenance: 75-mm gun M4 and airplane mount M6.
	17 Nov 43



	9-1312

9-1313
	Ordnance maintenance: 75-mm gun M5 and airplane mount Mg.

Ordnance maintenance: 75-mm gun M6 and combination gun

mount M64 (tank).
	13 Apr 44

19 Feb 45



	9-1314
	Ordnance maintenance: 57-mm rifles T15E13 and M18; 75-mm

rifles T21 and M20 (T25).
	8 Apr 49



	9- 1322
	Ordnance maintenance: 3-inch gun M5 and 3-inch gun carriage M1. 18 Sep
	43



	9-1323
	Ordnance maintenance: 3-inch gun M7 and mount M5.
	:28 Dec 43



	9-1324
	M4, I05-mm howitzer

Ordnance maintenance: 105-mm howitzer

mount MS, and combination gun mount M52 for combat vehicles.
	2 May52



	9-1324AA
	105-mm howitzer T96E1 and 105-mm howitzer mount T67E1.
	26 Feb 53



	9-1326
	Ordnance maintenance: 105-mm howitzer M3 and howitzer car-

riages M3 and M3A1.

Changes 1
	20 Jan

44



	9-1330
	Ordnance

maintenance: 155-mm howitzers

M1917A1,

M1917A2,

and M1918, and carriages M1917A4 and M1918A
	12 Jan 44



	9-1334
	-

Ordnance maintenance: Stabilizers.
	22 Dec 43



	9-1341A
	Ordnance maintenance: 240-mm howitzer Ml and carriages M1;

8-inch gun M1 and carriage M2.

Changes 1
	6 May44



	9-1341B
	wagons MIAl, M2A1, and

maintenance: Transport

Ordnance

M3A1 for 240-mm howitzer and 8-inch gun materiel M1.
	15 Mar 44



	9-1345
	and

Ordnance

maintenance: 155-mm

guns

M1917,

M1917A1,

M1918M1; carriages

M1917A1, M1918, M1918A1,

M2,

M1917,

and M3; limbers M1917, M1918, M1918A], and M3.
	15 Jul

42



	9-1350
	155-mm gun M2 and 155-mm gun carriage Ml; 8-inch howitzer M2 -

and 8-inch howitzer carriage MI; heavy carriage limber M5;:

firing platform M1; and mounts M13 & M17.
	3 Jun 49



	9-1355AA
	Ordnance maintenance: 76-mm gun T124E2 -and 76-mm gun car-

riage T66.
	10 Mar 53



	9-1370
	Ordnance maintenance: 90-mm guns Ml nad MIAl and antiair-

craft gun mount MIAl.
	23 May 50



	9-1372A
	Ordnance maintenance: 90-mm gun M2 and AA mount M2.
	4 Mar 44



	9-1372B
	M20; ·

Ordnance

maintenance: Combination fuze setter-rammer

motor drive M2A1; and amplifier MIA1 for 90-mm guns M2 and

M2A1 and antiaircraft gun mount M2.
	7 Jun 50













	NO.
	TITLE
	DATE
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	9-1374
	Ordnance maintenance: 90-mm guns M3, M3A1, and M3A2; gun
	9 Feb 49



	
	mounts M4 and M4A1; and combination gun mounts M67,
	



	
	M67AI, and M73 for combat vehicles.

Changes 1
	



	9-1374AA
	Ordnance maintenance: 90-mm gun T119E1 and combination gun
	3 Dec 52



	
	mount M78 for combat vehicles.
	



	9-1380
	Ordnance maintenance: 120-mm gun Ml and antiaircraft mount

Ml.
	9 Feb 44



	
	Changes 1, 2
	



	9-1501
	and maintenance of optical

Ordnance

maintenance: Operation
	12 Mar 45



	
	coating equipment.
	



	
	Changes 1
	



	9-1525
	Ordnance maintenance: Angle of site instrument, M1917
	4 Apr 41

5 Nov 51



	9-1527
	Ordnance maintenance: Gunner's quadrants Ml and M1918 and

machine gun clinometer M1917.
	



	9-1530
	Ordnance maintenance: Aiming circle M1, compass M2, and pris-
	21 Mar 50



	
	matic compass M1918.
	



	9-1535
	Ordnance maintenance: Sights M4 and MO
	13 Nov b2



	9-1539
	Ordnance maintenance: Telescope mount M35 and telescope M31.
	5 Aug 43



	9-1545
	Ordnance maintenance: Telescope mounts, and range and elevation 12 Jan

quadrants for motor carriages, field artillery and antiaircraft
	45



	
	artillery.
	



	9-1546-4
	Ordnance maintenance: Telescope mounts M59, M78, and M79.
	5 Sep

52



	9-1550
	Ordnance maintenance: Sight M1901 (French).
	31 May 41



	9-1554
	Ordnance maintenance: Telescope mount M6A1.
	24 Jul

42



	9-1555
	Ordnance maintenance: Quadrant sight M1917, M1917A1, M1918,
	14 Aug 41



	9-1556
	and M1918A1.

Ordnance maintenance: Observation telescopes M48 and M49.
	8 Jun 44



	9-1557
	Ordnance maintenance: Elevation quadrant Ml.
	17 Mar 52



	9-1558
	Ordnance maintenance: Telescope mount T173.
	3 May 51



	9-1570
	Ordnance maintenance: Plotting boards for seacoast artillery.

Changes 1
	8 May 42



	9-1575
	maintenlance: Wrist watches,

watches,

stop

Ordnance

pocket

watches, and clocks.
	6Apr 45



	9-15580
	Ordnance

maintenance: Binoculars

M7,

M8,

M9,

M3,

M13,
	11 Feb 53



	
	MIS, M17, and M17AI, and BC telescope

M13A1, M15, M15AS,
	



	
	M65.

Ordnance maintenance: Telescopic sights Ml and T3.
	4 Oct

51



	9-1581

9-1590
	Ordnance maintenance: Fuze setters, M14, M22, M23, M25, and
	18 Nov 52



	
	M27.
	



	9-1602
	Ordnance maintenance: Periscope mounts.

Changes 1
	30 Sep 49



	9-1603
	Ordnance maintenance: Direct sighting telescopes for tanks, motor
	5 Jan

51



	
	carriages, antitank rifles and small arms.

Changes 1
	



	9-1604
	Ordnance maintenance: Elbow

telescopes MIA1,

M6AI,

M16,
	6Jun 52



	
	M16AIC, M16AID, M16AIF, M16AIG, M16AIN, M17, M24A1,
	



	
	M26A1, M62, M75C, and M75D.

Ordnance maintenance: Sighting system M2, with telescope M7,
	13 Aug 41



	9-1606
	for 37-mm antiaircraft gun.

Changes 1
	



	9-1607
	Ordnance maintenance: Sighting systems M5 and M6.
	22 Jul

43



	9-1608B
	Ordnance maintenance: Periscope MO.
	9 Jun 52



	
	Ordnance

maintenance: Periscopes

M12,

M13,

M13B1,

M14,
	1 Aug 51



	9-1608E
	M14A1, M17, and T22.
	6 Nov 52



	9-1608F
	Ordnance maintenance: Periscopes M15 and M15A1.
	



	9-1608G
	Ordnance maintenance: Periscopes M16C, M16D, M16F, M16G,

and M16H.
	21 Nov 52



	9-1609
	Ordnance maintenance: Computing sights, M7A1, M13, M13AI,
	5 Jul

51



	9-1610
	M14.

Ordnance maintenance: Instrument, flank spotting Ml, and rule,

flank spotting Ml.
	8 Jul

41
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	9-1614
	Ordnance maintenance: Front sight M26, sight mount M74, sight

mount M74C and telescope mount M85.
	21 Oct

52



	3 9-1616
	Ordnance maintenance: Generating units M5 and M6.
	1 Aug 43



	3 91617
	Ordnance maintenance: Generating unit M18.
	16 Nov 44



	3 9-1618
	Ordnance maintenance: Generating units M7, M7AI, and M15AI.

Changes 1
	11 Oct

43



	9-1619
	Ordnance maintenance: Sight mount M86.
	18 Nov 52



	9-1620
	Ordnance maintenance: Azimuth

indicator T23 and indicator

mount 7694893.
	Nov 52



	9-1622
	Ordnance maintenance: Desiccation and charging of height finders.
	5 Dec 44



	9-1623
	Ordnance maintenance: Height finders, 1341-ft. M1 and MIAI.
	27 Nov 43



	9-1624
	Ordnance maintenance: Height finder M2;
	7 Sep

44



	9-1633A
	Ordnance maintenance: Reflex sight M18 and sight mount 7675757.
	21 Nov 52



	9-1635
	Ordnance maintenance: Fuze setter MS.

Changes 1
	8 Feb 41



	9-1637
	Ordnance maintenance: Fuze setters M19.
	5 Jul

50



	9-1640
	Ordnance maintenance: Fuze setter MO.
	18 Sep

41



	9-1641
	M13AI, M18 and

Ordnance maintenance: Fuze setters,

M13,

M18A1.
	24 Nov 52



	9-1642
	Remote control systems M2 and M13.
	30 Jun 53



	2 9-1643
	Ordnance maintenance: Remote control systems Ml and MS.

Changes 1, 2
	1 Aug 42



	9-1646
	Ordnance Maintenance: Gun data computer Ml.
	24 Jun 43



	9-1647
	Ordnance maintenance: Data transmission systems for seacoast

and railway artillery.
	5 Oct

44



	9-1649
	Ordnance maintenance: Cable systems M1, M3, and M8.
	28 Dec 51



	9-1650

9-1651
	Ordnance maintenance: Director M3.

Ordnance maintenance: Data transmission system M3.

Changes 1
	15 Sep

41

25 Jan

42



	9-1653
	Ordnance maintenance: Data transmission system M6 (for 90-mm

antiaircraft gun mount Ml).
	10 Oct

42



	9-1654
	Ordnance maintenance: Stereoscopic trainers M2, M6, and M7.
	8 Mar 45



	9-1656
	Data transmission system M4.
	15 Jan 41



	9-1658
	Ordnance maintenance: Director M7.

Changes 1, 2, 3, 4, 5
	1 Jul

42



	9-1659.
	Ordnance maintenance: Directors MSAI, M5A2, and M5A3.

Changes 1
	5 Jul

50



	9-1660
	Ordnance maintenance: Sound locator, M2.
	9 Oct 40



	9-1661
	Sound locators, MIAI to MIA8, inclusive.
	15 Apr 41



	9-1662
	Ordnance maintenance: Binaural training instruments M1 and M2.
	8 Jul

41



	9-1665
	Ordnance maintenance: Antiaircraft battery commander's

ob-

servation instrument M1.
	2 Mar 43



	9-1669A
	Ordnance maintenance: Gun data computers, M8 series; instruc-

tions.

Changes I
	21 Apr 45



	9-1669B
	Ordnance maintenance: Gun data computer M8N; schematic

diagrams.
	13.Aug 45



	9-16690
	Ordnance maintenance: Principles

gun

data

computers,

of

M8 series.
	15 Mar 45



	9-1671A
	Ordnance maintenance: Directors, M9 and M10 series.
	19 Feb 51



	9-16710
	Ordnance maintenance: Directors M9, MO9A,

and M10; wiring

diagrams.

Changes 1
	1 Jul

44



	9-1671D
	Ordnance maintenance: Director M9A2; wiring diagrams.

Changes 1, 2
	20 May 44



	9-1671E
	Ordnance maintenance: Principles of directors M9, M9A1, M9A2,

and M10.
	3 Apr 45



	9-1672
	apparatus

Ordnance

maintenance: Electrical

testing

for

fire

control equipment.
	5 Feb 44



	9-1672A
	Operation and maintenance: Decade resistance box tester (Shall-

cross Model 829) (17-T-5548-300).
	3 Oct

51





No stocks-do not requisition.

3 Responsibility for this technical manual has been assigned to the Chief of Engineers.










	NO.
	TITLE
	DATE
	




	
	ORDNANCE-Continued
	
	



	9-1674
	Ordnance maintenance: Telescope mount M2.
	22Aug 42
	



	9-1675
	Azimuth

instruments

and

Ordnance

maintenance:

M1910

M191OA1 (degrees).
	15 Sep
	41



	9-1676
	Ordnance maintenance: Remote control systems M6 and M6Al.
	18 Apr 52
	



	9-1682
	Ordnance maintenance: Remote control system M12.
	31 Jan 50
	



	9-1685
	Ordnance maintenance: Depression position finder M1907.
	14 Oct 41
	



	9-1695
	Ordnance maintenance: Depression position finder M1.
	21 Nov 41
	



	9-1705
	maintenance: Power train

propeller shafts,

Ordnance

(axles,

transfer case, transmission) for scout car M3A1.
	20Aug 42
	



	9-1705C
	Ordnance maintenance: Diesel powerplant for scout car M3AI

(Hercules DJXD engine).
	1 Oct 42
	



	9-1706
	Ordnance maintenance: Hercules JXD gasoline engine for scout

cars.
	13 Sep 42
	



	9-1707A
	Ordnance maintenance: Engine, engine accessories, and electrical

systems for basic half-track vehicle (IHC) (personnel carriers

M5 and M5A1, car M9A1, multiple gun motor carriages M14

and M17, and similar IHC vehicles).
	10 Dec 43
	



	9-1707B
	Ordnance maintenance: Power train, body and chassis for basic 11 Dec 43

vehicle (IHC)

(personnel carriers M5 and M5A1,

half-track

car M9A1, multiple gun motor carriages M14 and M17, and

similar IHC vehicles).
	
	



	9-1709
	Ordnance maintenance: Chassis and body of scout car M3A1.
	22 Sep
	42



	9-1710
	[Reprinted as TM 9-1710A]
	18 Jul
	42



	9-1710A
	Ordnance maintenance: Power train

(axles, transmission,

pro-

peller shaft, power-takeoff, and winch) for half-track vehicles.

Changes 1
	18 Jul
	42



	9-1710C
	Ordnance maintenance: Chassis and body for half-track vehicles.

Changes 1
	11 Sep
	42



	9-1711
	Ordnance maintenance: White, 160AX engine, half-track vehicles.
	26 Jan
	42



	9-1718B
	Ordnance maintenance: Cross-drive

transmission Model

CD-

850-3 (Allison-GM).
	10 Jul
	50



	9-1718D
	Ordnance maintenance: Hydraulic turret traversing mechanism

(oil gear) for medium tank M46.
	12 Aug 50
	



	9-1718E
	Ordnance maintenance: Oil cooler fan and fan drive, brake cam

box, bilge pumps, hull ventilating blower, and slip ring box for

medium tank M46.
	28 Jun 51
	



	9-1724A
	Ordnance maintenance: Engine and engine accessories for light

tank TOE1.
	6 Aug 43
	



	9-1724B
	train, hull turret, suspension,

Ordnance

maintenance: Power

and tracks for light tank T9E1.
	29 Jan
	44



	9-1725
	Ordnance maintenance: Ordnance engine Model R 975-C4 (Con-

tinental.)
	27 Jan
	44



	9-1726A
	Ordnance maintenance: Generating, starting and ignition systems

for light tanks M3 and modifications.
	14 Oct
	42



	9-1726B

9-1726C
	suspension, turret, hull, and

Ordnance maintenance: Tracks,

related components, light tank M3.

Ordnance maintenance: Continental engine Model W670-9A.
	14 Nov 42

28 Aug 52
	



	9-1726F
	Ordnance maintenance: Fuel and lubrication systems for light

tanks M3 and M3A1.
	18 Sep
	42



	9-1727
	Ordnance maintenance: Guiberson engine, Model T-120.

Changes 1
	8 Apr 42
	



	9-1727C
	Ordnance maintenance: Hydramatic transmission and propeller

shafts for light tanks MS, M5A1 and 75-mm

howitzer motor

carriage M8.
	5 Feb 43
	



	9-1727D
	Ordnance maintenance: Transfer unit for light tanks M5, M5A1

and 75-mm howitzer motor carriage M8.
	28 Apr 43
	



	9-1727-E
	Ordnance maintenance: Controlled differential, final drive, tracks

and suspension for light tanks M5, M5AI and 75-mm howitzer

motor carriage M8.
	25 Jun 43
	



	9-1727F
	Ordnance maintenance: Electrical system, instruments, and aux-

iliary generator for light tanks M5, M5A1 and 75-mm howitzer

motor carriage M8.
	4 Jun 43
	













	NO.
	TITLE
	DATE




	
	ORDNANCE-Continued
	



	9-17270
	Ordnance maintenance: Hull and turret for light tanks M5, M5A1

and 75-mm howitzer motor carriage M8.
	3 Aug 43



	9-1727K
	Ordnance

maintenance: Hydraulic

traversing

mechanism

for

light tank M5 (oil gear).

Changes 1
	30Apr 43



	9-1728
	Ordnance maintenance: Power train for light tanks M3 and M3AI.

Changes 1
	8 Apr 42



	9-1729A
	Ordnance maintenance: Light tank M24, 105-mm howitzer motor

carriage M37, 155-mm howitzer motor carriage M41, and twin

40-mm gun motor carriage M19AI; engine, cooling systems, and

fuel pumps.

Changes 1
	28 Nov 44



	9-1729B
	Ordnance maintenance: Light tank M24 and twin 40-mm gun

motor carriage M19; transmission, transfer unit, propeller shafts,

controlled differential and final drive.
	10 Feb 45



	9-1729C
	Ordnance maintenance: Light tank M24, and 155-mm howitzer

motor carriage M41; tracks, suspension hull, and turret.
	9 Sep

47



	9-1730A
	Continental 6-cylinder engine Model AOS-895-3.
	8 Jul

52



	9-1730B
	Models CD-

Ordnance maintenance: Cross-drive transmission,

500-3 and -4 (Allison-GM).
	3 Apr 52



	9-1730E
	Hydraulic turret-traversing and gun-elevating system for 76-mm,

gun tank T41E1 and 90-mm. gun tank M47.
	3 Oct 52



	9-1730F
	Ordnance

maintenance: Auxiliary

generator

Products

(Delco

Model GM-A-8585) and engine (Detroit diesel GMC Type A41-

1).
	16Jan

52



	9-1731
	Ordnance maintenance: Breeze cartridge starter for radial diesel

diesel engines.
	25 Aug 42



	9-1731B
	Ordnance maintenance: Ford tank engine (Models GAA, OAF,

and GAN).

Changes 2
	4 Jun 45



	9-1731D
	Ordnance maintenance: Azimuth indicators M20 and M21 for

tanks and gun motor carriages.
	16 Jun 45



	9-1731E.
	Ordnance maintenance: Electric traversing mechanism for me-

dium tanks M4 and modifications.
	15 Jan

43



	9-1731F
	Ordnance

maintenance:

Hydraulic

traversing

mechanism

(Logansport) for medium tank M4 and modifications.
	6 May43



	9-1731G
	maintenance: Hydraulic

Ordnance

traversing mechanism

(oil

gear) for medium tanks M4 and modifications.
	8 May43



	9-1731K
	Ordnance maintenance: Auxiliary generator

(Homelite

Model

HRUH-28) for medium tanks M4 and modifications.

Changes 1
	18 May14



	9-1734A
	Ordnance maintenance: Tank, medium, T23; electric drive equip-

ment.
	5 Aug 44



	9-1735A
	Ordnance maintenance: Medium tanks M26 and M45; power

train.
	9 Sep

47



	9-1735B
	Ordnance

maintenance: Medium tanks M26 and M45; tracks,

suspension, hull and turret.
	10 Sep

47



	9-17350
	Ordnance maintenance: Medium tanks M26 and M45; auxiliary

engine (W), generator and regulator, Waukesha Model G-T GU.
	10 Sep

47



	2 9-1741A
	Ordnance maintenance: Engines, engine accessories, and fuel sys-

tem for medium armored car T17E1.
	1 Oct

43



	9-1741B
	Ordnance maintenance: Transmission, transfer case and steering

systems for medium armored car T17E1.
	7 Oct

43



	2 9-17410
	Ordnance maintenance: Chassis, hull, and turret for medium

armored car T17E1.
	18 Oct 43



	9-1743
	Ordnance maintenance: Power train, suspension, hull, and turret

for light armored car M8 and armored utility car M20.
	26 Oct

43



	2 9-1746A
	Ordnance maintenance: Carrier, universal, T16; engine and engine

accessories.
	30 Aug 44



	9-1746B
	maintenance: Carrier,

universal,

power train,

Ordnance

T16;

tracks, and suspension.
	31 Aug 44





2 No stocks-do not requisition.









	NO.
	TITLE
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	ORDNANCE-Continued
	



	9-1747
	Ordnance maintenance: 155-mm gun motor carriage M40 and 8-

inch howitzer motor carriage M43; hull and suspension.
	21 Oct

47



	9-1750
	Ordnance maintenance: Power train unit, 3-piece differential case,

for medium tanks M3, M4 and modifications.
	1 Mar 42



	9-1750A
	Ordnance maintenance: Power train unit, 3-piece differential case,

for medium tanks M3, M4 and modifications.
	I Mar 42



	9-1750B
	Ordnance maintenance: Power train unit, 1-piece differential case,

for medium tanks M4 and modifications and related gun motor

carriages.
	16 Aug 43



	9-17500
	Ordnance maintenance: American Bosch magnetos MJT7A302,

MJT9A304, and MJT9A306.

Changes 1
	19 May 44



	9-1750D
	Ordnance maintenance: Accessories for Wright R975-EC2 en-

gines for medium tanks M3 and M4.
	12 Aug 42



	9-1750E
	Ordnance maintenance: Guiberson diesel T1400 engine, series 3,

for medium tanks M3 and M4 and related gun motor carriages.
	25 Sep 42



	9-1750F
	Ordnance maintenance: Power unit for medium tanks M3A4 and

M4A4.
	6 Apr 43



	9-1750G
	Ordnance maintenance: General Motors twin diesel 6-71 Power

plant for medium tanks M3A3, M3AS, and M4A2.
	1 Sep 42



	9-17501H
	Ordnance maintenance: Hydraulic traversing

mechanism (Lo-

gansport) for medium tank M3 and modifications.
	10 Apr 43



	9-1750J
	Ordnance maintenance: Power unit accessories for medium tanks

M3A4 and M4A4.
	12 May 43



	9-1750K
	Ordnance maintenance: Tracks and suspension, turret and hull

for medium tank M4 and modifications.
	17 Nov 43



	9-1750L
	Ordnance maintenance: Hull and turret,electrical systems, tracks

and suspension for 3-inch gun motor carriages M10 and MIOA1.
	9 De

43



	9-1751
	Ordnance maintenance: 9-cylinder, radial, gasoline engine (Conti-

nental Model R975-C1).
	19 Apr 44



	9-1752
	maintenance: Auxiliary

generator

(Homelite

Model

Ordnance

HRH-28) for medium tank M3.
	20 Mar 42



	9-1755A
	Ordnance maintenance: Power train for 76-mm gun motor car-

riage T70.

Ordnance maintenance: Tracks, suspension, hull, turret, and
	5 Oct 43

29 Jan



	9-175511

9-1755BB
	related components for 76-gun motor carriage T70.

6-cylinder,

horizontally,

opposed,

air-cooled,

gasoline

engine
	44

23 Mar 63



	9-1756A
	(Continental, Model AO-895-4).

Ordnance maintenance: Ordnance engine Model RD-1820 (Cater-
	9 Dec 43



	9-1766A
	pillar).

Ordnance maintenance: Axles, propeller shafts, and wheels for
	15 Dec 42



	
	bomb service truck M6 and li-ton, 4 x 4, trucks (Chevrolet),

including telephone earth borer (K-44).

Changes 1, 2
	



	9-1765B
	Ordnance maintenance: Engine power train, braking and steering

systems for bomb service truck M6 (Chevrolet).
	25 Feb 43



	9-1767A
	Ordnance maintenance: Engine and engine accessories for tractor

truck M26, component of 40-ton tank transporter trailer truck

M25.
	18 Dec 43



	9-1767B
	Ordnance maintenance: Power train for tractor truck M26, com- 27 Dec 43

ponent of 40-ton tank transporter trailer truck M25.
	



	9-17670
	Ordnance maintenance: Body, chassis, and winches for tractor

truck M26, component of 40-ton tank transporter trailer truck

M25.
	5 Jan 44



	9-1767E
	Ordnance maintenance: Semi-trailer M15, component of 40-ton

tank transporter trailer truck M25.

Changes 1
	17 Feb 44



	9-1768A
	Ordnance maintenance: Tractor truck M20, component of 45-ton

tank transporter truck-trailer M19; engine, clutch, fuel system,

and cooling system.
	22 Jun 45



	9-1768B
	Power train chassis and auxiliary equipment for 12-ton, 6 x 4,

prime mover truck M20 (Diamond T, Models 980, 981).

Changes 1
	19 Nov 62













	NO.
	TITLE
	DATE




	
	ORDNANCE-Continued
	



	9-1768C
	Ordnance maintenance: 45-ton, 12-wheel (12dt) trailer M9, corn-

ponent of 45-ton tank transporter truck-trailer M19.
	25 May 45



	9-1772
	Ordnance maintenance: Cargo carriers M29 and M29C.
	5 Dec 47



	9-1773
	Ordnance maintenance: Heavy tractor M1, Caterpillar D7.

Changes 1
	5 Sep 42



	9-1774
	Ordnance maintenance: Snow tractor M7 and 1-ton snow trailer

M-19.
	17 Apr 44



	9-1775
	pump,

Ordnance

maintenance: Clutch,

power-takeoff,

bilge

tracks and suspension, and hull for landing vehicles, tracked

(unarmored) Mk II (LVT) (2), (armored) Mk II (LVT) (A)

(2), (armored) with turret Mk I (LVT) (A) (1).
	12 Feb 44



	a 9-1777A
	Ordnance maintenance: Heavy tractor M1 (IHC TD-18); engine.
	12 Dcc 42



	39-1777B
	Ordnance maintenance: Heavy tractor M1 (IHC TD-18); diesel

engine accessories.
	13 Feb 43



	3 9-17770
	Ordnance maintenance: Heavy tractor Ml (IHC TD-18); power

train, track frame assembly, and seats.
	25 Feb 43



	39-1777D
	Ordnance maintenance: Heavy tractor Ml (IHC TD-18); equip-

ment.
	16 Apr 43



	39-1783A
	Ordnance

maintenance: Medium

tractor

M1 (Allis-Chalmers

InD-7W); diesel engine (GM 3-71 RC 14).
	9 Jan 43



	39-1783B
	maintenance: Medium

tractor

M1 (Allis-Chalmers

Ordnance

HD-7W); engine accessories.
	18Jun 43



	3 9-1783C
	tractor

Ordnance

maintenance: Medium

M1 (Allis-Chalmers

HD-7W); electrical system, power train, frame, and tracks.
	26 Jul

43



	9-1785A
	Ordnance maintenance: Engine, engine accessories, and torque

converter for 18-ton M4 and 38-ton M6 high speed tractors.
	27 Mar 44



	0-1785B
	Ordnance maintenance: Power train, suspension, and equipment

for 18-ton high speed tractor M4.
	4 Apr 44



	9-1786A
	Ordnance maintenance: 13-ton high-speed tractors M5, M5A1,

M5A2, and M5A3; engine, engine accessories, clutch group, and

propeller shaft.

Changes 1
	15 Jan 44



	9-1786B
	Ordnance maintenance: Power train, track suspension, and equip-

ment for 13-ton high speed tractor M5 (International Harvester).
	25 Feb 44



	3 9-1787A
	Ordnance maintenance: Heavy tractor Ml (Allis-Chalmers IHD-

10W); engine.
	6 Feb 43



	3 9-1787B
	Ordnance maintenance: Heavy tractor M1 (Allis-Chalmers HD-

10W); engine accessories.
	3 Apr 43



	3 9-1787C
	Ordnance maintenance: Heavy tractor M1 (Allis-Chalmers HD-

10W); electrical system, power train, frame, and tracks.
	18 Sep 43



	3 9-1787D
	Ordnance maintenance: Heavy tractor Ml (Allis-Chalmers HD-

10W); equipment.
	4 Jun 53



	9-1788
	Ordnance

maintenance:

Tractor, hi-speed, 38-ton, M6; power

train, suspension, body, and equipment.
	22 Sep 44



	9-1795A
	Ordnance maintenance: Power train for heavy wrecker Ml, series

2 (axles, transmission, wheels and tires).
	25 Sep 42



	9-1795B

9-1795C
	Ordnance maintenance: Engine for heavy wrecking truck M1.

maintenance: Crane and winches,

Ordnance

heavy wrecking
	23 Jan 43

27Jan 43



	9-1795D
	truck M1 (Ward LaFrance) (Kenworth).

Ordnance maintenance: Body and chassis for heavy wrecking

truck M1.
	27 Jan 43



	9-1796
	Ordnance maintenance: Crane for heavy wrecking truck MIA1

(Ward LaFrance and Kenworth).
	26 Apr 44



	9-1799
	Ordnance maintenance: Fire extinguishers.
	23 Apr 43



	9-1801
	Ordnance maintenance: Power train, chassis, and bodies for 2]-

ton, 6 x 6, truck (GMC-CCKW-353 and 352) and 2½-ton, 6 x 4,

truck (GMC, CCW-353).

Changes 1
	10 Mar 44



	9-1802A
	Ordnance maintenance: Power train for 2½-ton amphibian truck,

6 x 6 (GMC-DUKW-353) and 2-ton truck.

6 x 6 (GMC).
	15 Jul

43



	9-1802B
	Ordnance maintenance: Power train for 2½4-ton amphibian truck,

6 x 6 (GMC-DUKW-353).
	23 Nov 43





8 Responsibility for this technical manual has been assigned to the Chief of Engineers.
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	9-18202C
	Ordnance maintenance: Hull and water drive for 2/ 2-ton truck,

6 x 6, amphibian (GMC-DUKW-353).
	21 Dec 43



	9-1803A
	Ordnance maintenance: Engine and engine accessories for

4-ton,

4 x 4, truck (Willys-Overland Model MB and Ford Model

GPW).
	24 Feb 44



	9-1803B
	Changes I

Ordnance maintenance: Power train, body, and frame for U4-ton.

4 x 4, truck

Model MB and Ford Model

(Willys-Overland

GPW).

Changes 1
	8 Apr 44



	9-1804A
	Ordnance maintenance: Engine (Willys-Overland Model MC)

and clutch for K-ton, 4 x 4, utility truck M38.

Changes 1, 2
	11 Jun 51



	9-1804B
	Power train, body, and frame for

A-ton, 4 x 4, utility truck M38.
	16 Jul

52



	9-1806A
	Ordnance maintenance: Engine and engine accessories for 1h-ton,

4 x 2, truck (Ford).
	12 May 44



	9-1806B
	Ordnance maintenance: Truck, l4-ton, 4 x 2, power train and

chassis.
	24 Jul

44



	9-1807
	Ordnance maintenance: Power train, chassis, and body for 2y2-ton,

6 x 6, truck and 2M4- to 5-ton, 6 x 4, truck (Studebaker Models

US6 and US6 x 4).
	17 Mar 44



	9-1808A
	Power plant and clutch for basic vehicles,

-ton, 4 x 4, and l/2-ton,

4

6 x 6 (Dodge).

Changes 1
	3 Sep

43



	9-1808B
	Ordnance maintenance: Power train, chassis and body for basic

4-ton, 4 x 4, and IX-ton, 6 x 6 (Dodge).

vehicles,

Changes 1, 2, 3
	17 Nov 43



	9-1811
	Ordnance maintenance: Power train, chassis, bodies, and equip-

ment for 4-ton, 6 x 6, truck (Diamond T Models 968A, 969A,

970A, and 972).

Changes 1
	4 Feb 44



	9-1812
	Ordnance maintenance: 5-ton, 4 x 2, tractor truck, c. o. e. (IHC

Models H542-9, 542-11, Marmon-Herrington Model 542-11 and

Kenworth Model 542-11).

Changes 1
	26 May44



	9-1813
	Ordnance maintenance: 6-ton, 6 x 6, truck (White, Corbitt, Brock-

way, and Ward LaFrance); power train, chassis, and winches.
	8 Nov 45



	2 9-1815A
	Ordnance maintenance: Engine, engine accessories, clutch, and

transmission for 232- to 4-ton, 4 x 4, truck (4 Wheel Drive

Model HAR-1).
	5 Apr 44



	2 9-1815B
	Ordnance maintenance: Power train, chassis, and body for 24- to

4-ton, 4 x 4, truck (4 Wheel Drive Model EAR-1).
	7 Mar 44



	9-1816
	Ordnance maintenance: Power train, chassis, and body for 4- to

6-ton, 4 x 4, tractor truck (Autocar and Federal).
	29 Apr 44



	9-1817
	Ordnance maintenance: Power train, chassis and body, 5- to 6-ton,

ponton tractor truck (Autocar Model U8144T).
	28 Apr 44



	9-1818A
	Ordnance maintenance: Engine and engine accessories for 10-ton,

6 x 4, truck (Mack).
	18 Apr 44



	9-1818B
	Ordnance maintenance: Power train, chassis and body for 10-ton

truck, 6 x 4 (Mack).
	7 Jun 44



	9-1819A
	Ordnance maintenarfce: Engine (Reo, Model 331-OA) and clutch

(Long, Model 12CF) for 2y4-ton, 6 x 6, trucks M34, M35, M36,

M44, M45, M46, M47, M48, M49, M50, M60, M108, and M109.

Changes 1
	8 Nov 50



	9-1819AA

9-1819AB
	Ordnance maintenance: Engine (GMC Model 302).

Ordnance maintenance: Hydramatic transmission (GMC Model

302M).

Changes 1
	28 May 52

14 Feb 52



	9-1819AC
	Ordnance maintenance: 23y-ton, 6 x 6, cargo trucks, M135 and

M211, dump truck M215, gasoline tank truck M217, tractor truck

M221, and water tank truck M222; power train.
	6 Dec 62





2 No stocks-do not requisition.
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	9-1819B
	Ordnance maintenance: Power train for 2

5

Y-ton, 6 x 6, truck M34,

M35,

M36,

M44,

M45, M46, M47, M48, M49, M50, M108,

M109, and body and frame for 2yrton, 6 x 6, truck M34.
	12 Jun 51



	9-1821
	Ordnance maintenance: Power train, axles, bodies, and frame for

dump

truck

-ton,

(Federal).

4

x

2,
	16 Mar 44



	9-1822
	2Y2

Ordnance maintenance: 2Y2-ton, 4 x 2, dump truck (IHO Model

K-7) and 37-passenger bus (IIC Models K-7 and KS-7).
	12 Apr 45



	9-1823
	Ordnance maintenance: Truck, 5-ton, 4 x 2, dump and tractor

(IHC Model KR-11).
	15 Sep

44



	9-1824
	Ordnance maintenance:

1Hrton, 4 x 2, 29-passenger bus (IHC

Models K-5 and KS-5).
	30 Jun 45



	9-1825B
	Electrical equipment (Auto-Lite).
	3 Nov 52



	9-1825D
	Ordnance maintenance: Electrical equipment (Westinghouse).
	21 Mar 51



	9-1825E
	Electrical equipment (Bendix-Scintilla).
	18 Aug 52



	9- 1826A
	Ordnance maintenance: Carburetors (Carter).
	10 Dec 52



	9-18260
	Ordnance maintenance: Carburetors and governors (Zenith).

Changes 1
	25 Sep

52



	9-1826D
	Ordnanee maintenance: Carburetors and governors (Holley).
	19 Jan

53



	9-1827A
	Power brake systems (Bendix-Westinghouse).
	13 Feb 53



	9-1827B
	Ordnance maintenance: Vacuum brake system (Bendix BK).
	1 May 44



	9-18270
	Brake and miscellaneous equipment (Wagner-Lockheed).
	2 Jan

53



	9-1828A
	Fuel pumps.

Changes I
	29 Dec 52



	9-1829A
	Ordnance maintenance: Speedometers, tachometers and record-

ers.
	15 Apr 44



	9-1832A
	Ordnance maintenance: Hercules engines (series JX Models B, C,

D, E-3, F, and CB-JXD; series HX Models C and D; series RX

Models B and C; series WXL Models C and C-3).
	17 May 44



	9-1833-1
	Operation and maintenance: 37-passenger bus, Model C-37M,

ACF-Brill Motors Co.
	5 Feb 53



	9-1833-2
	Operation and maintenance: 37-passenger bus (Hercules TDXC

engine) Model 37-RC, ACF-Brill Motors Company.
	5 Feb 53



	9-1833-4
	37-passenger integral bus (GMC, Model PGA-3301).
	20 Oct

52



	9-1833-5
	37-passenger integral bus (Twin-Coach, Model F-32-F).
	20 Oct

52



	9-1834A
	Ordnance

maintenance: Vehicular

maintenance

equipment;

grinding, boring, valve reseating machines and lathes.
	7 Dec 44



	9-1834D
	Ordnance maintenance: Vehicular maintenance equipment; elec-

trical test benches, battery chargers, and magneto and distribu

tor testers.
	20 Sep 50



	9-1834E
	Ordnance

maintenance: Vehicular

maintenance

equipment;

cleaning equipment, hydraulic jacks, boring bars, band saws,

metallizing and fuze bonding equipment.
	50

29 Sep



	9-1836-1

9-1837A
	4-litter, automobile ambulance (Cadillac-Superior Model 1951).

Ordnance maintenance: Engine (Continental Model R-6602) and
	24 Apr 53



	
	clutch (Rockford Model 15TT).
	24 Apr 52



	9-1837B
	Ordnance maintenance: Power train for 5-ton, 6 x 6, cargo trucks.
	19 Sep

52



	9-1837D
	Dump body and hoist assembly for 5-ton, 6 x 6 dump truck M51.
	19 Jan

53



	9-1839D
	Ordnance maintenance: Propeller shafts and

universal joints

(Universal Products Co., Inc.).
	3 Dec 52



	9-1840A
	Ordnance maintenance:

Engine (Dodge Model T-245), clutch

(Borg and Beck Model 11828).
	10Jun

52



	9-1860
	Ordnance maintenance: Star-gaging equipment, impression out-

fits, and pressure gages.

Changes 1
	3 Dec 42



	9-1861
	Cleaning and black finishing of ferrous metals.
	2 Feb 55



	9-1865
	Ordnance maintenance: Maintenance of bomb disposal equipment

for access and sterilization.
	9 Mar 44



	9-1868
	Ordnance maintenance: Tire repair and retread.

Changes 1
	27 May 43



	9-1870-1
	Care and maintenance of pneumatic tires.
	18 Feb 55



	9-1879
	Ordnance

maintenance:

(Harley-Davidson

Motorcycle,

solo

Model WLA).
	29 Mar 44














	NO.
	TITLE
	DATE
	




	
	ORDNANCE-Continued
	
	



	9-1893A
	Ordnance maintenance: Engine, engine accessories, and clutch

for cargo carrier M28 (T15).
	14 Sep 43
	



	9-1893B
	Ordnance maintenance: Power train, suspension system, hull, and

hull electrical system for cargo carrier M28 (T15).

Changes 1
	25 Aug 43
	



	9-1900
	Ammunition, general.

Changes 1, 2
	18 Jun 45
	



	2E9-1901
	Identification of Japanese shells and shell fragments; location of

enemy batteries.
	14 May45
	



	9-1901
	Artillery ammunition.

Changes 1
	11 Sep 50
	



	2 9-1904
	Ammunition inspection guide.
	2 Mar 44
	



	9-1905
	Ammunition renovation.
	24 Sep 48
	



	[C] 9-1907
	Ballistic data, performance of ammunition (U).
	6 Jul
	48



	9-1940
	Land mines.

Changes 1
	15 Jul
	43



	[C] 9-1943
	[Classified].
	2 Jul
	54



	9-1950
	Rockets.

Changes 1, 2
	17 Jul
	50



	[C] 9-1951-1
	762-mm rocket M31 (T239) (Honest John) (U).
	8 Nov 54
	



	[C] 9-1977-1
	Development test and evaluation procedure manual for bombs,

bomb fuzes, pyrotechnics, chemical dispersion equipment, bomb

handling, bomb carrying and release equipment and related

items (U).
	11 Aug 54
	



	9-1980
	Bombs for aircraft.

Changes 1, 2, 3
	7 Dec 50
	



	9-1981
	Military pyrotechnics.

Changes 1
	29 Jan 51
	



	[C] 9-1984
	[Classified].
	1 Apr 52
	



	[C] 9-1985-1
	[Classified].
	17 Jul 52
	



	9-1985-2
	German explosive ordnance (bombs, fuzes, rockets, land mines,

grenades, and igniters).
	16 Mar 53
	



	9-1985-3
	German explosive ordnance (projectiles and projectile fuzes).
	16 Mar 53
	



	9-1985-4
	Japanese explosive ordnance (bombs, bomb fuzes, land mines,

grenades, firing devices, and sabotage devices).
	16 Mar 53
	



	9-1985-5
	Japanese explosive ordnance (Army ammunition, Navy ammuni-

tion).
	16 Mar 53
	



	9-1985-6
	Italian and French explosive ordnance.
	16 Mar 53
	



	9-1990
	Small-arms ammunition.

Changes 1
	15 Sep 47
	



	9-2002
	3.5-inch rocket launchers M20 and M20B1.

Changes 1, 2
	13 Apr 53
	



	9-2005
	Cal30, Browning machineguns, water cooled M1917A1; fixed and

and M1919A6;

M1919A4E1

fixed

flexible M1919A4;

flexible

M1919AS; aircraft fixed and flexible AN-M2; cal30, machine

gun tripod mounts M1917A1 and M2, weapon tripod mount

M74.

Changes 1, 2
	12 Jun 53
	



	9-2006
	20-mm automatic guns, M24, M24A1, and M24E2.
	1 Apr 53
	



	9-2009
	4.2-inch mortar M30 (T104) and 4.2-inch mortar mount M24 (T61).
	2 Apr 53
	



	9-2010
	Multiple cal50 machinegun mounts M45, M45C, M45D, and

M45F, multiple cal50 machinegun trailer mount M55, and

mount trailer M20.
	4 Dec 53
	



	9-2012
	Operation and organizational maintenance: Cal30 machinegun

M37 (tank).
	31 Dec 54
	



	9-2013
	Ordnance maintenance: Cal30 machinegun M37 (tank).
	7 Jan
	55



	9-2018
	Operation and maintenance: Ground signal projector MIAl, hand

pyrotechnic projector M9, pyrotechnic pistol AN-M8, and pyro

technic pistol mount M1.
	8 Feb 54
	





&# x27; No stocks-do not requisition.










	NO.
	TITLE
	DATE
	




	
	ORDNANCE-Continued
	
	



	9-2021
	Ordnance maintenance: Basic aircraft cal50 Browning machine-
	4 Dec 53
	



	
	gun AN-M2; fixed, flexible, and turret-type, cal50 heavy barrel
	
	



	
	Browning machineguns M2; flexible cal50 watercooled Brown
	
	



	
	ing machinegunM2; cal50 machinegun antiaircraft mounts M3
	
	



	
	and M63; cal50 machinegun tripod mount M3; cal50 ammuni
	
	



	
	tion chest M2; and cal50 water chest M3.
	
	



	
	Changes 2
	
	



	9-2031
	Ordnance maintenance: Cal50 AA machinegun mounts (7364875
	31 Dec 54
	



	
	and 8346119).
	
	



	9-2200
	Small arms mat6riel and associated equipment.
	14 Apr 49
	



	9-2205
	Fundamentals of small arms.
	7 May 52
	



	9-2210
	Small arms accidents, malfunctions, and their causes.
	3 Jun 53
	



	9-2305
	Fundamentals of artillery weapons.
	15 Sep
	47



	9-2310
	Caliber .60 automatic guns M38 (T130E4) and T130E3 and 20-mm
	13 Sep
	54



	
	automatic guns M39 (T160E4) and T160E3.
	
	



	
	Changes 1
	
	



	9-2300
	Artillery materiel and associated equipment.
	3 May49
	



	
	Changes 1
	
	



	9-2601
	Instruction guide: Elementary optics and applications to fire con-
	19 Apr 45
	



	
	trol instruments.
	
	



	9-2602
	Instruction guide: Instrument repairman.
	15 May 42
	



	9-2615
	Instruction guide: Generating unit Ml.
	15 Nov 41
	



	
	Changes 1
	
	



	9-2681
	Instruction guide: Plotting boards M3 and M4.
	21 Jan 42
	



	9-2682
	Instruction guide: Spotting board M3.
	13 Mar 42
	



	9-2700
	Principles of automotive vehicles.
	18 Nov 47
	



	
	Changes 1
	
	



	2 9-2778
	Instruction manual and parts list for TracTracTor, Model T-6.
	10 Apr 41
	



	9-2800
	Military vehicles.
	27 Oct 47
	



	9-2800-1
	Military vehicles (Ordnance Corps responsibility).

Changes 1
	13 Feb 53
	



	9-2810
	Tactical motor vehicle inspections and preventive maintenance
	9 Oct
	53



	
	services.
	
	



	
	Changes 2
	
	



	9-2820
	Shop mathematics.
	3 May 45
	



	
	Changes 1, 2
	
	



	9-2835
	Lubrication.
	11 May49
	



	9-2851
	Painting instructions for field use.
	30 Dec 47
	



	
	Changes 1
	
	



	9-2852
	Instruction guide: Welding theory and application.
	3 Jun 43
	



	
	Changes 1
	
	



	9-2853
	Preparation of ordnance materiel for deep water fording.
	7 Jul
	45



	
	Changes 1
	
	



	9-2855
	Instruction guide: Operation and maintenance of ordnance ma-
	29 Jan 51
	



	
	teriel in extreme cold (0 to -65F).
	
	



	
	Changes 2
	
	



	9-2857
	Storage batteries, lead-acid type.
	15 May45
	



	
	Changes 1
	
	



	9-2858
	Cooling systems: Vehicles and powered ground equipment.
	8 May 45
	



	
	Changes 1
	
	



	9-2865
	Instruction guide: Repair of slide fasteners.
	6 Jan 44
	



	
	Changes 1
	
	



	9-2900
	Military explosives.
	29 Aug 40
	



	9-3004
	8-inch howitzer M2, carriage Ml and heavy carriage limber M5.
	30 Jun
	53



	9-3007
	105-mm howitzer

howitzer recoil mechanisms

M2A1, 105-mm
	1 Oct 53
	



	
	M2A1, M2A2, and M2A3, 105-mm howitzer carriages M2AL and
	
	



	
	M2A2. and 105-mm howitzer mounts M4 and M4A1.
	
	



	9-3019
	280-mm gun T131 and 280-mm gun carriage T72.
	12 May 53
	



	9-3031
	Ordnance maintenance: 90-mm gun M41 (17139) and combination
	4Jan
	55



	
	gun mount T148 for 90-mm gun tank M48.

4.5-inch multiple rocket launchers, T66E3 and T66E4.
	10 Sep
	53



	9-3034

9-3035
	4.5-inch multiple rocket launchers, T66E3 and T66E4.
	12 Oct 53
	





2 No stocks-do not requisition.










	NO.
	TITLE
	DATE
	




	
	ORDNANCE-Continued
	
	



	9-3040
	Organizational maintenance: 155-mm gun M2 and 155-mm gun

mount M13 (mounted on 155-mm gun motor carriage M40).
	7 Dec 54
	



	9-3043
	Ordnance maintenance: 155-mm howitzer Ml; recoil mechanisms

M6, M6A1, M6A2, M6B1, and M6B2; 155-mm howitzer car
	2 Dec 53
	



	
	riages MIA1 and MIA2; and 155-mm howitzer mount M14
	
	



	9-3049
	75-mm howitzer M3and 75-mm howitzermounts M7 and M12.
	23 Jul
	53



	9-3051
	Ordnance maintenance: 75-mm (pack) howitzer MIAl and car-

riage M8.
	16 Dec 53
	



	9-3053
	Ordnance maintenance: 105-mm rifle M27 and 105-mm rifle mount

M75.
	12 Feb 54
	



	9-3054
	8-inch howitzer M2 (mounted in combat vehicles).
	30 Jun
	53



	9-3060
	maintenance:

truck-mounted

Organizational

rocket

762-mm

launcher XM289.
	4 Feb 54
	



	9-3061
	Ordnance maintenance: Truck mounted 762-mm rocket launcher

XM289.
	7 Jan
	55



	9-3066
	Operation and maintenance: 762-mm rocket trailer XM329.
	30 Dec 54
	



	9-6011
	Ordnance maintenance: Periscope mounts T184 and T184E1.
	4 Jan
	55



	9-6013
	Range drive T25.
	14 Aug 53
	



	9-6015
	Aiming post lights M14, M41, and M43.
	19 Mar 53
	



	9-6017
	Ordnance maintenance: Instrument lights M10, M30, M32, M33,

M36, M39C, M42, M44, M45, and T22.
	10 Dec 54
	



	9-6031
	Ordnance maintenance: Telescopes M97 (T156) and T156E1.
	9 Dec 54
	



	9-6035
	Ordnance maintenance: Telescope mount T169E1.
	11 Feb 54
	



	9-6041
	Ordnance maintenance: Telescope mount T181.
	30 Apr 54
	



	9-6043
	Telescope M91C.

Changes 1.
	31 Dec 52
	



	9-6047
	Sighting system M7 and telescopes M60, M60AIC, and M60AID.
	14 Apr 53
	



	9-6049
	mounts

and

Ordnance

maintenance:

Telescope

M92

(T178)

T178E1.
	15 Jul
	54



	9-6053
	Ordnance maintenance: Elevation quadrant M13 (T21).
	2 Mar 54
	



	9-6055
	mounts

Ordnance

maintenance:

Periscope

M88,

M89, M93

(T176E1), T176E2, and M94 (T177E2).
	14 Jan
	56



	9-6057
	Periscope M20 and M20A1.

Changes 1
	23 Jun
	53



	9-6059
	Periscope M19.

Changes 1, 2
	23 Apr 53
	



	9-6065
	Ordnance maintenance: Ballistic drives M3 (T23E1), M4 (T23),

T23E2, and T24.
	24 Nov 54
	



	9-6067
	Ordnance maintenance: Range finders M12 and T41.
	14 Dec 54
	



	9-6073
	Ordnance maintenance: Superelevation transmitter M22.
	1 Apr 54
	



	9-6081-1
	Fire control system T38; theory of operation.
	18 Nov 53
	



	9-6081-2
	Ordnance maintenance: Fire control system T38; parts, special

tools, and equipment for maintenance and rebuild.
	22 Nov 54
	



	9-6081-3
	Ordnance maintenance: Fire control system T38; volume 3: in-

spection.
	14 Jul
	53



	9-6081-5
	Ordnance maintenance: General maintenance procedures and re-

moval, installation, alinement, and final inspection of fire con

trol system T38.
	16 Aug 54
	



	9-6081-6
	Ordnance maintenance: Fire control system T38; repair and re-

build of radar tracker T9.

Changes 1
	25 Oct
	54



	9-6081-8
	Ordnance maintenance: Fire control system T38, repair and re-

build of power control T21E1.
	17 Sep 54
	



	9-6081-9
	Ordnance maintenance: Fire control system T38; repair and re-

build of cable system T31EI, wiring set T5E1, target selector

TIE2, and sighting system T34E1.
	10 Jan
	54



	9-6081-10
	Ordnance maintenance: Fire control system T38; diagrams and

references.
	30 Dec 54
	



	9-6087
	Ordnance maintenance: Local control system M16A1.
	12 Jan
	54



	9-6097
	Ordnance maintenance: Elevation quadrant M9 and M12, and

range quadrants M4 and M4A1.
	19 Oct 53
	



	9-6099
	Ordnance maintenance: Telescope mounts M24A1, M55, M56,

M57, M63, M64, M65, M70, M72, M77, and M82.
	24 Nov 53
	













	NO.
	TITLE
	DATE




	
	ORDNANCE-Continued
	



	9-6101
	Ordnance maintenance: Telescope mounts M23, M28, M31, M32,

M42, M46, M52C, M52D, M54, and M71.
	26 Feb 54



	9-6103
	Ordnance maintenance: Telescope mounts M3A1, M18A1, M21A1,

M21AI, M25, M30, M44, M44A1, M69, and M76.
	31 Dec 54



	9-6109
	Ordnance maintenance: Plotting boards M5 and M5A2; sound-

ranging plotting boards M1 and MiAl; and sound-ranging wind

corrector M1.
	9 Nov 53



	9-6111
	Ordnance maintenance: Panoramic telescopes Ml, M12, M12A2,

M12A5 and M12A6.
	9 Dec 53



	9-6113
	Periscope M4A1 with telescope M38A2, M40A2, M47A2, M77C,

M77F, M77G, or M77H.
	14 Jul

53



	9-6117
	Ordnance maintenance: Periscope M8A1, with telescope M39A2.
	28 Apr 54



	9-6119
	Ordnance maintenance: Periscopes M100, M10D, M10F, M10G,

and M1OP.

Changes 1
	24 Nov 53



	9-6127
	Ordnance maintenance: Remote control system M15 for 40-mm

gun carriage M2A1.
	20 Jul

54



	9-6129
	Azimuth instruments M1 and M1918A2.
	1 Sep

54



	9-6131
	Ordnance maintenance: Telescope M84.
	25 Jun

54



	9-6133
	Ordnance maintenance: Fuze setter M26.
	20 Jan

55



	9-6135
	Ordnance maintenance: Periscope T38.
	21 Jun 54



	9-6147
	Ordnance

maintenance:

Panoramic

M12A7C,

telescopes;

and

M12A7K

M12A7D,

M12A7F,

M12A7G,

M12A71H

(M12A7E4).
	2 Jul

54



	9-6161
	Ordnance maintenance: Telescope mount T191.
	2 Dec 54



	9-7002
	Full-tract armored infantry vehicle T59.
	19 Mar 54



	9-7004
	Self-propelled 155-mm howitzer T194.
	25 Jan

54



	9-7009-1
	Ordnance maintenance: 12-cylinder, air-cooled engine (Continen-

tal Models AV-1790-5A, AV-1790-SB, and AV-1790-7).
	15 Mar 55



	9-7009-3
	Ordnance maintenance: 2-cylinder auxiliary engine

(Wisconsin

Models TFT and TFG).

Ordnance maintenance: Cross-drive transmission, Models CD-
	2 Dec 54

7 Jun 54



	9-7009-6
	850-4 and -4A (Allison-GM).
	



	9-7012

9-7013-1
	90-mm gun tank M48.

Ordnance maintenance: Turret assembly and turret race assem-
	30 Aug 54

10 Mar 54



	
	bly, commander's cupola assembly, turret ventilating blower,

universal joint assembly, final drive, and steering and shifting

control assembly for the 90-mm gun tank T48.
	



	9-7014
	120-mm gun tank

Operation and organizational maintenance:

T43E1.
	15 Dec 54



	9-7017-5
	Ordnance maintenance: Bilge pumps, ventilating blower, slip ring

box, transmission range, selector control box, final drives, uni

versal joints, turret and turret race ring for 76-mm gun tank

M41 and M41A1 and self-propelled twin 40-mm gun M42.
	1 Nov 54



	9-7017-6
	Ordnance maintenance: Traversing mechanism; elevating mech-

anism; commander's control; elevating control box; traversing

control box; firing control box; for the 76-mm gun tank, M41AI

(T41E2).
	24 Feb 55



	9-7018
	Medium tank M4A3.
	3 Sep

54



	9-7205-1
	Turret and turret race assembly, commander's cupola, brake

master cylinder, brake slave cylinder, throttle master cylinder,

throttle slave cylinder, and range selector control box for the

self-propelled 105-mm howitzer T98E1.
	4 Jun 53



	9-7205-2
	Ordnance maintenance:

Elevating and traversing

systems for

self-propelled 155-mm howitzer T194, 155-mm gun T97, 105-mm

howitzer T98E1, and 8-inch howitzer T108.
	17 Feb 54



	9-7212
	Self-propelled 155-mm gun T97.
	4 Nov 54



	9-7406
	Organizational maintenance: Tractor-mounting bulldozer T8E4.
	28 Oct 54



	9-7419-1
	maintenance: Steering and shifting controls, universal

Ordnance

joints and final drives for tracked armored Infantry vehicle,

M75 (T18E1).
	16 Jun 54



	9-7420
	Operation and organizational maintenance: Cargo tractor M8E2.
	18 Jan

55














	NO.
	TITLE
	DATE
	




	
	ORDNANCE-Continued
	
	



	9-7605-1
	4-cylinder, air-cooled, horizontal-opposed, unsupercharged, valve-

in-head, gasoline engine (Continental Model AO-268-3A).
	15 Jul
	53



	9-7605-2
	Cross-drive transmission (Pontiac Model CD-150-3).

Changes 1
	23 Sep
	53



	9-7605-3
	Ordnance maintenance: Miscellaneous components for amphib-

ious cargo carrier T46E1 (marine drive, bilge pumps, marine
	17 Dec 53
	



	9-8006
	steering, hull suspension winch and electric windshield wiper).

4 x 4, heavy gun-lifting front truck M249 and 4 x 4, heavy gun-

lifting rear truck M250.

Changes 1
	12 Feb 53
	



	9-8007-1
	Heavy duty automatic transmission, models TX-500-1 and -2

(Allison-GM).
	7 Jul
	53



	9-8007-2
	Hydraulic systems, 4 x 4, heavy gun-lifting, front truck M249 and

4 x 4, heavy gun-lifting, rear truck M250.
	3 Jul
	53



	9-8007-3
	transfers, winch and

Ordnance maintenance:

Air compressor

chassis components for 4 x 4 heavy gun-lifting front truck M249

and 4 x 4 heavy gun-lifting rear truck M250.
	19Nov 53
	



	9-8015-1
	Ordnance maintenance: Engine (Willys-Overland Model MD)

and clutch for ~4-ton, 4 x 4, utility truck M38A1.

Changes 1
	8 Mar 54
	



	9-8015-2
	Ordnance maintenance: Power train, body, and frame for ¼4-ton,

4 x 4, utility truck M38AI, and

p-ton, 4 x 4, front line ambu

lance M170.

Changes 1
	2 Aug 54
	



	9-8022
	2¼4-ton, 6 x 6, cargo trucks M34 and M35; chassis trucks M44, M45,

and M46; dump trucks M47 and M59; tractor trucks M48 and

M275; gasoline tank truck M49; water tank truck M50; crane

truck M108; shop van truck M109; telephone construction and

maintenance truck V-17A/MTQ; and earth-boring

machine

and pole-setter truck V-18A/MTQ (REO).

Changes 1
	17 Dec 54
	



	9-8023-6
	Ordnance maintenance: Body and auxiliary equipment for 2¼4- 3 Nov 54

construction and maintenance

truck

ton, 6 x 6, telephone

V-17A/MTQ; 2¼i-ton, 6 x 6, earth-boring machine and pole

setter truck V-18A/MTQ.
	
	



	9-8029-3
	Ordnance maintenance: Wrecker crane, rear mounted winch and

wrecker power train for 5-ton, 6 x 6, medium wrecker truck M62.
	17 Feb 54
	



	9-8031-2
	Power train, body and frame for 3 4-ton, 4 x 4, cargo truck M37,

command truck M42, ambulance truck M43, and telephone

maintenance truck V41.

Changes 1
	14 May 53
	



	9-8202
	Operating instructions and maintenance procedures: 6-ton, 2-

wheel, trailer converter dolly M197 and 8-ton, 2-wheel, trailer

converter dolly M198.
	4 Nov 54
	



	9-8212
	Organizational maintenance: 3½j-ton 2 wheel pole-handling and

cargo trailers V13/GT.
	6 Jan 54
	



	9-8214
	12-ton 4-wheel cargo semitrailer M127.
	29 Apr 53
	



	9-8216
	12-ton, 4-wheel, gasoline tank semitrailer M131.
	15 Sep 54
	



	9-8218
	2-ton, 4-wheel director trailers M13, M14, and M22 and 2-ton,

4-wheel generator trailers M7 and M18.
	3 Dec 53
	



	9-8220
	maintenance: 6-ton, 2-wheel chassis semitrailer

Organizational

M117, 6-ton. 2-wheel cargo semitrailer M118, and 6-ton, 2-wheel

cargo van semitrailer M119.
	2 Nov 53
	



	9-8222
	Operating instructions and organizational maintenance procedures

for 25-ton, 4-wheel, low-bed semitrailer M172.
	5 Nov 54
	



	9-8601
	Ordnance maintenance: Power brake equipment (Midland Steel

Products).
	9 Dec 54
	



	9-8605
	Ordnance maintenance: Steering gears (Gemmer).
	28 Dec 54
	



	9-8607
	Ordnance maintenance: Steering gears (Saginaw Gear Division,

General Motors Corp).
	9 Sep
	54



	9-8611
	Ordnance maintenance: Transmissions (Clark equipment).
	13 Feb 53
	



	9-8615

9-8619
	Steering gears (Ross Gear and Tool Co.)

Transmissions (Fuller).
	30 Jun 53

4 Jun
	53
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	9-8621
	Ordnance maintenance: Power train components (clutches, trans-

missions, transfers, propeller shafts, axles, and power-take-offs)
	29 Dec 53



	
	(Spicer Division of Dana Corp).
	



	9-8623
	Ordnance maintenance: Axles and transfers

(Timken Detroit

Axle Company).

Changes 1
	29 Apr 54



	
	Carburetors (Stromberg).
	7 May 53



	9-8625

9-8627
	Electrical equipment (Delco-Remy).
	25 Jun 53



	9-8631
	Ordnance maintenance: Electrical equipment (Eclipse-Pioneer).
	8 Nov 54



	9-8637
	Electrical equipment (Jack and Heintz).
	21 May 53



	9-8662
	Fuel-burning heaters for winterization equipment.
	12 Mar 54



	9-8812
	Organizational maintenance: 37-passenger, 4 x 4, integral bus

(ACF-Brill Model C-37M).
	23 Mar 54



	9-8814
	37-passenger 4 x 2 integral bus (ACF-Brill Model 37-RC).
	10 Nov 53



	9-8816
	37-passenger, 4 x 2, integral bus (Southern Coach Model S-36-M).
	54

21 Sep



	9-8826
	Operation and organizational maintenance: 5-ton, 4 x 2, tractor

truck; 5-ton, 4 x 2, truck chassis with cab; and 5-ton, 4 x 2, van

truck (Federal Model 45M2).
	29 Dec 54



	9-8848
	5-passenger medium automobile sedan (Buick, Model 1951).
	1 Mar 53



	9-9003-1
	Operation and maintenance: Boring bar (Sunnen Products Co.

Model MS 1500) (40-B-75).
	26 Oct

51



	9-9006-1
	Operation and maintenance: 90-degree angle 14-in. cap Universal-

current 110-volt, portable electric drill (Chicago Pneumatic Tool

Model 800-DA-1875) (40-D-330).
	24 Mar 55



	9-9009-3
	Operation and maintenance: 15-volt, 125-ampere generator type

motor-driven battery charger (Model 777-779) (17-C-8780-75).
	21 Aug 52



	9-9013-1
	Operation and maintenance: 12-volt spark plug cleaner and tester

(Champion Spark Plug Co. Model B-600BB) (40-C-1011)
	23 Jan

52



	9-9015-1
	Operation and maintenance: 119-volt, Wi-inch capacity, 90-degree

angle, portable electric drill, (The Black & DeckerManufacturing

Co., Model 287) (40-D-330).
	10 Oct

52



	9-9015-3
	Operation and maintenance: 63-inch capacity heavy-duty

uni-

versal current 115-volt portable electric drill, (United States

Electrical Tool Model 14HDS) (40-D-341).
	8 Mar 54



	9-9015-4
	W4-inch capacity, heavy-duty, universal current, 115-volt, portable

electric drill, (Milwaukee Electric Tool Corp. Model S-114-G)

63-inch capacity, heavy-duty, universal current,

(40-D-341);

115-volt, portable electric drill with vertical stand, (Milwaukee

Electric Tool Corp. drill Model S-114-G with stand Model

R-31L) (40-D-354).
	13 Apr 53



	9-9018-1
	%-inch capacity, heavy,duty, universal current, 115-volt, portable,

electric drill (Milwaukee Electric Tool, Model SF-238) (40-D

343) with vertical stand (Milwaukee Electric Tool, Model SF

238 w/R31L stand) (40-D-344).
	16 Jun 53



	9-9018-2
	Operation and maintenance: 96-inch capacity, heavy duty, uni-

versal current, 115-volt, portable electric drill with vertical stand

38HD with stand)

(United

States

Electrical Tool Model

(40-D-344).
	7 Jun 54



	9-9021-2
	34-inch capacity, heavy-duty, universal current 115 volt, portable

(Milwaukee Electric Tool Model, C 312) (40-D

electric drill.

345).
	14 Sep

53



	9-9021-3
	Operation and maintenance: 115 volt 5-inch capacity portable

(Model 48G2)

electric drill

(Bradford

Machine Tool Co.)

(40-D-345).
	8 Feb 52



	9-9021-4
	Operation and maintenance: }3-inch capacity, 115-volt, universal-

current, heavy-duty, portable electric drill with vertical drill

stand (The Bradford Machine Tool Model No. 10) (40-D-355).
	18 Jun 54



	9-9024-1
	Operation and maintenance: 34-inch capacity, 115-volt, universal-

current, heavy-duty, portable electric drill with vertical stand

(Milwaukee Electric Tool Corp Model E-535 with R-600 stand)

(40-D-357) and 394-inch capacity, 115-volt, universal current,

heavy-duty, portable electric drill (Milwaukee Electric Tool

Corp Model E-535) (40-D-346).
	24 Apr 53













	NO.
	TITLE
	DATE




	
	ORDNANCE-Continued
	



	9-9024-3
	Operation and maintenance:

4-inch capacity, heavy duty, uni- 21 Jul

versal-current, 115-volt, portable electric drill with vertical drill
	



	9-9026-1
	stand (Skilsaw Inc., Model 123 with stand 4870) (40-D-357).

Operation

and

maintenance: Universal-current,

A-

115-volt,

horsepower electric grinder w/fused overload protector (Precise
	31 Jan

55



	9-9027-1
	Products Model Super 40) (40-G-109-85).

Operation and maintenance: 1%-inch, 155-volt portable electric

drill with vertical stand (Black & Decker Manufacturing Co.,
	14 May52



	0-9028-1
	Model 494) (40-D-360).

Operation and maintenance: Universal-current, 115-volt, 4-horse-

power tool post grinder (Dumore Model 8160 series 44) (40-G

165); universal-current, 115-volt, ¼-horsepower tool post grinder

(Dumore Model 8164 series 48) (40-G-165-30)
	2 Feb 55



	9-9029-1
	Operation and maintenance: 1,000 rpm

5-inch capacity non-

reversible portable pneumatic drill (ARO Equipment Model

7016) (40-D-434).
	14Jan

52



	9-9029-2
	Operation and maintenance: 6l-inch capacity portable pneumatic

drill (Chicago Pneumatic Tool Co. No. 310-925) (40-D-434).
	13 Feb 52



	9-9031-1
	Operation and maintenance: Reversible portable pneumatic drill

(Chicago Pneumatic Tool Co.) (No. 315-R-100) (40-D-453).
	17 Jan

52



	9-9031-2
	Operation and maintenance: 1l-inch reversible portable pneu-

matic drill (Thor Power Tool Model EHMH-5130) (40-D-453).
	26 Aug 54



	9-9032-2
	Operation and maintenance: Self-contained, hydraulic, 200-horse-

power capacity engine run-in dynamometer

(Clayton Model

125A) (18-D-1474).
	22 Jul

54



	9-9033-1
	¾-hp. portable electric grinder (Albertson &Co, Inc, Model 1195)

(40-G-128-8); operation and maintenance.
	26 Oct

51



	9-9033-2
	and maintenance: f-hp,

Operation

portable

electric grinder

(Roan Manufacturing Co. No. 50) (40-0-128-10).
	5 Nov 51



	9-9033-3
	Operation and maintenance: ¾i-hp, portable electric

grinder

(Black & Decker models F and G

(6-inch)

(40-G-128-8);

grinder w/stand (40-G-128-10).
	11 Jan

52



	9-9033-4
	Operation and maintenance: 115 volt, universal current, tool post

portable grinder (McGonegal types J-4 and J-4S) (40-G-165-60).
	4 Apr 52



	9-9033-5
	Operation and maintenance: ¾-hp portable electric grinder, The

Bradford Machine Tool Co. (Model 6AG-GO) (40-G-128-10).
	25 Jan 62



	9-9033-6
	Operation and maintenance: Wheel size 6-inch, universal current,

¼-horsepower, portable

grinder with stand

(The

115-volt,

United States Electrical Tool Model OU 6-inch with stand)

(40-G-128-10).
	29 Jun

54



	9-9033-8
	Operation and maintenance: 6-inch-wheel-size universal current

115-volt, ¾-horsepower portable grinder (Milwaukee Electric

Tool Corp. Model V-196).
	19 Apr 54



	9-9036-1
	Operation and maintenance: Electric bench grinder (Black & 9 Nov 51

Decker Manufactur ng Co. Model 83-B and Model C) (40-G

144-5).
	



	9-9036-2
	Operation and maintenance: Wheel size 7 x 1 inch, single-phase,

60 cycle, 110-volt, %-horsepower bench grinder (Baldor Electric

Models S3984 and 85493) (40-G-142-5).
	7 Jan

65



	9-9036-3
	Operation and maintenance: ¼-hp, electricbenchgrinder (Brown-

Broekmeyer Co. Model 709) (49-G-142-5).
	16 Jan

52



	9-9036-4
	Operation and maintenance: SGLE-PH 60-cycle,

100-volt,

4-

horsepower, bench grinder w/twist drill holder for wire gage

size I to 41, letter size A to Z, and %62 to 34-inch fractional size

drills (Black Diamond Saw and Machine Works Model 3C)

(40-G-148-50).
	25 Mar 55



	9-9036-5
	Operation and maintenance: ¾-hp electric bench grinder (Brown-

Brockmeyer Co. Model C1300-2) (40-G-142-5).
	18 Feb 52



	9-9039-1
	Operation and maintenance: ¼-hp., portable, electric, No. 30 to %9- 22 Sep

inch capacity, drill grinder w/drill holder (Covel Mfg. Co.

Model 44-L) (40-G-148-50).
	52













	NO.
	TITLE
	DATE




	
	ORDNANCE-Continued
	



	9-9041-1
	Operation and maintenance: Universal-current, 115-volt,

-i-hp.,

tool post grinder (The McGonegal Manufacturing Co. Model

J-2A1) (40-G-165-30).
	6 Oct 52



	9-9047-1
	Operation and maintenance: Y4-hp bench-type tool and cutter

grinder (Roan).
	12 Nov 52



	9-9049-1
	Operation and maintenance: Floor grinder, wheel size 12 x 2 inch,

pedestal-type

single-phase,

60-cycle,

3-horsepower,

220-volt,

(Brown-Brockmeyer Model MSG 69-ES7001) (40-G-107-50).
	30 Sep

54



	9-9050-1
	Operation and maintenance: Y4-inch bolt capacity, %-inch sq- 30 Nov 54

drive, impact-type reversible pneumatic wrench (Aro Model

7274) (40-W-1090).
	



	9-9055-1
	Operation and maintenance: 2'le-inch to 51§-inch capacity, cyl-

inder hone portable grinder (AMMCO model SL-2) (40-G-151).
	7 Nov 51



	9-9055-2
	2

t 46- to 5%-inch capacity portable cylinder hone grinder (Lisle

Model CH45) (40-G-151).
	19 Nov 53



	9-9057-1
	Operation and maintenance: Portable pneumatic grinder (ARO

Equipment Corp Model 7010) (40-G-169).
	26 Oct

51



	9-9060-1
	Operation and maintenance: Oxygen and acetylene fired air-

operated metal spray gun (Metallizing Engineering Model type

2E) (40-G-513-75).
	3 May54



	9-9062-1
	and

Operation

maintenance: Body

and fender straightening

pneumatic hammer (Cornwell No. H100) (40-H-266).
	8 Nov 51



	9-9062-2
	lf1-inch bore, 4-inch stroke, pneumatic chipping hammer (Inger-

soll-Rand Model 4) (40-H-271).
	16 Jun

53



	9-9062-3
	Operation and maintenance: l'S-inch bore, 4-inch stroke, pneu-

matic chipping hammer (Master Pneumatic Tool Model 4) (40-

H-271).
	18 Nov 54



	9-9066-1
	Operation and maintenance: Brake-drum lathe (Barrett Equip-

ment Co. Model B-21) (40-L-10).
	18 Apr 52



	9-9068-2
	Operation and maintenance: I-hp, 110-volt, 60-cycle, sgle-ph, 6-

foot bed, 12E6-inch-swing, motor-driven engine lathe (Cincinnati

Lathe and Tool Co. Model Cintilathe "Trray Top" 12}i x 36)

(40-L-26).
	19 Jun

52



	9-9072-2
	Operation

and maintenance:

L-horsepower,

115-volt,

60-cycle,

single-phase,

WJ-inch capacity, 14-inch minimum-swing, sensi

tive bench-type drill press (Fameo Model 80) (40-P-1174).
	30 Dec 54



	9-9074-1
	Operation and maintenance: Universal current, 110 v, combina-

tion brake relining machine; floor type (Barrett Model 51CG)

(40-M-3); bench type (Barrett Model 51CG) (40-M-3-50).
	5 Nov 51



	9-9083-1
	Operation

and

maintenance: Single-phase,

60-cycle,

220-volt,

metal spraying fuse-bond machine (Metallizing Engineering

Model C).
	16Jun

52



	9-9087-3
	inch capacity,

Operation and maintenance:

single-phase, 60-

cycle, 115-volt, long-column, floor-type, drill press, with bench

bracket (Boice-Crane Co. Model 1699) (40-P-1179).
	25 Jun 54



	9-9088-1
	nut runner

and

maintenance: Reversible

Operation

electric

(Black & Decker Model 19) (40-R-3925).
	11 Jan 52



	9-9090-2
	Operation and maintenance: 7-inch disk, universal current, 115-

volt, disk type, portable electric sander (United States Electri

cal Tool Model HSHD7) (40-S-28).
	9 Jun 54



	9-9090-3
	Operation and maintenance: Universal current, 115-volt, 7-inch

disk, heavy-duty,

disk type, hand, portable electric sander

(Black & Decker Manufacturing Co. Model R) (40-S-28).
	25 Feb 52



	9-9094-1
	Operation and maintenance: 8 x 16-inch capacity, single-phase, 60-

horizontal metal cutting

cycle,

110/220-volt,

Yz-horsepower,

(machine), band saw (W. F. Wells Model H) (40-S-567).
	15 Nov 54



	9-9097-1
	Operation and maintenance: Single-phase, 60-cycle, 110-volt, Y4-

horsepower, vertical, metal-cutting (machine) band saw (Con

tinental Machines, Inc., Model DoAll ML) (40-S-570).
	2 Jul

54



	9-9101-1
	Operation and maintenance: Vapor-solvent-type degreaser tank

(Topper Model C-90-E, formerly Circo Model C-90-E) (40-T

35-200).
	10 Sep

52














	NO.
	TITLE
	DATE
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	9-9102-1
	Operation and maintenance: Distributor tester, 110 volt, 60 cycle,

single phase (Joseph Weidenhoff, Model 1059).
	25 Mar 53
	



	9-9103-1
	Operation and maintenance: 11-volt, universal-current, armature

mica undercutter (Allen Electric & Equipment, Model E-159)

(40-U-300).
	8 Oct 54
	



	9-9104-1
	Operation and maintenance: Universal current, 110-volt, electric

valve reseating outfit (The United States Electrical Tool Co.)

(40-V-530).
	29 Nov 51
	



	9-9104-2
	Operation and maintenance: 110-volt

universal current electric

valve reseating outfit (Black & Decker Manufacturing

Co.

Van Dorn Electric Tool Co., Model 525) (40-V-530).
	25 Nov 52
	



	9-9104-4
	Operation and maintenance: Universal current, 110-volt, electric

valve reseating outfit (Black & Decker Manufacturing Co.

Model 423) (40-V-527-75).
	12 Mar 52
	



	9-9107-2
	Valve refacer, wet type, Y4- to %-inch capacity, universal-current,

110-volt (Black & Decker Model 550-P) (40-V-505).
	13 Jul
	563



	9-9116-1
	Operation and maintenance: Y4 inch bolt capacity, 34 inch square

drive

impact-type

reversible

pneumatic

wrench

(Ingersoll

Rand Model 510) (40-W-1094).
	11 Jan 54
	



	9-9119-1
	and

Operation

maintenance:

square-drive-

110-volt,

Y-inch,

impact-type reversible electric wrench (Ingersoll-Rand Co. size

4U Model C) (40-W-1010-750).
	23 Jul
	52



	9-9603
	Control systems director, tester-17-T-5505-63.
	7 Aug 53
	



	9-9604
	Operation and maintenance: Voltage regulator and power distri-

bution panel 17-P-550-15.
	31 Dec 52
	



	9-9605
	Operation and maintenance: Data smoothing network tester 17-

T-5548-700.
	3 Oct 52
	



	9-9606
	Operation and maintenance: Contact and zero set tester 17-T-

5505-60.
	1 Apr 52
	



	9-9607
	Operation and maintenance: Pad resistance tester 17-T-5547.
	4 Apr 52
	



	9-9608
	Operation and maintenance: Oscillator tester 17-T-5546-300.
	17 Jan
	52



	9-9609
	Operation and maintenance: Modulator amplifier tester 17-T-

5538.
	10 Mar 52
	



	9-9610
	and maintenance: Electronic rate generator

Operation

tester

(17-T-5519).

Changes 1
	7 Mar 52
	



	9-9611
	Operation and maintenance: Tracking receiver electric tester 17-

T-5515.
	15 Jul
	52



	9-9612
	Operation and maintenance: Height finder element electric tester

17-T-5506-825.
	11 Sep
	52



	9-9614
	Operation and maintenance: Amplifier tester 17-T-5504-125.
	4 Apr 52
	



	9-9615
	Operation and maintenance: Null voltage tester (large)

17-T-

5546-200 and null voltage tester (small) 17-T-5546-210.
	20 Mar 52
	



	9-9616
	Operation and maintenance: Rectifier and voltage tester 17-T-

5547-350.
	10 Mar 52
	



	9-9617
	Operation and maintenance: Tester unit 17-T-5502-75 (Westing-

house type PM-32 style 1342842) (AC-DC volt-ohm-milliam

meter).
	15 Jul
	52



	9-9618
	Radar test equipment, Model TS-295/UP.
	29 Apr 52
	



	9-9826-1
	Operation and maintenance: Universal-current, 110-volt, combi-

nation countersinking, drilling, grinding, and riveting brake re

lining machine, bench type (Star Machine & Tool Co. Model

35M) (40-M-3-50); floor type (Star Machine & Tool Co. Model

35S) (40-M-3).
	3 Dec 54
	



	9-9826-2
	Operation and maintenance: Universal current, 110-volt, bench-

type combination countersinking, drilling, grinding, and rivet

ing brake relining machine (Chicago Rivet & Machine Co.

Model LO-648) (40-M-3-50).
	6 Dec 54
	



	9-9828-1
	Operation and maintenance: 25/6- to 5y2-inch capacity, 110-volt,

portable cylinder boring machine (Van

single-phase,

60-cycle,

Norman Machine Models 777 and 777-8) (40-M-4).
	1 Nov 54
	













	NO.
	TITLE
	DATE




	
	QUARTERMASTER
	



	10-206
	Kitchen cars, supplies, equipment, and rations,

Changes 1, 2, 3
	16 Jun 45



	10-210
	Inspection of subsistence supplies.
	23 Sep

40



	10-215
	Sales commissary operation.
	24 Jun 48



	10-228
	Fitting of shoes and socks.
	15 Feb 46



	
	Changes 1
	



	10-250
	Storage of Quartermaster supplies.

Changes 1
	15 Dec 50



	10-260
	Quartermaster salvage in the theater of operations.
	29 Oct 48



	10-262
	Shoe repair machines (Landis and American).

Changes 1
	1 Oct

46



	10-263
	Clothing and textile repair sewing machines.

Changes 1
	18 Jun

47



	10-264
	Overedge tack button and snap fastener machines.

Changes 1
	17 Oct 49



	10-267
	Repair of clothing and textiles.
	25 Aug 50



	10-268
	Repair of footwear and leather goods.
	10 Feb 48



	
	Changes 1, 2, 3, 4
	



	10-269
	Repair of canvas and webbing.
	20 Jul

48



	10-270
	Repair of Quartermaster items of general equipment.

Changes 1, 2
	28 Jul

49



	10-275
	Principles of cold weather clothing and equipment.

Changes 2
	26 Oct

44



	10-351
	Operating instructions and parts lists: Mobile laundry unit W-

950-QM-3270.
	21 Sep

42



	10-354
	Quartermaster fixed laundry; organization, operation and equip-

ment.

Changes 1, 2, 3, 4, 5
	9 Sep

47



	
	Quartermaster base depot company.
	



	10-367
	War dogs.
	31 Oct 44

I Jul



	10-396

10-401
	Food service supervision.
	43

14 Apr 48



	10-402
	Mess management.

Changes 1, 2
	21 Mar 51



	10-402A
	Mess management workbook.
	20 Nov 51



	10-405
	The Army cook.

Changes 1, 3, 4
	28 Aug 46



	10-405A
	Cook's workbook.
	2 May 51



	10-410
	The Army baker.
	18 Apr 45



	
	Changes 1, 2
	



	10-412
	Recipes.

Changes 1
	14 Nov 50



	10-417
	Garrison bakery operations.

Changes 1
	19 Jan 48



	10-418
	Meat processing ration issue.

Changes 1, 2
	21 Feb 52



	10-420
	Emergency food plants and poisonous plants of the islands of the

Pacific.
	15 Apr 43



	110-445
	The machinist.
	12 Nov 41



	110-450
	Sheet metal work; body, fender, and radiator repairs.
	21 Nov 41



	10-455
	The body finisher, woodworker, upholsterer, painter, and glass-

worker.
	13 Mar 42



	10-466
	Handling petroleum products.
	1 Feb 46



	10-530
	Principles of packing and rigging aerial delivery containers.
	3 Jun 52



	10-531
	The C-119 monorail system C-beam and I-beam.
	12 May 52



	10-533
	Aerial delivery of A-22 containers.
	8 Jul

52



	10-591
	Sewing machines for the repair of parachutes and allied equipment

(Singer, Models 112w116; 131w113;

7-33; 97-10; 17w15; 55-5; and
	19 Jan 53



	10-600
	111w151).

Office machine repair shop.
	7 Jan 55



	10-602
	Royal typewriter maintenance and repair.
	6 Jan 55



	10-610
	Refrigeration.
	12 Jun 43



	
	Changes 1
	





1 Responsibility for this technical manual has been assigned to the Chief of Ordnance.
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	10-616
	Shelter, tent-type, portable, sectional.

Changes 1
	1 Sep

49



	10-626A
	Operating instructions for Addressograph Class 700.
	11 Feb 52



	10-626B
	Reference book for Addressograph Class 1900.
	11 Feb 52



	10-626C
	Operating instructions for Graphotype Class 6100.
	11 Feb 52



	10-626D
	Reference book for Graphotype Class 6300.
	11 Feb 52



	10-632
	Kits, fingerprint.
	16 Feb 55



	10-633
	Canvas repair kit.
	48

10 Sep



	10-701
	Range, field, M-1937.

Changes 1
	10 Dec 45



	10-702
	Heaters, immersion type, for cans and tank trailers.

Changes 1
	5 Jun 52



	10-703
	Outfit, cooking, small detachment.

Changes 1
	4 Jun 52



	10-706
	Field bakery, portable, M1942.
	9 Jun 52



	10-708
	Stove, cooking, gasoline, M-1950, one-burner.
	26 Oct 51



	10-710
	Coffee roasting and grinding plant, Model 601.
	11 Jun 52



	10-725
	Stove, tent, M1941, complete, and burner, oil stove, tent, M1941.

Changes 1
	19 Mar 52



	10-730
	Heaters, tent, gasoline, 250,000 Btu, Herman-Nelson (Model GT-

3077) and Silent Glow.
	2 Jun 52



	10-735
	Stove, Yukon, M1950.

Changes 1
	14 Feb 52



	10-750
	Chaplain's folding organ.
	24 Feb 48



	10-751
	Organist's manual for electronic organ AN/TNP-1.
	19 Dec 49



	10-752
	Organ, electric, Wurlitzer.
	17 Jun 52



	10-1010
	Ovens, baking, roasting and broiling; electric, gas, and oil fired.
	2 Oct

52



	10-1020
	Griddles, electric and gas.
	9 Sep

52



	10-1030
	Fryer, deep fat, electric, heavy duty, hotel type (Hotpoint, Models

K32 and K46).
	9 Dcc 52



	10-1050
	Dishwashing machine, Hobart, Model 165DA.
	10 Oct 52



	10-1080
	Army range No. 5.

Changes 1
	28 Sep 51



	10-1102
	Dispensing pump, hand-driven, type A-4C.
	6 Jul

54



	10-1103

10-1115
	Quartermaster petroleum handling equipment.

Pump, centrifugal, gasoline-dispensing, portable, gasoline-engine-

driven, capacity 225 gpm-50-foot head, Renown Model 5-14-122,

and Gary Model 3307B.
	25 Jun 54

15 Jun

53



	110-1120
	Parts list: Truck, ½§-ton, 4 x 4, Dodge.
	24 Jul

41



	10-1125
	Pump, centrifugal, gasoline-dispensing, portable, gasoline-engine-

driven, capacity 50 gpm-100-ft. head (Barnes

Models 4059CA

and 9117CA).
	13 Feb 52



	1 10-1129
	Maintenance manual: Car, 5-passenger, Chevrolet (BG).
	30 Oct 41



	10-1130
	Tank, liquid fuel, collapsible, 900- and 3,000-gallon.

Changes 1
	18 Dec 51



	1 2 10-1133
	Maintenance manual: Chevrolet passenger car.
	I Oct

41



	10-1135
	Portable gasoline dispenser, Habhegger (Model PD-1 and PD-

1A); combined maintenance manual and parts list.
	6 Jan 43



	10-1140
	Cleaning machine fuel can and drum (Barnes).
	24 Jun 52



	2 10-1149
	Instruction manual for Plymouth cars (code Pl).
	28 Aug 41



	1 10-1151
	Maintenance manual: 5-passenger sedan, Plymouth.
	28 Aug 41



	12 10-1154
	Parts list: Truck, >3-ton, 4 x 2, Dodge, Models WC-36, WC-37,

WC-38, and WC-39.
	15 Dec 41



	110-1155
	Maintenance manual: >-ton, 4 x 2 ,chassis, Dodge trucks.
	30 Oct

41



	10-1158
	Petroleum testing kit.
	12 Jul

54



	110-1162
	Parts price list: Chevrolet, 1942,

/4-ton, series 3101 (4 x 2) supple-

mented for 3/-ton R. H. Dcab with pickup box, Chevrolet

Model 3604, contract number DA-W-298 QM54.
	6Nov 41



	10-1169
	Semi-trailer, 10-ton, 2-wheel (2dt), van body, Highway Model

SKD-2161; combined maintenance manual and parts list.
	20Apr 42





I Responsibility for this technical manual has been assigned to the Chief of Ordnance.

&# x27; No stocks-do not requisition.
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	10-1171
	Parts list and maintenance manual: Semitrailer, 10¼1-ton gross,

van body, 2-wheel (2dt), Highway Trailer Co., Model No.

SKID-2215.
	20 Apr 42



	12 10-1182
	Parts list: Truck, 6-ton, 6 x 6, Mack.
	26 Sep

41



	1 210-1183
	Maintenance manual: Truck, 6-ton, 6 x 6, Mack.
	26 Sep

41



	10-1185
	Tank, liquid storage, metal, skid-mounted, 750-gallon.
	30 Aug 54



	110-1213
	Operation and maintenance manual and parts list for Carter trail-

ers; semitrailer, 6-ton, 2-wheel (2dt), textile repair equipment

van.
	3 Jul

42



	110-1217
	Semitrailers, 5- and 6-ton, 2-wheel (2dt), van, Gramm (Model

D F-75).
	18May42



	110-1230
	Trailer, ¼4-ton, 2-wheel, cargo, 1942-43, Willys, MBT.
	5 Jul

42



	110-1247
	Maintenance manual: Chevrolet, U-ton (right drive), 4 x 2, truck,

Model 3116.
	15 Nov 41



	1 10-1251
	Maintenance manual: Chevrolet ¼J-ton (LC), 4 x 2, truck, Models

3103, 3104 & 3116.
	15 Nov 41



	2 2 10-1278
	Operation and maintenance manual with parts list and illustra-

tions: Alemite dispenser, grease, portable, Model 6711.
	6 Jul

42



	1 2 10-1294
	Combined maintenance manual and parts list: Semitrailer, Frue- 22 Oct 41

hauf (Model 220-S).
	



	1 2 10-1300
	Parts list and maintenance manual: 6-ton, 2-wheel, semitrailer

with combination stake and platform body, Model GSW-2.
	10 Sep 42



	1 10-1301
	Chevrolet 1941 shop manual.
	15 Oct 41



	1 2 10-1303

10-1304
	Chevrolet shop manual, 1941, passenger cars.

Refrigerator, mechanically cooled, electric, 65-cubic-foot (Warren,

Model US 65 reach-in type).
	15 Oct 41

19 Nov 52



	l

10-1305
	Shop manual, 1941, Chevrolet trucks.
	15 Oct 41



	210-1307
	Maintenance manual and parts list: Semitrailer, 2-wheel (2dt),

10-ton gross, refrigerator Trailmobile, Model TD-42.
	Dec 43



	10-1310
	Refrigerator, portable, walk-in, plug-in type (150 cubic feet) (cabi-

net only).

Changes 1
	1 Feb 52



	10-1310B
	Refrigerating unit, electric motor driven, ¼-ton capacity (U. S.

Thermo Model Q-15-E).
	3 Mar 52



	10-1311
	Refrigerating unit, gasoline-engine-driven,

¼-ton capacity (U. S.

Thermo Model Q-15-G), for refrigerator, portable, 150 cu. ft.

capacity.
	13 Jun 52



	1 2 10-1315
	Combined parts list and maintenance manual: Semitrailer, 2-wheel

(2dt), shoe repair van (Model W-8120) and 10-ton gross van

(Model W-8125).
	15 Jul

42



	12 10-1321
	Maintenance manual, Chevrolet truck, 1¼ton (LC), 4 x 2, truck

cab over engine.
	15 Mar 42



	10-1330
	Refrigerated warehouse, prefabricated, No. 2 (capacity, 1,800 cubic

cubic feet).

Changes 1
	18 Oct 51



	10-1335
	Refrigerated warehouse, prefabricated, No. 1 (capacity 600 cubic

feet).

Changes 1
	26 Mar 52



	110-1343
	parts list and

Combined

maintenance

manual:

Semitrailer,

6-ton, Dorsey (Model D-8).
	1 Dec 42



	10-1350
	Refrigerating unit, gasoline-engine-driven (U. S. Thermo Model

MQ-51 for refrigerated warehouses of 600, 1,800 and 3,000 cu. ft.

cap.).
	5 Jun 52



	110-1363
	Parts list and maintenance manual: Semitrailer, 6-ton, van, and

6-ton, stake and platform, Highway Models SKD-2269 and

SKD-2267.
	26 Nov 42



	10-1365
	Semitrailer, 724-ton,

2-wheel, refrigerator, lightweight (Brown

Model QST-120 without refrigerating unit).
	27 May52



	10-1366
	Refrigerating unit, gasoline-engine-driven,

¼-ton capacity (U. S.

Thermo Model K-10) for 2-wheel, lightweight 7'/-ton, semitrailer
	25 Jul

52



	
	refrigerator.
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	I 2 10-1368
	Parts list: Truck, ½-ton, 4 x 4, Dodge.
	15 Dec 41
	



	110-1372
	Combined parts list and maintenance manual: Semitrailer, 2-

wheel (2dt) Highway (Model SKD-1815).
	1 Dec
	41



	I 2 10-1375
	Maintenance manual for car, Fordor sedan Ford, Models2GA730

and 21A73C.
	5 Jul 42
	



	10-1379
	Maintenance manual: Y2-ton, 4 x 2, chassis, Dodge trucks.
	1 Feb 42
	



	110-1381
	Trailer, 10-ton, 2-wheel, van, Highway (Model 2270).
	10 Jan
	43



	210-1399
	Operator's and maintenance

manual with parts list: Cushman

Auto-Glide, Model 32, with side car.
	Mar 45
	



	10-1405
	Bath unit, field, mobile, 24-showerhead, M1950.

Changes 1
	12 Feb 42
	



	I 2 10-1429
	Maintenance manual and parts list: 4-wheel trailer, Modol T-15,

Corbitt Co.
	5 Feb 42
	



	12 10-1436
	Parts list: Truck, M-ton, 4 x 2, Ford.
	4 Feb 42
	



	1 2 10-1437
	Maintenance manual for Ford truck,

2-ton, 4 x 2, Models 2GC

(6 cyl.), 21C (8 cyl.).
	15 Sep
	42



	110-1447
	Maintenance manual: U. S. Army, Mack, Model NM-5, 6-ton,

6 x 6, prime mover truck.
	10 Feb 42
	



	10-1451
	Maintenance manual; 2½2-ton, 6 x 6, Model AFKWX-353 truck,

built for United States Army.
	23 Apr 42
	



	1 2 10-1477
	Maintenance manual: U. S. Army, Mack, Model NM-5, 6-ton,

6 x 6, prime mover truck.
	10 Feb 43
	



	1 2 10-1481
	Combined maintenance manual and parts list: Bicycles, Colum-

bia.
	2 Mar 42
	



	10-1546
	Parts list: Truck, 5-ton, 4 x 2, Mack: model EH, conventional cab;

model EHU, coe type cab; model EHT, tractor-conventional

cab; model EHUT, tractor coe type cab.
	Aug 42
	



	10-1600
	Organizational

preventive maintenance

services and technical

inspections of materials handling equipment.

Changes 1, 2
	6 Apr 53
	



	101601A
	Truck, fork, gasoline, 2,000-pound with 24-inch load center, 130-

inch lift, solid rubber tires, (Buda Models FB 20/24 and FB 20/24

RS).
	3 Mar 53
	



	10-1602A
	Truck, fork, gasoline, 2,000-pound, 24" load center, 130-inch lift

(Clark Clipper CE-2024).
	5 Jan
	53



	10-1602B
	Truck, fork lift, gasoline (Clark "Carloader").
	7 Jan
	52



	10-1602D
	Truck, fork lift, gasoline (Clark "Planeloader"), 1949-1951.

Changes 1
	5 Mar 52
	



	10-1602E
	Truck, fork lift, gasoline (Clark "Yardlift 60").

Changes 1
	20 Mar 52
	



	10-1602F
	Truck, fork, gasoline, 15,000-pound, 210-inch lift, Clark, "Yardlift

150".
	30 Dec 52
	



	10-1603A
	Truck, fork, gasoline, 3,500-4,000 lb., 144" lift (Gibson Models GF-

4013 and GF-5016S).
	4 Jun 52
	



	10-1603C
	Truck, fork, gasoline, 15,000 lb., 210 in. lift (Gibson GF 15-355

and GF 15-3513) (QM stock No. 66-T-1013-100).
	21 Jul
	52



	10-16050
	Truck, Motowlift forklift, gasoline (service caster Model DP-

4024).
	30 Nov 51
	



	10-1605D
	Truck, fork, gasoline, 4,000 lbs., 144" lift (service caster S-4024).

Changes 1
	22 Aug 52
	



	10-1607A
	Truck, fork, gasoline, 15,000 lb, with 24-inch load center, 210-inch

lift, pneumatic tire (Gerlinger-Carrier Model PH-130; Army

Model MHE-144).
	14 Dec 53
	



	110-1609
	Maintenance manual and parts list: Semitrailer, 2-wheel, 10-ton,

refrigerator (Gramm Model SR-120).
	22 Sep
	43



	1 210-1611
	Combined operations and maintenance manual and parts list:

10-ton refrigerator, van semitrailer.
	10 Jul
	43



	10-1612

10-1613
	Bathing unit, field, portable, Cleaver-Brooks Model EC-4.

Maintenance manual and parts list: Semitrailer, 2-wheel, mobile

laundry unit, Gramm SL-226.
	30 Aug 42

25 Oct
	43
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	10-1614
	Combined operation and maintenance manual and parts list:

Semi-trailer refrigerating unit, York Ice Machlinery Corp.
	9 Jul

43



	10-1616
	Bath unit, field, mobile, 24 shower head (Orr and Sembower 2B-24

and 3B-24).
	14 Nov 47



	'10-1618
	Parts list and maintenance manual: Semitrailer, 6-ton, van body,

2-wheel (2dt), Model T-8, Timpte.
	15 Dec 43



	10-1619
	Quartermaster materials handling equipment.

Changes 1, 2, 3
	31 Mar 45



	10-1621
	Heater, tent, gasoline, Herman Nelson "GT-3600-20".
	14 Nov 47



	10-1622
	Truck, fork lift, gasoline, Clark Utilitruc, Cleveland "6000."
	22 Mar 50



	10-1623
	Tractor (wheeled), warehouse, Case V. A. I. W. (gasoline) parts

list.
	15 Aug 45



	10-1625
	Refrigerator, field, portable (26-

cubic ft.).
	17 Jun 44



	10-1626
	Truck, fork lift, gasoline, (Towmotor LT-40 and LT-44).
	15 Jul

45



	2 10-1627
	Truck, fork lift, gasoline (Towmotor LT-46, 50, 53, 56, 62, and 72).
	16 Sep

45



	10-1629
	Tractor, warehouse, gasoline, 4-wheel, pneumatic tire, capacity

7,500-lb., drawbar pull, Case LAI and Case LAI-RS.
	21 Jun

53



	10-1631
	Dishwashing and sanitizing machine, Models 180DA and 300DA.
	19 Nov 43



	10-1632A
	Truck, fork, gasoline, 2,000-lb. 130-inch lift (Yale & Towne Lift 26 Sep

King KG51T-20H).
	52



	10-1632B
	Truck, fork lift, gasoline, 4,000lb., 144"-lift (Yale & Towne Yard-

king "40").

Changes 1
	11 Feb 52



	10-1634
	Refrigeration unit, portable, 150 cubic feet, stock No. 66-R325.

Changes 1
	8 Aug 44



	10-1635
	Tractor, wheeled, gasoline

(service caster and truck, "TT-3-

ONC" and "TT-4S-ONC").
	26 Mar 45



	10-1636
	Truck, fork lift, gasoline (Berry "FHLT-3").

(Now service.)
	15 Sep

45



	10-1637
	Tractor, wheeled, gasoline (Clark "Clarktor 6").
	4 Nov 49



	10-1639
	Truck, fork lift, gasoline (Clark "Clipper").
	21 Apr 49



	10-1640
	Truck, fork lift, gasoline (Clark "Planeloader"); operator's and

maintenance manual and parts list.
	15 Jun 45



	10-1641
	Tractor, wheeled, gasoline (Clark "Clarkat B").
	I Sep

45



	10-1642
	Truck, fork lift, 15HT, 181T, & 19HT, Ross Carrier and Aetna

Standard Engineering.
	15 May 45



	10-1643
	Truck, straddle, gasoline, 4-wheel, pneumatic tire, 30,000-lb ca-

pacity, Ross Carrier.
	1 Jun 54



	10-1644
	Crane, wheeled, gasoline (Hyster "KB and KC").
	26 Sep 46



	10-1645
	Truck, fork lift, gasoline, Hyster RT 150.

Changes 1
	9 Jan

48



	10-1646
	Truck, straddle, gasoline, Hyster MH-5778 and MH-6370.
	16 Sep

47



	10-1647
	Crane, wheeled, gasoline (Service Supply "W-6-C and W-6-C1"),

on tractor, Case, "DI".
	5 Apr 46



	10-1650
	Crane, wheeled, gasoline (Silent Hoist & Crane "A", "AX," & 30 Aug 45

"AY").
	



	10-1651
	Truck, fork lift (electric-sparkproof), Automatic Transportation

Co., Model THTF-L.
	20 Nov 44



	10-1653A
	Truck, fork, electric, 2,000-pound, with 24-inch load center, 130-

inch lift, solid rubber tire (Baker-Raulang FSHEG 20/48 and

FSHG 20/48).
	5 Nov 53



	10-1653B

10-1654A
	Truck, fork, electric, 4,000-lb, 144" lift, Baker FTHEG 40/48.

Truck, fork, electric, 2,000-lb., with 24" load center, 130" lift, solid

rubber tire (Clark Clipper Ece 2024) (S. N. 66-T-994-100) and

truck, fork, electric, sparkproof, 2,000-lb., with 24" load center,

130" lift, solid rubber tire (Clark Clipper Ece 2024 SE) (S. N.

66-T-987-40).

Changes 1
	16 Sep

52

7 May 53



	10-1654B
	Truck, fork, electric, 4,000-pound, with 24-inch load center, 144-

inch lift, solid rubber tire (Clark, ECL-4024 and ECL-4024-SE).

Changes 1
	14 Aug 53
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	10-1654D
	Truck, fork, electric, sparkproof, solid-rubber tire, 6,000-pound

capacity, 168-inch lift, (Clark Utilitruc EUT-B-6024 (SE)).
	17 Dec 54



	10-1660
	Pump, gasoline dispensing, mobile, gasoline-engine-driven,

100

gals per minute (Habhegger "PM-100").
	15 Jun 45



	10-1661
	Tractor, wheeled, gasoline (Hebard "A-3 Victory").
	1 Aug 45



	10-1662
	Tractors, wheeled, gasoline (Hebard "J233-J233N").
	30 Nov 45



	10-1663
	Crane, wheeled, gasoline (Hughes-Keenan "MC4"-), on tractor,

International Harvester, I-9.
	27 Oct

45



	10-1665
	Crane, wheeled, gasoline, (Hughes-Keenan "MC2R"), on tractor,

International Harvester, I-9.
	9 Oct 45



	10-1666A
	Tractor, warehouse, gasoline, 2,600-pound drawbar pull, 4-wheel,

pneumatic tire, Buda TG-26 and TG-26 (RS).
	4 Nov 53



	10-1667
	Tractor, wheeled, gasoline (Mercury "Banty").
	20 Jun 45



	10-1668
	Outfit, delousing, gasoline-engine-driven (Definace).
	15 Sep 45



	10-1670
	Laundry, portable, skid-mounted, small detachment (Prosperity

"PLSD," and American "ALSD").

"LSD,"
	20 Oct 45



	10-1671A
	Tractor, warehouse, gasoline, 4,000-pound, drawbar pull, Clark

Clarktor 40 and 40RS.
	14 Aug 53



	10-1672A
	Tractor, gasoline, 4,000-pound drawbar pull, 4-wheel pneumatic

tires (Mercury Super-Huskie A-452-54).
	4 Dec 52



	10-1673
	Semitrailer, 2-wheeled, 10-ton refrigerator (lightweight).
	15 Jul

47



	10-1674
	Semitrailer, 2 wheel, 10 ton gross, refrigerator (Hyde Corp.).
	Apr 45



	1 2 10-1679
	Maintenance manual: Truck, 7i-ton, 6 x 6, prime mover, Mack.
	10 Apr 43



	10-1680
	Laundry, mobile, two-trailer type.

Changes 1
	8 Dec 49



	10-1680A
	Laundry, mobile, two-trailer type, trailer No. 1, washer trailer

& PLMW-51A;

TLMW-51

trailer No. 2,

tumbler trailer,

TLMT-51 & PLMT-51A.

Changes 1
	8 Aug 52



	10-1681
	Refrigerator, portable, chest-type (25 eu ft).
	15 May 45



	10-1683A
	Tractor, warehouse, electric,

2,000-lb drawbar pull (Crescent

Model JN-2), and tractor, warehouse, electric, 4,000-lb drawbar

pull (Crescent Model MW-4).

Changes 1, 2
	4 Jun 52



	10-1685
	Truck, pallet, hand, electric lift (Yale & Towne "Worksaver").
	23 Oct 51



	10-1689
	Machines, washing, laundry, domestic (Thor).
	9 Oct 45



	10-1690A
	Industrial motive power storage batteries for materials handling

equipment.
	29 Jul

54



	10-1691
	Chamber, fumigation, methyl bromide, portable, type I.
	Dec 47



	10-1692A
	Crane, warehouse, mobile, sluing, gasoline, 10,000-pound capacity,

Hughes-Keenan V-10 and V-10 (RS).
	29 Oct

53



	10-1693
	Pump, gasoline dispensing, mobile, gasoline-engine-driven,

100-

gals per minute (Heil "BW-319").
	15 Feb 46



	10-1695
	Chamber,

fumigation, methyl bromide,

nonportable (Walter

Haertel) .
	31 Oct 46



	10-1696
	Bath, unit, field, mobile, 24-showerhead (Cleaver-Brooks "EC-

8D").
	19 Jun 46



	10-1697
	Cleaner, drum, portable, gasoline-engine-driven (Heil).
	17 Feb 46



	10-1669A
	Tractor, warehouse, gasoline, 4-wheel, pneumatic-tire, 7,500-pound

drawbar pull, Minneapolis-Moline UTIL-M.
	17 May 54



	10-1699C
	Oven trailer of bakery unit, mobile, M-1945.

Changes 1
	14 Oct 49



	10-1699D

10-1699E
	Flour sifter for field bakeries.

Cabinet, proofing, insulated, portable, 36-pan capacity, for bakery,

mobile, M-1945.

Changes 1
	29 Jun 51

20 Nov 51



	10-1 702
	Cooling Appliance Corp

Cabinets, storage, ice cream, Ice

Models KE44, 64, 84, and GE 6, 10.
	9 May 52



	10-1706
	Ice cream plant, portable (23,-40 gallons) (Mills Industries, Inc.,

Emery Thompson Machine & Supply Co., and Refrigeration

Corp. of America).
	1 May 46
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	10-1707
	Portable ice cream plants, 24-40 gallons, electric motor gear drive.
	23 Feb 51



	10-1707A
	Ice cream plant, portable, 2W2-gallon freezer and 40-gallon harden-

ing capacity (Tekni-Craft-Taylor, Model 10-QM).
	23 Dec 52



	10-1709
	Ice cream plant, portable 23-gallon freezer and 40-gallon harden-

ing capacity (Emery Thompson, Model 603).
	21 Nov 52



	10-1805
	Crosley engine.
	23 Oct

51



	10-1806
	Onan gasoline engine, Models CK-S/175J,

CK-MS/190J, and

CK-S-/199J.
	7 Oct 52



	10-1807
	Generator set, alternating current, 120- or 208-volt, 60-cycle, 1-phase

or

gasoline-engine-driven,

5-KW

3-phase,

(Onan,

Models

5ACK-1M/299 and 5ACK-4M/300).

Changes I
	10 Nov 52



	
	SIGNAL
	



	Ell-219
	'Directory of German radar equipment.
	20 Apr 45



	11-226
	Radio sets AN/FRC-27 and AN/TRC-34.
	9 Jul

54



	11-229
	Radio receiving sets AN/FRR-36 and AN/VRR-7.
	3 Dec 54



	11-230C
	Radio set SCR-694-C.

Changes 1, 2
	15 Aug 44



	11-232
	Radio set SCR-177-B.

Changes 2
	9 Aug 41



	11-233
	Radio set SCR-188-A.
	31 Mar 42



	11-235
	Radio sets SCR-536-A, -B, -C, -D, -E, and -F.

Changes 2
	31 May 45



	11-242
	Radio set SCR-300-A.

Changes 1, 2
	26 Feb 45



	11-243
	Radio set SCR-291-A.

Changes 1
	1 Sep

49



	11-244
	Radio sets SCR-281-A, -B, and -D.

Changes 1
	28 Apr 45



	11-252
	Radio set AN/TRC-28.
	5 Aug 54



	11-256
	Radio set SCR-502.
	8 Jan 45



	11-257
	Frequency shift exciters O-39/TRA-7,

0-39A/TRA-7, O-39B/

TRA-7 and 0-39C/TRA-7.
	5 Jun 52



	11-259
	Radio set AN/PRT-1.
	16 Jun

45



	11-260
	Radio set SCR-616.

Addenda
	21 Jun 45



	
	Changes 1, 2
	



	11-261
	Dual diversity converters CV-31/TRA-7, CV-31A/TRA-7, CV-

31B/TRA-7, CV-31C/TRA-7, and CV-31D/TRA-7.
	11 Jun 52



	11-262
	Control units C-292/TRA-7, C-292A/TRA-7, and C-292B/TRA-

7.
	14 Apr 52



	11-263
	Radio set AN/GRC-9.

Changes 1, 2, 3
	I Mar 51



	11-264
	Radio set AN/GRC-26.

Changes 1
	11 Dec 50



	11-264A
	Radio sets AN/GRC-26/A, AN/GRC-26B, and AN/GRC-26C.

Changes 1, 2
	6 Jan

53



	11-265
	Radio set AN/PRC-5.
	21 Jun 44



	IS] 11-267
	[Classified].
	17 May 45



	11-268
	Repeater equipment AN/TRA-6 (XC-I1).
	17 May 45



	11-269
	Radio sets AN/TRT-1 and AN/TRR-2.

Changes 1
	10 Oct 49



	[C] 11-270
	[Classified].
	3 Apr 45



	11-271
	Rawin set AN/GMD-1.

Changes 1
	15 Dee 50



	11-271A
	Rawin set AN/GMD-1A.
	20 Aug 54



	11-273
	Radio sets SCR-193-D, -G, -H, -J, -K, -KB, -KW, -L, -M, -P,

-Q, -R, -S, -T, and -U.
	2 May 45



	11-274
	Instruction book for radio set AN/GRC-19.
	27 Apr 54



	11-277
	Radio set AN/VRC-1.
	17 Jun 44



	11-281
	Radio sets SCR-399-A an/SCR-499-A.
	31 Mar 45



	
	Changes 1, 2
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	11-281A
	Radio set SCR-499-C.
	



	
	
	18 Jan

54



	11-281B
	Radio set AN/GRC-38.
	24 Dec 53



	11-283
	Radio sets AN/VRC-6, -6X, and -6Y.
	30 Jul

54



	11-284
	Radio sets AN/ORC-3, -4, -6, -6, -7, and -8.

Changes 1, 2, 3
	13 May 53



	11-285
	Radio set AN/VRC-7.

Changes 1, 2, 3
	20 Mar 51



	11-286
	Radio sets AN/VRC-8, AN/VRC-9, and AN/VRC-10.

Changes 1, 2
	6 Mar 51



	11-287
	Radio sets AN/VRQ-1, AN/VRQ-2, and AN/VRQ-3.

Changes 1, 2
	19 Mar 51



	11-288
	Radio set AN/PRC-16.

Changes 2
	3 Apr 51



	11-289
	RT-66/GRC,

Receiver-transmitters

RT-67/GRC,

and RT-68/

GRC.
	3 Dec 53



	11-290
	Receiver-transmitter RT-70/GRC.

Changes 1, 2
	4 Apr 51



	11-291
	Radio sets AN/VRC-13, AN/VRC-14, and AN/VRC-16.

Changes 1, 2
	7 Mar 51



	11-292
	Radio sets AN/FRC-7A and AN/FRC-17A.

Changes 1
	17 Apr 52



	11-295
	Radio receiving set AN/GRR-5.

Changes I
	8 Aug 52



	11-297
	Radio sets AN/VRC-19, -19X, and -19Y.
	25 Aug 54



	11-296
	Radio set AN/PRC-6.

Changes 1, 2, 4
	16 Oct

51



	11-300
	Frequency meter sets SCR-211-A, B, C, D, E, F, J, K, L, M, N,

O, P, Q, R, T, AA, AC, AE, AF, AG, AUI, AJ, ZK, AL, AN.

Changes 1, 2
	20 Jul

44



	11-302
	Charging set SCR-169.
	30 May 45



	11-303
	Test sets I-56-C, 1-56-D, I-56-H, and I-56-J.
	4 Mar 44



	11-304
	Frequency meter sets I-129-A and I-129-B (absorption type).
	21 Jul 50



	11-306
	Maintenance equipments ME-13-A, B, C, and D.

Changes 1
	5 Aug 46



	11-307
	Signal generators 1-72-0, -H,-J, -K, -L, and -M.

Changes 1, 2
	3 Sun 46



	11-308
	Remote control unit RM-29-(*).
	13 Jan

44



	11-310
	Schematic diagrams for maintenance of ground radio communica-
	



	
	cation sets.
	25 Oct 43



	
	Changes 1, 2, 3, 4, 5, 6, 7, 8
	



	11-311
	Test equipment IE-17-E.

Changes 2
	7 May 43



	11-312
	Remote control equipment RC-47-A, -B, -C,

-D, -G, and -J

(control unit RM-12-(*) and control unit RM-13-(*) and asso

ciated equipment).

Changes 1
	11 Oct

43



	11-313
	Allen Model E-2 unitron rectifier.
	8 Mar 43



	11-315
	Maintenance equipment ME-40-(').

Changes 1
	27 Nov 50



	11-317
	Signal generators 1-208, I-208-A, 1-208-B, I-208-C, and 1-208-D.

Changes 1, 2
	21 Nov 47



	11-318
	Alinement equipment ME-73.
	



	
	
	30 Jul

43



	11-319
	Sweep generator SG-92/U.
	3 Dec 54



	11-321
	Test set I-56-E.
	23 Jul

43



	11-328
	Signal generator Triplett Model 1632.
	21 Oct

44



	11-330
	Switchboards BD-71, BD-72, BD-72-A, and BD-72-B.

Changes 1, 2
	29 Oct 43



	11-332
	Telephone central office set TC-4.
	14 Mar 45



	11-333
	Telephones EE-8, EE-8-A, and EE-8-B.

Changes 1.
	23 Mar 45



	11-334
	Timing and telephone set ML-110.
	11 Jun

46



	11-335
	Telephone central office set TO-I.

Changes 1
	15 Apr 42














	NO.
	TITLE
	DATE
	




	
	SIGNAL-Continued
	
	



	11-337
	Telephone set TA-43-PT.
	16 Jul
	54



	11-336
	Telephone central office set TC-12.
	10 Jul
	45



	11-338
	Telephone central office sets TO-10 and TC-10-A.
	28 Jul
	44



	11-340
	Telephone central office set TC-2 and manual telephone central
	10 Dec 45
	



	
	office AN/TTC-10.

Changes 2
	
	



	11-341
	Telephone terminal sets TC-21-A and TC-21-B (carrier) and
	
	



	
	repeater set TC-23-A (carrier).

Changes 1
	6 Oct
	45



	11-342
	Ringer set TC-24, ringing equipments EE-100-TI ,EE-100-A and

EE-101-A (voice frequency).
	24 Jun 47
	



	11-343
	Relay unit BE-84-A (teletype trunk).
	8 Apr 44
	



	11-344
	Converter M-222 and M-222-A.
	1 Apr 46
	



	
	Changes 1
	
	



	11-345
	Cabinet BE-70-A, -B, -C, -D, -E, -F, -G, -H, -J, -K, -L, -M,

-N, -P, -Q, -R, -S, -U, -AA, and-AB (wire chief's testing).
	3 Jul
	45



	
	Changes 1, 2

Test sets 1-61-B, 1-61-C, I-61-D, and I-61-E.
	
	



	11-346
	Changes 1
	26 Apr 44
	



	11-348
	Telephone repeater set TC-29-A.
	20 Apr 43
	



	11-352
	Printer TG-7-A and teletypewriters TG-7-B and TG-37-B.

Changes 1, 2
	15 Feb 46
	



	11-354
	Telegraph printer sets (teleypewriter) EE-97 and EE-98; teletype-

writer sets EE-97-A, EE-98-A, and EE-102.
	15 Aug 47
	



	11-355
	Telegraph terminal CF-2-A (carrier)
	16 Apr 43
	



	11-355B
	Telegraph terminal set TC-22-B (carrier).

Changes 1, 2
	30 Oct
	46



	11-356
	Radioteletype

terminal equipment AN/FGC-I,

AN/FGC-1C,

and AN/FGC-1X.

Changes 1
	26 Aug 52
	



	11-358
	Telegraph central office set TC-3 and switchboard BD-100.

Changes 1
	17 Sep
	47



	11-359
	Line units BE-77, BE-77-A, BE-77-B, and BE-77-C.

Changes 1, 2
	25 Mar 47
	



	11-360
	Reel units, RL-26-A, RL-S6-B, and RL-26-C.
	21 Jul
	53



	11-362
	Reel units RL-31, RL-31-B, RL-31-C, RL-31-D, and RL-31-E.

Changes 1, 2
	1 Nov 44
	



	11-367
	Vulcanizing equipments TE-54-A, TE-55-A, TE-54-B, and TE-

55-B.
	4 Dec 44
	



	
	Changes 1
	
	



	11-369
	Spiral-four cable.

Changes 1
	24 Aug 43
	



	11-370
	Plow LC-61 (cable).
	12 Jun 44
	



	11-371
	Cables WC-534 (5-pair), WC-535 (10-pair) and cable assemblies

CC-345 and CC-355-A.
	12 Oct 44
	



	11-372
	Lead sheath telephone cable splicing.

Changes 1
	13 May 47
	



	11-375B
	Facsimile equipment RC-120, RC-120-A and RC-120-B, and

facsimile set AN/TXC-1.

Changes 1, 2
	5 Apr 44
	



	11-376
	Bohme tone keyer, type 6E, series B.
	18 Sep
	53



	11-377
	High-speed automatic telegraph tape keying and recording equip-

ment-keying head KY-14/U; keying head drive MX-439/U;

recorder RD-17/U; amplifier AM-103/U; tape puller MX-442/U;
	4 Jul
	44



	
	rewinder reel attachment MX-478/U; magnetic release attach

ment MX-477/U; tape reel MX-480/U; tape bridges MX-481/U,

MX-481A/U, and MX-481B/U.

Changes 1
	
	



	11-377A
	Amplifier AM-103B/U.
	19 Apr 54
	



	11-379
	Test sets 1-51, 1-51-A, and 1-51-C (cable repairman's).
	17 Mar 55
	



	[C]11-380
	[Classified].

Changes 1, 2, 3
	16 May 47
	



	11-382
	Recorder RD-2/GXR.
	28 Jan
	44













	NO.
	TITLE
	f

DATE
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	11-383
	B3 privacy equipment and converter CV-46/FR.

Changes 1
	23 Dec 44



	11-390
	Signal lamp equipments EE-80 and EE-8-A.
	23 Sep



	11-391
	Signal lamp equipment EE-84.

Changes 1
	15 Oct



	
	Signal lamp equipment SE-11.
	30 Jun 43



	11-392

11-394
	Spotlight sets AN/PVQ-1 and AN/PVQ-1A.
	16 Nov 54



	11-396
	Shutter assembly AN/GVA-1.
	2 Sep 52



	11-400
	Photographic set PH-261.
	18 Jan



	11-400A
	Photographic set ES-12 (1).
	6 Jan



	11-401
	Elements of Signal photography.
	10 Dec 53



	11-402
	Reproducing equipments MC-364-A, MC-364-B, and MC-364-C,

Changes 1, 2
	15 Jun 44



	11-403
	Identification equipment PH-385.
	12 May 43



	11-403A
	Identification equipment PH-385-E.
	15 Jul



	11-404
	Photographic darkroom equipment (processing equipment PH-

395).
	29 May43



	11-404A
	Photographic print processing unit AN/TFQ-9.

Changes 1
	11 Aug 52



	11.405
	Processing equipment PH-406.

Changes 1
	14 Aug 51



	11-406
	Projector equipment PH-398.
	24 Apr 43



	11.406A
	Projector equipment PH-398-A.
	14 Feb 44



	11-407
	Projector equipment PH-408.
	3 Jul



	211-408
	Projectors PH -222 and PH-222-A.
	23 Oct 44



	11.410
	The homing pigeon.
	I Jan 45



	11415
	Dry batteries.
	13 Feb 48



	11-421
	Ceiling light projectors ML-121-A, -B, -C, -D, -E, -F, -0, and
	6 Oct 44



	
	Changes 1

Manual meteorological station AN/PMQ-1.
	3 Jun 54



	11-422

11423
	tripods ML-78-C

ML-47-C

through

ML-47-R;

Theodolites

through ML-78-R and surveying tripod MT-1309/GM; compass

ML-197; telescope ML-146; theodolite ML-247.
	7 Oct



	11.424
	Changes 1, 2

Supports ML-29-B, ML-29-D, ML-29-E; anemometers ML-80,

ML-80-A, ML-80-B; indicators ML-117, ML-117-A, ML-117-

B.
	12 Sep



	11.425
	Barographs ML-3-A, ML-3-B, ML-3-C, ML-3-D.

Changes 1
	20 Jul



	11-426
	Thermographs ML-77, ML-77-A, ML-277, and ML277-A.

Changes 1, 2
	17 Jul



	11-427
	Barometers ML-102-B, -D, -E, -F, -G, and ML-316/TM.

Changes 1
	13 Nov 44



	11-428
	Barometers ML-2 through ML-2-H; cases ML-48 through ML-

48-E.
	4 Feb 54



	11.429
	Wind equipment SCM-20-A and wind equipments AN/GMQ-1

and AN/GMQ-1-A.

Changes 1
	9 Sep



	11-430
	Batteries for signal communication, except those pertaining to air-

craft.

Changes 1
	16 Jan



	11-431
	Target range communication systems.
	16 Jan 42



	11-433
	Time control equipment RC-133.

Changes I
	30 Apr 45



	11-434
	Spotting sets PH-32-B, PH-32-C, PH-32-), and PH-32-F; and

spotting set AN/TVQ-1.
	7 Dec 45



	11.435
	Public address equipment PA-4-C.
	31 Jan



	11-436
	Reproducing equipment MC-364-D and public address set AN/

UIH-2.
	9 Sep 47



	
	Changes 2
	



	11-437A
	Code training set AN/GSC-T1A.
	1 Nov 54














	NO.
	TITLE
	I DATE
	




	
	SIGNAL-Continued
	
	



	11-438
	Operations center AN/TTQ,

portable filter and operations room

unit assembly.
	6 Oct 43
	



	
	Changes 1
	
	



	11-439
	Flash ranging set GR-4-A.
	1 Nov 43
	



	11-441
	Recorder BC-1016.
	25 Oct 43
	



	
	Changes 1, 2
	
	



	11-442
	Public address set PA-l-F.
	10 May 44
	



	11-443
	Keyer TG-34-A.
	25 Oct 43
	



	11-445
	Time interval apparatus EE-86-A.
	20 Mar 50
	



	11-446
	Panoramic adapters BC-1031-A, -B, -C, BC-1032-A, and BC-

1032-B.
	28 Dec 44
	



	11-447
	Changes 1

Keyers TG-10-A, TO-10-B, TGO-0-C, TG-10-D, TG-10-F, TG-

10-G, TG-1O-EI, and TG-10-J.
	27 Mar 44
	



	11-448
	Operations center AN/TTQ-2.
	21 Sep
	45



	11-449
	Public address set PA-2-B.
	28 Oct
	44



	11-450
	Training of signal communication personnel.
	9 Mar 42
	



	
	Changes 1
	
	



	[C] 11-454
	[Classified].
	14 Aug 53
	



	11-455
	Radio fundamentals.
	22 May 44
	



	11-459
	International Morse Code (instructions).

Changes 1
	9 Aug 45
	



	11-462
	Signal Corps tactical communication reference data.

Changes 1, 2
	21 Aug 50
	



	[C] 11-464
	[Classified].
	21 Sep 53
	



	11-466
	Radar electronic fundamentals.
	29 Jun 44
	



	11-466 Lab
	Laboratory workbook for TM 11-466, Radar electronic funda-

mentals.
	Nov 44
	



	2 11-467
	Radar system fundamentals.
	28 Apr 44
	



	11-468
	Substation maintenance.
	28 Dec 54
	



	[S] 11-470
	[Title classified].
	21 Jul
	



	11-471
	Manual telephone central office installation.
	30 Jul
	45



	11-473
	Central office maintenance.
	15 Jun 44
	



	11-474
	Telephone substation installation.
	15 Jul
	46



	11-475
	Principles of long distance telephone and telegraph transmission.

Changes 1
	28 Oct
	



	11-476
	Radio direction finding.

Changes 1, 2
	25 Jul
	



	11-477
	Fixed station radio repair and maintenance (personnel training

text).
	24 Jun 46
	



	11-483
	Suppression of radio noises.
	25 Nov 44
	



	11-486
	Electrical communication systems engineering.

Changes 1
	25 Apr 45
	



	[CM] 11-487A

[CM] 11-487B
	Directory of Signal Corps equipments: Radio communication

equipment.
	28 Aug 50
	



	[CM] 11-487C
	Directory of Signal

Corps equipments:

Wire communication

equipment.

Directory of Signal Corps equipments: Ground radar and recogni-
	5 Mar 51

12 Jan
	



	[CM] 11-487D
	tion equipment.

Directory of Signal Corps equipments: Radio direction-finding
	10 Jan
	51

51



	[CM] 11-487E
	equipment.

Directory of Signal Corps equipments: Power equipment.
	16 Mar 51
	



	[CM] 11-487F
	Directory of Signal Corps equipments: Photographic equipment.
	14 Sep
	54



	[CM] 11-4870
	Directory of Signal Corps equipments: Meteorological equipment.
	12 Apr 51
	



	[CM] 11-487H
	Directory of Signal Corps equipments: Test equipment.
	10 Apr 51
	



	[CM] 11-487I
	Directory of Signal Corps equipments: Sound and light and mis-
	12 Apr 51
	



	11-488
	cellaneous equipment.

Remote control equipments for ground radio sets and intercon-

nections with wire systems.
	15 Jan
	46



	11-496
	Training text and applicatory exercises for amplitude-modulated

radio sets.
	30 Nov 44
	













	NO.
	TITLE
	DATE
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	11-499
	Radio propagation.
	2 Aug 50



	11-512
	Radio set AN/CRT-2.
	30 Nov 44



	
	Addenda
	



	11-513
	Radio set AN/CRD-3.
	31 Jul

45



	
	Addenda
	



	
	Changes 1
	



	11-514
	Radio set AN/CRD-2.
	8 Feb 50



	
	Radio sets SCR-508-A, C, D, AM, CM, DM; SCR-528-A, C, D,
	14 May 47



	11-600
	
	



	
	AM, CM, DM; and AN/VRC-5.
	



	
	Changes 1
	



	11-601
	Radio sets SCR-808-A and SCR-828-A.
	8 Jun

45



	
	Changes 1, 2
	



	11-605
	Radio sets SCR-509-(*) and SCR-510-(*).
	15 Nov 43



	
	Changes 1, 2, 3
	



	11-607
	Radio sets AN/VRC-2 and AN/VRC-2X.
	14 May 53



	
	Changes 1
	



	11-611
	Radio sets AN/VRC-16, AN/VRC-17, and AN/VRC-18.
	15 May 51



	
	Changes 2, 3
	



	11-612
	Radio sets AN/PRC-8, -SA, -9, -9A, -10, and 10A; operation and
	21 Dec 54



	
	organizational maintenance.
	



	11-614
	Radio set AN/GRC-10; radio terminal set AN/GRC-39; radio re-
	19 Nov 54



	
	peater set AN/GRC-40.
	



	11-615
	Radio sets SCR-609-A, -B,

C80R-610-A, -B, and AN/TRC-20.
	19 Apr 45



	
	Addenda
	



	
	Changes 1, 2
	



	11-615A
	Radio set SCR-609-A and radio set SCR-610-A.
	12 Jan

43



	
	Changes 1
	



	11-618
	Radio set AN/TRC-8 (XC-3); radio terminal set AN/TRC-11 19 Mar 45
	



	
	(CX-3); radio relay set AN/TRC-12 (XC-3).
	



	11-618A
	Radio sets AN/TRC-8, and-SB; radio terminal sets AN/TRC-11,
	10 Jun 54



	
	and -11B; radio relay sets AN/TRC-12, -12A, and -12B,

-11A,
	



	
	and amplifier-power supply group AN/TRA-19.
	



	11-619
	Radio set SCR-619.
	14 Sep

50



	
	Changes 1
	



	11-620
	Radio sets SCR-608-A, B, and SCR-628-A.
	7 Oct 47



	
	Changes 1
	



	
	Radio sets AN/MRC-2, AN/MRC-2A, and AN/MRC-2B.
	



	11-624
	
	18 Dec 43



	11-625
	Radio set SCR-543-A, radio set SCR-543-B, radio set SCR-543-C.
	12 Jan

44



	
	Changes 1, 2
	



	11-626
	Radio set AN/TRC-5 (XC-3).
	20 Jul

45



	11-630
	Radio set SCR-506-A.
	1 Nov 44



	11-631
	Radio set AN/TRC-6 (XC-2 and XC-3); repair and operating in-
	8 Mar 45



	
	structions.
	



	
	Changes 1
	



	11-632
	Radio set AN/TRC-6 (XC-2 and XC-3); description and instal-
	13 Jan

45



	
	lation.
	



	
	Changes 1
	



	11-633
	Radio set AN/TRC-6 (XC-2), preventive maintenance and auxil-
	13 Jan



	
	
	45



	
	iary equipment.
	



	11-637
	Radio set AN/VRC-3.
	16 Oct

44



	
	Changes 1
	



	[R] 11-638
	Radio set AN/PRC-I ( ).
	13 Oct

44



	
	Changes 1
	



	11t640
	Radio set AN/MRQ-2.
	20 Feb 46



	114642
	Radio sets AN/VRC-20, AN/VRC-21, and AN/VRC-22.
	11 Jul

52



	
	Changes 1
	



	11-647
	Radio receiving set AN/FRR-38.
	18 Mar 55



	11-648
	Radio receiving set AN/FRR-39.
	23 Nov 54



	11-655
	Fundamentals of telegraphy (teletypewriter).
	5 May 54



	11-660
	Introduction to electronicS.
	13 Jul

49



	11-661
	Electrical fundamentals (direct current).
	22 Jun

51



	
	Changes 1, 2
	



	11-662
	Basic theory and application of electron bubes.
	20 Feb 52













	NO.
	TITLE
	DATE
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	11-663
	Electronic power supplies.
	4 Oct

51



	11-664
	Theory and use of electronic test equipment.
	28 Feb 52



	11-665
	CW and AM radio transmitters and receivers.
	6 Sep

52



	11-666
	Antennas and radio propagation.
	9 Feb 53



	11-667
	Higher frequency techniques (excluding microwaves).
	1 Oct

52



	11-668
	FM transmitters and receivers.
	12 Sep

52



	11-669
	Transients and waveforms.
	12 Nov 51



	11-670
	Special purpose oscillators and amplifiers.
	15 Jul

52



	11-671
	Cathode-ray tubes and their associated circuits.
	10 Sep

51



	11-672
	Pulse techniques.
	18 Oct

51



	11-673
	Generation and transmission of microwave energy.
	18 Jun 53



	11-674
	Servo systems and data transmission.
	22 Aug 52



	11-675
	RF transmission lines.
	21 Aug 51



	11-676
	Grounding procedure and protective devices.
	30 Aug 48



	11-678
	Fundamentals of telephony.
	11 Mar 53



	11-679
	Fundamentals of carrier and repeater.
	7 Dec 53



	11-680
	Teletypewriter circuits and equipment (fundamentals).
	.15 Oct 47



	11-681
	Electrical fundamentals (alternating current).
	27 Dec 51



	[C] 11-686
	[Classified].
	25 Jan

54



	11-692
	Radio set AN/MRC-20.
	5 Mar 54



	11-692A-1
	Radio set AN/ARC-3; maintenance instructions.
	31 Aug 54



	11-692B-1
	Radio transmitting set AN/ART-13A; maintenance instructions.
	31 Aug 54



	11-692B-2
	Radio transmitting sets AN/ART-13, -13A, -13B; operating in-

structions.
	31 Aug 54



	11-692C-1
	Radio set AN/ARC27; maintenance instructions.
	30 Sep

54



	11-692C-2
	Radio set AN/ARC-27; operating instructions.
	31 Aug 54



	11-700
	Interphone equipment RC-53 and RC-53-A.
	2 Feb 42



	11-702
	Interphone equipment RC- 99.

Changes 1
	3 May 43



	11-703
	Interphone extension kit RC-298.

Changes 1
	19 Oct 49



	11-704
	Auxiliary interphone equipment AN/VIA-I.

Changes 1, 2
	30 Mar 51



	[C] 11-750
	[Classified].
	26 Oct 44



	[C] 11-751
	[Classified].
	27 Nov 44



	11-757
	Principles of line fault location.
	2 Aug 48



	11-758
	Standard practices for the preparation of signal service fixed wire

and radio communication plant engineering drawings and the

uses of symbols, abbreviations, and terms.
	14 Dec 53



	11-759
	Theory and measurement of pulse radar system performance.
	24 Nov 48



	11-800
	Radio transmitters BC-191-A, BC-191-B, BC-191-C, BC-191-D,
	12 Nov 42



	
	BC-191-E, BC-191-F, BC-191-N, and BC-AA-191.

Changes 1
	



	11-801
	Amplifier group AN/FRA-2.

Changes 1
	17 Nov 50



	11-802
	Radio transmitters (Wilcox Electric Types 96-200A, 96-200B, and

96-200C).
	20 Mar 46



	11-806
	Instruction book for radio transmitter T-195/GRC-19.
	27 Apr 54



	11-808
	Radio transmitter T-159A/FRT.
	29 Oct 54



	11-810
	Radio transmitter T-171C/FR and antenna tuner TN-171/FRT.
	30 Dec 54



	11-814
	Radio transmitter T-265/FRC-10.
	18 May 54



	11-816
	Radio transmitting equipment RC-263.
	23 Apr 45



	11-818
	Radio transmitters 33A and 34A.
	5 Jan

45



	11-820
	Radio transmitter T-4/FRC, radio transmitter T-5/FRC, power

rectifier PP-I/FRC, modulator MD-1/FRC, switch panel SA

2/FRC, oscillator 0-2/FRC, amplifier AM-2/FRC.

Changes 1
	10 Nov 44



	11-821
	Radiotelegraph transmitter, press wireless type PW-15A.
	18 Sep

45



	11-822
	Radio transmitter 149-A.
	29 Feb 44



	
	Radio transmitter-receiver type 1505 (250 watts) and associated
	1 Sep

43



	11-823
	equipment.
	



	11-824

11-825
	CST-101 radio transmitter; telegraph-telephone.

Portabre radio broadcast transmitter TWT PB-50A.
	1 Feb 44

29 Mar 44













	NO.
	TITLE
	DATE
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	11-826
	Radio transmitters, BC-610-E, -F, -G, -H, -I, and radio trans-
	8 Oct 52



	
	mitter T-213/GRC-26, and antenna tuning units, BC-939-A
	



	
	and -B.

Changes 1
	



	11-827
	Radio transmitter BC-447-F.
	28 Mar 44



	2 11-828
	Radio transmitter BC-365-F and remote control unit RM-10-F.
	24 Aug 44



	11-830
	Model ET-8026 lifeboat radio transmitter, portable.
	22 Aug 44



	11-830A
	Radio transmitting set AN/SRT-1A.
	5 Mar 52



	11-831
	Radio telegraph transmitter (Radiomarine Model ET 8003).
	31 May 45



	211-832
	Radio transmitting equipment, single sideband (Western Electric

Type D-156000).
	10 May 45



	11-834
	Radiotelegraph transmitter (press wireless type PW-981-A).
	5 Feb 45



	11-834A
	Radio transmitter T-177A/FR.

Changes 1
	5 Dec 53



	211-835
	Radio telegraph transmitters (press wireless types PW-40-B and

PW-40-BA).
	28 May45



	11-836
	Radio transmitters BC-339, BC-339-A, -B, -C, -E, -F, -G, -H,
	4 Jan

46



	
	-J, -K, -L, -M, -N, and 0.

Changes 1, 2
	



	11-837
	Radio transmittingset AN/SRT-10 and radio transmitter T-83/SR. 19 Jul
	51



	11-838
	Radio telegraph transmitter T-50 M.
	10 May 45



	11-839
	Radio transmitters T-278/U and T-416/GR.
	14 Feb 55



	11-842
	Radio transmitter (KAAR type PTS-22X).
	26 Mar 46



	11-844
	Radio transmitting sets AN/SRT-13 and -13X.
	54

6 Oct



	11-845
	Transmitting set AN/TPT-1.

Changes 1
	14 Nov 44



	2 11-848
	Instruction book for Navy Model TDH-4 radio telephone and

telegraph transmitting equipment.
	11 Apr 44



	11-849
	Radio transmitter BC-1149-A and BC-1149-B.

Changes 1
	19 Mar 48



	11-850
	Radio receivers BC-312-A, -0, -D, -E, -F, -G, -J, -K, -L, -M,

-N, -HX, and -NX; BC-342-A, -C, -D, -F, -J, -L, -M, and -N;

BC-314-C, -D, -E, -F, and -G; BC-344, and -D, and radio re

ceiver assemblies OA-65/MRC-2, and OA-65A/MRC-2.

Changes 1, 2
	3 Sep 46



	11-851
	Radio set SCR-244-D and radio receivers R-274A/FRR, R-274C/

FRR, R-320A/FRC, R-483/FRR and R-483A/FRR.

Changes 1
	5 Oct

53



	11-852
	Radio transmitting set AN/SRT-4A.
	4 Jun 54



	11-853
	Radio receivers R-208/FR and R-209/FR and receiver bay (Wil-
	7 Nov 45



	
	cox Electric type 113A).

Changes 1
	



	11-854
	Radio receiver R-388/URR.

Changes 1
	23 Apr 52



	11-856
	Radio receiver R-390/URR.
	11 Jan 55



	11-858
	Instruction book for radio receiver R-392/URR.
	29 Jun 54



	11-859
	Radio set SCR-593-A and SCR-593-C.

Changes 1, 2, 3
	2 Mar 43



	11-860
	Radio transmitting set AN/SRT-3A.
	9 Feb 54



	11-862
	Radio set SCR-504-A (direction finding).
	5 Oct

43



	211-865
	Instruction book for Navy Models RBA, RBA-I; Navy serial

No. 3947.
	1 Aug 50



	11-866
	Radio receivers BC-779-A, B, BC-794-A, -B, BC-1004-B, -C,

-D, and R-129/U; power supply units RA-74-B, -C, -D, RA

84-A, -B, and RA-94-A; radio sets SCR-244-A, -B, SCR-704,

and AN/FRR-4 (Hammarlund Super Pro receiver).

Changes 1, 2, 3, 4
	12 Feb 48



	11-867
	Radio receivers, BC-787-B and -0.

Changes 1
	1 Jul

53



	11-868
	Radio receiver 128-AY.

Changes 1
	21 Nov 42





2 No stocks-do not requisition.
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	11-872
	Diversity receiving equipments AN/FRR-3 and AN/FRR-3A.

Changes 3
	2 Jan 46



	11-873
	Radio set SCR-614-A, radio receiver BC-969-A, power supply

unit RA-61-A.
	12 Nov 43



	1i-874
	Changes 1, 2

Radio receiver AN/GRR-2 (Hallicrafters Model SX-28-A).

Changes 1
	22 Nov 44



	11-875
	Radio receivers R-203/SR and R-203A/SR.

Changes 1
	8 Sept 50



	11-876
	Radio receiver R-80-( )/PR (Hallicrafters Sky Ranger Model

S-39).
	4 May44



	11-877
	Radio receiver R-520/URR.
	12 Jan

54



	11-878
	Radio receiver R-96/SR.

Changes 1
	10 May 45



	11-878A
	Radio receiver R-96A/SR.
	2 Jun 50



	11-879
	Receiver-transmitters BC-1335 and BC-133A.

Changes 1, 2
	23 Apr 45



	11-880
	Radio receivers (RCA Models AR-88D and F).

Addenda sheet

Changes 1
	11 Dec 45



	11-881
	Radio receiver (Hallicrafters S-37).
	12 Feb 45



	11-883
	Radio receiving set AN/FRR-7( ).

Changes 1
	30 Jul

46



	211-884
	Radio receiving equipment, single sideband

(Western Electric

type D-99945).
	24 May 45



	11-885
	Radio receivers R-140/FSM-1, National HRO series of receivers.

Changes 1
	30 Aug 46



	2 11-887
	Radio receiving set AN/VRR-3.

Changes 1
	28 Oct

46



	11-888
	Radio receiver (KAAR type 11X).

Changes 1
	15 May 46



	11-889
	Diversity receiving equipment (RCA Model DR-89).
	28 Dec 45



	11-889A
	Radio receiver assembly OA-58A/FRC.
	Undated



	11-892

11-893
	Radio receiving equipment AN/ORR-1.

Radio transmitting equipment AN/ART-4(XA-3),

AN/ART-4

(XA-4), AN/ART-4.

Changes 1
	18 Jul

49

29'Mar 48



	11-894
	Instruction book for Navy Models RBA, RBA-1, RBA-2, and

RBA-3 radio receiving

equipments, frequency range: 15 to

600 kc.
	10 Sep

45



	2 11-895
	Instruction book for Navy Model RBZ radio receiving equipment,

frequency range: 5-13 ke.
	15 Sep

45



	11-896
	Radio receiving set AN/FRR-12.

Changes 1, 2
	11 Oct

48



	11-896A
	Radio receiving set AN/FRR-12X.
	13 Mar 52



	11-897
	Radio receivers R-274/FRR and R-274D/FRR.

Changes 1
	14 May 52



	11-898
	Radio receivers R-108/GRC, R-109/GRC and R-110/GRC.

Changes 1
	23 Mar 51



	11-899
	Radio receiver R-320/FRC.

Changes 1
	25 Oct

49



	11-900
	Power units PE-75-C, -D, -J, -K, -P, -S, -T, -U, -W, -AA, -AB,

-AC, and AE.

Changes 1
	20 Sep 45



	11-900A
	Power unit PE-75-AF.

Changes 1, 2
	8 Aug 52



	11-901
	Pulse generator SG-82/U.
	27 Sep

54



	11-903
	Power unit PE-77-A, PE-77-B, PE-77-C, PE-77-D, and PE-

77-E.

Changes 1
	14 Oct

43





2 No stocks-do not requisition.
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	a 11-904
	,

Power units PE-95-A, -B, -O, -F

-I], -I, and -K.

Changes 1
	7 Jun 45



	3 11-911
	Power units PE-78-G & H.
	9 Jan

43



	3 11-912F
	Power units PE-79-F.
	17 Oct 44



	11-913
	Power unit PE-214-A.
	22 Jun 43



	11-914
	Power unit PE-201-A.
	25 Feb 43



	11-914C
	Power unit PE-201-C.
	26 Nov 43



	3 11-916L
	Power unit PE-85-L.
	25 Jun 45



	8 11-916M
	Power unit PE-85-M.
	16 Mar 45



	11-919
	Gasoline engine generator set, PU-107/U.

Changes 1
	9 Jul

53



	11-920
	Power units PE-49-C, -D, -F, and -G and motor generator MG-

37-A.
	31 May 45



	11-926
	Power unit PU-104/U.
	25 Jul

51



	11-927
	Power unit PE-108, (A, B, C, D, and E).
	8 Jan

44



	11-933
	Power unit PU-6/TPS-1.
	26 Jul

44



	11-934
	Dynamotor unit BD-77-C.

Changes 1
	11 Sep

43



	11-936
	Power unit PE-198-C.
	1 Mar 45



	11-939
	Power unit PE-182.
	4 Oct

44



	11-940
	Power unit PE-197.
	5 Sep 44



	11-940A
	Gasoline engine generator set PU-286/G.
	30 Dec 54



	s 11-941
	Power unit PE-215-B.
	6 Mar 45



	11-941C
	Power units PE-215-C and PE-215-E.
	1 Sep

50



	3 11-942D
	Power unit PE-142-D.
	15 Jan 45



	11-943
	Engine generators PU-181/PGC-1, PU-181A/PGO-1 and power

unit PE-214-D.

Changes 1, 2, 3
	9 Apr 51



	3 11-944
	Power unit PU-30/F.
	2 Jan 45



	11-945
	Power unit PE-214-B and PE-214-C.

Changes 1
	15 May 44



	311-946
	Power unit PE-167-A.
	21 Oct 44



	11-947
	Power units PE-210, PE-210-A, PE-210-B, and PE-210-C.

Changes 1
	24 Feb 49



	11-951
	Rectifiers RA-36-J, -K, -L, -N, and -Q, and rectifier 6RB6B17.
	4Jun 45



	11-953
	Rectifier RA-120.
	7 Apr 45



	11-954
	Rectifiers RA-43-A and RA-43-B.

Changes 1, 2
	29 Mar 44



	11-955
	Rectifier RA-37.
	21 Jun 44



	11-957
	Rectifier RA-87.

Changes 1
	19 Jun 43



	11-957A
	Rectifier RA-87-A.

Changes 1
	27 Mar 52



	11-958
	Power supply PP-597/U.
	9 Jul

51



	11-960
	Power unit PU-32/C.
	27 Dec 44



	11-961
	Rectifiers RA-34-A, B, C, D, E, F, G, H, and J.
	23 Apr 46

44



	11-962
	Rectifier RA-63-B.
	15 Sep



	11-962D
	Rectifier RA-63-D.

Changes 1
	14 May 45



	11-962E
	Rectifier RA-63-E.
	27 Oct

52



	11-963
	RA-83-A and RA-83-C.

Rectifiers
	24 Feb 55



	11-964
	Rectifier RA-91 and RA-91-A.

Changes 1
	5 May 44



	11-964A
	Rectifiers RA-91-A and RA-91-B.

Changes 1, 2
	15 Aug 5



	11-965
	Rectifier power unit PP-34/MSM and PP-34C/MSM.

Changes 1, 2
	Mar 44



	11-966
	Rectifier power unit PP-147/G.

Changes 1
	13 Apr



	11-967
	Power transfer panel CN-22/F.
	18 Sep



	11-967A
	Power transfer panel CN-22A/F.
	17 Feb 54



	11-968
	Rectifier power unit PP-108/TG.
	10 Jan





8 Responsibility for this technical manual has been assigned to the Chief of Engineers.









	NO.
	TITLE
	DATE




	
	SIGNAL-Continued
	



	11-969
	Motor generator PU 33/C.

Changes 1
	20 Nov 44



	8 11-970
	Power units PE-205-B, PE-205-D, and PE-207-B.

Changes 1
	31 May 45



	11-971
	Power units PE-162-A, PE-162-B, and PE-162-C.
	21 Nov 52



	811-972
	Power unit PE-235-A.
	2 Jun 44



	311-973
	Power units PU-53/FRC and PU-53A/FRC.
	15 Jun 50



	11-974
	Power unit PU-21/U.

Changes 1
	23 Jun 45



	11-975
	Power unit PU-35/U.
	17 Nov 44



	11-976
	Power unit PU-26/U.
	17 Nov 44



	11-976A
	Power unit PU-26A/U.
	I Jul

54



	11-977
	Rotary converters

(Pioneer Gen-E-Motor Models Nos. 3K50,

1K50, 2K20, 2K30X, 2K50X, 2DL60, and 2R200).
	3 Apr

45



	11-978
	Motor generators PU-20/C, PU-20A/C, and PU-20B/C.

Changes 1, 2
	21 Nov 44



	11-979
	Rectifier power unit PP-77/FSM-1.
	20 Mar 45



	11-980
	Power unit PU-58/G.
	19 Jan

45



	11-982
	Battery charger PE-219.

Changes 1
	23 Apr 45



	11-983
	supplies PP-114/VRC-3, PP-114A/VRC-3, and

Vibrator power

PP-114B/VRC-3.
	23 Apr 53



	11-984
	Rotary converter PU-143A/U.
	26 Jan

50



	11-985
	Rotary converter PU-134/U.
	26 Sep

49



	2 11-986
	·

Power uniit PU-19/FRC.
	26 Sep 45



	11-989
	-Battery chargers PP-775/U and PP-775A/U.
	29 Sep

54



	11-990
	Instruction book for RF signal generator 5G-22/U and power sup-

ply PP-427/U.
	23 Feb 50



	11-991
	Power supply PP-949/TGC.
	15 Dec 54



	11-992

3 11-997
	Power supply PP-638/U.

Handbook of maintenance instructions for power units PE-88 and

PE-88-A.
	28 May 54

5 Jul

45



	11-998
	Power unit PE-220-C.
	20 Dec 49



	11-999
	Power unit PE-90-D.
	10 Mar 47



	11-1000
	Contactor unit BC-608-A.
	15 Feb 52



	11-1032
	Handbook of maintenance instructions for training set AN/TPQ-

T1.
	24 Apr 45



	11-1034
	Handbook of maintenance instructions for test oscillator TS-47/

APR.
	25 May 45



	11-1036
	Handbook of maintenance instructions for radio frequency watt-

meter TS-118/AP.
	20 Mar 45



	11-1039
	Signal generator I-122-A.
	21 Apr 43



	11-1055
	6-kw R-F amplifier PA-1A, rectifier RA-1A, and antenna tuning

unit AT-lA.
	28 Mar 45



	11-1057
	Aided-azimuth-tracking kit No. A96-P1.
	15 Sep 43



	11-1064
	Range calibrator 1-144.
	16 Nov 43



	11-1067
	Oscilloscope TS-34/AP.
	6 Dec 44



	11-1067A
	Oscilloscope TS-34A-AP.
	17 Feb 45



	11-1080
	Test set AN/GPM-1.

Changes 1, 2
	31 Oct 44



	11-1080A
	Test Set AN/GPM-1.
	17 Sep

54



	11-1092
	Signal generator 1-222-A.

Changes 1
	15 Jul

44



	11-1083
	Echo box TS-280/TPS-3.
	28 Apr 45



	11-1085
	Radar search central AN/TPQ-1.

Changes 1
	30 Mar 45



	11-1086
	Echo boxes TS-270/UP, TS-270A/UP, and TS-270B/UP.
	25 Jul

51



	11-109a
	Radar trial fire training kit, PH-645/GP.
	30 Nov 50



	IC] 11-1191
	[Classified].
	2 Aug 54



	11-1092
	Keyer KY-77/U.
	7 Dee 51





2 No stocks-do not requisition.

a Responsibility for this technical manual has been assigned to the Chief of Engineers.









	NO.
	TITLE
	DATE




	
	SIGNAL-Continued
	



	11-1093
	Dummy antenna TS-235/UP.
	21 Mar 52



	11-1122
	Detector sets SCR-625-A, SCR-625-B, SCR-625-C, SCR-625-D,

and SCR-625-E (antitank mine, portable) and detector, anti
	6 Apr 43



	
	tank mine, portable M-1.

Changes 1, 2
	



	11-1128
	Calibrators BC-726-A, 1-147, 1-156, and 1-168.
	10 Mar 43



	11-1129
	Radio set SCR-588-B, installation, siting, operation, and theory.
	17 Nov 44



	11-1138
	Detector set AN/VRS-I.
	26 Oct

44



	11-1140A
	Beacon transmitter receiver AN/PPN-1A.
	15 May 44



	2 11-1158
	Radio set SCR-658-Ti and accessories.
	1 Nov 43



	11-1158A
	Radio set SCR-658.

Changes 1
	27 Feb 45



	11-1160
	Radar set AN/TPX-4.

Changes 1
	28 Dec 44



	11-1165
	Instruction book for radar equipment, Navy Model SO-12M and

SO-12N.
	15 Mar 49



	11-1167
	Radio set AN/TPS-ID.
	1 Feb 54



	11-1171
	Detector set AN/PRS-2.

Changes 1
	30 Sep

46



	I[C] 11-1174
	[Classified].
	10 May 54



	[C] 11-1174A
	[Classified].
	10 May 54



	[C] 11-1175
	[Classified].
	21 May 54



	[C] 11-1190
	[Classified].
	2 Jun 54



	IC] 11-1191
	[Classified].
	2 Aug 54



	[C] 11-1192
	[Classified].
	11 Jan 55



	11-1200
	Radar test equipment application, description, and performance

characteristics.
	11 Apr 45



	11-1205
	Noise generator TS-195/GP.
	15 Nov 44



	11-1209
	Test set I-157-A (tube and set tester, Precision Model 920P).
	20 Nov 44



	11-1211
	Test set AN/MPM-2.

Changes 1, 2
	24 Feb 45



	11-1212
	Echo box TS-207/UP.
	21 Dec 44



	11-1214
	Instruction book for oscilloscope OS-8A/U.
	2 Nov 53



	11-1217
	Power Meter TS-125/AP.
	24 Feb 45



	11-1221
	Test set AN/MPM-5.
	2 Apr 45



	2 11-1226
	Calibrator 1-240.
	31 Aug 45



	11-1233
	Signal generator TS-343/U.
	24 Feb 45



	11-1238
	Handbook of maintenance instructions for signal generator TS-35/

AP.
	23 Mar 45



	11-1238A
	Signal generator TS-35A/AP.
	11 Oct

45



	11-1239
	Voltmeter TS-363/U and TS-363A/U.

Changes 1

Test set AN/MPM-7.
	17 Mar 45

8 Jun 45



	11-1241

11-1242
	Crystal rectifier test set TS-268(')/U.
	52

22 Sep



	11-1243
	Test set TS-159/TPX.
	2 Jun 45



	11-1244
	Voltmeter IS-189.
	22 Mar 45



	11-1247
	Test set TS-147/UP.
	1 Dec 47



	11-1248
	Test set AN/MPM-6.
	2 Jun 45



	11-1249
	Radar test set AN/UPM-33 (spectrum analyzer TS-148/UP).
	1 Aug 48



	
	Changes 1, 2
	



	11-1250
	Test set AN/MPM-23.
	10 Nov 54



	11-1253
	Test set AN/MPM-20.

Addenda
	23 Jul

45



	11-1254
	Detector amplifier assembly Model AN/UPA-1.
	21 Jun 46



	11-1255
	Test set AN/MPM-15.
	25 Jul

51



	11-1257
	Signal generator AN/URM-48.

Changes 1
	8 Dec 53



	11-1301
	Radar set AN/SPN-5.
	10 Aug 49



	11-1302
	Radar receiving set AN/SPN-7.
	20 Oct



	11-1303
	Radar sets AN/MPQ-10 and AN/MPQ-IOA; installation and

operation.
	23 Jun 54





D No stocks-do not requisition.









	NO.
	TITLE
	DATE




	
	SIGNAL-Continued
	



	11-1324
	Radio sets SCR-584-A and

SCR-584-B;

technical operation
	1 Apr



	
	manual; general description, operating instructions and equip
	



	
	ment performance log.
	



	
	Changes 1
	



	11-1330
	Radar sets AN/SPN-18 and -18X; installation and operation.
	7 Jan

55



	11-1332
	Technical operation manual: Radio equipment RC-184.
	3 Aug 44



	11-1335
	Radar sets, AN/SPN-1IX, AN/SPN-11Y and AN/SPN-11Z, in- 20 Oct 52
	



	
	stallation and operation.
	



	
	Changes 1
	



	11-1354
	Radio set SCR-784; technical operation manual; general descrip-
	1 Mar 45



	
	tion, operating instructions, and equipment performance log.
	



	
	Changes 1
	



	11-1362
	Radio equipment RC-384 (technical operations manual: general
	10 Mar 45



	
	description, operating instructions, and equipment performance
	



	
	log).
	



	
	Changes 1
	



	11-1363
	Radio sets SCR-584-A and SCR-584-B with transmitter-receiver
	16 Oct

50



	
	modification kit MC-607-A.
	



	11-1366
	Radar set AN/MPG-I, technical operation manual.

Changes 1, 2
	15 Mar 45



	
	
	22 Mar 46



	11-1424
	Radio sets SCR-584-A and SCR-584-B; preventive maintenance

manual.
	



	11-1432
	Preventive maintenance manual: Radio equipment RC-184.
	18 Jun 44



	11-1454
	Radio set SCR-784; preventive maintenance manual.
	I Mar

45



	11-1462
	Radio equipment RC-384; preventive maintenance manual.
	16 Mar 45



	
	Changes 1
	



	11-1466
	Radar set AN/MPG-1 and radar set AN/FPG-1; preventive
	15 Mar 45



	
	maintenance manual.
	



	
	Changes 1, 2
	



	11-1501
	Radar set AN/SPM-5; field and depot maintenance.
	6 Dee

49



	
	Changes 1
	



	11-1502
	Radar receiving set AN/SPN-7; field and depot maintenance.
	16 Mar 50



	11-1502A
	Radar

receiving

set AN/SPN-7A

(Sperry

Loran

gyroscope,
	5 Jun

54



	
	receiving equipment Mark 2, Mod 2).
	



	11-1503
	Radar sets AN/MPQ-10 and AN/MPQ-IOA; repair manual.
	27 May 54



	11-1524
	Radio sets SCR-584-A and SCR-584-B; service manual; theory,
	15 Jul

46



	
	troubleshooting, and repair.

Changes 1
	



	11-1532
	Service manual: Radio

equipment

theory,

trouble-

RC-184;

shooting, and repairs.
	14Aug 44



	11-1535
	Radar sets AN/SPN-11X, AN/SPN-11Y, AN/SPN-11Z;

field
	30 Dec 54



	
	maintenance.
	



	11-1554
	Radio set SCR-784; service manual; theory, troubleshooting, and
	1 Mar

45



	
	repair.
	



	
	Changes 1, 2
	



	
	Radio

equipment

manual;

theory,

trouble-

RC-384;

service
	16 Apr 45



	11-1562
	
	



	
	shooting, and repair.
	



	11-1563
	Changes 1

Radio sets SCR-584-A and SCR-584-B with transmitter-receiver
	20 Jun 46



	
	modification kit MC-607 or MC-607-A; service manual.
	



	
	Changes 1
	



	11-1566
	Radar set AN/MPG-1 and radar set AN/FPG-1; service manual;
	15 Mar 45



	
	theory, troubleshooting, and repair.
	



	11-2001
	-

Complete 100-mile spiral, four carrier system.
	22 Jun 44



	11-2002
	Substitute telephone central office equipment.
	2 Mar

44



	11-2003
	Carrier Hybrid CF-7.
	2 Nov

43



	
	Changes 1
	



	11-2003A
	Hybrid circuit network TA-255/TT.
	6 May 54



	11-2004
	Repeater set TC-18 (terminal, telegraph).
	8 Jun

45



	11-2005

11-2006
	Repeater set TC-19 (intermediate, telegraph).

Telephone repeater EE-89-A.
	13 Jan

47

14 Jul

43














	NO.
	TITLE
	DATE
	




	
	SIGNAL-Continued
	
	



	11-2007
	Telephone repeater TP-14.

Changes 1
	19 Feb 45
	



	11-2008
	Converter set TC-33 and repeater set TC-37.

Changes 1
	30 Nov 51
	



	11-2009
	Telegraph terminal CF-6 (carrier).
	16 Feb 45
	



	11-2011
	Ringer RA-3/FT.
	9 Mar
	44



	
	Changes 1
	
	



	11-2012
	Multiline observing set ADW-BM-100.
	29 Aug 44
	



	11-2013
	Tool observing equipment ADW-BM-100.
	2 Jun
	44



	11-2014
	Telephone unit EE-105.
	1 May 44
	



	11-2016
	Switchboard SB-5/PT.

Changes 1
	25 Apr 44
	



	11-2017
	Test sets TS-26/TSM and TS-26A/TSM.

Changes 1, 2
	26 Jul
	44



	11-2019
	Test set I149 and resistance bridges ZM-4A/U and ZM-4B/U.

Changes 1
	12 Aug 44
	



	11-2020
	Preliminary instructions, line terminating, and simplex panel

packaged equipment.
	13 Nov 44
	



	11-2021
	Ringers TA-38/FC and TA-39/FC (voice-frequency ringer pack-

aged equipment.
	26 May45
	



	11-2022
	Application of packaged equipment to open-wire lines.
	19 Jun
	44



	11-2023
	Installation instructions for carrier terminals OA-11/FC and OA-

12/FC and carrier repeater OA-9/FC (type C carrier telephone

packaged equipment).
	26 Sep 44
	



	11-2024
	Installation instructions for carrier terminals OA-4/FC and OA-

5/FC (voice-frequency carrier telegraph packaged equipment.)
	26 Sep 44
	



	11-2025
	Carrier terminal OA-13/FC,

carrier

repeater

OA-10/FC,

and

carrier

filter

F-36/FC

(type H: carrier telephone packaged

equipment).
	31 May45
	



	11-2026
	Preliminary instructions,

type C carrier telephone packaged

equipment (moisture-resistant).
	26 Sep
	44



	11-2028
	Telephone repeaters OA-7/FC and

OA-8/FC, voice-frequency

telephone repeater, packaged equipment, moisture-resistant.
	15 Oct
	47



	11-2029
	Preliminary

instructions,

voice-frequency

carrier

telegraph

packaged equipment.
	26 Sep 44
	



	11-2030
	Test and control board packaged equipment.
	26 Sep 44
	



	11-2031
	Line terminating and composite panel and type C transfer panel.
	26 Sep 44
	



	11-2032
	Regenerative repeater OA-3/FC.
	18 Oct 51
	



	11-2033
	Test set AN/FCM-4 (2A (SPL) test unit packaged equipment).
	26 Sep
	44



	11-2034
	Telegraph repeater, OA-6/FC.

Changes 1
	Jan 45
	



	11-2035
	Telegraph switchboard SB-6/GG and SB-6A/GG.

Changes 1
	16 Aug 44
	



	11-2036
	Test sets I-181, 1-181-A, and I-181-B.

Changes 1, 2
	30 Aug 44
	



	11-2037
	Installation,

operation

and maintenance

of open-wire

offices

packaged equipment.
	4 Aug
	44



	11-2039
	Audio oscillators TS-379/U TS-379A/U and TS-379B/U.

Changes 1
	26 Sep 44
	



	11-2040
	Oscillator TS-401/U (moisture-resistant).

Changes 1
	26 Sep 44
	



	11-2041
	Description and use of tools, gages, and materials for installation

and maintenance of packaged equipment offices.
	26 Sep 44
	



	11-2042
	Volt-ohm-milliammeter per D-166852, moisture-resistant.
	26 Sep
	44



	11-2043
	Telephone TP-3.

Changes 1
	30 Aug 44
	



	11-2044
	Attenuators, TS-402/U and TS-402A/U.
	
	



	.11-2045
	Decibel meters TS-399/U and TS-399A[U.
	21 Jun

26 Sep 44
	51



	11-2048
	Changes 1

Decibel meter TS-400/U.
	26 Sep 44
	



	11-2049
	Changes 1

Transmission measuring set TS-569/FT.
	
	



	
	
	28 Jun 49
	



	11-2050
	Test set 1-48-B and ohmmeter ZM-21A/U.
	1 Nov
	54














	NO.
	TITLE
	DATE
	




	
	SIGNAL-Continued
	
	



	11-2050A
	Ohmmeter ZM-21/U.
	15 Nov 54
	



	11-2051
	Ringing inverter TA-46/FT and TA-46A/FT.

Changes 1
	6 Jan
	50



	11-2052
	Switchboards BD-95 and BD-105.
	5 Apr
	45



	11-2053
	Telegraph monitors TS-577FG and TS-577A/FO.

Changes 1, 2
	22 Jan
	45



	11-2055
	Cable lashing machine, LC-231/FT.
	5 Jun
	53



	11-2056
	Test unit I-236 and I-236-A.

Changes 1
	17 Jan
	45



	11-2057
	Test set TS-27/TSM.

Changes 1
	5 Sep
	44



	11-2057A
	Test set TS-27B TSM.

Changes I
	9 Oct 52
	



	11-2058
	Cable lashing machine (cable spinner, Neale Model B).
	25 May 45
	



	11-2059
	Telephones TP-9 and TA-264/PT.

Changes 1, 2, 3
	9 Dec 44
	



	11-2060
	Manual telephone, switchboard section SB-257/FTO.
	25 Jun 53
	



	11-2061
	Manual telephone, switchboard section SB-171/FTO.
	13 Aug 53
	



	11-2062
	Test sets 1-142, I-142A, and I-142B.

Changes 1
	1 Sep
	48



	11-2063
	Testboard BD-101.

Changes 1
	13 May 48
	



	11-2064
	Panels BD-132 and BD-132-A.

Changes 1, 2
	28 Jul
	49



	11-2067
	Electron tube rectifier Trojan Model 27820.
	10 Jul
	45



	11-2069
	Test sets TS-420/U, TS-420A/U, and TS-420B/Ucablesplicers.

Changes 1, 2
	5 Nov 47
	



	11-2083
	Switchboards SB-66/FGC and SB-66A/FGC (teletypewriter).
	25 Mar 48
	



	11-2084
	Telephone switchboards SB-55/FTC and SB-55A/FTC (fire re- 29 Nov 49

porting).
	
	



	11-2085
	Observing set TA-51/FT.
	26 Jul
	54



	11-2086

11-2087
	Attenuator, Western Electric Co. Model ITE-4187.

Switchboards SB-53/FTC and SB-53A/FTC.

Changes 1
	2 Feb 50

19 Jan 50
	



	11-2088
	Tone warning group OA-145/GT.

Changes 1
	12 Aug 50
	



	11-2090
	Submarine cable installation and maintenance.
	28 Jan 46
	



	11-2091
	Signal shaping in submarine cable telegraphy.
	15 Jan 46
	



	11-2092
	Submarine cable telegraph systems.
	1 Mar 46
	



	11-2093
	Code practice equipments EE-94-F, EE-95-F, and EE-96-F.

Changes 1
	29 Nov 50
	



	11-2094
	Transmission measuring set TS-559A/FT.

Changes 1
	26 Oct
	51



	11-2095
	Transmission measuring set TS-568/FT.
	12 Jan 51
	



	11-2096
	Test sets TS-140/PCM, signal generator SG-15/PCM, and decibel

meter ME-22/PCM.

Changes 1
	7 Dec 53
	



	11-2099
	Audio frequency monitor AN/PTA-I.
	1 Nov 54
	



	11-2100
	Fundamentals, step-by-step, dial central office equipment.

Changes 1
	20 Jul
	50



	11-2102
	Installation instructions, step-by-step, dial central office equip-

ment.
	15 Jun
	50



	11-2103
	Basicmaintenancepractices (step-by-step, dial central office equip-

ment).
	9 Jun
	50



	
	Changes 1
	
	



	11-2104
	Linefinder equipment, step-by-step, dial central office equipment.

Changes 1
	5 May 50
	



	11-2105
	Selectors and connectors, step-by-step, dial central office equip-

ment.

Changes 1
	23 MayS0
	



	11-2106
	switching equipment (step-by-step, dial central

Miscellaneous

office equipment).

Changes 1
	8 May 50
	













	11-2107

11-2108

11-2109
	SIGNAL-Continued

Attendant's switchboard, step-by-step, dial central office equip-

ment.

Changes 1

Power, ringing, and supervisory equipment (step-by-step, central

office equipment.)

Changes I

Distributing frames and line and trunk assignments, step-by-step
	10 May 50

7 Jun 50




	
	dial central office equipment.

Changes 1
	1 May 50



	11-2110
	Test desk equipment and techniques, step-by-step, dial central

office equipment.

Changes 1
	1 Jun 50



	11-2111
	Tools testing equipment and common supplies, step-by-step, dial

central office equipment.

Changes 1
	10 May50



	11-2112
	Current-flow testset (step-by-step,dial centralofficeequipment).

Changes 1, 2
	22 Mar 50



	11-2113
	Connector routine test set (step-by-step, dial central office equip-

ment).
	22 Mar 50



	
	Changes 1
	



	11-2114
	Stepping-switch test set, step-by-step, dial central office equip-

ment.

Changes 1
	6 Jun 49



	11-2115
	Crash and conference equipment, step-by-step, dial central office

equipment.
	28 Mar 50



	11-2121
	Fundamentals (all-relay 100-point, dial central office equpiment).
	12 Apr 50



	11-2123
	Installation instructions,

all-relay 200-point, dial central office

equipment (600-lines expandable to 1,400 lines).
	1 Jun 50



	11-2124
	Dial central office, basic maintenance practices, all-relay equip-

ment.

Changes 1
	8 Aug 49



	11-2125
	Automatic switching equipment, all-relay 2

00-point, dial central

office: 600 lines expendable to 1,400 lines.
	2 May50



	11-2126
	Attendant's switchboard (all-relay 200-point, dial central office

equipment) .
	1 May50



	11-2127
	Power, alarm, metering and ringing equipment, all-relay 200-point,

dial central office 600 lines expandable to 1,400 lines.
	2 May 50



	11-2128
	Distributing frames, all-relay 200-point, dial central office, 600 lines

expandable to 1,400 lines.
	13 Mar 50



	11-2129
	Test desk, all-relay 200-point, dial central office, 600 lines expanda-

ble to 1,400 lines.
	22 May 50



	11-2132
	Carrier terminals OA-64/FRC-10 and OA-63/FRC-10.
	5 Jan

51



	11-2133

11-2135
	Control switchboard SB-100/MTC.

Telephone repeater TA-126/GT.
	10 May 51

23 Nov 54



	11-2136
	Telephone repeater AN/TCC-6 and telephone repeater AN/TCC-

22.
	15 Apr 54



	11-2137
	Telegraph-telephone signal converter TA-182/U.

Changes 1
	2 Apr 52



	11-2138
	Terminal box

RA-125/GT; telephone repeating coil assembly

TA-145/GT; maintenance kit MX-842/GT; and switchboard

signal TA-123/GT.
	25 Jun 52



	11-2139
	Telephone terminal AN/TCO-7.

Changes 1, 2
	1 Nov 53



	11-2140
	Telephone repeater AN/TCC-8and telephone repeater AN/TCC-

21.

Changes 1, 2
	7 Dec 53



	11-2142
	Telephone terminal AN/TCC-3 and telephone terminal AN/

TCC-23.
	20 Apr 54



	11-2143
	Telephone test set TS-712/TCC-11.
	23 Nov 53



	11-2144
	Hybrid circuit network TA-31/U.
	2 Jun

54



	11-2146
	Manual telephone, central office AN/TTC-7.

Changes 1
	6 Oct 54













	NO.
	TITLE
	DATE




	
	SIGNAL-Continued
	



	11-2147
	Power switchboard, SB-170/FTC, telephone distribution frame,

TA-193/FTC telephone relay racks, TA-190/FTC, TA-191/FTC
	30 Jun 52



	11-2148
	and TA-192/FTC.

Telephone repeater AN/TCC-11.

Changes 1
	16 Sep

53



	11-2149
	Switchboard signal assembly SB-223/GR.
	17 Dee 54



	11-2150
	Telephone carrier systems, using telephone terminal AN/TCC-7,

telephone repeater AN/TCC-8 (AN/TCC-21), telephone re

peater AN/TCC-11 and telephone test set TS-712/TCC-11.

Changes 1
	11 Sep 53



	11-2200

11-2201
	Bias meter 1-97-A.

teletypewriter sets TC-16 and TC-17 (including

Reperforator

reperforator transmitters TG-26-A and TG-26-B and perforator

transmitter TT-56 MOC),

Changes 1
	14 Aug 43

23 May47



	11-2202
	Manual telephone switchboard SB-22/PT.

Changes 1, 2
	30 Apr 52



	11-2203
	Teletypewriter

AN/TGC-lA, AN/TOC-lB,

sets AN/TGO-1,

and AN/TOC-IC.

Changes 1, 2, 3
	10 Mar 49



	11-2204
	Dual diversity receiving equipment (Wilcox Type CW3-D).
	28 Dec 44



	11-2205
	Exciterunits 0-5/FR and O-5A/FR and RF oscillator 0-86, FRT.
	16 Nov 48



	11-2205A
	Exciter unit O-SB/FR.
	5 Jan 53



	11-2205B
	Exciter unit O-5C/FR.
	17 Dec 54



	11-2208
	Test sets TS-2/TO, TS-2A/TG, and TS-2B/TG (teletypewriter

signal distortion).

Changes 1, 2

Errata to C 2
	3 Mar 48



	11-2209
	Teletypewriter repeater-mixer AN/FGQ-1.

Changes 1, 2
	20 Feb 46



	11-2210
	Teletypewriter TT-10/FG.
	2 Nov

51



	11-2211
	133A1 teletypewriter table and associated printer apparatus.
	8 May 44



	11-2212
	Semiautomatic teletypewriter tape relay systems.
	15 Nov 45



	11-2214
	Teletypewriter set AN/TOC-3.

Changes 1.
	16 Jan

51



	-

11-2215
	Teletypewriters TT-5/FG and TT-6/FO.
	14 Jun

51



	11-2216
	Teletypewriters TT-7/FG and TT-8/FO.
	11 Oct

51



	11-2217
	Distortion test set TS-383/GG and TS-383A/GG.

Changes 1, 2.
	16 Oct

46



	11-2219
	Typing reperforator sets 10.4A and 10.5A (teletypewriter).
	21 Nov 44



	11-2222
	Receiving transmitter distributors TT-12/FGQ-1, TT-13/FGQ-1

and transmitter distributors TT-21/FG, TT-25/FG, TT-26/FG,

TT-52/FG (including other teletype Model 14 transmitter dis

tributors).
	29 May 51



	11-2223
	Typing and nontyping reperforators, teletype Model 14.

Changes 1, 2.
	15 Sep

47



	11-2227
	Telegraph switchboards SB-65A/FGC and SB-65B/FGC.

Changks 1.
	1 Sep 50



	11-2231

11-2234
	Telegraph repeater TH-7/FG.

Teletypewriters TT-4/TG and TT-4A/TG.
	17 Dec 54

6 Apr 51



	11-2235
	Changes 1.

Teletypewriter set AN/POC-1.

Changes 1.
	6 Apr 51



	11-2236
	Teletypewriter TT-61/FC.

Changes 1.
	9 May 51



	11-2237
	The planning of large comcenters.
	25 Jan 51



	11-2238
	Instruction book for telegraph terminal set AN/FGC-5.
	22 Sep

53



	11-2239
	Telegraph-telephone terminal AN/TCC-14.

Changes 1.
	4 Apr 52



	11-2240
	Wire dispenser MX-306A/G.
	16 Oct

51



	11-2242
	Telegraph terminal AN/TCC-4 and telegraph terminal AN/TCC-

20.
	13 Jan 55



	11-2247
	Instruction book for teletypewriter repeater set AN/FGC-7A.
	26 Feb 53














	NO.
	TITLE
	DATE
	




	
	SIGNAL-Continued
	
	



	11-2250
	Reel equipment CEIl.
	18 Jan
	44



	11-2252
	Converters CV-2/TX and CV-2A/TX.
	25 Jun
	44



	
	Changes 1.
	
	



	11-2252A
	Converter CV-2C/TX.
	6 Jan
	54



	11-2254
	Reel assembly RL-106/VI.
	19 Jun 44
	



	11-2256
	Limiter amplifier, type 3BLH, and speaker, type 6AL.
	22 Nov 44
	



	11-2258
	Facsimile sets AN/TXC-1, -IA, and lB.

Changes 1.
	15 Dec 47
	



	11-2261
	Telephone outside plant engineering.

Changes 1.
	25 Apr 49
	



	11-2262
	Open wire pole line; construction and maintenance.

Changes 1.
	21 Jul
	50



	11-2263
	Lead-covered cable; construction and maintenance.
	4 Dec 47
	



	
	Changes 1.

Capacitance bridge TS-566A/FT.
	5 Jan
	52



	11-2264
	transmitting

mechanism

(Klein-

Teletypewriter

keyboard
	17 Sep
	53



	11-2270
	schmidt).
	
	



	11-2271
	transmitter-distributor

Teletypewriter

mechanisms

(Klein-

schmidt).
	1 Nov 54
	



	11-2272
	Teletypewriter page-printing mechanisms (Kleinschmidt).
	4 May 54
	



	11-2300
	Enlarger PH-542/UF (V-mail).
	27 Dec 44
	



	11-2301
	Densitometer PH-326.
	1 Feb 45
	



	11-2302
	,

Paper cutter PH-513/OF (V-mail).
	14 Feb 45
	



	11-2303
	Splicer PH-544/UF (V-mail).
	31 May 45
	



	11-2304
	Projector PH-543/UF (V-mail).
	5 Mar 45
	



	11-2305
	Developing machine PH-512/GF (V-mail).
	27 Feb 45
	



	11-2306
	Enlarger PH-5ll/GF (V-mail).
	9 Jul
	45



	11-2307
	Enlarger PH-285 (V-mail).
	Jun 45
	



	11-2308
	Laboratory darkroom AJi/TFQ-7.
	2 Aug 54
	



	
	Changes 1.
	
	



	11-2309
	Reader PH-284 (V-mail).
	15 Feb 45
	



	11-2310
	Recorders PH-283, PH-283-Y, V-mall.
	15 Sep
	45



	11-2312
	Camera equipment PH-545/PF (V-mail).
	27 Jun 45
	



	
	Camera PH-545A/PF.
	6 Jan 55
	



	11-2312A
	Light meter (V-mail).
	9 Mar 45
	



	11-2313
	Developing machine PH-413-A (V-mail).
	15 May 45
	



	11-2315
	Photographic laminating press FM-30 (1).
	17 Jan 55
	



	11-2317
	Photographic film processing unit B-5A.
	22 Sep
	54



	11-2319
	
	13 May 54
	



	11-2320
	Photographic contact printer PH-640/U.
	
	



	11-2322
	Photographic projection printer PH-642/TF.

Changes 1.
	8 Aug 52
	



	11-2323
	Projectors PH-637/PFP and PH-637A/PFP.
	7 Apr 54
	



	11-2326
	Electric floodlight LM-7 (1).
	9 Nov 54
	



	11-2827
	Camera PH-i50-A, still picture camera type KE-1 (1), and lens

PH-350.
	9 Feb 50
	



	
	Changes 1.
	
	



	11-2329
	Screens PH-358-C, PH-358-D, PH-358-E, and projection screen

BM-1 (1).
	19 Jul
	50



	
	Changes 1.
	
	



	11-2330
	Projection equipment PH-132-C and PH-132-D.
	22 Jan
	48



	
	Changes 1.
	
	



	11-2330A
	Still picture projector AP-5 (1).
	20 Dec 54
	



	11-2331
	Projector equipment PH-313-K.
	15 Jul
	49



	11-2331A
	Projector sets AN/PFP-1 and AS-2 (1).
	29 Dec 54
	



	11-2332
	Projector PH-222-C.
	9 Sep 49
	



	
	Changes 1.
	
	



	11-2334
	Camera PH-629/UF.
	20 Jun
	51



	11-2335
	Use of test films in repair and adjustment of 16mm sound projectors.
	8 Jul
	48



	11-2336
	Screens PH-555/GF, PH-555A/GF, and PH-556/GF.

Changes 1.
	16 Jan
	46



	11-2338
	Camera PH-557/TFH, developer PH-559/TFQ, viewer PH-558/

TFP.
	2 Sep 47
	













	NO.
	TITLE
	DATE




	
	SIGNAL-Continued
	



	11-2339
	Printers P11-129 and PH-129-A, photographic enlargers.

Changes 1.
	9 Jun

47



	11-2339A
	Printers PH-129-B and PH-639/TF.

Changes 1.
	22 Aug 51



	11-2340
	Identification set AN/TFQ-1 and AN/TFQ-1A.

Changes 1.
	30 May 45



	11-2340A
	Identification set AN/TFQ-1B.
	3 Aug 53



	11-2341
	Transformers PH-281, PH-281-A, and PH-281-B.

Changes 1, 2.
	15 May 45



	11-2341A
	Fixed autotransformer power transformer TF-179/U.
	29 Jun 53



	11-2342
	Camera equipment AN/OFQ-2.
	27 May 49



	11-2344
	Readers PH-608/PFP and PH-608-A/PFP.

Changes 2.
	6 Sep 45



	11-2345
	Projector PH-405.
	16 Nov 49



	11-2346
	Projector AN/TFQ-5.
	25 Sep 46



	11-2347
	Projector AN/TFQ-4.
	24 Jul

45



	11-2348
	Camera PB-120-B, stand PH-196, and lens P11-332.
	15 Jun 46



	11-2348A
	Still picture camera set KS-7 (1).
	4 Jan

55



	11-2349
	Projector equipments PH-132 and PH-132-B.
	30 Apr 45



	11-2350

11-2351
	Recording equipment P11-346-A.

Exposure meters PH-77-C, PH-77-D, P11-77-E, and PH-252-A.

Changes 1.
	24 May 45

8 Jul

44



	11-2352
	Camera equipment PH-104.

Changes 1, 2.
	15 Jun 50



	11-2352B
	Still picture camera set KS-4A (1).

Changes 1, 2.
	19 Nov 54



	11-2353
	Camera PH-270, camera PH-270-A, and recorder P11-271.

Changes 1, 2
	23 Feb 45



	11-2354
	Dryer PH-75.
	19 Feb 45



	11-2354A
	Dryer PH-75-B.
	29 Mar 54



	11-2355
	Dryers P1H-176 and PH-176-A.

Changes 1.
	7 Oct 44



	11-2355A
	Dryer PH-176-B.
	27 Sep

51



	11-2356

11-2357
	Exposure meters PH-260 and PH-260-A.

Projector equipments PH-131-A through PH-131-J.

Changes 1.
	S May 50

1 Dec 44



	11-2361
	Camera PH-324.
	20 Feb 45



	11-2361A
	Camera PH-324-A.
	18 Apr 51



	11-2361B
	Still picture camera KE-7 (1).
	14 May 54



	11-2362
	Printer PH-507/PF.
	2 Jan 45



	11-2363
	Darkroom PH-392.
	2 Jul

45



	11-2364
	Camera PH-501/PF.

Changes 1.
	9 Dec 44



	11-2365
	Camera PH-195-A and camera equipment PH-205.
	25 Jan

45



	11-2366
	Photographic equipment PH-383.
	5 Oct

44



	11-2367
	Identification set AN/TFQ-3.
	30 Oct 44



	11-2368
	Enlargers PH-275 and PH-275-A.
	30 Oct

44



	11-2368B

11-2369
	Enlarger PH-275-B.

Laminating equipment PH-523/GF.
	9 Nov 49

15 Oct



	11-2370
	Camera PH-502/PF.
	44

27 Feb 45



	11-2371
	Printer PH-51-B.
	8 Sep

49



	11-2372
	Printers PH-193 and PIH-193-A.

Changes 1.
	9 Apr 45



	11-2373
	Camera equipment P11-151-A.
	10 Aug 45



	11-2374
	Printer PH-95-A.

Changes 1.
	14 Jun 45



	11-2374A
	Printer PH-95-B.
	27 Jan

53



	11-2375
	Press PH-125.
	17 Mar 45



	11-2375A
	Press PH-125A.
	3 Aug 50



	112376
	Developing machine PH-298.
	13 Sep

45



	11-2377
	Camera PH-503/PF.

Changes 1
	16 Apr 45













	NO.
	TITLE
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	11-2377A
	Camera PH-503A/PF.
	6 Jul

51



	
	Changes 1
	



	11-2379
	Film examining machine PH-561/U.
	I May 46



	11-2380
	Camera PH-430.
	5 Feb 46



	11-2381
	Dryer P11-288.
	9 Apr 45



	11-2381A
	Dryer PH-288-A.
	



	11-2382
	Print straighteners PH1-146 and P1-146-A.
	123 Oct

51



	
	Changes 1
	26 Feb 45



	11-2383
	Camera PH-431.
	8 May 45



	11-2383A
	Camera PH-431-B
	9 Jul

51



	11-2385
	Printer P:-192.
	15 Mar 45



	
	Changes 1, 2
	



	11-2386
	Cameras PH-274 and PH-274-A.
	21 Feb 46



	
	Changes 1
	



	11-2387
	Camera P1-330-K.
	2 Aug 51



	11-2388
	Film examining machines PH1-179, PH-179-A, and PH-279.
	19 Nov 46



	
	Changes 1
	



	11-2389
	Camera PH-530/PF.
	9 Jan

45



	11-2390
	Camera PH-430-A.
	14 Nov 49



	11-2390A
	Camera PH-430-B.
	



	
	Changes 1
	7 Feb 52



	
	Printer PH-13-B.
	



	11-2391
	Printer PH-13-D.
	15 Jun

45



	11-2391A
	
	24 Oct

52



	11-2392
	Splicer PH-321.
	28 May 45



	11-2394
	Developing equipment PH-253-C.

Changes 1
	28 Feb 45



	11-2395
	Exposure timer PH-550/OF (Photrix model 1528).

Changes 1
	20 Oct 44



	11-2396
	Cameras PH-330-A through PH-330-J, motion picture camera

KS-5(1), and accessory kit LF-1 (1).

Changes 1, 2
	5 May45



	11-2398
	Washer PH-240-A,
	22 Feb 45



	11-2398A
	Washer PU-240-B.
	16 Apr 53



	11-2400
	Generators ML-185-A,

ML-185-B, ML-185-C,

and hydrogen

generator ML-490/GM.

Changes 1
	4 Jun 51



	11-2403
	Radiosonde receptors AN/FMQ-1 and AN/FMQ-IA.
	21 Jul

48



	
	Changes 1
	



	11-2405
	Meteorological balloons
	21 Jun 51



	
	Changes 1, 2
	



	11-2406
	Meteorological station AN/TMQ-1.
	11 Dec 44



	11-2408
	Aerograph equipments AN/AMQ-2 and AN/AMQ-2A.
	9 Apr 45



	
	Changes 1, 3
	



	11-2409
	Mobile meteorological station SCM-1.
	29 Mar 45



	11-2410
	Pilot balloon tables (30-gram).
	15 Mar 44



	11-2411
	Pilot balloon tables (110-gram).
	10 Apr 44



	11-2412
	Manual meteorological station AN/PMQ-4.
	22 Sep 53



	11-2413
	Hydrogen generator ML-303/TM and hydrogen generator set

AN/TMQ-3.

Changes 1, 2, 3
	3 Apr 45



	
	Wind indicating equipment, Selsyn type.
	



	11-2414

11-2415
	Psychrometer equipment ML-313/AM and ML-313A/AM.
	8 Jul

48



	
	Changes 1
	5 Mar 45



	11-2416
	Ceiling light set AN/TMQ-2.

Changes 1, 2
	I Jan 45



	11-2417
	Thermometers ML-4 and ML-5; psychrometers ML-24 and ML-

224; shelters ML-41, ML-41-A, and ML-41-B.

Changes 1, 2
	17 Mar 45



	11-2418
	Plotting set AN/GMQ-3.
	27 Nov 44



	51-2419
	Ceilometer equipment AN/GMQ-2.

Changes 1, 2
	18 Jul

51



	11-2420
	Wind measuring set AN/MMQ-1.
	23 Nov 53













	NO.
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	11-2421
	Barometers ML-330/FM, ML-331/TM, ML-332/TM, ML-333/

TM.
	27 Nov 45



	
	Changes 1
	



	11-2422
	Psychrometric calculator ML-322/UM and ML-322A/UM.

Changes 1
	24 Mar 45



	11-2423
	Clinometers ML-119-C, ML-119-D, ML-119-E, and ML-119-F
	6 Jan

45



	11-2424
	Instructions for modulated audio frequency radiosonde observa-

tions (WBAN RAOB manual).

Changes 1
	1 Feb 45



	11-2426
	Meteorological station set AN/TMQ-4.
	30 Jun 45



	11-2428
	Aerograph calibration sets TS-407/AMQ-2 and TS-643/AMQ-2A.

Changes 1, 2
	26 Oct

45



	11-2429
	Graphing boards ML-312/TM, ML-312A/TM, and ML-312B/TM. 12 Nov 46

Changes 1
	



	11-2430
	Radiosondes AN/AMT-1 and AN/AMT-2.

Changes 1
	24 Oct

47



	11-2431
	Radiosondes AN/AMT-3, -3A, -3B, -3C, and -3D.

Changes 1, 2
	11 Oct

51



	11-2432
	Radiosonde AN/AMT-4.

Changes 1
	13 Apr 50



	11-2432A
	Radiosonde AN/AMT-4A.

Changes 1
	19 Jul

51



	11-2433
	Radiosonde AN/AMT-2A.

Changes 1, 2
	30 Nov 50



	11-2434
	Radiosonde receptors AN/FMQ-2 and AN/FMQ-2A.

Changes 1
	30 Dec 52



	11-2435
	Psychrometric calculator, ML-429/UM.

Changes 1
	11 Aug 50



	11-2436
	Radiosonde recorders AN/TMQ-5 and AN/TMQ-5A.
	9 Mar 55



	11-2440
	Radiosonde baseline check set AN/GMM-1 and AN/GMM-1A.

Changes 1, 2
	31 Dec 52



	11-2442
	Plotting board ML-122.
	27 Jul

53



	11-2443
	Wind measuring set AN/GMQ-11.
	14 Dec 54



	11-2501
	Test sets I-209-A and I-209-B.

Changes 1
	14 Dec 50



	11-2504
	Public address sets PA-5 and PA-SA.

Changes 1
	24 Dec 43



	11-2505
	Public address set AN/UIQ-1 and AN/UIQ-1A.

Changes 2
	5 May 44



	11-2505A
	Public address set AN/UIQ-1B.
	24 Jul

51



	11-2506
	Test sets I-83-A, -B, -C, -D, -E, -F, -G, -H, -J, and -K.
	15 Jun 44



	11-2509
	Training generators AN/URA-T1

and AN/URA-T1A and at-

tenuator CN-7/URA-T1.

Changes 1, 3
	12 Jun 44



	11-2510
	Master power meter panel.
	14 Jul

44



	11-2511
	Reproducer AN/GNQ-6 and recorder-reproducers AN/ONQ-7,

AN/GNQ-7A and AN/ONQ-8.

Changes 1
	9Aug 48



	11-2513
	Test sets I-193-A, I-193-B, and I-193-C.
	24 Mar 52



	11-2514
	Tape puller TT-2/TG.
	15 Jun 44



	11-2515
	Diversity receiving combining equipment.
	27 Sep

44



	11-2518
	Rotary converters 24-volt dc-110-volt ac and 110-volt de, 110-volt ac
	12 May 44



	11-2519
	Vibrator type inverter (12-volt dc to 110-volt ac).

FRC, and AM-43C/FRC.
	31 Jul

44



	11-2520
	Dual channel amplifiers, AM-43/FRC, AM-43A/FRC, AM-43B
	9 Nov 53



	11-2521
	Signal generator TS-317/U (Hickok Models 19X and 19XD).
	20 Nov 45



	11-2522
	Sound recording sets AN/UNQ-1 and AN/UNQ-1A.
	6 Aug 46'



	11-2523
	Test sets TS-269/UR and TS-269A/UR.

Changes 1
	2 Dec 44



	11-2524
	Oscillator I-151-A and I-151-E.

Changes 1
	17 Oct

44



	11-2525
	Miller utility heater Model G-31-A.
	30 Jun 44
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	11-2526
	Oscilloscope BC-1060-A.

Changes 1, 2
	11 Nov 44



	11-2527
	Battery charger PP-78/MRQ-2.
	26 Jun 44



	11-2528
	Range calibrator I-223-A.

Changes 1, 2
	7 Nov 44



	11-2529
	Rectifier PP-125/VT.
	9 Dec 44



	11-2530
	Frequency standard TS-308/U.
	30 Dec 44



	11-2531
	Public address set AN/TIQ-3.
	27 Nov 44



	11-2531A
	Public address set AN/TIQ-3A.

Changes 1
	2 Dec 52



	11-2534
	PH-BC-33, PH-BD-33,

PH-BE-33,

PH-BF-33,

Theodolites

PH-BG 33 PH-BH-33, PH-BJ-33

and theodolite MX-194/

TVQ-1.
	15 Jun 45



	
	Changes 1
	



	11-2535
	Meter test equipment AN/oSM-1.

Changes 1
	26 May 45



	11-2535A
	Meter test equipment AN/GSM-1B.

Changes 1
	13 Feb 52



	11-2536
	Rectifier battery charger PP-255A/FT.
	31 Jan

52



	11-2537
	Hospital program distribution system.
	14 May 54



	11-2538
	Wavemeter test set TS-117/GP.

Changes 1, 2
	15 Nov 44



	11-2539
	Air compressors HD-36/T, HD-36A/T, and HD-37/T.

Changes 1
	2 Jul

45



	11-2540
	and performance

Quartz crystals; theory, fabrication

measure-

ments.
	19 Dec 50



	11-2541
	Speak-O-Phone sound detector, Model SDB.
	27 Sep

44



	11-2542
	Speech recorder MC-502 and MC-502-A.

Changes 1, 2
	2 Nov 44



	11-2543
	Speech reproducers MO-503, MC-503-A, and MC-503-B.

Changes 1, 2, 3
	2 Nov 44



	11-2544
	Magnetic wire recorder (GE Model 20N-1).
	28 Feb 45



	11-2545
	Automatic transmitter for perforated tape (Wheatstone) McElroy

Type XTR-442-C.
	22 Jan

45



	11-2546
	Connecting and switching kit MX-155/GT.
	8 Sep 44



	11-2547
	Recorder-reproducers AN/GNQ-5 and AN/GNQ-5A.

Errata sheet

Changes 1
	16 Jun 45



	11-2548
	Magnetic wire recorder and reproducer (GE Models 50A and 51).
	20 Feb 45



	11-2549
	Battery charger PE-163.
	2 Jun

50



	11-2551
	Control console, Wilcox type CS380; keying oscillator, Wilcox type

94A; ultra-high frequency antenna, Wilcox type 614A.
	7 Feb 44



	11-2552
	Sound locating set GR-6.
	5 Jan

45



	11-2552A
	Sound locating set GR-6-A.

Changes 1, 2
	4 Jun 51



	11-2554
	Electricord recording machine, Model K-142.
	14 Dec 41



	11-2556
	Amplifiers BC-1388, BC-1388-A, BC-1388 -B, and BC-1388-C.

Changes 2
	22 Feb 45



	11-7558
	Wavemeter Lavoie Model 105-SM (frequency meter TS-127-U).
	23 Nov 44



	11-2559
	Fluxmeters TS-15/AP, TS-15A/AP, and TS-15B/AP.
	27 Dec 44



	11-2560
	Public address set AN/UIQ-3.
	22 Jan

45



	11-2562
	Oscilloscope TS-324/U (Du Mont type 241).

Shelter S-1/FM and S-lA/FM
	28 Mar 45

28 Feb 45



	11-2563
	Changes 1
	



	11-2564
	Intercommunication set PA-8.

Addenda sheet
	4 Jun 45



	11-2565
	Sound ranging set AN/PNS-1 (Dodar).

Changes 1
	17 Apr 45



	11-2566
	Public address set AN/PIQ-1 and AN/PIQ-1A.

Changes 1
	18 May 45



	11-2567
	Recorder-reproducer AN/GNQ-4.

Changes 1
	16 Dec 52













	NO.
	TITLE
	DATE




	
	SIGNAL-Continued
	



	11-2568
	Sound ranging set GR-8.

Changes 1, 2
	28 Sep 45



	11-2569
	Recording equipment RC-169.
	11 Mar 46



	11-2571
	Battery testers TS-183/U, TS-183A/U and TS-183B/U.
	19 Feb 52



	11-2572
	Intercommunicating stations LS-I 24/FI through LS-130/FI (Web-

ster Electric Models 206M-9, 212M, 212AM-3, 224M, 224AM-3,

5A45, and 5A45B), and Webster Electric Models 224AM-3-9 and

224M-9.
	25 Jul

45



	11-2572A
	Changes 1, 2

Intercommunicating stations LS-124B/FI, LS-124C/FI, and LS-

128A/FI.
	1 Oct

51



	11-2573
	Changes 1 and errata

Amplifiers AM-92/TI, AM-92A/TI, and AM-93/TI and associated

equipment.

Changes 1
	12 May45



	11-2573A
	Amplifiers AM-92B/TI and AM-93A/TI.
	24 Apr 52



	11-2576
	Magnetic wire recorder (G-E Model 20B-2).
	19 Feb 45



	11-2577
	Public address set AN/SIQ-1

Changes 1
	29 Jan

45



	11-2578
	Sound recorder-reproducer set AN/TNH-3.
	28 Feb 55



	11-2579
	Recorder-reproducer AN/GNQ-9 and amplifier AM-91/GNQ.

Errata sheet
	10 Apr 46



	11-2580
	Reproducer AN/GNQ-10.
	23 Aug 45



	11-2581
	Plotting equipment AN/TSA-1.

Changes 1
	4 Jul

45



	11-2582
	Plotting equipment AN/TSA-2.

Changes 1
	2 Jun

45



	11-2583
	Sound recorder-reproducer set AN/TNII-2.
	15 Nov 54



	11-2585
	Amplifier (Lewyt type ED-i).
	16 Jun

46



	11-2586
	Public address set AN/TIQ-2, AN/TIQ-2A, and AN/TIQ-2B.

Changes 1, 2, 3
	15 Apr 47



	11-2587
	Amplifier (General Radio Model 715 AM).
	20 Mar 46



	11-2588
	Amplifier AM-129/U.
	20 Oct 45



	11-2589
	Amplifier AM-130/U.
	16 Oct 45



	11-2590
	Audio distributing central AN/FIA-1.

Changes 1
	22 Mar 46



	11-2595
	Re order-reproducers AN/GNQ-8 and AN/GNQ-8A.

Vibrator power supplies PP-31/TIQ-2, PP-31A/TIQ-2, and PP-
	7 Dec 51



	11-2596
	31B/TIQ-2.

Changes 1
	31 Aug 48



	11-2599
	Shelters S-44/G and S-44A/G.

Changes 1
	28 Jan

53



	11-2601
	Radio sets AN/TRC-1, -IA, -1B, -1C, -ID, -1E, -10, and -1i; 19 Dec 51

radio terminal sets AN/TRC-3, -3A, -3B, -3C, -3D, -3E, -3G,

-and -3E; radio relay sets AN/TRC-4, -4A, -4B, -4C, -4D, -4E,

-4G;,-4; and amplifier equipments AN/TRA-1, -1A, -1B, -IC,

and -1D.

Changes 1, 2
	



	11-2602
	Frequency standard TS-65/FMQ-1.
	12 Feb 44



	11-2602A
	Frequency standard TS-65A/FMQ-1.

Changes 1
	6 Jan 45



	11-2602B
	Frequency standard TS-65-C/FMQ-1.
	25 Apr 52



	11-2604
	Test sets I-199 and 1-199-A.

Changes 2
	20 May 44



	11-2606
	Test set AN/FSM-3, tool equipment TK-40/FSM-3, and main-

tenance kit MK-40/FSM-3.

(Formerly depot crystal equip

ment AN/FSM-1.)

Addenda sheet
	28 Jun 45



	11-2608
	Antenna system AS-81/OR.
	5 May44



	11-2610
	AntennaassemblyAS-51/MRQ-2andauxiliaryantennaassembly
	15 Jul



	
	AS-93/MRQ-2.
	44













	NO.
	TITLE
	DATE




	
	SIGNAL-Continued
	



	11-2611
	Antenna kit for rhombicreceiving antenna (drawing ES-E-386-E).

Changes 1
	1 Apr 44



	11-2613
	Supp

Voltohmmeter 1-166.

Changes 1
	27 May 44



	11-2614
	Erection kit MX-746/FR.

Changes 1, 2, 3
	8 Sep 44



	11-2615
	Antenna supports AB-105A/FRC and AB-1OSB/FRC.

Changes I
	2 Aug 48



	11-2615A
	Antenna support AB-105C/FRC.

Changes 1
	15 Jul

52



	11-2616
	Antenna equipment RC-63.
	17 Oct 44



	11-2617
	Antennakit MX-742/FR, guykits MX-744/FR and MX-745/FR,

transmission line kit MX-740/FR and dissipation line kit MX

739/FR.

Changes 1, 2
	31 Mar 45



	11-2618
	Antenna equipment RC-173 (tentative).
	27 Sep

43



	11-2619
	Radio control central AN/TRQ-1 ( ).
	29 Jul

44



	11-2620
	Antenna support AB-38/CR.
	3 Oct

44



	11-2620A
	Antenna support AB-38B/CR.

Changes 1
	25 Jan 52



	11-2621
	Remote control equipment AN/TRA-2 and AN/TRA-2A.

Changes 1
	7 Nov 44



	11-2622
	Remote control console CY-161/FRC.
	23 Dec 53



	11-2624
	Electronic volt-ohmmeter Radio City Products Model 664.
	16 Oct 44



	11-2624B
	Voltohmmeters TS-294/U and TS-294B/U.

Changes 1
	30 Apr 45



	11-2625
	Frequency standard TS-240/FRC (Millen No. 90505).
	17 Mar 45



	11-2626
	Test unit 1-176, I-176-A and 1-176B.
	31 Jul

44



	
	Changes 1, 2
	



	11-2627
	Tube tester 1-177, I-177-A and 1-177-B.

Changes 1, 2, 3
	3 Aug 44



	11-2628
	Test sets TS-284/UR and TS-284A/UR.

Changes 1
	26 Jul

48



	11-2629
	Antenna kit for double-doublet

receiving antenna

(drawing

ES-E-276-F).

Changes 1
	25 Nov 44



	11-2630
	Antenna equipment RC-219-A and antenna AN-78-A.
	17 Oct 44



	11-2631
	Antenna equipment RC-154-A and RC-154-B.

Changes I
	9 Oct

44



	11-2632
	Remote control equipment RC-261.
	28 Oct 44



	11-2633
	Radio frequency bridge type 916-A.
	17 Feb 45



	11-2634
	Impedance bridges TS-460-U, TS-460A/U, and TS-460B/U.
	5 Sep

50



	11-2635
	Q-meter, Boonton type 160-A.
	3 Jan 45



	11-2637
	Test set (Espey Model 100).
	8 Nov 45



	11-2638
	Antenna masts AB-54/FR and AB-54A/FR.

Changes 1
	18 Nov 44



	11-2639
	Signal generator TS-301/U

(signal generator,

Federal Model

804-CS-1).
	7 Mar 45



	11-2640
	Frequency meter TS-285/GP (frequency meter, Lavoie Model

150S).
	20 Nov 44



	11-2641
	Signal generator I-1i7-B (W. I. T. Model 43-41).
	12 Jan

45



	11-2642
	Signal generator, TS-465/U.
	10 Jun 53



	11-2643
	Intercommunication set AN/UIC-1.
	16 Mar 51



	11-2644
	Acme MFM converter and Acme MFM inverter

(facsimile

equipment).
	25 Oct 44



	11-2645
	Acme trans-ceiver Model CNP (facsimile equipment).
	5 May45



	11-2646
	Impedance bridge TS-406C/U.
	19 Jul

51



	11-2647
	Console CY-751/GR.
	31 Mar 52



	11-2648
	Vibrator packs PP-68/U and PP-68A/U.

Changes 1
	9 Jan 45



	11-2649
	Audio oscillator TS-421/U (Hewlett-Packard Model 205-AG).
	1 Oct 45













	NO.
	|TITLE
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	SIGNAL-Continued
	



	11-2650
	Modulator MD-69/FRT.

Changes 1
	19 Nov 45



	11-2651
	Antenna group AN/GRA-4.
	21 Jul

52



	11-2652
	Crystal impedance meter TS-683/TSM.
	30 Nov 53



	11-2653
	Vacuum tube voltmeter, Precision Model EV-10-MCP.
	14 Jul

45



	11-2654
	Vacuum tube voltmeter (Hickok Model 110-B).
	27 Nov 45



	11-2656
	Antenna kit MX-741/FR and transmission line kit MX-737/FR.

Changes 2, 3
	I Jan

45



	11-2657
	Signal generators TS-155/UP and TS-155A/UP.

Changes 1
	8 Feb 45



	11-2657B
	Signal generator TS-155B/UP.

Changes 1
	19 Apr 45



	11-2657C
	Signal generator TS-155C/UP.

Changes 1, 2
	18 Nov 46



	11-2658
	Capacitor analyzer Solar Model CB-1-60.
	2 Feb 45



	11-2659
	Test sets TS-303/G, TS-303A/G, and TS-303B/G.

Changes 1
	10 Jul

50



	11-2662
	Antenna masts AB-71/CR, AB-71A/CR, AB-72/CR, and AB-

72B/CR and election kits MX-326/CR, MX-326A/CR, MX

327/CR, and MX-327B/CR.
	22 Aug 52



	11-2663
	Crystal test set TS-151/FSM-1.
	16 Jun

45



	11-2664
	Oscilloscope TS-152/FSM-1
	9 Jun 45



	11-2666
	Rectifiers (Wilcox Electric types 36A and 36A4).

Addenda sheet
	23 Nov 45



	11-2667
	Remote control equipment RC-289

Changes 1
	6 Feb 53



	11-2669
	Keyer KY-7/FRT and tone keying unit KY-7A/FRT.

Changes 1
	29 Sep

45



	11-2670
	Oscillators O 14/FSM-1 and O-14A/FSM-1.

Changes 1
	2 Jul

45



	11-2671
	Radio transmitters (Wilcox Electric types 96A, .96C, and 96C3).
	19 Dec 45



	11-2672
	Quartz crystal unit test set AN/TSM-2.
	53

30 Sep



	11-2673
	Multimeter TS-389/U (Hickok Models 202 and 202-NX).
	5 Apr 45



	11-2674
	Crystal test set TS-314/FSM-1 (Ray Jefferson Model AF-30).
	4 May 45



	11-2675
	Standard oscillator TS-220/TSM (Galvin Model CES-1).
	15 May 45



	11-2676
	Crystal test set TS-136/FSM-1.
	13 Apr 45



	11-2677
	Crystal test set TS-137/FSM-1
	12 Jun 45



	11-2678
	Pulse generator AN/PPM-I.

Changes 1
	1Sep 53



	11-2679
	Crystal test set TS-139/FSM-1.
	2 Jul

45



	11-2680
	Antenna assembly AS-341/GR.
	2 Nov 53



	11-2683
	Refrigerator HD-2/FSM-i.

Addenda sheet
	20 Jun 45



	11-2681
	Audio oscillators TS-312/FSM-1 and TS-382/U.
	30 Apr 52



	11-2684A
	Audio oscillator TS-382A/U.
	9 May 52



	11-2685
	Lapping machine TL-312/FSM-1.
	22 Jun 45



	11-2688
	Antenna support AB-26/CR
	22 Jun 45



	11-2689
	Oscilloscope I -245-B.
	18 Apr 45



	11-2689A
	Oscilloscope I-245-A.
	27 May 49



	11- 2690
	Antenna assembly AS-363/VRC.
	1 May 52



	11-2692
	Oscillator O-37/FRT.
	20 Aug 47



	11-2692A
	Oscillator O-37A/FRT.
	2 Oct

53



	11-2693
	Static direction finder AN/GRD-IA.
	28 Sep

45



	11-2695
	Signal generator TS-452/U.
	1 Nov 50



	211-2696
	Static direction finder AN/ORD-1.
	1 Mar 45



	11-2697
	Standard oscillator TS-39A/TSM-1.

Changes 1
	1 Dec 51



	11-2698
	Frequency meter FR-67/U.

Changes 1
	15 May 53



	11-2699
	)/GR.

Balloon assembly MX-591(
	9 Aug 45





* No stocks-do not r requisition.
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	11-4001
	Repair instructions for radio receivers BC-312, -A, -C, -D, -E,
	10 Feb 45



	
	-M, -N, -HX, and -NX, and BC-342, -A,

-G, -J, -L,

-F,
	



	
	-C, -D, -F, -J, -L, -M, and -N.
	



	11-4002
	Radio receivers BC-314, -C, -C, -E, and -G, BC-344, andBC-
	2 May45



	
	344-D; repair instructions.
	



	11-4004
	Radio transmitter BC-978-A (target); repair instructions.
	iS Apr 45



	*1-4005
	Radio receivers BC-728-A and -C; repair instructions.
	27 Apr 45



	11-4006
	Radio receiver and transmitter BC-474-A; repair instructions.
	10 May45



	11-4007
	Radio transmitter BC-653-A; repair instructions.
	25 May 45



	11-4008
	Radio receiver BC-652-A, repair instructions.
	3 May 45



	11-4009
	Radio receiver and transmitter BC-1306; repair instructions.
	28 May 45



	11-4013
	Radio receiver BC-969-A and -B; repair instructions.
	14 May 45



	11-4014
	Radio receiver and loop rotators BC-470-D and -F; repair in-

structions.
	28 May 45



	11-4016
	Detector sets SCR-625-A, -B, -C, -D, -E, and -F; repair in-

structions.
	31 May45



	11-4017
	Radio transmitters BC-191-A, -B, -C, -E, -F, and -N; repair
	4 Jun 45



	
	instructions.

Changes 1
	



	11-4019
	Radio receiver and transmitters BC-611-A, -B, -C, -D, -E,
	16Jul

45



	
	and -F; repair instructions.
	



	11-4020
	Control units RM-13-A, -B, -C, -D, and -G; repair instruc-

tions.
	22 Jun 45



	11-4021
	Converter CV-2/TX; repair instructions.
	19 Jun 45



	11-4022
	Radio receiver and transmitters BC-620-A, -B, -F,

-G, -H,

and -J; repair instructions.
	5 Jun 45



	11-4023
	-B, -H, and -J;

Radio receiver and transmitters BC-659-A,

repair instructions.
	22 Jun 45



	11-4024
	Radio receiver and transmitters BC-1000-A and -B; repair in-

structions.
	30 Aug 45



	11-4025
	Amplifier BC-908-O ; repair instructions.
	3 Jul

45



	11-4027
	Recorder-scanner BC-918-B; repair instructions.
	5 Jul

45



	11-4028
	Radio receivers BC-973-A and -B; repair instructions.
	24 Sep 45



	11-4030
	Radio receiver BC-923-A; repair instructions.
	13 Sep 45



	11-4033
	BC-603-A, -C, -D, -AM, -CM,

and -DM;

Radio receivers

repair instructions.
	31 Jul

45



	11-4034
	Radio transmitters BC-604-A, -C, -D, -AM, -CM, and -DM;

repair instructions.
	10 Oct 45



	11-4036
	Radio receivers BC-683-A, -B, and -BM; repair instructions.
	I Oct 45



	11-4037
	Radio transmitters BC-684-A, -B, and -BM; repair instructions.
	31 Aug 45



	11-4038
	Facsimile transceiver FX-1-B, facsimile set AN/TXC-1, rectifier

power supplies PE-140-B and PP-86/TXC-1; repair instruc

tions.
	6 Dec 45



	11-4040
	Radio transmitters BC-1149 and BC-1149-A (target); repair in-

structions.
	14 Dec 45



	11-4041
	Radio receivers BC-1147 and BC-1147-A; repair instructions.
	6 Dec 45



	11-4047
	Radio receiver BC-1005-A; repair instructions.
	1 Nov 45



	11-4048
	Panoramic adaptor BC-1031-A; repair instructions.
	18 Dec 45



	11-4049
	Panoramic adaptor BC-1032-A; repair instructions.
	7 Dec 45



	11-4050
	Radio transmitter BC-655-A (target); repair instructions.
	6 Dec 45



	11-4051
	Recorder BC-1016; repair instructions.
	4 Jan 46



	11-4052
	Signal generators I-72-A, -B, -C, -D, -E, -F, -0, -H, -J, and

-K; repair instructions.
	10 Dec 45



	11-4054
	Radio receivers BC-779-A and -B, BC-794-A and -BC, BC-1004-

A, -B, -C, and -D, and R-129/U; repair instructions.

Changes 1, 2
	29 Jul

46



	11-4058
	Radio receiver and transmitters BC-669-A, -B, -C, -D, -AM,

-BM, and -CM; repair instructions.
	3 Dec 45



	11-4059
	Interphone amplifiers BC-367 and BC-667; repair instructions.
	26 Oct 45



	11-4060
	Radio receiver BC-792-A; repair instructions.
	25 Oct 45



	11-4062
	Radio transmitter T-55/MRQ-2; repair instructions.
	16 Jan

46



	
	Bearing indicator BC-1159-A; repair instructions.
	18 Dec 45
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	11-4065
	Radio sets AN/PRC-8, -9, and -10; field maintenance.
	54

9 Sep



	11-4068
	Facsimile transceiver FX-l and rectifier power supply PE-140;
	15 May46



	11-4069
	repair instructions.

Radio set AN/PRC-6; field maintenance.

Changes 1
	16Jun

52



	[C] 11-4086
	Countermeasures receiving set, AN/TLR-1; theory and repair (U).
	20 Dec 54



	11-4301
	Tactical switchboards and long lines equipment; repair instruc-

tions, general requirements.
	1 Feb 46



	11-4302
	Tactical switchboards and long lines equipment; repair instruc-

tions, apparatus requirements.

Changes 1
	15 Jul

46



	11-4312
	Switchboards BD-89-A, -B, -C, -D, -E, and -G; repair instruc-

tions, operational requirements.
	5 Jun 46



	11-4313
	BD-91-A, -B, -C, and -D; repair instructions,

Switchboards

operational requirements.
	6 May 46



	11-4314
	Switchboard BD-96; repair instructions, operational requirements.
	1 May 46



	11-4315
	Switchboard

BD-100; repair instructions, operational require-

ments.
	6 May 46



	11-4316
	Switchboard

BD-110; repair instructions, operational require-

ments.
	17 Aug 45



	11-4318
	SB-27/TTC-1 and SB-28/TTC-2; repair instruc-

Switchboards

tions, operational requirements.
	21 Jul

45



	11-4400
	Telephone terminal CF-1-A (carrier); repair instructions, opera-

tional requirements.
	11 Aug 45



	11-4401
	Telegraph terminal CF-2-A (carrier); repair instructions, opera-

tional requirements.
	2 May46



	11-4402
	Telegraph terminal CF-2-B (carrier) and CF-6 (carrier); repair

instructions, operational requirements.
	13 May46



	11-4403
	Repeater CF-3-A (carrier); repair instructions, operational i~-

quirements.
	May46



	11-4406
	Carrier hybrid CF-7; repair instructions, operational require-

ments.
	20 Jun 45



	11-4407
	Telephone repeater EE-89-A; repair instructions, operational re-

quirements.
	30 Aug 45



	11-4409
	Ringing equipments EE-100-T1, EE-100-A (voice frequency),

and EE-101-A

(voice frequency);

repair instructions, opera

tional requirements.
	11 Jun 46



	11-4410
	Repeater TB-30 terminal; repair instructions, operational require-

ments.
	31 Aug 45



	11-4411
	Repeater TO-31 (intermediate); repair instructions, operational

requirements.
	13 May46



	11-4412
	Telephone repeater TP-14; repair instructions, operational re-

quirements.
	17 Apr 46



	11-4413
	Telegraph terminal TH-1/TCC-1; repair instructions, operational

requirements.
	22 May 46



	11-4700
	Electrical indicating and measuring instruments; repair instruc-

tions.
	14 May 52



	11-4701
	Repair instructions: Rectifier RA-34-A, -B, -C, -D, -E, -F, -0,

-H, and -J.
	24 Jun 45



	11-4702
	Repair instructions: Rectifier RA-43-B.
	20 Jul

45



	11-4703
	Repair instructions: Electronic organ AN/TNP1.

Changes 1
	5 Oct 49



	11-5000
	Antenna coupling units CU-128A/U, CU-128B/U, CU-128C/U,

CU-128D/U, and CU-128E/U.

Changes 1, 2
	6 Oct

50



	11-5001
	Antenna coupler CU-119A/FR.
	18 Oct 48



	11- 5005
	Antenna assemby AS-334/FRT.

Changes 1
	3 Oct

51



	11-5009
	Tuning equipment IE-37.
	17 Jul

47



	11-5010
	Antenna kit MX-765/FR.
	16 Mar 48



	11-5011
	Radio receiver R-206A/PR.
	7 Dec 49



	
	Changes 1
	,
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	11-5012
	Antenna towers AB-127A/FR and AB-127B/FR.

Changes 1
	24 Nov 48



	11-5013
	Antenna assembly AS-353/FR.
	7 Jan



	11-5014
	Test sets TS-538/U, TS-538A/U, and TS-538B/U.
	5 May 50



	
	Changes 1, 2
	



	11-5015
	Oscillator test equipment RC-93-A.
	20 Sep 45



	11-5016
	Antenna assembly AS-574/URR.
	2 Nov 54



	11-5017
	Output meters TS-585A/U, TS-585B/U and TS-585C/U.

Changes 1, 2
	6 Dec 48



	11-5018
	Signal generator TS-588A/U.

Changes 1
	6 Oct 52



	11-5020
	Antenna equipment RC-292.

Changes 1
	5 May 50



	
	Radio test set T S-654/GRR-1.
	6 Jul



	11-5021
	Radio test set TS-655/GRR-1.
	23 May 49



	11-5022
	
	



	11-5023
	Antenna AS-412/FRC-6.
	18 May 49



	11-5024
	Square wave generators TS-583A/U and TS-583B/U.

Changes 1
	Jun 49



	11-5025
	Oscillators 0-73/URT and 0-73A/URT.

Changes 1
	1 Jun



	11-5026
	Test equipment IE-9-C.

Changes 1, 2
	18 Mar 49



	11-5027
	Antenna kit MX-854/FR.

Changes 1
	1 Mar 49



	11-5028
	Amplifier assemblies AN/FRA-1A and AN/FRA-1B.

Changes 1
	10 Nov 48



	11-5030
	Signal generator TS-497A/URR.
	15 Dec 50



	11-5030A
	Signal generator TS-497B/URR.
	13 Oct



	11-5032
	Sound analyzer TS-615A/U.
	5 Sep



	11-5033
	Antenna supports AB-26A/CR, AB-26B/CR, and AB-26C/CR.

Changes 1
	22 Dec 50



	11-5034
	Radio transmitter T-158C/FRT, radio transmitter T-158D/FRT,

rectifier power unit PP-219A/FRT, and modulator MD-69A/

FRT.
	1 Oct



	
	Changes 1
	



	11-5035
	Dynamotor DY-44/U.

Changes 1
	21 Mar 50



	11-5036
	Power supplies PP-109/GR and PP-112/GR.
	Dec 54



	11-5037
	Generator G-8/GRC.
	20 Mar 51



	
	Changes 1
	



	11-5038
	Control group AN/GRA-6.

Changes 1
	18 Apr 51



	11-5039
	AF amplifier AM-65/GRC.

Changes 1, 2
	4 Jan



	11-5040
	Power supplies PP-281/GRC, PP-282/GRC, and PP-448/GR.

Changes 1
	29 Nov 50



	11-5042
	Frequency meter TS-480/U.
	24 Jul



	11-5043
	Analyzer ZM-3/U.

Changes 1
	15 Aug 51



	11-5044
	Frequency meter TS-174B/U.
	1 Aug 51



	11-5045
	Motor generator PU-175/U.

Homing beacon AN/CRN-12( ).
	I Dec 51



	11-5046
	
	26 Apr 51



	211-5048
	Instruction book for radio transmltting set AN/FRT-4.
	21 Feb 49



	11-5049
	Electronic switch TS-433B/U.
	5 May 51



	11-5050

11-5051
	Frequency meter TS-175B/U.

Crystal impedance meter TS-330/TSM.
	24 Oct 52

4 Apr 51



	11-5052
	Changes 1, 2

Crystal impedance meter TS-537/TSM.
	18 Jun 51



	211-5053
	Changes 1

Handbook of maintenance instructions for test equipment.
	11 Apr 44



	11-5054
	BC-614-E, -F, -H, and -I.

Speech amplifier.

Changes 1
	3 Oct 52





&# x27; No stocks-do not requisition.









	NO.
	TITLE
	DATE




	
	SIGNAL-Continued
	



	11-5055
	Amplifier-power supply AM-598/U.
	



	11-5056
	Antenna coupler CU52/URR.
	7 May 54

29 Jan

54



	11-5059
	Channel alinement indicator ID-292/PRC-6.
	5 Nov 52



	11-5060
	Indicator ID-176 GX.
	9 Oct



	11-5061
	Oscillator VO-3-F.
	53

6 Jan



	11-5062
	Frequency shift

converters CV-182/GRC-26A

and

CV-182A/
	54

22Aug 52



	
	GRC-26A and power supplies PP-712/GRC-26A and PP-712A/

GR C-26A.

Changes 1
	



	11-5063
	Sound recorder reproducer sets, AN/FNQ-3 and ANiFNQ-3A

(Soundscriber Model No. 5R).
	27 May53



	11-5064
	Sound recorder-reproducer

sets AN/FNQ-2 and AN/FNQ-2A

(Soundscriber Model No. 5DR).
	I Sep

54



	11-5065
	Sound reploducers AN/FNP-1 and AN/FNP-1A

(Soundscriber

Model 5TA).
	2 Nov 53



	11-5069
	Battery test set TS-737/U.
	21 Sep

53



	11-5071
	Radio receiver R-257/U.
	29 Dec 54



	11-5072
	Power supply PP-804/U.
	5 Jan

54



	11-5073
	Tower AB-216/U, tower section set AB-298/fU, guy kit MK-99/U,

accessory kit MK-100/U, guy kit MK-101/U.

Changes I
	2 Nov 53



	11-5076
	Dynamotor-power supplies DY-93/G, DY-98/G, and DY-100/U.
	27 Aug 54



	11-5077
	Power supply PP-835/U.
	18 Oct 54



	11-5078
	Power supply PP-846/U.
	27 May 54



	11-5079
	Power supplies PP-867/U, PP-868/U, and PP-869/U.
	-

4 Jan

54



	11-5080
	Receiver control C-975/URR.
	28 Feb 55



	11-5081
	Audio frequency amplifier AM-864/U.
	14 Jul

54



	11-5083
	Electron tube test set TV-7/U.
	29 Sep

53



	11-5085
	Frequency shift converter CV-115/URR.
	20 Dec 54



	11-5086
	Panoramic indicator, IP-153/U.
	24 Jun 54



	11-5087
	Electron tube test set TV-6/U.
	18 Oct

54



	11-508
	Signal generator SG-71/FCC.
	13 Dec 54



	11 5092
	Radio receiver R-394/U.
	24 Nov 54



	11-5093
	Radio frequency amplifier AM-494/GR.
	28 Jun

54



	11-5094
	Frequency meters AN/URM-79 and AN/URM-82.
	30 Dec 54



	11-5101
	AF Amplifier AM-465/FR.
	8 Nov 54



	11-5105
	Instruction book for frequency shift converter CV-172A/U.
	3 Sep

54



	11-5302
	Sound recorder RD-126/TFU-3.
	6 Aug 53



	11- 5500
	Multimeter TS-297/U.,

Changes 1, 2
	31 Aug 48



	11-5501
	Sound recording set AN/UNQ-IB.
	5 May 48



	11-5502
	Recorder-reproducer RD-31B/U.
	22 Nov 48



	115502A
	Recorder-reproducer RD-31C/U.
	25 Mar 52



	11-5504
	Electronic multimeter TS-620A/U.
	7 Sep 49



	11-5505
	Communications central AN/MSC-1.
	7 May 51



	11-5506

11-5507
	Radio set AN/FRC-6.

Changes 1, 2, 3

Rotary converters PU-141A/U.
	14 Mar 49



	
	PU-141B/U, PU-140A/U, andc

rotary converters 1K50 and 3K50.

Changes 1, 2
	2 Sep

43



	11-5510
	Motor generator PU-164/U, motor starter SA-167/U and motor

generator PU-163/U, motor starter SA-166/U.

Changes I
	9 Aug 49



	11-5511
	Electronic multimeter TS-505/U.
	8 Jun

51



	11-5512
	Decade resistor TS-578B/U.
	13 Oct 52



	11-5513
	Printer PH-508/PF.
	13 Feb 51



	
	Changes 1
	



	11-5514
	Radiac training sets AN/PDR-TI, AN/PDR-TIA, AN/PDR- 10 May 51

TIB, and radiac set AN/PDR-39.

Changes 1, 2
	



	11-5515
	Radiac training set AN/PDR-T2 and radiac training set AN/

PDR-T2A.

Changes 1
	26 Jun 50













	NO.
	TITLE
	DATE




	
	SIGNAL-Continued
	



	11-5516
	Flash ranging set AN/GTC-1.
	14 Feb 51



	
	Changes 1
	



	11-5519
	Battery charger PP-178/U.
	I Mar 51



	
	Changes 1, 2
	



	11-5520
	Decade resistors TS-679/U and TS-679A/U.
	13 Feb 52



	
	Changes 1
	



	11-5521
	AF amplifier AM-364/U.
	7Mar 50



	11-5522
	Signal generator set AN/URM-27.
	27 Aug 51



	11-5523
	Amplifier AM-186A/FR.
	2 Aug 51



	
	Changes I
	



	11-5524
	Frequency shift converter CV-62/U.
	10 Nov 52



	11-5525
	Amplifier AM-243A/U.
	5 Feb 52



	11-5526
	Recorder RD-41B/U.
	14 Apr 52



	11-5527
	Multimeter TS-352/U.
	1 Nov 50



	11-5527A
	Multimeter TS-352B/U (Phaostron).
	26 Mar 54



	11-5528
	Recorder-reproducer RD-74/U.
	22 Aug 52



	11-5529
	AF amplifier AM-409/FRC.
	13 Feb 52



	11-5530
	Lie detecting set AN/USS-2A.
	25 Jan

52



	11-5532
	Tape puller TH-10JU.
	5 Nov 51



	11-5533
	Code recorder RD-60/U.
	1 Oct 51



	11-5534
	Azimuth-elevation range recorder RD-54/TP and azimuth-eleva
	19 Aug 54



	
	tion range recorder RO-3/MPQ.
	



	11-5535
	Lie detecting set AN/USS-2.
	10 Oct 51



	11-5536
	AF amplifiers AM-244A/U and AM-245A/U.
	23 Jun 52



	11-5538
	Lie detecting set AN/USS-2B.
	4 Aug 54



	11-5539
	Storage battery BB-401/U.
	3 Apr 53



	11-5540
	Electric light assembly MX-1292/PAQ.
	29 Jul

53



	11-5541
	Radio frequency amplifier AM-495/GR.
	9 Nov 54



	1 1-5.542
	Electric light assembly, MX-1291/PAQ.
	16 Jul

53



	11-5543
	Radiac set AN/PDR-27(*).
	22 Aug 52



	
	Changes I
	



	11-5546
	Battery charger PP-993/U.,
	6 Jan

54



	11-5.549
	Electronic multimeter ME-6A/U.
	12 Oct

53



	11-5549A
	Electronic multimeter ME-6B/U.
	31 Dec 53



	11-5549B
	Instruction book for electronic multimeter ME-6C/U.
	14 Jan

54



	11-5550
	Operations centers AN/MTQ-1 and AN/MTQ-1A.
	16 Dec 54



	11-5551
	Instruction book for r-f signal generator set AN/URM-25.
	15 Oct

53



	
	Changes 1
	



	11-5551A
	R. f. signal generator set AN/URM-25A.
	11 Dec 53



	11-5551B
	R. f. signal generator set AN/URM-25B.
	Jan

54



	11-55510
	Instruction book for r. f. signal generator set AN/URM-2S0.
	27 Mar 52



	
	ADJUTANT

GENERAL
	



	
	The Army Postal Service.
	



	12-205
	Records administration, microfilming of records.
	21 May 46

13 Mar 46



	12-257
	Changes 3
	



	12- 258
	Records administration; filing procedures.
	21 Aug 45



	12-260
	Army personnel tests and measurement.
	9 Apr 53



	
	FINANCE
	



	14-500
	Organization and functions of disbursing offices.
	1 Jul

47



	
	Changes 1, 2, 4, 5, 7, 8, 9
	



	14-501
	Pay and allowances of officers and others of equivalent status.
	11 Jun 46



	
	Changes 1, 2, 3, 4, 5
	



	14-504
	Payment for supplies and nonpersonal services.
	1- Dee 43



	
	Changes 1, 2, 3, 4, 5, 6, 7, 9, 10
	



	14-505
	Agent finance officers.
	22 Mar 48



	
	Changes 1, 2
	



	14-505A
	Agent finance officers (for use of military attaches only).
	1 Jul

47



	
	Changes 1
	



	14-600
	Administration of government life insurance; United States Gov
	29 May47



	
	ernment Life Insurance and National Service Life Insurance.
	29 May 47



	2 14-701
	Fiscal accounting for operating agencies.
	1 Jul





2 No stocks-do not rec luisition.









	NO.
	TITLE
	DATE




	
	FINANCE-Continued
	



	14-704
	Accounting for receipts and payments by disbursing officers.

Changes 2, 3, 4
	30 Dec 48



	214-1000
	Administrative audit procedures for cost-plus-a-fixed fee supply 30 Jun 46

contracts.
	



	14-1008
	War Department audit procedures for nonappropriated funds.

Changes 1
	3 Jun 46



	
	MILITARY POLICE
	



	19-250
	Military Police records and forms.

Changes 1
	19 Nov 45



	19-275
	Military Police and Shore Patrol on railroad trains and in railroad

and bus terminals and stations.

Changes I
	19 Nov 45



	219-500
	Enemy prisoners of war.

Changes 1, 2, 3, 4, 5, 6, 7, 8, 9, 10, 11
	5 Oct 44



	
	GENERAL
	



	20-230
	Logarithmic, trigonometric, and mathematical tables for artillery.
	28 Oct 44



	20-240
	Meteorology for artillery.

Changes 1
	10 Nov 50



	20-241
	Meteorological tables for artillery.
	10 Nov 50



	20-250
	Field music.
	20 Sep 40



	20-300
	Use of radio-controlled airplane targets.

Changes 1
	15 May 52



	20-350
	Army ephemeris for 1955.
	27 May 54



	20-500
	Nutriculture.
	23 Jul

46



	20-005
	Career management for Army officers.

Changes 1, 2, 4, 5
	29 Jun

48



	
	SOLDIER

INDIVIDUAL
	



	21-205
	The Special Services Officer (athletics and recreation).
	26 Jul

45



	21-221
	Informal games for soldiers.
	13 Dec 43



	21-225
	The Army sports program.
	14 Feb 51



	21-300
	Driver selection and training.
	24 Oct

51



	21-301
	Driver selection, training and supervision; half track and full-track

vehicles.

Changes 1, 2
	18 Oct

44



	21-302
	Operator selection and training; materials handling equipment.
	1 Feb 45



	21-302A
	Operator selection and training; materials handling equipment,
	10 Dec 45



	
	platform trucks, wheeled warehouse cranes, and straddle trucks.
	



	21-305
	Driver's manual.
	30 Nov 44



	21-306
	Changes 1, 2

Manual for the full-track vehicle driver.
	21 Aug 46



	
	Changes 1
	



	21-500

21-501
	The Army reader.

Army reader workbook.
	20 Jan

54

5 Aug 54



	21-510
	Army arithmetic.
	14 May 43



	
	BASIC WEAPONS
	



	[S] 23-200
	Capabilities of atomic weapons (U).

Changes 1, 2
	1 Oct

52



	
	COMMUNICATION TECHNIQUES
	



	24-210
	Operating practices for Army administrative telephone switch-

boards.
	17 Apr 51



	
	MILITARY LAW
	



	27 250
	Cases on military government.
	20 May 43



	27-251
	Treaties governing land warfare.

Changes 1, 2
	7 Jan

44



	
	SPECIAL SERVICES
	



	2 28-210
	The Information-Education officer.
	12 Jul

45



	258-325
	Soldier handicrafts.
	15 Jun 45



	28-410
	Projectionist's manual, Army and Air Force Motion Picture Serv- 26 Oct

ice.
	49





2 No stocks-do not requisition.









	NO.
	TITLE
	DATE




	
	MILITARY INTELLIGENCE
	



	I [C] 30-210
	[Title classified].
	53

9 Sep



	30-220
	Corps area intelligence.
	8 Jan

42



	30-230
	Post, camp, and station intelligence, Zone of the Interior.
	3 Mar 41



	[C] 30-235
	Military intelligence; civil censorship (U).
	9 Sep 46



	[C] 30-236
	Prisoner of war censorship, military intelligence (U).
	30 Oct 46



	[C] 30-240
	[Classified].
	10 Feb 53



	[O] 30-245
	Photographic interpretation handbook.
	1 Apr 54



	30-246
	Tactical interpretation of air photos.
	9 Feb 54



	30-250
	Intelligence regional photointerpretation series, Antarctica.
	13 Sep

54



	30-259
	Military dictionary; English-Italian, Italian-English.
	1 Jul

43



	30-276
	Moroccan phrase book.
	15 Feb 43



	a 30-300
	Spanish language guide.
	22 Jun 43



	5 30-301
	Portuguese language guide (as spoken in Brazil).
	22 Jun 43



	6 30-302
	French language guide.
	21 Jun

43



	5 30-303
	Italian language guide.
	22 Jun 43



	5 30-306
	German language guide.
	24 Jun 43



	5 30-307
	Dutch language guide.
	13 Sep

43



	6 30-310
	Norwegian language guide.
	27 Nov 43



	6 30-311
	Danish language guide.
	3 Dec 43



	5 30-312
	Swedish language guide.
	3 Dec 43



	30-313
	Icelandic language guide.
	10 Feb 44



	6 30-316
	Hungarian language guide.
	28 Dec 43



	5 30-318
	Turkish language guide.
	27 Sep

43



	5 30-321

' 30-326
	North African Arabic language guide.
	25 Jun 43



	
	Persian language guide.

Hindustani language guide.
	13 Sep

43



	6 30-327
	
	1 Mar 44



	30-331

530-332
	Thai (Siamese) language guide.

Burmese. language guide.
	17 Feb 44

17 Feb 44



	5 30-333
	Chinese language guide.
	22 Jun 43



	5 30-334
	Cantonese language guide.
	7 Dec 43



	5 30-339
	Malay language guide.
	3 Dec 43



	5 30-340
	Tagalog language guide.
	12 Jun 44



	30-341
	Japanese language guide.
	18 Jun 43



	5 30-342
	Korean language guide.
	15 Mar 44



	5 30-344
	Russian language guide.
	23 Jun 43



	5 30-345
	Bulgarian language guide.
	3 Dec 43



	5 30-346
	Serbo-Croatian language guide.
	13 Nov 43



	30-349
	Rumanian language guide.
	3 Dec 43



	5 30-350
	Greek language guide.
	30 Jun 43



	5 30-352
	Albanian language guide.
	28 Dec 43



	30-410
	Handbook of the British Army, with supplements on the Royal

Air Force and Civilian Defense organizations.
	30 Sep 42



	E30-420
	Handbook on the Italian Military Forces.
	3 Aug 43



	30-430
	Handbook on U. S. S. R. Military Forces.

Chapter VI
	Nov 45



	E30-451
	Handbook on German Military Forces.
	15 Mar 45



	E30-480
	Handbook on Japanese Military Forces.

Changes 1, 2, 3, 4, 5, 6, 7
	15 Sep

44



	2 30-482
	Japanese-English technical terms dictionary.
	1 Nov 46



	30-485
	Japanese-English glossary; technical communication terms.

Changes 1
	1 May 43



	30-486
	Japanese readings for Chinese place names arranged by characters.
	20 Apr 45



	30-487
	Japanese readings for Chinese place names arranged by Chinese

readings.
	20 Apr 45



	30-488
	Japanese readings for Chinese place names arranged by Japanese

readings.
	18 Apr 45



	30-490
	German-English glossary; technical communication terms.
	22 Dec 43



	30-495
	Chinese-English glossary; technical communication terms.

Changes 1
	23 Mar 44



	30-500
	Spanish military dictionary; English-Spanish, Spanish-English.
	1 Jul

50





2 No stocks-do not requisition.

4 Not stocked by AG depots. Requisitions should be addressed to Assistant Chief of Staff, G-2, Department of the Army, Washington 25, D. C.

&# x27; Kits containing 200 copies of manual and 2 recordings (parts I, II, III, and IV) are also available.









	NO.
	TITLE
	DATE




	
	MILITARY INTELLIGENCE-Continued
	



	30-501
	military

Portuguese

dictionary;

Portuguese-English,

English-

Portuguese.
	28 Aug 44



	30-502
	French military dictionary; English-French, French-English.
	1 Aug 44



	30-506
	German military dictionary; German-English, English-German.
	20 May 44



	30-533
	Chinese military dictionary; Chinese-English, English-Chinese.
	26 May 44



	30-537
	Mongolian vocabulary (modern Khalkha language); Mongolian-

English, English-Mongolian.
	1 Jan 53



	30-541
	military

Japanese

dictionary;

Japanese-English,

English-Jap-

anese.
	29 Aug 44



	30-544
	Russian military dictionary; English-Russian, Russian-English.
	15 Jan

45



	30-600
	Spanish phrase book.
	11 Dec 43



	30601
	Portuguese phrase book.
	16 Dec 43



	30-602
	French phrase book.
	28 Sep

43



	30-603
	Italian phrase book.
	16 Sep

43



	30-606
	German phrase book.
	30 Nov 43



	30607
	Dutch phrase book.
	15 Dec 43



	30-610
	Norwegian phrase book.
	16 Dec 43



	30-611
	Danish phrase book.
	19 Feb 44



	30-612
	Swedish phrase book.
	29 Dec 43



	30-616
	Hungarian phrase book.

Turkish phrase book.
	28 Dec 43



	30-618

30-626
	Persian phrase book.
	17 Feb 44

1 Mar 44



	30-627
	Hindustani phrase book.
	7 Dec 44



	30631
	Siamese phrase book.
	29 Feb 44



	30-632
	Burmese phrase book.
	10 Mar 44



	30-633
	Chinese phrase book.
	10 Dec 43



	30-634
	Cantonese phrase book
	4 Dec 43



	30-639
	Malay phrase book
	8 Mar 44



	30641
	Japanese phrase book.
	28 Feb 44



	30-642
	Korean phrase book.
	27 Mar 44



	30-644
	Russian phrase book.
	4 Dec 43



	30-645
	Bulgarian phrase book.
	4 Dec 43



	30646
	Serbo-Croatian phrase book.
	3 Dec 43



	30-649
	Rumanian phrase book.
	23 Dec 43



	30-650
	Greek phrase book.
	13 Dec 43



	30652
	Albanian phrase book.
	28 Dec 43



	30-703
	Italian-English language guide.
	3 Mar 44



	2 30-803
	Italian-English Phrase book.

Frasario Italiano-Inglese.
	8 Mar 44



	30-900
	Dictionary of spoken Spanish (Spanish-English, English-Spanish).
	13 Nov 45



	30-933
	Dictionary of spoken Chinese (Chinese-English, English- Chinese).
	5 Nov 45



	30-944
	Dictionary of spoken Russian (English-Russian, Russian-English).
	9 Nov 45



	30-1503
	L'Inglese parlato (spoken English for Italian, Part I).

L'Inglese parlato (spoken English for Italian, Part II).
	18 Apr 44

15 Jun



	30-1504

2 30-1505A
	Guide's manual for TM 30-1503 (Italian) Spoken English.
	44

28 Apr 44



	2 30-1505B
	Guide's manual for TM 30-1504 (Italian) Spoken English.
	15 Jun 44



	30-1506
	"Englisch wie man's spricht."

Spoken English; basic course,

units 1-6.
	Jun 45



	230-1506A
	"Englisch wie man's spricht."

Spoken English; basic course,

units 7-12.
	Jul

45



	2 30-1506B
	"Englisch wie man's spricht."

Spoken English; basic course,

units 13-24.
	Jul

45



	230-1506C
	"Englisch wie man's spricht."

Spoken English; basic course,

units 25-30.
	Aug 45



	2 30-1506D
	Guide's manual for TM 30-1506 (German), units 1-6 and TM

30-1506A (German), units 7-12, Spoken English; basic course,

units 1-12.
	23 Jan

45



	2 30-1506E
	Guide's manual for TM 30-1506B (German), units 13-24 and

TM 30-1506C (German), units 25-30, Spoken English; basic

course, units 13-30.
	Aug 45



	30-1509
	El

Ingles hablado;

curso elemental,

unidades 1-12.

Spoken

English; basic course, units 1-12.
	15 Jan

45





No stocks-do not requisition.









	NO.
	TITLE
	DATE



	
	MILITARY INTELLIGENCE-Continued
	



	30-1510
	El Ingles hablado;

curso elemental, unidades 13-30.

Spoken

English; basic course, units 1-12.
	15 Feb 45



	30-1511A
	Guide's manual for TM 30-1509 (Spanish) and TM 30-1512 (Portu-

guese), Spoken English; basic courses, units 1-12.
	17 Feb 45



	30-1511B
	Guide's manual for TM 30-1510 (Spanish) and TM 30-1513 (Portu-

guese), Spoken English; basic courses, units 13-30.
	17 Feb 45



	30-1512
	O Ingles falado; curso elementar, unidades 1-12.

Spoken English;

basic course, units 1-12.
	15 Jan 45



	2 30-1513
	O Ingles falado; curso elementar, unidades 13-30. Spoken English;

basic course, units 13-30.
	15 Jan

45



	31-200
	SPECIAL OPERATIONS

Maintenance and care of pneumatic tires and rubber treads.

Changes 4
	1 Apr 43



	
	SECURITY
	



	[CM] 32-220
	Basic cryptography.
	5 Apr 50



	[CM] 32-225
	Distributing and accounting for registered cryptographic material.

Changes 1
	Apr 48



	Cl 32-230
	Establishment of Army cryptocenter (U).

Changes 1
	13 Aug 51



	[CM] 32-250
	Fundamentals of traffic analysis (radiotelegraph).
	I Oct 48



	
	MAINTENANCE
	



	37-265
	Instruction guide care and maintenance of ball and roller bearings.
	31 Jan

45



	
	PACKAGING AND SHIPPING OF MATERIEL
	



	38-230
	Preservation, packaging, and packing of military supplies and

equipment.
	15 Jun 51



	38-305
	Lumber and allied products (DSMA H7).
	15 Jul

53



	38-306
	Steel and iron wrought products (standardization H 8).

Storage in the Zone of Interior.
	27 Nov 53

8 Mar 46



	38-402
	Changes 1, 2
	



	38-403
	Station supply procedure.
	11 May 48



	
	Changes 4, 5, 6
	



	38-418
	Oversea requisition.
	1 Nov 45



	384660
	Preventive maintenance for administrative vehicles.

Changes 1, 2
	20 Apr 50



	38-705
	Army shipping document.

Changes 1, 2
	1 May 48



	
	ANTIAIRCRAFT ARTILLERY
	



	44-225
	Orientation for artillery.
	22 Aug 52



	
	Changes 1
	



	44-234
	Antiaircraft artillery service practice.
	13 Oct

52



	
	TRANSPORTATION
	



	55-205
	Railway communications and signals.
	25 Mar 55



	55-270
	Operation of railroads; general instructions for the inspection and

maintenance of locomotives and locomotive cranes.

Changes 1, 2, 3
	30 Apr 45



	55-271
	Operation of railroads; diesel-electric locomotives.
	13 Nov 44



	55-274
	Operation of railroads; locomotive repair shops.
	22 Aug 46



	55-275
	Operation of railroads; maintenance of way and structures.
	31 Jul

45



	55-282
	Operation of railroads; mechanical examination for steam loco-

Questions and answers.

motive engineers.
	3 Sep

45



	55-285
	Operation of railroads; general instructions for the inspection and

maintenance of rolling stock.

Changes 1
	3 Jan

46



	55-289
	Operation of railroads; standard painting, lettering, and number-

ing of railroad equipment.

Changes 1
	28 Sep

51



	55-290
	Operation of railroads; railway car mechanics.
	10 Aug 51



	55-320
	Small boat and harbor craft preventive maintenance.
	30 Nov 44



	
	
	22 Jan













	NO.
	TITLE
	DATE




	
	TRANSPORTATION-Continued
	



	55-335
	Operation of floating cranes.
	25 May 51



	55-340
	Transportation Corps electrical equipment.
	19 Mar 51



	55-370
	Operation of small boats and harbor craft.
	6 Jun 50



	55-405
	Preventive maintenance of electric motors and generators.
	11 Sep

45



	55-505
	Amphibious truck driver's handbook.
	10 Jan

55



	55-590
	Transportation of National Guard troops, materiel, and supplies.

Changes 1
	25 Mar 47



	55-1000
	Engine, marine, diesel, Cummins, Model "A" series.
	9 Nov 43



	2 55-1001
	Instruction manual and parts list for operation and maintenance

of Cummins diesel engines for U. S. Army Transportation Corps.
	20 Dec 43



	55-1002
	Engine, marine, diesel, Cummins, Model HMRS 603.
	1 Aug 44



	2 55-1005
	Engine, gasoline, marine, Hudson Invader, Model 168.

Changes 1
	15 Dec 43



	55-1006
	Engine, gasoline, marine, Hall-Scott Defender Models 2268 and

2269.
	29 May 53



	55-1007
	Engine, marine, steam, Skinner, Model Uniflow, 1,200 hp.
	Jul

44



	55-1008
	Engine, marine, steam, Skinner, Model Uniflow, 600 hp.
	22 Dec 44



	55-1010
	Engine, marine, gasoline, Packard, Model 4M2500.
	11 Nov 43



	2 55-1013
	Engine, gasoline, marine, Gray, Model 6-121.
	2 Apr

45



	55-1014
	Engine, gasoline, marine, Vimalert, Model V-1150-1.
	1 Nov 44



	55-1016
	Instruction book and parts list for [engine, marine, gasoline],

Scripps V-12, Model 302 H. Q.
	28 Sep

44



	55-1020
	Engine, marine, gasoline, Continental Commando, Model R6602.
	26 Jan 44



	55-1021
	Engine, marine, gasoline, Continental Invincible, Model M 6330.
	May 44



	55-1023
	Engine, diesel, marine, Atlas Imperial, Model 6HM1021.
	7 Feb 45



	55-1025
	Engine, marine, diesel, Atlas Imperial, Model 6HM1558.
	20 Dec 43



	2 55-1026
	Engine, marine, diesel, Atlas Imperial, Model 6HM2124.
	20 Dec 43



	2 55-1027
	Instruction manual

for Atlas Imperial

Model

diesel engine,

6HM464.
	25 May45



	55-1029
	Engine, gasoline, outboard, Johnson, Model SDL-16.
	1 Jul

41



	55-1030
	Engine, gasoline, marine, outboard, Evinrude Zephyr, Models

4359, 4361, 4362, 4363; Light-four, Models 4375, 4376, 4377.
	28 Jun

45



	55-1031
	Engines, diesel, Hercules, Models DFXB, DFXC, DFXD, and

DFXE.
	22 Nov 44



	55-1032
	Engines, diesel, Hercules, Models DJXB, DJXC, and DJXD.
	22 Nov 44



	55-1033

55-1034
	Engines, diesel, Hercules, Models DOOB, DOOC, and DOOD.

Engines, diesel, Hercules, Models DHXB, DHXC, DRXB, and

DRXC.
	22 Nov 44

12 Dec 44



	? 55-1039
	Engine, diesel, marine, Buda-Lanova, Model 6-DH-1611.
	29 Dec 44



	2 55-1040
	Engine, diesel, Witte, Model VI-38.
	30 Mar 44



	55-1044
	Engine, marine, diesel, Caterpillar Model D11000, power unit,

4 units.
	1 Feb 42



	55-1046
	Engine, marine, diesel, Caterpillar, Model D- 17000.
	Undated



	55-1046-1
	Engines, Caterpillar D17000 locomotive, electric set, industrial,

marine.

[Servicemen's reference book.]
	7 Jul

54



	2 55-1047
	Engine, diesel, Caterpillar, Model D-8800.
	12 Mar 45



	55-1048
	Engine, marine, diesel, Caterpillar, Model D4600.
	2 Nov 44



	55-1049
	Engine, marine, diesel, Buda-Lanova, Model 6-DT-468.
	14 Dec 44



	2 55-1050
	Baldwin direct reversing diesel engine, Model V. O.
	17 Jul

44



	255-1065
	Engine, marine, diesel, General Motors, Model 6-278A.

Changes 1
	7 Nov 43



	2 55-1066
	Generating set, diesel, General Motors, Model 3-268A, 100 kw.

Changes 1
	6 Nov 43



	2 55-1067
	Engine, marine, diesel, General Motors, Model 12-278A.
	27 Sep 43



	55-1068
	Engine, marine, diesel, General Motors, Model 8-567 ATS.
	Undated



	55 1069
	Engine, marine, diesel, General Motors, Models 3-71 and 6-71.
	30 Aug 43



	55-1070
	Engine, marine, diesel, Buda-Lanova, Model 6-DCMR-844.
	1 Aug 44



	55-1071
	Engine, marine, diesel, Buda-Lanova, Model 6-DCMR-1879.
	4 Apr 44



	55-1072
	Engine, diesel, marine, Buda Models 6-DTMR-317, 6-DTMR

468, 6-DHMR-691.
	1 Aug 45



	
	Engine, marine, gasoline, Sterling, Viking 11.
	Undated



	55-1080

2 55-1081
	Engine, marine, gasoline, Sterling, Model Admiral.
	Undated
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	55-1082
	Engine, marine, gasoline, Sterling, Model Petrel L-6.
	11 Mar 44



	
	Clark diesel engine, Models M. D. 4 and M. D. 6.
	31 May 44



	55-1085
	
	



	55-1090
	Engine, marine, diesel, Cooper-Bessemer, Model JS-6-DR.
	9 Nov 44



	55-1091
	Engine, marine, diesel, Cooper-Bessemer, Model FW-6-DR.
	16 Nov 44



	2 55-1092
	Engine, marine, diesel, Cooper-Bessemer, Model GSB-8; 6 units.
	2 Nov 44



	55-1095
	Operating instructions and repair parts catalog for Model No.

13A12, outboard motor.
	Undated



	55-1099
	Engine, marine, gasoline, Chris-Craft, Model MR.
	17 Jan

45



	55-1100
	Engine, marine, gasoline, Chris-Craft, Models IC, KR, and KB.
	12 Apr 44



	55-1101
	Instruction book and parts list for Chris-Craft marine engines,

6 cylinder, 160 horsepower, Models W, WR, WRO.
	10 Mar 45



	55-1105
	Engine, marine, diesel, Enterprise, Models DMQ-36 and DMQ-

38.
	20 Nov 44



	55-1106
	Engine, marine, diesel, Enterprise, Models DMG-6 and DMG-

38.
	1 Nov 44



	255-1110
	Engine, gasoline, marine, Briggs & Stratton, Model B (engines

up to 300500).
	20 Dec 44



	55-1111
	Engine, gasoline, marine, Brlggs & Stratton, Model B (engines

300500 and up), 12 units.
	13 Dec 44



	2 55-1115
	Engine, marine, diesel, Fairbanks-Morse Model 35-F-834.
	Jul

44



	255-1116
	Engine, marine, diesel, Fairbanks-Morse, Model 35-F-14M.
	Aug 44



	2 55-1117
	Engine, marine, diesel, Fairbanks-Morse, Model 36-A-4y4
	Jul

44



	2 55-1118
	Engine, marine, diesel, Fairbanks-Morse, Model 36-A-5A5.
	Undated



	2 55-1110
	Engine, marine, diesel, Fairbanks-Morse, Model 35-F-10.
	Undated



	255-1120
	Engine, marine, diesel, Fairbanks-Morse, Model 37-E-14.
	9Jan 44



	255-1121
	Engine, marine, diesel, Fairbanks-Morse,

Models 33-F-12 and

37-F-12.
	Jul

44



	6 55-1122
	Instruction manual, covering the care and operation of Fairbanks

Morse, Model 37F16 marine diesel engine and Model 33F16

stationary diesel engines.
	10 Aug 53



	55-1125
	Engine, marine, diesel, Wolverine, 6 cylinder.
	18 Oct

44



	255-1126
	Engine, diesel, marine, Superior, Model VDSS.
	14 Dec 44



	55-1130
	Engine, diesel, marine, Superior, Model PTD.
	14 Dec 44



	55-1134
	Engine, marine, diesel, Superior, Model SMRA-4; instruction

manual and parts list.
	4 Dec 44



	55-1136
	Engine, diesel, Superior, Models ID and CD.
	26 Apr 45



	55-1140
	Engine, marine, diesel, Busch-Sulzer, Model 6-DFMT-17.
	12 Mar 45



	55-1143
	Engine, gasoline, marine, Chrysler Twin Royal, Model Mll.
	15 Jun

45



	55-1144
	Engine, gasoline, marine, Chrysler Crown, Model M10.
	15 May 45



	55-1145
	Engine, gasoline, marine, Chrysler Royal, Model MS.
	15 May 45



	55-1146
	Engine, gasoline, marine, Chrysler Crown, Model M7.
	15 Apr 45



	55-1147
	Engine, diesel, marine, Chrysler, Model M12.
	15 Apr 45



	55-1148
	Engine, marine, gasoline, Kermath, Model Sea-Raider Six, fresh

water cooled.
	21 Dec 4.4



	55-1149
	Engine, marine, gasoline, Kermath, Model Sea-Raider Special,

550 hp, fresh water cooled.

Changes 1
	22 Nov 44



	55-1150
	Engine, marine, gasoline, Kermath, Model Sea-Raider.
	22 Nov 44



	55-1151
	Engine, marine, gasoline, Kermath, Model Sea Wolf Six, 306 units.
	28 Nov 44



	55-1152
	Engine, marine, diesel, Kermath, Model 4-226.
	13 Dec 44



	55-1153
	Engine, marine, gasoline, Kermath, Model Sea-Zephyr.
	13 Des 44



	55-1155
	Engine, diesel, marine Kermath Model 2-127.
	3 Oct

52



	55-1157
	Engine, diesel, Atlas, Model 3LN29.
	28 Nov 52



	55-1201
	Crane, locomotive, Browning, Model 8-wheel.
	11 Oct 44



	
	Crane, diesel, portal, Marion type 362, 3.4 tons.
	15 Dec 44



	55-1202

55-1203
	Crane, Gantry portal, diesel driven, Marion steam shovel, 17 ton
	15 Dec 44



	
	capacity, design No. C8.
	



	2 55-1204

2 55-1251
	Derrick, floating, diesel, steel, 30-ton, design 314, knockdown.

Locomotive, diesel-electric, General Electric, 45-ton, 300-hp.
	18 Apr 47

11 Nov 44





2 No stocks-do not requisition.

I Requisitions for this technical manual will be submitted with detailed justification to Commanding Officer, Transportation Materiel Command, Marietta, Pa., for approval prior to supply by St. Louis AG Publications Center.









	
	TITLE
	DATE




	
	TRANSPORTATION-Continued
	



	55-1254
	Car, railway, hospital unit, 566½-inch gage, 12-wheel (USA 89300

to 89399 and 89400 to 89499).
	15 Dec 45



	55-1255
	Car, railway, maintenance, 60-hp, gasoline engine, multigage,

8-man (Willys engine Model MB).
	1 Feb 46



	55-1256
	Car, railway, inspection, gasoline, multigage,

4-mm, 4-wheel,

Briggs and Stratton engine Model ZZP.
	Sep

47



	2 55-1257
	Locomotive, diesel-electric, 127-ton, 1000 hp, standard gage, Amer-

ican Locomotive Model RDSW.
	21 May 45



	2 55-1258
	Car, railway, hospital, kitchen, 56½i-inch gage, 50-tons, 8-wheels.
	15 Apr 46



	55-1260
	Baldwin diesel-electric switching locomotive, F-2-43.

[General

instructions for Baldwin diesel electric switching locomotive

F-2-43].
	15 Jul

52



	55-1263
	Locomotive, diesel electric, 561/,-inch gage, 65-ton, 0-4-4-0, 400 hp,

General Electric, Cummins Engine Model HBIS-600.
	21 Mar 55



	55-1264-1
	Locomotive, diesel-electric, 80-ton, 500 hp, GE, Model B-B160/

160-4GHM833.
	17 Dec 52



	55-1264-2
	Engine, diesel, Cummins Models K, KO, and L series.
	9 Apr 53



	55-1265
	Operation and service manual: Diesel-electric, 56?" gage, 0-4-4-0
	22 Sep

52



	55-1268
	American Locomotive Co. 100 ton, 660 hp and 115 ton, 1000 hp.

Locomotive, diesel-electric, 562" gage, General Electric 23 and 25

ton, 0-4-0, 150 hp class B-46/46-1GE733

and class B-50/50-

1GE733.
	24 Mar 54



	55-1269
	gage, 8 ton, 0-4-0, Fate- 24 Sep

Locomotive, gasoline, mechanical, 56'"

Root-Heath (Plymouth Model DLB) (Buda engine).
	53



	55-1270
	Locomotive, gasoline, mechanical, 36" gage, 5 ton, 0-4-0, Fate-

Root-Heath (Plymouth Model FLH).
	14 Oct

53



	55-1271-1
	Locomotive, diesel electric, 565½-in. 60-in. 63-in. 66-in. gages, 120-

ton, 06-6-0, 1600 hp, Electromotive models MRS-1, SW8,

GP7L.
	21 Sep

53



	55-1271-2
	Engine maintenance manual No. 252B for Model 567B engines,

Electro-Motive Division, General Motors Corp.
	4 Jun 53



	55-1271-3
	Diesel locomotive, operating manual No. 2312 for road switching

locomotive, Model GP7, with vapor car steam generator, General

Motors Corp. [Locomotive, diesel electric (enginemen's operat

ing manual GP 7, No. 2312)]
	3 Dec 52



	55-1271-4
	Diesel locomotive, operating manual No. 2313 for switcher locomo-

tive, Models SW8 and SW9 and transfer locomotive, Models

TR5 and TR6, General Motors Diesel Limited. [Locomotive,

diesel electric, 56/" gage, General Motors Model SW-8, 100

ton, 800 hp, General Motors Model GP7, 120 ton, 1500 hp]
	3 Dec 52



	55-1275-2
	Military

road

switching

locomotive;

Electro-Motive

Model

MRS-1.
	23 Oct

53



	55-1275-3
	Brake equipment, air, locomotive, NYABCO No. 6BL.
	23 Oct 53



	55-1276-1
	Locomotive, diesel electric, 563-gage, 120/123 ton, 0-44-0,

1,200

hp, Fairbanks Morse Model H12-44.
	6 Oct 53



	55-1278
	gage, 80-ton, 0-4-4-0, 470 hp,

Locomotive, diesel-electric, 56%'"

General Electric Cummins Engine Model, NHBIS-600.
	9 Jul 53



	55-1281-1
	Operator's manual for locomotive, diesel electric, S-118, Baldwin-

Lima-Hamilton 400-hp, 48-ton RS-4-TC.
	24 Aug 54



	55-1712
	Crane, locomotive, gasoline or diesel, Ohio Models E, F, and G,

mechanically operated.
	28 Jan

54



	55-2000
	Railway motor car maintenance multigage Buda Model RI.

Rack, valve-testing, WABCO Model 6ET, part nos. 96536 and
	31 Mar 53

22 Jun 53



	55-2001

55-2004
	96537.

Railway motor car maintenance multigage, 8-man, 4-wheel, Fair-
	14 Aug 53



	
	mont A5ZU-A2.

Rack, valve testing, triple valve, Westinghouse Air Brake Model
	19 May 53



	55-2005

55-2006
	3T.

Tester, air brake, single car, Westinghouse air brake, freight and
	20 May 53
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	55-2008
	Railway car maintenance, Fairbanks-Morse, Model 40B.
	19 Jan

53



	
	Fairmont S2-E-4, motorcar, service instructions and parts lists.
	5 Mar 53



	55-2010
	[Railway motorcar, maintenance, 564-in. gage, 8 man, 4 wheel,

Fairmont Model S2-E-4]
	



	2 55-2011
	Fairmont, ST2-G-3, motorcar, service instructions and parts lists.
	26 Feb 53



	
	[Railway motorcar, maintenance, 563/-in. gage, 2 to 10 man, 4

wheel, Fairmont Model ST 2-03]
	



	55-2012
	Operating and maintenance manual with parts catalog, North-

western Models 532R, 4-man all service car; 539R, 1-man inspec

[Railway motorcar, maintenance, 562" gage, 4-man,

tion car.

4 wheel, Northwestern Motor Co. Models 532R, 4-man all serv
	6 Feb 53



	55-2015
	ice car; 539, 1-man inspection car]

Railway motorcar maintenance, 42-in. gage, S-man, 4-wheel Fair-

mont Model A3Z42-D2.
	19 Jun 53



	55-2016
	Railway motorcar, inspection, multigage, 4-man, 4-wheel, Kala-

mazoo Model 54.
	9 Jul

53



	55-2019
	Railway car, kitchen, troop.
	30 Jan

53



	55-2020
	Railway car, hospital unit (ambulance).
	26 Jun 53



	55-2021
	Brake equipment No. 14-EL for diesel-electric switching locomo-

tives (Westinghouse Air Brake).
	20 Sep 54



	55-2022
	Brake equipment, air, railway locomotive, Nyabco Model 14-EL.
	18 May 53



	55-2023
	Rack, test, "AB" valve, Westinghouse Air Brake Model 511588.
	22 Sep

53



	55-2026
	Brake equipment, air, railway, locomotive, NYABCO No. 6SL.
	2 Nov 53



	55-2029
	Brake equipment 6-SL for diesel-electric yard switching locomo-

tives (Westinghouse Air Brake pamphlet 5046-15).
	6 Apr 54



	55-2030
	Brake equipment, air, locomotive crane, WABCO instruction

pamphlet 5027.
	21 Oct

53



	55-2031
	Electrical traction equipment for crane, locomotive, diesel electric,

40 ton, 5632" gage, American Hoist and Derrick Model 840DE.
	20 Nov 53



	55-2032
	Single capacity freight car brake equipment ("K" triple valve),

including supplement covering special purpose freight car brake

equipment.
	29 Mar 54



	55-2033
	Electric compressor governors and governor synchronizing system,

Westinghouse Type "S."
	2 Nov 54



	55-2034
	and Z for diesel electric locomotives,

Air Compressor 4-YC

Westinghouse.
	24 Aug 54



	55-2035
	Torque converters applied to General

Motors diesel engines,

General Motors Instruction Manual, Form 6S E-57.
	18 Oct

54



	55-2300
	Universal marine elecric plants; instruction book; series M500,

M1000, M3000, M6000, M7500, M9000, M12500, M15000, M20000,

M25000.
	8 Oct 52



	6 55-2501
	Operator's manual for auxiliary equipment for 65' tug, TC design

3004, pump, fire and salvage unit, Nordberg, Model 4FS3;

diesel generator unit, Nordberg, Model 4FS2; diesel generator

pump unit, Nordberg, Model 4FS2.
	4 Aug 53



	e55-2501-1
	Operator's manual for diesel generator and bilge pump set, Nord-

berg Manufacturing Co. type 4FS, vessel T478 to T517.
	15 Dec 53



	55-2505
	Generator set, diesel engine driven, Delco, Model 1-3670, Sterling

engine, Model GAB-2.
	8 Oct

52



	55-2506
	Engine, diesel, International Harvester Model U-9.
	25 Aug 53



	55-2513
	Generator, diesel engine driven, 20 kw, 120-volt, DC Delco Model

1-3665.
	16 Dec 54



	6 55-2518
	Instruction book, 10-kw diesel generator pump unit, John Reiner

Model No. BH-15A.
	14 Aug 53



	6 55-2519
	Instruction book, 10-kw diesel generator, John Reiner Model

MDGI-le.
	3 Aug 53



	6 55-2700
	Instruction book, operation and maintenance of motor-generator

sets; Star Kimble Motor Division of Miehle Printing Press and

Manufacturing Co.
	3 Aug 53
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	55-2902
	Troy Model EM, 4-25 kw,

Generator set, steam-engine-driven,

115-125 v, de.
	1 Sep

53



	55-2903
	Turbine and integral gear, Murray Model UG.
	22 Mar 54



	55-2904
	Turbines, steam, Elliott Co. types AY and BY, with built-in gears. 20 Jul
	54



	55-2927
	Pump, centrifugal, electric motor-driven, Deming Series 9000.
	8 Nov 54



	55-2928
	Pump, rotary, transfer, Waterous, Model HD-643-HP.
	14 Mar 53



	55-2931
	Model

Pump,

electric-motor-driven,

Marlow

centrifugal,

32HE-L12.
	10 Nov 54



	55-2932
	Pump, centrifugal, electric motor-driven, Goulds Model 3460.
	22 May 53



	55-2933
	Worthington types VS,

Compressor, air, electric-motor-driven,

VA, and VA2.
	3 Mar 53



	55-2934
	Operating instructions for type 30 compressors.

[Compressor,

air, electric motor-driven, Ingersoll-Rand type 30]
	10 Dec 52



	55-2934-1
	Instructions and parts list for operation and maintenance of Inger-

soil-Rand type 30 Model 234C2 compressor.
	12 Aug 53



	55-2936
	Pump, centrifugal, electric motor-driven, Goulds, Model 3620,

size 1M, HBWL-5.
	28 May 53



	55-2937
	Pump, steam, reciprocating, vertical duplex, Worthington type

LO.
	22 Dec 52



	55-2938
	Installation, niaintenance and operation, fire pump, diesel engine

driven, Buda Model 6-LD-468.

type
	4 Feb 55

8 Apr 53



	55-2939

6 55-2940
	Pump, centrifugal,

Allis-Chalmers,

diesel-engine-driven,

SJS, Hercules engine Model DWXDS.

Instruction book; Hale type DFIR diesel fire and salvage pump-
	5 Aug 54



	6 55-2941
	ing unit, design 2001, vessel Nos. T423 to T466, inclusive.

Instruction book, Taco heaters, type "HC" heating system circu-
	22 Jul

53



	6 55-2943
	lating pump.

Instruction book, air compressor, Worthington Model 7½ ES.
	11 Aug 53



	55-2944
	Pump, centrifugal, bilge, electric motor-driven Carter Model 700-

3SE 7H.
	6 Dec 54



	55-2946
	Pump, centrifugal, four stage, gasoline engine driven, Carter-Weil,

Model 700-2 ½ EM, Chrysler engine, Model 109-503.
	24 Mar 53



	55-2948
	Griffin Model Exhibit II,

Generator set, diesel-engine-driven,

serial D, 3 kw, 110-volt, de.
	22 Jun 53



	6 55-2949-1
	Operating instructions and parts catalog, United States Motor

Corporation, Model MSDAC12-E auxiliary marine, 5 kw, 12

v de, 1,200 rpm diesel engine generator set, with bilge pump.
	22 Jul

53



	6.55-2949-2
	Operation and service of Waukesha Models 190-DLB, 190-DLC,

180-DAC diesel engines.
	23 Jul

53



	6 55-2950
	Instructions and parts manual, diesel generator pump unit, John

Reiner & Co., Model MDGP-40A.
	7 Aug 53



	55-2950-1
	Instruction book, diesel generator pump unit, John Reiner & Co.

Model MDGP-40A, vessels LT-2075 to LT-2096 incl, design

3006, 100' harbor tug.
	9 Apr 54



	6 55-2951
	Pump,

reciprocating,

electric-motor-driven,

Deming

Model

1975-12.
	24 Apr 53



	55-2956
	Pump, vertical turbine, electric motor-driven, Fairbanks Morse

Figure 6977.
	6 Jan



	55-2957
	Gardner Denver Model

Compressor, air, electric-motor-driven,

ABA1003.
	14 Jul

53



	o 55-2959
	Instruction and parts list book, fuel oil transfer pump, Worthing-

ton Corporation, Model 3GA.
	28 Jul

53



	6 55-2960
	Instruction book, hot water circulating pump, Taco Model HDH,

TC design 3004, Ist flight.
	7 Aug 53



	55-2961-1
	Instruction book, fuel oil transfer pump, De Laval Steam Turbine

Co., Model A313A, instruction 910.
	8 Aug 53



	6 55-2961-2
	Instruction book, fuel oil transfer, pump, DeLaval Steam Turbine

Co., Model A313A instructions 909A.
	8 Aug 53
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	6 55-2962
	Instruction book, hot water circulating pump, Taco, Model HDH,

TC design 3004, 2d flight.
	7 Aug 53



	6 55-2964
	Instruction book, lube oil standby pump, DeLaval Steam Tur-

bine Co., Model A322A.
	13 Aug 53



	6 55-2964-1
	Instruction book, lube oil standby pump, DeLaval Steam Tur-

bine Co. Model A322A, instructions 909C, vessels LT 2075 to

2096 incl.
	15 Dec 53



	6 55-2965
	Instruction manual, heating system circulating pump, Air De-

vices, Inc., Model 125.
	14 Aug 53



	6 55-2966
	Instruction book, diesel fire and salvage pump, John Reiner Model

No. DP-60.
	4 Aug 53



	55-2967
	Diesel fuel oil transfer pumps, motor driven, George D. Roper

type 27 for LCU 1466 class vessels.
	12 Jan

55



	55-2969
	Pump, salvage, Carver Pump Model KN31H, engine driven, 300

gpm, 2,000 rpm.
	22 Dee 54



	6 55-2977
	Instruction book, bilge pump, Deming Co. Model No. 3312M-No.

2A.
	10 Aug 53



	6 55-2978
	Instruction book, operation and maintenance of fresh water pump

and pressure tank, Decatur Pump Co. Model-16C117.
	11 Aug 5



	55-2979
	Pump, centrifugal, electric motor driven, Fairbanks-Morse figures

5551, 5553, and 5554.
	21 Sep

53



	55-2981
	Pump, compressor, vacuum, Nash Hytor types MD & AL 570

and 670 series.
	10 Oct

53



	55-2982
	Pump, centrifugal, single and two stage, Ingersoll-Rand Models

UVM, AUV, CFV, ALV, ALVS, AFV, AFVS, AFVM, LFV,

BEV, GT, GTS.
	27 Nov 53



	55-2984
	Pump, reciprocating, electric motor-driven with 42-gallon tank

(Gould pump Model CID-C2542).
	22 Mar 54



	655-29S7
	Operation and maintenance of diesel driven fire and salvage pump,

Carter Model 704-5.
	15 Dec 53



	55-,988
	Pump, reciprocating, electric motor-driven (Deming figure 1809).
	14 Apr 54



	55-3000

55-3004
	Pumper & generator, Kermath, Model Sea Chief, 2½i and 5 kw.

Models DD-40

Generating sets, diesel engine-driven,

Bardco,

and DD-30.
	22 Nov 44

17 Mar 45



	55-3005
	Gear, reduction, Packard, Model BP-1, 40 units.
	30 Dec 44



	55-3006
	Generating set, gasoline, Kohler, 1½i kw, Model DP-32, 1478 units.
	15 Dec 44



	2 55-3007
	Generating set, gasoline,

10A3-U and

Kohler, 10 kw, Models

10M3-1.
	15 Dec 44



	55-3008

55-3009
	Generatiug set, gasoline, Onan Model OTC-15BE.

Engine,

Superior, Model GAB-4, for Westinghouse generator,

25 kw.
	23 Nov 44

29 Nov 44



	2 55-3018
	Refrigerating and cooling equipment, York, Model 25-A.
	22 Dec 44



	55-3019
	marine, Universal, 7½i

Generating set, gasoline engine-driven,

kw, Model M-7500-M.
	2 Jan

45



	2 55-3020
	Instruction manual, care and operation, parts list: Diesel generat-

ing set, Model GDB-8, bore 5O", stroke 7", No. cyl. 8, engine

rpm 1290, bhp 152 (manufactured by National Supply Co.).
	Undated



	55-3202
	Boat, utility, diesel, plastic, 26-foot design 6009.
	7 Jul

54



	55-3203
	Operation and maintenance of LCM (8) landing craft mechanized,

U. S. Army hull Nos. LCM-8000 through LCM-8430.
	29 Oct

54



	55-3704
	Steering device, electric motor driven, Sperry Gyroscope Model

645055-2.
	14 Aug 53



	55-3705
	Steering device, electro-mechanical (C. H. Wheeler Model SM-U).
	30 Jun 53



	55-3706
	Carrier service instructions;

type 7, reciprocating compressors

and condensing units.

[Refrigerator, mechanical unit, diesel

engine driven, Carrier compressor Model 7H6D-154, Caterpillar

engine Model D311].
	26 Feb

53



	55-3707
	Model P-

Steering device, electric motor-driven, Montgomery

2006.
	30 Jun

54
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	55-3709
	Refrigerator mechanical unit, diesel engine-driven, Kohlenberger

compressor Model FV, Lister-Blackstone engine Model CE.
	5 Oct
	53



	55-3710
	General service operations for Frigidaire equipment.

[Refriger-

ator, mechanical unit, electric motor driven, Frigidaire Model

AF-375].
	5 Mar 53
	



	55-3711
	mechanical unit, electric

motor-driven, General

Refrigerator,

Electric Models CM53B, CM63B.
	1 Scp
	53



	55-3712
	Refrigerator, mechanical unit, electric motor driven, Mills In30 Sep 53

dustries Model FCIALA.
	
	



	55-3715
	Pontoon gear handbook.
	19 May 53
	



	55-3717
	outboard, diesel, 165 hp design 9002,

Propelling unit, marine,

Murray and Tregurtha Harbormaster Model OA6 (TC).
	15 Jul
	53



	6 55-3718
	Operating and maintenance instructions and general data, electric

hydraulic steering gear, American Engineering Co., Model 3"

RAM.
	6 Aug 53
	



	B 55-3719
	Operating and maintenance instructions and general data, electric

hydraulic steering gear, American Engineering Co., Model 5,4"

RAM.
	6 Aug 53
	



	° 55-3720
	Instruction book, capstan, Marine Manufacturing & Supply Co.,

Model No. R-6293.
	13 Aug 53
	



	6 55-3720-1
	Instruction book, capstan, Marine Manufacturing & Supply Co.,

Model R-6293, vessels Nos. LT2075 to 2096, inclusive.
	15 Dec 53
	



	55-3721-1
	Steering engine No. 1 size and motor-control panel for electro-

Sperry

Instructions

19-SE

mechanical

steering

system,

640929-B.
	1 Sep
	53



	55-3721-2
	Steering stand for eleetro-mechanical steering system, Sperry In-

struction No. 19-SS-643121.
	1 Sep
	53



	55-3721-3
	Controller with rudder angle indicator, Sperry Instruction No.

19-C-643426-A.
	1 Sep
	53



	55-3721-4
	type,

Instruction

No. 19-C-

Controller, nonfollowup

Sperry

642384-A.
	I Sep 53
	



	6 55-3722
	Instruction book, machinery and equipment for 45-foot steel diesel

harbor tug-Army Transportation Corps design 320, John 0.

Alden, Inc.
	20 Jul
	53



	6 55-3723
	Instruction book, 12-inch searchlight, The Carlisle & Finch Co.

catalog No. 12SL1214BX and 12-inch floodlight, The Carlisle

& Finch Co. drawing No. 2422.
	20 Jul
	53



	a 55-3724
	Instruction book, 12-inch incandescent searchlight, The Carlisle

& Finch Co. catalog No. 12SI,1214X and 12-inch incandescent

floodlight, The Carlisle Finch Co. catalog No. 12FL103X.
	21 Jul
	53



	6 55-3725
	Instruction manual for ILG Electric Ventilating Co., B9, B15,

B12 marine centrifugal fans.
	23 Jul
	53



	6 55-3726-1
	Instruction book, operation and maintenance of auxiliary power

panel, lighting distribution panel, navigation lighting panel,

power panel, service switchboard, design 2001, hull Nos. T423

through R466, Pelham Electric Manufacturing Corp.
	24 Jul
	53



	0 55-3726-2
	Instruction book, operation and maintenance of auxiliary power

panel, lighting distribution panel, navigation lighting panel,

power panel, service switchboard, design 2001, hull Nos. T478

through T517, Pelham Electric Manufacturing Corp.
	24 Jul
	53



	6 55-3727-1
	Instruction book, operation and maintenance of New England

Trawler Equipment Co., diesel driven cargo winch, Model 668-60.
	24 Jul
	53



	55-3727-2
	and installation

instructions, Hallett

AC-1 diesel

Operation

engine.
	9 Apr 54
	



	6 55-3728
	-Instruction

book, electric anchor windlass, Ideal Windlass Co.,

Inc., Model BCW-3.
	27 Jul
	53



	6 55-3729
	Instruction book, steering gear for 65-foot cargo passenger vessels-

design 2001, John H. Wells, U. S. Navy vessels Nos. T423-466.
	Aug 52
	



	o 55-3730
	Instruction book, boiler, hot water heating, Way Wolff Model

1920-8C.
	29 Jul
	53
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	NO.
	TITLE
	DATE




	
	TRANSPORTATION-Continued
	



	6 55-3731
	Instruction book, heating boiler, Way-Wolff, Size No. 1924-8C.
	30 Jul

53



	6 55-3732
	Maintenance instructions, electric motor controllers, for ventila-

tion fans, monitor controller, TO design 3004, 2nd flight.
	31 Jul

53



	6 55-3733-1
	Instruction book. electric anchor windlass, Ideal Windlass Co.,

Inc., Model TW2CB, design 3004, 2nd flight.
	31 Jul

53



	6 55-3733-2
	Instruction book, electric anchor windlass, Ideal Windlass Co.,

Inc., Model TW2CB, design 3004, 1st flight.
	31 Jul

53



	6 55-3734
	Instruction book, 12 inch searchlight, The Carlisle & Finch Co.

catalog No. 12SL1214X.
	3 Aug 53



	6 55-3735
	Instruction manual for ILG Electric Ventilating Co., B18 marine

centrifugal fan and AF20 marine vaneaxial fan.
	3 Aug 53



	6 55-3736
	Instruction book, capstan, Marine Manufacturing & Supply Co.

Model No. D-6292.
	4 Aug 53



	6 55-3737
	Installation and service manual, Crane Co., Model CR2FT and

CR2FG conservoil oil burners installed in Crane Co. WO-14-5

boiler.
	10 Aug 53



	6 55-3738
	Instruction book for auxiliary equipment for 65' harbor tug, TC

design 3004, water pressure set, Fairbanks Morse, Model 625-44,

and air compressor, Quincy, Model D-325.
	5 Aug 53



	6 55-3739
	Instruction book, main switchboard, Pelham, Model 4632 used on

TC design 3004.
	6 Aug 53



	6 55-3740
	Instruction book, 12 inch searchlight, The Carlisle & Finch Co.,

catalog No. 12SL121'4BX.
	7 Aug 53



	6 55-3741
	Maintenance instructions, electric motor controllers, for ventila-

tion fans, Monitor Controller, TC design 3004, Ist flight.
	7 Aug 53



	6 55-3742
	Instruction book, heating boiler, Way-Wolff size No. 4536-12E.
	8 Aug 53



	6 55-3743
	Instructions for installing and operating Kingsbury thrust bear-

ings, Journal bearings, thrust meters, styles, OH, OF, and G K.
	8 Aug 53



	6 55-3744
	Instruction book for auxiliary equipment-for 100, harbor tug TC

design 3006, pump centrifugal bilge, Fairbanks Morse figure No.

5531, pump fire, Fairbanks Morse figure No. 5874, pump, fresh

and salt water, Fairbanks Morse figure No. 5532, water pressure

set, Fairbanks Morse, Model 625-44, compressor, Quincy, Model

D340.
	9 Aug 53



	6 55-3744-1
	Instruction book, auxiliary equipment for 100' harbor tug, vessels

LT2075 to 2096 incl
	15 Dee 53



	6 55-3745
	Instruction manual for ILG Electric Ventilating Co. BC35 and

BC40 marine centrifugal fans and AF80 marine vaneaxial fan.
	8 Aug 53



	6 55-3746
	Installation and service manual, Crane Co, Model 2A12C con-

servoil oil burner installed in Crane Co., S0-30-9 boiler.
	8 Aug 53



	6 55 3747
	Instruction book, 12 inch searchlight, The Carlisle & Finch Co.

catalog No. 12SL123SX.
	10 Aug 53



	6 55-3748
	Instruction book, main switchboard, Pelham, Model 4633, used

on TC design 3005.
	12 Aug 53



	6 55-3749
	Instruction manual, lubricating oil purifier, The DeLaval Sep-

arator Co., Model No. 45-28.
	13 Aug 53



	55-3749-1
	Instruction manual, lubricating oil purifier, The DeLaval Sep-

arator Co. Model 45-28, vessels LT2075 to LT- 2096, design 3006,

100, harbor tug.
	9 Apr

54



	6 55-3750
	Marine Manufacturing & 13 Aug 53

Instruction hook, anchor windlass,

Supply Co., Model D6340.
	



	6 55-3751
	Maintenance instructions, electric motor controllers, for ventila-

tion fans, Monitor Controller, TC design 3006.
	13 Aug 53



	6 55-3752
	Instruction

book; operation,

maintenance,

and parts

list for

Marine Manufacturing & Supply Co., 8 hp diesel cargo winch,

design 2001-2, drawing No. E6989-D7502, vessels T-478 through
	5 Aug 54



	55-3753
	517.

Steering device, electric motor-driven, Smola Engineering Type A.
	53

21 Sep
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	NO.
	TITLE
	DATE
	




	
	TRANSPORTATION-Continued
	
	



	6 55-3756
	Instruction manual, ventilating fans: system No. 1, crews supply,
	7 Aug 53
	



	
	Model BC35; system No. 2, crows exhaust, Model BC35; System
	
	



	
	No. 3, galley exhaust, Model B18; System No. 4, engineroom
	
	



	
	supply, Model BC40; system No. 5, engineroom exhaust, Model
	
	



	
	AF80, ILG Electric Ventilating Co.
	
	



	6 55-3757
	Instruction book, main service switchboard, generator control and
	12 Aug 53
	



	
	dist., model No. 5158, The Whitmor Co., Inc.
	
	



	e55-3759
	Instructions for operating and maintenance of electric steering gear
	5 Aug 53
	



	
	for 65-ft. tugs, Montgomery steerer No. P. 2955.
	
	



	6 55-3760
	Instruction manual, B18 marine centrifugal fan, AF 20 marine
	7 Aug 53
	



	
	vaneaxial fan, ILG Electric Ventilating Co.
	
	



	6 55-3762
	Instruction book, water pressure set, Model 625-44, fuel oil trans-
	13 Aug 53
	



	
	fer pump, Model 5135, air compressor, Quincy, Model D-325,
	
	



	
	Fairbanks, Morse & Company.
	
	



	55-3763
	Windlass, horizontal, electric, motor-driven, Hyde Model No. 5.
	18 Jan 55
	



	655-3765
	Instructionsforoperationandmaintenanceofelectricsteeringgear
	15 Dec 53
	



	
	for 100' tugs, Montgomery Elevator Co. No. P3002.
	
	



	e 55-3766
	Controllers, crew supply fans, galley exhaust fan, cngincroom
	15 Dcc 53
	



	
	supply fan, engineroom exhaust fan, used on 100' harbor tug
	
	



	
	LT 2075 to LT 2096, inchlsive.
	
	



	55-3767
	Operating and maintenance of steering gear, Bromfield Manufac-
	9 Apr 54
	



	
	turing Co., Inc., drawing No. SG501-T,

vessels T-478 to T-517,
	
	



	
	inclusive, design 2001, 65' cargo passenger vessel.
	
	



	e 55-3768
	Instruction book, installation and maintenance, 12" searchlight,
	15 Dec 53
	



	
	types DCE, DCY, DCX, DCXR, Crouse Hinds Co., vessels
	
	



	
	LT 2075 to 2096, inclusive.
	
	



	6 55-3769
	Instruction book, main switchboard,

Gavan Graham Electric
	15 D1)ec 53
	



	
	Products Corp. order 4661, vessels U26-1436 to U26-1452, YTL
	
	



	
	748-751, inclusive, ST 2097 to 2136.
	
	



	o 55-3770
	Instruction book for electric anchor windlass, Bromficld Model
	5 Aug 54
	



	
	3-AW-110-F, design 2001-2, vessel Nos. T478-T517.
	
	



	55-3771
	Switchboard, interior communication, Royal Switchboard draw-
	22 Dec
	54



	
	ing No. C-4479, LCU 1466 class, LCU 1504-1503.
	
	



	55-3774
	Indicator, liquid level, King engineering for LCU class vessels 1466,
	18 Jan
	55



	
	1504 through 1593.
	
	



	55-3775
	Indicator system, rudder angle (Henscel) LCU 1466 class vessels.
	22 Dec .54
	



	55-3779
	Bailey-Traulsen RHT 20-1, stainless steel refrigerator,

floating
	24 Feb 55
	



	
	marine repair shops, design 7011.
	
	



	55-4000
	Tug, harbor, diesel, steel, 45-foot, design 320.
	6 Feb 48
	



	55-4012
	Engine, diesel, Caterpillar, Model D311.
	19 Jan 53
	



	55-4013
	Engine, diesel, marine, Detroit I)iesel

Models 6017A,

6072A,
	14 Apr 53
	



	
	6073A.
	
	



	55-4014
	Engine, diesel, Gray Marine series 64, 65, and 66.
	14 Apr 54
	



	55-4015
	Operator's instructions for Caterpillar D397 engine, serial Nos.
	22 Oct 54
	



	
	11B1-up, and 12B1-up; and D386 engine, serial Nos.

10B1-up,
	
	



	
	13B1-up, 14B1-up, and 15BI-up.
	
	



	2 55-4017
	Engine, diesel, Caterpillar, Model D318.
	22 Dec 52
	



	6 55-4019
	Instruction manual, care and operation main propulsion engine,
	29 Jul
	53



	
	The National Supply Co., Model 45-M5X-8.
	
	



	55-4020
	Engine, diesel, Lister-Blackstone Models CD and CE.
	30 Jun 53
	



	55-4021
	Caterpillar diesel engines (D397, D386, D375, and D364) indus-
	22 Oct
	54



	
	trial, electrical set, locomotive,

marine, Caterpillar Tractor
	
	



	
	Form 12362-2.
	
	



	55-4023
	Instruction book: Models R41, R61, and R81 engines.

[Engine,
	11 Dcc 52
	



	
	gasoline, Climax Models R41, R81]
	
	



	6 55-4024
	Operators instructions for Caterpillar D375 engine and D364 en-
	21 Jul
	53



	
	gine, servicemen's reference book for Caterpillar D397, D386,
	
	



	
	1D375, and D364 engines.
	
	





2 No stocks-do not requisition.
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	NO.
	TITLE
	DATE




	
	TRANSPORTATION-Continued
	



	55-4025
	Instructions for operating and servicing Models 4DC-645, 6DC-
	5 Mar 53



	
	844, 6D C-970, and supercharged 6DCS-844 diesel automotive and
	



	
	industrial engines, The Buda Company.

[Engine, diesel, auto
	



	
	motive and industrial, Buda Models 6DC-844, 6DC-970, and
	



	
	6DC S-844]
	



	55-4027
	Engine, diesel, Fairbanks-Morse Model 45B13.8 and 45B4¼.
	10 Aug 53



	2 55-4029
	General instructions for the care and operation of Waukesha
	28 Apr 53



	
	engines, Waukesha Motor Co.

[Engine, gasoline, Waukesha
	



	
	Models (General instructions for the care and operation, 4- and
	



	
	6-cylinder engines)]
	



	55-4030
	Instructions for care and operation of 6-cyclinder engines, The
	28 Apr 53



	
	Buda Co.

[Engine, gasoline, Buda (instructions for the care
	



	
	and operation 6 cylinder engines)]
	



	55-4032
	Engine, gasoline, 4-cylinder, 5%6 x 6!h, Buda Model FRH.
	21 Sep 53



	6 55-4035
	Instruction book and parts list, Cooper Bessemer Corp. main pro-
	14 Aug 53



	
	pulsion engine, Model No. LS-6-DRT diesel.
	



	55-4036-1
	Operation and maintenance manual for Model 12005A and 12006A
	4 Mar 54



	
	6-cylinder twin diesel propulsion units, port and starboard.
	



	
	Operation and maintenance manual for Model 12005A and 12006A
	4 Mar 54



	55-4036-2
	6-cylinder twin-diesel propulsion units, port and starboard
	



	
	starting motors and generator.
	



	55-4037
	Engine, steam, Sturtevant Models VS7 and VS8.
	8 Oct 53



	55-4038
	Engine, diesel, Sheppard Models 6, 6M, 7, and 13.
	21 Sep 53



	55-4039
	Engine, diesel, R. H. Sheppard Models 8 and 9.
	10 Oct



	55-4040
	Engine, diesel, industrial, Detroit Diesel Model 71 series.
	28 Sep



	55-4040-1
	General Motors diesel, series 71, maintenance and overhaul man-
	24 Nov 54



	
	ual for 3-, 4-, and 6-cylinder industrial units, Form 6SE-61.
	



	55-4041
	Engine, diesel, Fairbanks-Morse Model 49A436.
	22 Oct



	55-4042
	Engine, gasoline, 8 cylinder, 3ie" x 33,/4, 3000 rpm, Ford Model
	27 Nov 53



	
	V8, 78-81A-59A series.
	



	55-4043
	Engine, diesel, Detroit Diesel series71,2-cycle, 2-cylinder.

Instruction book for package dehumidifier, Daly, Merritt & 11 Oct
	27 Nov 53



	0 55-6000
	
	54



	
	Sullivan, Inc.
	



	
	AIRBORNE
	



	57-210
	Air movement of troops and equipment.
	52

15 Sep



	57-220
	Technical training of parachutists.
	52

9 Sep



	
	Changes 1, 2
	



	
	2. TECHNICAL REGULATIONS

(TR).
	



	NO.
	TITLE
	DATE



	7 1410-120
	Instructions for ordnance maintenance companies, 37-mm gun

materiel, infantry and tank types.
	29 Mar 26



	
	TECHNICAL BULLETINS (TB).
	



	3.
	
	



	NO.
	TITLE
	DATE



	
	AVIATION
	



	AVN

1
	Functional test flight and maintenance operational check of Army
	18 Jan



	
	aircraft.
	



	2
	Recommended and alternate grade fuels, engine and transmission

oils for Army aircraft-engine combinations.
	12 May 54



	
	2 No stocks-do not requisition.
	





2 No stocks-do not requisition.
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	NO.
	TITLE
	DATE




	
	AVIATION-Continued
	



	3
	Transportation Corps field maintenance of Department of the

Army aircraft and allied equipment and accessories.
	4 May54



	4
	Composition and utilization of quick change assemblies and kits,

and inspection kits during field maintenance of Army aircraft.
	14 Jun 64



	5
	Preparation and processingof DD Form 781, "Aircraft flight report

and maintenance record."
	11 Feb 655



	
	CHEMICAL
	



	3-205-16
	Indicator, eyepiece leakage, ES.
	Jun 45



	3-205-17
	Indicator, canister resistance, E8R4.
	Jun

45



	3-215-1
	Chemical agents of the G-series.
	28 Jun 50



	3-220-3
	Repair and maintenance of apparatus, decontaminating, '16-

quart, M2.

Changes 1
	Dec 44



	3-220-7
	Repair and maintenance of apparatus, decontaminating, 3-gallon,

M1.
	11 Aug 45



	3-222-1
	Transportation for decontaminating apparatus M4.
	27 Dec 43



	3-255-1
	Valve replacement mechanism M1.
	8 Jul

44



	3-255-3
	-

Beam, grab, MI.
	28 Oct 44



	3-255-4
	Alteration of beam, hoisting, airplane smoke tank, M2.
	Dec 44



	3-255A-1
	Airplane smoke tank M10.

Changes 1
	8 Nov 44



	3-350-1
	Protectors, collective, MIA1, M2, M2AI, and M2A2.

Changes 1
	6 May 53



	3-350-2
	M6 collective protector.
	10 Apr 53



	3-381-2

CW
	Mount, mechanical smoke generator, MI.
	Apr 45



	13
	Effects of extreme cold on CWS materiel.

Changes 1
	14 Jul

44



	20
	Cleaning

interiors

of compressed

tanks, and

gas cylinders,

accessories.
	17 Oct 44



	21
	Kit, mixing and transfer, thickened fuel, E2R1.
	3 Feb 45



	22
	Nonpersistent gas bombs; handling, shipping, and storage.
	6 Apr 45



	30
	Dosimeter, radiation, tactical, EIR3.
	18 Nov 54



	33
	Service kit, chemical bomb (AN-M78 and AN-M79), E6.
	21 Jan

46



	CML
	
	



	35
	Respirator, paint spray, M5.·
	2 Feb 54



	36
	Protector, collective, hospital, six-man, M7.

Changes 1
	20 Jul

54



	40
	Water testing and screening kits, AN-M2, MIAI, and MI.
	2 Feb 55



	41
	Food testing and screening kit, ABC-M3.
	I Feb 55



	49
	Reactivation of desiccants in bags.
	30 Nov 54



	
	ENGINEER
	



	5-240-1
	Guide for accomplishment of aerial cartographic photography.
	30 Jun 52



	5-250-1
	Design criteria for Army airfields and heliports.
	28 Dec 53



	5-253-1
	Soil testing set No. 1 and expedient tests.
	21 Jun 45



	5-255-1
	Subgrade and base-course requirements for airplane landing mats

of steel and wood.
	26 Apr 44



	5-255-2
	Field manufacture of cutback asphalt.
	28 Sep

44



	5-255-4
	Prefabricated bituminous surfacing (PBS) for advance landing

fields.
	Feb 45



	5-255-5
	Asphalt kettle, 750-gallon, skid-mounted.
	May 45



	5-255-6
	Landing-mat rehabilitation plant.
	14 May 45



	5-256-1
	Expedients and equipment for traversing muddy terrain.
	25 Jun 47



	5-263-1
	Bridge, floating, pneumatic float, class 60, steel superstructure.

Changes 1
	1 Apr 52



	[0] 5-268-1
	Bridge, fixed, panel, single-lane aluminum.
	2 Oct 52



	5-271-5
	Use of

p4-ton amphibian trailer as stream-crossing expedient.
	Jun 45



	5-272-3
	Reducing twist due to torque in steel treadways; V-approach for

steel treadways.
	17 Jun 44



	5-272-5
	Use of steel treadway bridge in ship-to-shore operations.
	Jan

45



	5-277-1
	Roller, transom, for panel bridge, Bailey type.
	13 Nov 53













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-278-1
	Preventive maintenance services: Motor, outboard, 5-hp, Evin- 15 Feb 45
	



	
	rude Lightwin, Models 4313 and 4314, and Johnson, Model
	



	
	TSL-15; 22-hp, Evinrude Speeditwin, Models 6039 and 6041, and
	



	
	Johnson, Model POLR-15; 33-hp, Evinrude Speedifour; 50- to
	



	
	55-hp, Evinrude, Model 8008.
	



	5-278-2
	New data and parts for outboard motors.
	Jun 45



	5-283-2
	Electric wiring.
	30 Mar 45



	5-283-3
	Electric line construction.
	30 Jun 45



	5-283-4
	Refrigeration, air conditioning, and heating.
	15 Jul

45



	5-297-1
	Transportation of standard well-drilling machines.
	14 Feb 44



	5-315-1
	Truck, fire, power-pumper, Class 530.
	May45



	5-355-1
	Operation of engineer gas generating unit.
	7 Nov 44



	5-372-1
	Notes on erection of unit construction railway bridge.
	Jan 45



	5-1000-1
	Spreader, aggregate, towed type, traction powered, 8-ft width,
	24 Nov 53



	
	Good Roads Model No. 8.
	



	5-1002-1
	New data and parts for mixer, asphalt, diesel, travel or central
	5 May 44



	
	plant, trailer-mounted, 110 to 200 tons per hour, Barber-Greene,
	



	
	Model 848, heavy duty.
	



	5-1002-2
	Preventive maintenance services: Mixer, asphalt, diesel-engine-
	23 Aug 49



	
	driven, travel or central plant, trailer-mounted, Barber-Greene,
	



	
	Model 848, with IHC Model UD-18A or Buda Model 6 DH-691
	



	
	or 6 DC 844 engine.
	



	5-1004-1
	New data and parts for dryer, aggregate, dual-drum, travel or
	10 Nov 44



	
	central plant, trailer-mounted, 80 to 150 tons per hour, Barber
	



	
	Greene, Model 833.
	



	5-1004-2
	Preventive maintenance service: Dryer, aggregate, dual-drum,
	12 Apr 45



	
	travel or central plant, gasoline, trailer-mounted, 80 to 150 tons
	



	
	per hour, Barber-Greene, Model 883, with Buda Model HP-351
	



	
	engine.
	



	5-1006-1
	New parts and data for loader, aggregate,

bucket, crawler,
	27 Apr 44



	
	mounted, gasoline, 3-cu yd, 19-ft 10-in boom (for use with dryer),
	



	
	Barber-Greene, Model 82-AD, and 17 ft 4-in boom (for use with
	



	
	mixer), Model 82-AM; engine: Buda, Model HP-298.
	



	5-1007-1
	Preventive maintenance services: Gradation control unit, aggre-
	5 Jan

53



	
	trailer-mounted,

vibrating

gate, gasoline-driven,

4- x 8-foot
	



	
	screen, 3-compartment bin, Barber-Greene, Model 836.
	



	5-1008-1
	New data and parts for finisher, asphalt, crawler-mounted, 12-
	Mar 45



	
	foot, Barber-Greene, Model 879-A.
	



	5-1008-2
	Preventive

maintenance

Finisher,

asphalt, crawler

services:
	15 Feb 45



	
	mounted, 12-ft, Barber-Greene, Model 879-A.
	



	5-1009-1
	Preventive maintenance services: Spreader, aggregate, towed type,
	12 Feb 53



	
	traction powered, 9-foot width, Gar Wood, Model 4-9 FT.
	



	5-1010-1
	New data and parts for conveyor, belt, transfer, gasoline-engine-
	26 Apr 44



	
	driven, 24-in. x 57 ft, Barber-Greene, style N.
	



	5-1010-2
	Preventive maintenance services: Conveyor, belt, transfer, gaso-
	30 Apr 48



	
	line-engine-driven, 24-inches by 57-ft., Barber-Greene, style N,
	



	
	with Wisconsin Model AM-41 engine.
	



	5-1011-1
	Preventive maintenance services: Dryer, aggregate, single-drum,
	26 Mar 52



	
	central-plant, diesel-driven, trailer-mounted,

80-120 tons per
	



	
	hour, Barber-Greene Model 837, including reciprocating feeder,
	



	
	aggregate hopper, and cold elevator, with International UD
	



	
	18-A engine.
	



	5-1013-1
	Preventive maintenance services: Grader, road, motorized, diesel-
	13 Mar 53



	
	driven,

tandem-driven,

moldboard,

Warco,

Model

12-foot,
	



	
	40-100.
	



	5-1014-1
	Preparation for export: Heater, asphalt, trailer-mounted, 3-car,
	31 Dec 43



	
	Model DS-3, with Model Z or ZZ

42-hp, Cleaver-Brooks,
	



	
	engine.
	



	5-1014-2
	Preventive maintenance services: Heater, asphalt, trailer-mount-
	10 Jan

45



	
	ed, 2 and 3-car, 28 and 42-hp, Cleaver-Brooks, Models DS-2,
	



	
	DS-3, and DS-31.
	













	NO.
	TITLE
	DATE




	5-1017-1
	ENGINEER-Continued

Preventive

maintenance

services: Feeder, reciprocating

plate,

chain driven, 30-in width, with 30-in x 21-ft belt conveyor,

Pioneer Model 30-G.
	20 Nov 53



	5-1018-1
	Preventive maintenance services: Grader, road, motorized, diesel,

12-ft moldboard, Caterpillar, Model 12.
	21 Dec 49



	5-1019-1
	Preventive maintenance services: Grader, road, motorized, diesel-

driven, 12-foot moldboard, Caterpillar, Model D-12.
	5 May52



	5-1020-1
	Preventive maintenance services: Grader, road, motorized, gaso-

line, 12-ft moldboard, Gallon, Model 101.
	10 Jan

45



	5-1023-1
	Preventive maintenance services: Dryer, aggregate, single drum,

gasoline driven, trailer mounted, 10 to 30 tons per hour, Standard

Steel Type CJ1, Model 4131 (less engine).
	12 Jun

54



	5-1026-1
	Preventive maintenance services: Pump, asphalt, trailer-mounted,

with distributor attachments, Littleford, Model US-3C and

5-1026.
	15 Feb 45



	5-1027-1
	Preventive maintenance services: Grader, road, motorized, diesel-

engine-driven,

pneumatic tires,

moldboard, 4-wheel

13-foot

drive, Austin-Western,

Model 99H, with International Har

vester engine, Model UD 14-A.
	6 Mar 52



	5-1027. 2
	Preventive maintenance services: Loader attachment, earth, belt-

type, hydraulic-operated, 30-inch x 17 ft 436 inch belt, Austin

Western Model 99H.
	5 Mar 54



	5-1028-1
	Preparation for export: Grader, road, motorized, diesel-engine-

driven, 12-ft moldboard, Gallon, Model 101-D.
	17 Jan

44



	5-1028. 2
	Preventive maintenance services: Grader, road, motorized, diesel,

12-ft moldboard, Gallon, Model 101-D.
	23 Jun 45



	5-1029-1
	Preventive maintenance services: Mixer, rotary tiller, soil stabili- 33 Nov 53

zation,

tractor-mounted,

diesel-driven,

self-propelled,

7-ft.

mixing width, Seaman Model DT-47 (Army Model TP-84M).
	



	5-1030-1
	Preparation for export: Crusher, rock, jaw-type, 4-wheel, trailer-

mounted, 7 cubic yards per hour, Gruendler, Model 1016A
	24 Oct 44



	5-1030-2
	Preventive maintenance service for crusher, rock, jaw-type, 4-

wheel, trailer-mounted, 7 cu yd per hour,

Gruendler, type

1016-A, with International Model U-4 engine.
	15 Feb 45



	5-1032-1
	Preparation for export: Ditching machine, ladder-type, crawler-

mounted, gasoline, digging depth 8-ft 3-in, width 24-in, Barber

Greene, Model 44-C.
	4 Dec 43



	5-1032-2
	New data and parts for ditching machine, ladder-type, crawler-

mounted, gasoline, digging depth 8 ft, width 18 to 24 in., Barber

Greene, Model 44-C.
	21 Jan

44



	5-1032-3
	Preventive maintenance services: Ditching machine, ladder-type,

crawler-mounted, gasoline, digging depth 8-ft, width 18 to 24 in.,

Barber-Greene, Model 44-0.
	23 Jun

45



	5-1033-1
	Preventive maintenance services: Grader, road, motorized, diesel

engine driven, pneumatic tires, 12-foot moldboard, Gallon,

Model 104, with International Harvester engine Model UD-14A.
	24 Mar 52



	56-1034-1
	Preventive

maintenance

service for mixer, rotary-tiller,

soil-

stabilization,

gasoline-engine-driven,

self-powered,

trailer

mounted, Seaman, Model MIHD-72, and Chicago Fence, Model

COF-72.
	15 Feb 45



	5-1035-1
	Preventive maintenance services: Grader, road, motorized, diesel-

driven, tandem-drive, 12 ft. moldboard with scarifier, serial Nos.

3U1 and up and 2M1-2M814, Caterpillar Model No. 112.
	4 Sep

53



	5-1036-1
	Preventive maintenance services: Grader, road, towed, leaning

wheel, hand-controlled, 10- to 12-ft moldboards, Models 104 and

124-S, with scarifier, Adams.
	23 Jun 45



	5-1041-1
	Preventive maintenance services: Grader, road, motorized, diesel-

engine-driven,

pneumatic tires, 12-foot

moldboard,

Gallon,

Model 118, with International Harvester engine, Model UD-16.
	24 Mar 52



	5-1042-1
	Preparation for export: Heater, asphalt, trailer-mounted, 2-car,

28-hp, Cleaver-Brooks, Model DS-2, with Model Z or ZZ engine.
	11 Dec 43













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-1043-1
	Preventive maintenance services: Grader, road, motorized, diesel-

driven, pneumatic tires, 12-foot moldboard, Rome, Model 402,

with Hercules Model DRX engine.
	1 Aug 52



	5-1045-1
	Preventive maintenance services: Grader, road, motorized, diesel-

driven, pneumatic-tires, 12-foot moldboard, Adams, Model 550,

with International Harvester engine, Model UD-16.
	5 May 52



	5-1047-1
	Preventive maintenance services: Spreader, sand, towed type

traction powered with wing gate and safety seat, Flink, Model
	2 Dee 52



	5-1050-1
	SS.

Preparationfor export: Batching plant, aggregate, 3-compartment,

150-ton capacity, Blaw-Knox, Model P3105.
	23 Feb 44



	5-1051-1
	type,

Preventive

maintenance

Roller,

road, towed

services:

wheeled, pneumatic tires, 16 x 21, ply 36, Grace, Model WLTR.
	2 Jan

53



	5-1052-1
	Preventive

maintenance services:

Stabilizer, soil, single-pass,

diesel-driven, crawler-type, Harnischfeger Model LA-88.
	9 Feb 54



	5-1053-1
	Preventive maintenance services: Crushing and screening plant,

single-unit, trailer-mounted, with dolly, diesel-driven, 50 tons

per hr, Pioneer, Model 33 Triplex.
	22 Jul

52



	5-1054-1
	Preparation for export: Drag, brush, bituminous, 8- x 12-ft, Traffic

& Road Equipment Co., Model D.
	31 Dec 43



	5-1055-1
	Preventive maintenance

services: Subgrader,

gasoline driven,

form-riding, 20- to 25-foot width, Buckeye (Garwood), Model

FG 24.
	13 Apr 53



	5-1057-1
	type,

Preventive

maintenance

services: Roller,

road, towed

wheeled, 13 pneumatic tires, Tampo, Model R-13.
	2Jan

53



	5-1058-1
	Preparation for export: Spreader, concrete, gasoline-engine-driven,

form-riding, 20-ft width, Blaw-Knox, Model SA.
	4 Dee 43



	5-1058-2
	Preventive

maintenance services: Spreader, concrete, gasoline-

engine-driven, form-riding, 20-ft width, Blaw-Knox, Models S

and SA.
	15 Feb 45



	5-1064-1
	Preventive maintenance

services: Roller, road, towed-type, 4

pneumatic tires, 50-ton capacity, Shovel Supply Model RT

100-CE.
	5 Nov 54



	5-1068-1
	Preparation for export: Finisher, concrete, form-riding, 20- to 25-ft,

Blaw-Knox, Model XC.
	30 Dec 43



	5-1068-2
	Preventive maintenance services: Finisher, concrete, form-riding,

20-ft width, Blaw-Knox, Model XC, 20- to 25-ft width, Model

XD, with Hercules Model IXB engine.
	10 May45



	5-1072-1
	Preventive

maintenance

services: Paver,

concrete,

crawler-

mounted, 34 cu ft., Foote, Model 34-E, with Hercules Model

RXLD engine.
	10 May45



	5-1074-1
	Preparation for export: Mixer, concrete, gasoline-engine-driven,

trailer-mounted, 7 cu ft, Koehring, Model 7S A-5.
	12 Jan 44



	5-1074-2
	Preventive maintenance services: Mixer, concrete, gasoline-en-

gine-driven, trailer-mounted, 7 cu ft, Koehring, Model 7S A-5,

with LeRoi engine, Model XRPI.
	25 Jan 45



	5-1076-1
	Preparation for export: Mixer, concrete, gasoline-engine-driven,

trailer-mouted, 14 cu ft, Ransome, Model 14S-U.
	1 Jan 44



	5-1076-2
	Preventive

maintenance

services: Mixer,

concrete,

gasoline,

trailer-mounted, 14 eu ft, Ransome, Model 14 S-U, with LeRoi

engine, D133-P10 and D-140.
	Dee 44



	5-1079-1
	Preventive maintenance services: Heater, asphalt, trailer-mount-

ed, 3-car capacity, 42 hp, William Bros Model SG-45T.
	20 Nov 53



	5-1080-1
	Preparation for export: Harrow, spike-tooth, 4-section, Interna-

tional Harvester, Model 2.
	6 Feb 44



	5-1081-1
	maintenance services: Tank, asphalt, steel, trailer-

Preventive

mounted, with steam coils, 1,550 gal, Vic Model 72.
	15 Jan 54



	5-1083-1
	Preventive

maintenance

services: Spreader,

aggregate, towed-

type, traction-powered, 8-foot width, Grade, Models R and S.
	10 Feb 53



	5-1085-1
	Preventive

maintenance

towed-type,

services: Scraper,

road,

cable-operated, 12-cubic-yard, American Tractor, Model C-115.
	9 Mar 53



	5-1086-1
	Preparation for export: Plow, tractor, with standing cutter and

single plain share, Deere, Model 11.
	4 Dee 43













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	65-1087-1
	Preventive maintenance services: Elevator, aggregate,

bucket-

inclosed, line shaft and gear drive, 27-ft 6-inch centers, 80- to

150-tph, Barber Greene, Model 880.
	16 Jan

53



	5-1089-1.
	Rooter, road, cable operated, 3-tooth, extra-heavy, Isaacson (Pull-

man Standard), Model KSR-140.
	17 Nov 52



	5-1089-2
	Preventive maintenance services: Rooter, road, cable-operated,

extra-heavy,

(Pullman

Standard),

Model

3-tooth,

Isaacson

KESR-140.
	23 Jan 53



	5-1090-1
	Preventive maintenance services: Rooter, road, cable-operated,

3-tooth, extra-heavy, class B, Le Tourneau Model H1-3.
	17 Dec 53



	5-1092-1
	Preparation for export: Grader, road, towed-type, leaning-wheel,

hand-controlled, 12-ft. moldboard, Adams, Model 124-S.
	24 Dec 43



	5-1093-1
	Preventive

maintenance

road,

towed-type,

services: Scraper,

cable-operated, 8 cu. yd., Heil Models C-6, C-8, C-10, C-15,

and C-18.
	12Jan

53



	5-1095-1
	Preventive

maintenance

services: Scraper,

road,

towed-type,

cable-operated, 12 cu. yd. Southwest, Model S-90.
	22 Dec 52



	5-1097-1
	Preventive maintenance services: Roller, road, gasoline-driven,

tandem,

2-axle, retractable

wheels, hydraulic-operated,

with

pneumatic tires, Galion Model T5RW (less engine).
	1 Jun 53



	5-1098-1
	Preventive maintenance services: Roller, road, gasoline, tandem,

2-axle, 2- to 2-½i ton, Ferguson, Model 151.
	15 Feb 45



	5-1099-1
	Preventive

maintenance

road,

towed-type,

services: Scraper,

cable-operated, 12 cu yd, Southwest, Model S-152.
	22 Dec 52



	5-1100-1
	Preventive maintenance services: Roller, road, gasoline, 3-wheel,

Galion, Model Chief.

10-ton;
	10 Jan 45



	5-1101-1
	Preventive maintenance services: Roller, road, gasoline-driven,

tandem, 2-axle, 5- to 8-ton, Lewis-Browning, Model Pierce Bear

S-58.
	18 Dec 53



	5-1103-1
	Preventive maintenance services: Roller, road, gasoline-driven,

tandem, 2-axle, retractable wheels, hydraulic operated, with

pneumatic tires, 2½i tons, Littleford Trail-O-Roller, Model 155.
	5 Mar 53



	5-1109-1
	Preventive maintenance services: Gradation control unit, aggre-

gate, line shaft and gear drive, trailer-mounted, 8-ft. vibrating

screen, 4-compartment bin, Barber-Greene Model 866.
	4 Sep

53



	5-1112-2
	Preventive maintenance services: Crushing and screening plant,

2-unit, gasoline, semi-trailer-mounted, with dollies, 25 cu yd per

hour, Iowa, Model No. 2, with Buda L-525 engine; and Model

No. 2A with Case LAE engine.
	15 Apr 45



	5-1112-3
	Preventive maintenance services: Secondary unit of crushing. and

screening

plant,

2-unit, gasoline,

semi-trailer-mouned,

with

dollies, 25 cu yd per hour, Iowa, Model No. 2 with Buda L-525

engine; and Model No. 2A, with Case LAE engine.
	10 May 45



	5-1113-1
	Preventive

maintenance

services: Loader,

aggregate,

tractor-

mounted, 4 pneumatic tires, 1½1 cu yd, Pettibone Mulliken

Model 15, "Speedall Loader" (less engine).
	18 Nov 53



	5-1115-1
	Preventive

maintenance

bucket,

services: Loader,

aggregate,

tractor mounting, bucket only, front end, hydraulic operated,

54 cu yd, 7,800 to 14,000 lbs drawbar pull, air transportable trac

tor, M-R-S Model 72 GFEL.
	7 Dec 53



	5-1117-1
	Preventive maintenance services: Loader, snow, belt-type, crawl-

er-mounted, gasoline engine, gasoline-driven, 10 to 20 cu yd per

minute, Barber-Greene, Model 538B, Model 226.
	16 Mar 53



	5-1118-1
	New engine camshaft and carburetor for loader, aggregate, bucket,

crawler-mounted, gasoline, 3 cu yd, 19-ft 10-in. boom (for use

with dryer), Barber-Greene, Model 82-AD, and 17-ft 4-in. boom

(for use with mixer), Model 82-AM; engine: Buda, Model HP
	28 Apr 44



	5-1118-2
	326.

Preventive

maintenance

services:-Loader,

aggregate,

bucket,

crawler-mounted, gasoline-driven, 3 cu yd, 18-foot 10-inch boom,

Barber-Greene, Models 82-AT, 82-AM, and 82-AD, with Buda

engines, Models HP-217, HP-298, and IIP-326.
	17 Feb 50













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-1120-1
	Preparation for export: Grader, road, towed-type, leaning-wheel,
	29 Dec 43



	5-1121-1
	hand-controlled, 6Oi-ft. moldboard, Adams, Model 11-S.

Preventive maintenance service: Grader, road, towed-type, lean-

ing

wheel,

power-controlled,

moldboard,

w/scarifier,

12-ft.
	4 May 53



	5-1124-1
	Adams, Model No. 125.

Preventive maintenance services: Grader, road, towed-type, ele-

vating, power-controlled, 48-in. carrier, Adams Model 11.
	10 May 45



	5-1126-1
	Preparation for export: Mixer, rotary tiller, soil stabilization,

power takeoff, trailer-mounted, Seaman, Model ABT-48.
	29 May44



	5-1126-2
	Preventive maintenance services: Mixer, rotary-tiller, soil-stabil-

ization, power takeoff, trailer-mounted, Seaman, Model ABT

48.
	15 Feb 45



	5-1127-1
	Preventive

maintenance

services: Distributor,

water,

truck-

mounted, 1,000 gal, gasoline-driven, Butler Model 6743 (less

engine).
	14Jun 54



	5-1132-1
	Preparation for export: Distributor, bituminous material, trailer-

mounted, 1,250-gal., Etnyre, Model MX-D5, style RE.
	4 Jan

44



	5-1132-2
	New data and parts for distributor, bituminous material, trailer-

mounted, 1,250-gal., Etnyre, Model MX-D5, style RE, with

LeRoi engine, Model D-140.
	19 Jul

44



	5-1134-1
	Preventive maintenance services: Distributor, bituminous mate-

rial, trailer-mounted, 1,250-gal., Etnyre, Models MX-D4 and

MX-DS, style RE; truck-mounted, 800-gal., Model MX-D6,

style RE.
	10 Jan

45



	5-1135-1
	Preventive

maintenance

Mixer,

concrete,

services:

gasoline-

driven, end discharge, trailer-mounted, 4 steel wheels, 16 cu ft,

Construction Machinery Model 16S.
	20 May53



	5-1138-1
	Preventive

maintenance

services: Mixer,

concrete,

gasoline,

trailer-mounted,

Construction

Machinery

7-cubic-foot,

Co.,

Model 7-S; with LeRoi engine, Model XRP-207.
	13 Mar 46



	5-1139-1
	Preventive

maintenance

services: Mixer,

concrete,

gasoline-

driven, air-cooled,

end discharge,

trailer-mounted,

2-wheel,

pneumatic tired, 7 cu ft, Rex (chain belt) Model 7-S.
	16 Nov 53



	5-1140-2
	Preparation for export: Roller, road, towed-type, wheeled, rubber-

tired, 13 tires, Wm. Bros., Model 67-W.
	31 May 44



	5-1141-1
	Preventive

maintenance

Mixer,

services:

concrete,

gasoline-

driven, air-cooled, end discharge, trailer-mounted, 2 steel wheels,

6 cu ft, Chain Belt Model 6 S (less engine).
	20 Nov 53



	5-1142-1
	Preventive maintenance services: Roller, road, gasoline, tandem,

2-axle, 5- to 8-ton, Buffalo-Springfield, Model KT-16.
	10 Jan

45



	5-1145-1
	Preventive maintenance services: Kettle jcint sealing compound,

double vat, indirect heat type, with thermostat control, liquid

petroleum gas fuel, 150 pounds capacity, trailer mounted, Aeroil,

Model 120/15 DVP.
	16 Mar 53



	5-1146-1
	Preventive maintenance services: Tank, asphalt, steel, trailer-

mounted, with steam coils, 1,500 gallon, Littleford, Model 102S.
	9 Dee 47



	5-1147-1
	Preventive maintenance services: Kettle, asphalt, skid-mounted,

with gasoline-powered

circulating pump,

capacity,

750-gal,

Rosco, Model KO.
	4 May 53



	5-1148-1
	services: Tank, asphalt, steel, truck-

Preventive maintenance

mounted, with heating flues, 800-gallon, Rosco, Model RMU,

and 800-gallon, Littleford Bros., Model 101-L, with Wisconsin

engine, Model VE4I.
	10 Apr 46



	5-1148-2
	Preventive maintenance services: Distributor, bituminous mate-

rial, truck-mounted, 800-gal capacity,. Rosco Model RMU.
	17 Dec 53



	5-1149-1
	Preventive

maintenance

services: Distributor,

water,

truck-

mounted,

capacity,

gasoline-driven,

Municipal

1,000-gallon

Model WD-1000 (less engine and truck).
	24 Nov 53



	5-1150-1
	Preparation for export: Distributor, water, truck-mounted, 1,000-

gallon, Rosco, Model MME.
	18 Nov 44













	NO.
	TITLE
	DATE




	5-1150-2
	ENGINEER-Continued

Preventive

maintenance

services: Distributor,

water,

truck-

mounted, 1,000-gal, Rosco, Model MME; pump, water, trailer

mounted, with distributor attachment, Rosco, Model MAE;

both with Wisconsin Model VE4I engine.
	10May45



	5-1153-1
	Preventive maintenance services: Kettle, asphalt repair, trailer-

mounted, with gasoline-driven hand spray, 110-gallon capacity,

Aeroil Model 6-ZPSA.
	27 Jul

53



	5-1154-2
	Preparation for export: Kettle, asphalt-repair, trailer-mounted,

with motor-driven hand spray, 164-gallon capacity, L!ttleford,

Model 84-HD-3.
	24 Oct

44



	5-1154-3
	Preventive maintenance services: Kettle, asphalt-repair, trailer-

mounted, with motor-driven hand spray, 110 and 165-gallon

capacity, Littleford, Models US-66 and 84-HD-3 (series PF, R, S,

and T).
	10 Jan 45



	5-1155-1
	Preventive maintenance service: Kettle, asphalt, skid-mounted,

with gasoline-powered circulating pump, 750-gallon capacity,

Standard Steel Works, Model ESMP, with Wisconsin engine

Model VE-4I.
	5 Jun 47



	5-1156-2
	Preparation

for export: Kettle, asphalt-repair,

trailer-mounted,

with motor-driven hand spray, 110-gallon capacity, Littleford,

Model US-66.
	12 Sep

44



	5-1159-1
	Crane, revolving, wheel-mounted, pneumatic tired, one-engine-

drive, gasoline, self-propelled, 8- to 15-ton, class XIV, with

attachments, Koehring, Model 205WC, with Chrysler Model

C-36-520 (IND-9 series) engine.
	29 Jan 46



	5-1160-1
	Preventive

maintenance

services: Distributor,

water,

truck-

mounted, 1,000-gal capacity, Littleford Model M-75 (less engine)

(less truck).
	21 Jan 55



	5-1161-1
	services: Distributor,

truck-

Preventive

maintenance

water,

mounted, 1,000-gallon capacity, gasoline-driven Rosco Model

MOE (less engine) (less truck).
	27 Sep 54



	5-1162-1
	Preventive

maintenance

crawler-mounted,

services: Shovel,

gasoline, 36-cu-yd, Osgood, Model 200.
	23 Jun 45



	5-1164-1
	Preventive

services: Distributor,

maintenance

bituminous

800

Model RRE

material, truck-mounted,

-gal,

Rosco

(less

engine).
	14 Jun

54



	5-1165-1
	Preventive

maintenance

crawler-mounted,

services: Shovel,

diesel, 2-cu-yd, with attachments,

Northwest,

Model 78-D.
	15 Mar 45



	5-1167-1
	Preventive maintenance services: Kettle, asphalt, repair, trailer-

mounted, with gasoline-driven hand spray, 110-gallon capacity,

Littleford Model US-84-HD-2 (less engine).
	21 Jan

55



	5-1168-1
	Preventive

maintenance

services: Crane,

revolving,

crawler-

!

4 -oubic-yard, 7- to 10-ton, class III, with

mounted, gasoline,

attachments, Koehring, Model 304, with Buda Model K-428 or

Chrysler Model C-36-520 IND-9 engine.
	6Jun 46



	5-1174-1
	Preparation for export: Crane, truck-mounted, gasoline, N-cubic-

yard, Quick-Way, Model E, with IlB Model U-9 power unit.
	Oct 44



	5-1174-2
	Preventive maintenance

services: Crane,

truck-mounted,

gas-

oline, 96-cu-yd, Quick-Way, Model E, with IlI

Model U-9

power unit.
	23 Jun

45



	5-1175-1
	Preventive

maintenance

services: Crane,

revolving,

crawler-

mounted, gasoline, 34-cubic-yard, 7- to 10-ton, class III, with

attachments, Thew-Lorain,

Models L-40 and L-40A,

with

Chrysler C-36-520 or Waukesha 6-MZR engine.
	23 May46



	5-1175-2
	Preventive

maintenance

services: Crane,

revolving,

crawler-

7- to 10-ton, class III, with

mounted, diesel, 3%4-cubic-yard,

attachments, Thew-Lorain,

Models L-40 and L-40A,

with

Caterpillar Model D-4600 engine.
	18Jul

46



	5-1176-1
	Preventive maintenance services: Roller, road, gasoline- or.diesel-

driven, tandem, 2-axle, 8- to 12-ton, Galion Model T-8-U (less

engine).
	16 Nov 53



	5-1177-1
	Preventive maintenance services: Roller, road, gasoline-driven,

3-axle, 9 to 14 tons, Buffalo-Springfield Model KX-16 C2.
	29 Jun 53













	NO.
	TITLE

I
	DATE




	
	ENGINEER-Continued
	



	5-1178-1
	New data and parts for shovel, crawler-mounted, diesel, 2-cubic-

yard, with attachments, Thew, Model Lorain 82, with Cater

pillar Model D-13000 engine.
	Dec 44



	5-1178-2
	Preventive

maintenance

crawler-mounted,

services: Shovel,

diesel, 2-cu-yd, with attachments, Thew, Model Lorain 82, with

Caterpillar Model D-13000 engine.
	15 Feb 45



	5-1179-1
	Preventive maintenance services: Ditching machine, ladder-type,

crawler-mounted, gasoline-driven, digging depth 8 ft, width 18
	3 Apr 53



	5-1180-1
	to 24 inches, Parsons, Model 221-2A.

Preparation for export: Ditching machine, wheel-type, crawler-

mounted, gasoline, digging depth 5 feet 6 inches, width 23 inches,
	31 Aug 44



	5-1180-2
	Cleveland, Model 110.

New data and parts for ditching machine, wheel-type, crawler-

mounted, gasoline, digging depth 5 ft 6 in., width 23 in., Cleve
	24 Nov 44



	5-1180-3
	land, Model 110.

Preventive maintenance services: Ditching machine, wheel-type,

crawler-mounted, gasoline, digging depth 5-ft 6-in., width 23 in.,
	15 Feb 45



	5-1181-1
	Cleveland, Model 110.

Preventive maintenance

services: Roller,

road, diesel-driven,

tandem, 2-axle, 8- to 12-ton, Buffalo-Springfield Model KT-24.
	8 Jan

54



	65-1182-1
	Preventive maintenance services: Roller, road, tandem, 3-axle,

10- to 15-ton, Buffalo-Springfield, Model TX-21 (with Waukesha

Model 6 BZ engine).
	13 Aug 45



	5-1183-1
	Preventive maintenance

gasoline- and

services: Roller, road,

diesel-driven, 3-wheel, 10-ton, Buffalo-Springfield, Models VM

31C and VM-32C, with Hercules engines, Model JXLD gas

oline, and DJXI diesel.
	27 Oct

52



	5-1186-1

5-1188-1
	Preparation for export: Roller, road, diesel, 3-wheel, 6-ton, Huber.

Preparation for export: Rollei, road, gasoline, 3-wheel, 10-ton,

Huber.
	1 Aug 44

22 Feb 44



	5-1188-2
	Preventive maintenance services: Roller. road, gasoline, 3-wheel,

10-ton, Huber, with .Hercules M odel WXLC-3 engine.
	10May45



	5-1190-1
	Preparation for export: Scraper, road, towed-type,

hydraulic-

operated, lY-cu-yd, LaPlant-Choate, Model CAB.
	4 Dec 43



	5-1191-1
	Preventive

maintenance

services: Crane,

revolving,

wheel-

5

mounted, pneumatic-tired,

1-engine-drive, gasoline,

A-cubic

yard, 8- to 12-ton, class XI, with attachments, Koehring, Model

304-WC, with Chrysler Model C-36-520 (IND 9-69) engine.
	25 Jul

46



	5-1192-1
	Preparation for export: Finisher, concrete form-riding, 20- to 25-

foot, Blaw-Knox, Model XD.
	13 Sep 44



	5-1195-1
	Preventive

maintenance

services: Crane,

revolving,

crawler-

.mounted, gasoline, 1- to 1'/-ncbic-yard, 20- to 30-ton, class IV,

with attachments, Koehring, Model 604, type B, with Wau

kesha, Model WAL engine.
	14 Oct 46



	5-61197-1
	Preventive maintenance services: Shovel, crawler- mounted, gaso-

line, 3S-cu-yd, Buckeye Clipper, Model 70, with Buda engine,

Model K-393, or Chrysler engine, Model C-36-520 (IND-9).
	15 Dec 44



	5-1201-1
	Preventive maintenance services: Scraper, road, ail transportable,

phase I, hydraulic-operated, 4-cu-yd, Murray Model 75-A.
	7 Dec 53



	5-1202-1
	Preparation for export: Scraper, road, motorized, cable-operated,

12-cu-yd, LeTourneau, Model Super-C Tournapull with Model

LP Carryall.
	4 Mar 44



	5-1202-2
	Preventive maintenance services: Scraper, road, motorized, cable-

operated, 12-cu-yd, LeTourneau, Model Super-C Tournapull,

with LP Carryall.
	10 Mar 45



	5-1204-1
	Preventive maintenance services: Scraper, road, motorized, cable-

operated, 2-cu-yd, airborne, tiltdozer, LeTourneau Model AD,

Tournapull

LeTourneau

Carryall

Model

LeTourneau

Q,

Model D-4.
	25 Jan

54



	5-1205-1
	Preventive maintenance services: Scraper, road, motorized, cable-

operated,

13i-ecubic-yard,

diesel-engine-driven,

LeTourneau,

Model "C"

Roadster Tournapull, with LeTourneau

Model

E 16 Carryall scraper (less engine).
	25 Mar 52
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	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-1207-1
	Preventive maintenance services: Scraper, road, motorized, cable-
	28 Apr 52



	
	operated, 12-cubic-yard, diesel-driven, Heil Model 2C500, with
	



	
	Heil Model MS-13 open top scraper and Cummins engine Model
	



	
	HB-600.
	



	5-1210-1
	Preparation for export: Scraper, road, towed-type, cable-operated,

8-cu-yd, type III, LeTourneau, Model LS.
	15 Dec 43



	5-1212-1
	Preparation for export; Scraper, road, towed-type, cable-operated,
	30 Dec 43



	
	,

12-cyyd., type IV, LeTourneau, Model LP.
	



	5-1213-1
	Preventive

maintenance

services: Scraper, road,

towed-type,
	9 Mar 53



	5-1214-1
	cable-operated, 12-cubic-yard

LeTourneau, Model LPO.

Preventive maintenance services: Bulldozer, angling and rigid,
	5 May53



	
	hydraulic-operated, tractor-mounted, Gar Wood, Models RB,
	



	
	RB-D, RB-X, and RB-DX.
	



	5-1215-1
	Preventive

maintenance

services: Angledozer,

cable-operated,
	14 Aug 53



	.5-1221-1
	tractor mounting, Gar Wood Models CT-153 and CD-153.

Preventive maintenance services: Angledozer, tractor mounting,
	



	
	cable-operated, tilting, Berg Model CB-500B.
	4 Sep

53



	5-1222-1
	Preventive maintenance services: Angledozer

tractor mounting,
	12 Nov 54



	
	cable-operated, tilting, Berg Model CB-500C.
	



	6-1224-1
	Preventive maintenance services: Angledozer, tractor-mounted,

cable-operated, LaPlant-Choate, Models R-76F, R-76R, R-82,
	30 Apr 48



	
	and R-82 R; LeTourneau,

Models WCK-7, AK-8, CKD-8,
	



	
	SK-6, and C-4; with power control units, front and rear mount
	



	
	ing, 1- and 2-drum, LeTourneau, Models R-7, FTD-7, R-8,
	



	
	FD-8, R-678, and T-4; for Caterpillar D8, D7, D6, and D4

tractors.
	



	5-1225-1
	Preventive maintenance services: Rooter, road, cable-operated,
	8 Mar 55



	
	3-tooth, LeTourneau-Westinghouse Model K-30.
	



	5-1231-1
	Preventive maintenance .services: Plow, towed-type, 4-14 inch
	31 Aug 53



	5-1232-1
	bottoms, Model 10 McCormick.

Preventive maintenance services: Plow, furrow-type, 5-bottom,
	8 Feb 54



	
	tow-type, Minneapolis Moline Model FF-16-SP.
	



	5-1235-1
	Preventive maintenance services: Bulldozers, rigid and angling,
	14 Aug 53



	
	tractor mounting,,hydraulic-operated,

Baker Models 5 ABC,

5 BBE, 5 AGC, and 5 BGE.
	



	5-1236-1
	Preventive maintenance services: Bulldozer, rigid, cable-operated,
	21 Dec 53



	
	8,600 to 12,000 !bs drawbar pull tracqtor, for Caterpillar D4,
	



	
	Wooldridge Model BD-4.
	



	5-1244-1
	Preventive

maintenance services: Crusher, jaw-type, gasoline-
	10 May45



	
	engine-driven, crawler-mounted, 30- x 42-in. opening, 200 to 400

ton per hour, Pioneer, Model 56-A.
	



	5-1246-1
	Preventive maintenance services: Crusher,

roll-type, gasoline-
	10 May45



	
	engine-driven, crawler-mounted, 54 in. dia x 24 in. face rolls, 100
	



	5-1248-1
	to 190 ton per hour, Pioneer, Model 54-VA.
	



	
	Preventive maintenance services: Crusher, screener, and washer,

roll-type, belt-driven, crawler-mounted, 40 in. dia x 22 in. face,
	10 May45



	
	40 to 140 ton per hour, Model 300-WA; and dehydrator; sand,
	



	
	twin-screw-feed, chain-driven, trailer-mounted, 4 steel wheels,
	



	5-1250-1
	22 in. dia x 20 ft long, 40 to 60 ton per hour, Pioneer.

Preventive
	



	
	maintenance services: Crusher, roll-type, gasoline-

engine-driven, trailer-mounted, 6 steel wheels, 40 in. dia. x 22 in.
	10 May45



	
	face rolls, 40 to 140 ton per hour, Pioneer, Model 42-VA.
	



	5-1252-1
	Preventive maintenance services: Scrubber and washer, paddle-
	10 May45



	
	type, gasoline-engine-driven,

trailer-mounted, 6.steel wheels, 80
	



	5-1254-1
	to 100 ton per hour, Pioneer, Model Log Washer.

Preventive maintenance services: Power unit, gasoline, trailer-
	30 May45



	
	mounted, 4 steel wheels, 120-140 hp, Pioneer, Model 300-WA,
	



	
	with Waukesha Model 6-WAKU engine and XX ICK starting
	



	
	engine (for Pioneer crushing, screening, and washing plant).
	





*









	NO.
	TITLE
	DATE




	5-1256-1
	ENGINEER-Continued

Preventive maintenance services: Pump, centrifugal, gasoline-
	10 May 45



	
	engine-driven, trailer-mounted, 6-in. discharge, 1,000-gpm at 8

ft head, Pioneer, Model 300-WA, with Jaeger Model 6-PO pump

and Waukesha Model 6-SRKRU engine (for Pioneer crushing,

screening, and washing plant).
	



	5-12658-1
	Preventive maintenance services: Conveyor, belt, transfer, gaso-

line-engine-driven, 30-in. x 35-ft low mast and 30-in. x 50-ft high

mast, 300 ft per minute; 30-in. x 60-ft low mast, 400 ft per minute,

Pioneer, Model ME-30.
	15 Feb 45



	5-1269-1
	Preventive maintenance services: Bulldozer, tilting, blade, cable-

operated, tractor mounting, Heil, Model CEM-9 BW.
	16 Mar 53



	6-1280-1
	Preparation for export: Mixer,

asphalt, gasoline-engine-driven,

repair plant, semi-trailer-mounted, pneumatic tires, 15 to 30 tons

per hour, Barber-Greene, Model 841.
	21 Dee 43



	5-1280-2
	Preparation

for export: Dryer, aggregate,

single-drum,

trailer-mounted, pneumatic tires, 15 to 30 tons per hour, Barber

Greene, Model 831.
	semi- 22 Dec 43



	5-1280-3
	Preparation

for

export: Stabilizer, soil,

semi-trailer-mounted,

with dolly, Barber-Greene, Model 821.
	22 Dec 43



	5-1280-4
	Preparation for export: Elevator, bucket, trailer-mounted, Barber- 27 Dee 43

Greene, Model 831.
	



	5-1280-5
	New data and parts for asphalt and soil aggregate mixing plant,

gasoline-engine-driven, 25 tons per hour, 4 unit, Barber-Greene.
	15 May 44



	5-1280-6
	Preventive maintenance services: Mixer, soil preparation unit,

gasoline-engine-driven,

semi-trailer-mounted, penumatie tires,

20 to 40 tons per hour, Barber-Greene, Model 821-109.
	10 May45



	5-12t0-7
	Preventive maintenance services: Dryer, aggregate, single-drum,

semi-trailer-mounted, pneumatic tires, 15 to 30 tons per hour,

Barber-Greene, Model 831-105, with Le Roi Model D-201-P3

engine (including Barber-Greene Model 831-109 elevator).
	10 May 45



	5-1280-8
	Preventive maintenance services: Mixer, asphalt, gasoline, repair

plant, semi-trailer-mounted

pneumatic tires, 15 to 30 tons per

hour Barber-Greene

Model 841-135, with Le Roi Model D

201-P3 engine.
	10 May 45



	5-1281-1
	Preventive maintenance services: Asphalt plant, two-unit, gaso-

line-driven, 10 to 30 tons per hour; unit No. 1: Mixer, bitu

minous, trailer-mounted,

complete,

Barber-Greene,

Model

840-G; and unit No. 2: Dryer, aggregate, trailer-mounted, com

plete, Barker-Greene, Model 830-G (less engines).
	24 Mar 52



	5-1281-2
	Preventive maintenance services: Mixer, asphalt, gasoline, repair

plant, towed, pneumatic tires, 15 to 30 tons per hour, Barber

Greene, Model 840-G, with Le Roi Model D201 engine.
	12 Apr 45



	5-1284-1
	Preparation

export: Spreader,

for

concrete,

gasoline-engine-

driven, form-riding, 20- to 25-ft. width, Blaw-Knox, Model SC,

with vibrator attachment and Continental

Model PF-226

engine.
	18 Nov 44



	5-1305-1
	Preventive

maintenance

services: Loader,

bucket,

aggregate,

crawler-mounted,

gasoline-driven,

3-cu-yd,

general-purpose,

Nelson Model Q-12 tpm (less engine).
	25 Nov 53



	5-1308-1
	Preventive maintenance services: Angledozer, tractor-mounting,

hydraulic-operated, LaPlant-Choate, Models 4-R, R-8, R-61,

R-63, R-71, R-75, and R-85, for Caterpillar Models D4, D6, D7,

and D8 tractors.
	25 Mar 52



	5-1312-1
	Preventive maintenance services: Shovel, crawler-mounted, gaso-

line, W4-cuyd., Lima Model 34.
	14 Jul

45



	5-1313-1
	Preventive

maintenance

services: Loader,

bucket,

aggregate,

tractor mounting, bucket only, front end, hydraulic operated,

56-cu-yd, Hough Model SI.
	8Jan

54



	5-1317-1
	Preventive

maintenance

services: Crane,

revolving,

crawler-

mounted, gasoline, 3 to 4 cu. yd., 65- to 75-ton, class VII, with

attachments, Lima Model 1201, Barber-Greene, Model 831.
	15 Apr 45
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	DATE




	5-1326-1
	ENGINEER-Continued

Preventive

maintenance

services: Angledozer,

hydraulic-oper-

ated, tractor mounting, Baker, Model 351, and bulldozer, hy
	3 Apr 53



	5-1331-1
	draulic-operated, tractor mounting, Baker, Model 419.

Preventive maintenance services: Bulldozer, tilting, cable-oper-

-
	23 Jan

53



	5-1334-1
	ated, LeTourneau, Model XDB.

Preparation

for export: Rooter, road, lever-operated,

3-tooth,

Austin-Western, Model Rip-Rooter.
	22 May44



	5-1335-1
	Rooter, road, cable-operated,

3-tooth, extra-heavy,

Southwest

Model RE-3.
	15 Jun 53



	5-1335-2
	Preventive maintenance services: Rooter, road, cable-operated,

3-tooth, Southwest Model RM.
	20 Nov 53



	5-1337-1
	Preventive

maintenance

services: Loader,

bucket,

aggregate,

tractor mounting, bucket only, front end, hydraulic-operated, 1

cu yd, Tractomotive, Model TS-5.
	8 Dec 52



	56-1340-1
	Preventive maintenance services: Loader, front, 11

cu yd, diesel-

driven, pneumatic tires, 4-wheel drive, Hough Model HM (less

engine).
	4 Aug 54



	5-1343-1
	Preventive

maintenance

towed-type,

services: Scraper,

road,

cable-operated, 8 cu yd, Hell Model OC-9.
	27 Nov 53



	5-1348-1
	Preventive

maintenance

towed-type,

services: Scraper,

road,

airborne, hydraulic-operated, 6 cu. yd., Bucyrus-Erie as modi

fied by M-R-S Model 68AGS.
	8Jul

53



	5-1360-1
	Preventive

maintenance

services: Loader,

bucket,

aggregate,

tractor mounting, front end,

cable-operated,

74 cubic yard,

Trackson Traxcavator Model T4 and IT4.
	3Apr 53



	5-1370-1
	Preventive maintenance services: Plow, snow, V-blade, rotary-

type, gasoline-engine-driven,

3-ton, truck-mounting,

without

loading chute, William Bros. Model 37-PR-188, with

Climax

Model R61 engine.
	17 Sep

46



	5-1400-1
	Preventive maintenance services: Crushing, screening, and wash-

ing plant, 150-tph, gasoline-electric, unit No. 1, crusher, jaw-type,

trailer-mounted, 6-wheel, dual tires, pneumatic tires, 30- x 42-inch

opening, Pioneer Model 153-PRA (less engine).
	22 Nov 54



	5-1400-2
	Preventive maintenance services: Crushing, screening, and wash-

ing plant, 150-tph, gasoline-electric, units No. 2 and 9, crusher,

roll-type, trailer mounted, 6-wheel, dual tires, pneumatic tires,

54-inch diameter x 24-inch face rolls, with 30-inch x 21-foot con

veyor-feeder, Pioneer Model 54-VAE (less engine).
	20 Dec 54



	5-1400-3
	Preventive maintenance services: Crushing, screening, and wash-

ing plant, 150-tph, gasoline-electric, units 3, 7, 12 and 13, con

veyors, belt, transfer, motor-driven, 30 inch x 35 foot and 30 inch

x 50 foot, with hydraulic cradle truck, 2-wheel, pneumatic tires,

Pioneer Model.
	17 Dec 54



	5-1400-4
	Preventive maintenance services: Crushing, screening, and wash-

ing plant, 150-tph, gasoline-electric, units 4 and 8, roll-type, belt

driven, trailer-mounted,

6-wheel, dual tires, pneumatic-tired,

40-inch diameter x 32-inch face rolls, with twin-screw dehydrator,

Pioneer Model 300-WAE.
	20 Dec 54



	5-1400-5
	Preventive maintenance services: Crushing, screening, and wash-

ing plant, 150-tph, gasoline-electric, unit No. 5, power unit, gaso

line-driven, trailer-mounted, 4-wheel, pneumatic tires, Pioneer

model (less engine).
	20 Dec 54



	5-1400-6
	Preventive maintenance services: Crushing, screening, and wash-

ing plant, 150-tph, gasoline-electric, unit No. 6,.crusher, roll

type, trailer-mounted. with 30-inch x 40-foot return conveyor,

Pioneer Model 42-VAE (less engine).
	21 Dec 54



	5-1400-7
	Preventive maintenance services: Crushing, screening, and wash-

ing plant, 150-tph, gasoline-electric, unit No. 10, scrubber and

washer, gravel,

twin-paddle-type,

trailer-mounted,

4-wheel,

dual tires, pneumatic tires, Pioneer Model (less engine).
	6 Jan

55













	NO.
	TITLE
	DATE




	
	ENGINEERContinued
	



	5-1400-8
	Preventive maintenance services: Crushing, screening, and wash-

ing plant, 150-tph, gasoline-electric, units 11 and 14, pump,

centrifugal, trailer-mounted,

4-wheel, pneumatic tires, 6-inch

discharge, 1,000 gpm at 80-ft head, Jaeger Model 6PH0, with

piping equipment, Pioneer Model (less engine).
	20 Dec 54



	5-1420-1
	Preventive

maintenance

services: Grinder,

portable,

electric,

110-volt, Universal Motor, Independent Pneumatic U60 Model

3032.
	27 Nov 53



	5-1455-1
	Preventive

maintenance

services: Crane,

revolving,

truck-

mounted, gasoline, pneumatic-tired, two-engine drive, 14- to

18-ton, class XII, with attachments, Bay City, Models 18 and

18S, with Chrysler Model C-36-520

and Waukesha Model

engines.

SRKR
	29 May46



	5-1458-1
	Preventive

maintenance

services: Crane,

revolving,

crawler-

mounted, gasoline, Y4-cuyd., 7- to 10-ton, class III, with attach

ments, Link-Belt, Model 75 (with Chrysler Model C-36-520

(IND-9 series) or Waukesha Model 6-MZR engine).
	Jul

45



	5-1492-1
	Preventive maintenance services: Roller, road, diesel, tandem,

2-axle, 8-to 12-ton, Gallon, Model R, with International Model

UD-9 engine.
	Jul

45



	5-1520-1
	Preventive maintenance services: Grader, road, motorized, diesel-

driven, tandem-drive, 12-ft moldboard, Adams, Model 511.
	23 Jan

53



	5-1530-1
	Preventive

maintenance services: Angledozer,

cable-operated,

Buckeye, Model HD-10-W.
	14 Apr 53



	5-1555-1
	Preventive

maintenance

services: Mixer,

concrete,

trailer-

mounted, pneumatic-tired, gasoline-driven, end discharge, 16

cubic foot, T. L. Smith, Model 499 (less engine).
	4 Mar 53



	5-1575-1
	Preventive maintenance services: Bulldozer, rigid, cable-operated,

8,600 to 12,000 Ibs drawbar pull tractor, for International TD-9W,

Trackson Model CB9.
	11 Dec 53



	5-1585-1
	Preventive maintenance services: Bulldozer, rigid, cable-operated,

inside tractor frame mounting 17,100- to 24,000-lb drawbar pull

tractor, for Caterpillar D7, La Plant-Choate Models BN76F,

BN76R, BN78F, and BN78R.
	26 Jan

54



	5-1586-1
	Preventive maintenance services: Bulldozers, tractor-mounting,

for Models D6, D7, and D8 Caterpillar tractors.
	6 May 52



	5-1722-1
	Preparation for export: Searchlight, 60-inch, Sperry, Models 1939,

1940, 1941, 1941A, 1942, 1942A.
	24 Dec 43



	5-1723-1
	Preventive maintenance

services: Searchlight, 60-inch, Sperry,

Model 1942, and control station.
	20 Feb 52



	5-2000-1
	Preventive maintenance services: Water purification unit, gaso-

line-engine-driven, portable, 15-gpm, Wallace & Tiernan, Model

1940.
	15 Feb 45



	5-2002-1
	Preventive maintenance services: Well drilling machine, percus-

sion-type, skid-mounted, gasoline-engine-driven, Star, Model 71.
	10 Jan 45



	5-2003-1
	Preventive

services: Pump,

maintenance

sump,

pneumatic,

gpm at 25-foot head,

Myers

3-inch

discharge,

Model

175

30LA-2di.
	53

18 Sep



	5-2004-1
	Pump, sump, pneumatic, 3 inch discharge ,175 gpm at 25-foot head,

Cleco, Model 183-A.
	15 Dec 52



	5-2007-1
	Preventive maintenance services: Pump, centrifugal,

gasoline-

driven, base-mounted, 2-inch discharge, 100 gpm at 100-ft head,

Berkeley Model 2-EQLL.
	14 Aug 53



	5-2013-1
	Preventive maintenance services: Pump, centrifugal, gasoline-

driven, base-mounted, 2-inch discharge, 2-inch suction, 100 gpm

at 100-ft head, Gorman-Rupp Model 1205A (less engine).
	9 Feb 54



	5-2015-1
	Preventive maintenance

services: Pump, centrifugal,

gasoline-

driven, base-mounted, 4-inch discharge, 4-inch suction, 500 gpm

at 20-ft head, Barnes Model Marvel 40M (less engine).
	24 Nov 53



	5-2017-1
	Preventive maintenance services: Pump, sump, pneumatic, 2½i- 27 Nov 53

and 3-inch discharge, 150 and 175 gpm at 25- and 100-ft head,

Ingersoll-Rand Models 25 and 35.
	













	NO.
	TITLE
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	ENGINEER-Continued
	



	5-2019-1
	Pump, sump, pneumatic, 2¼i in. discharge, 150 gpm at 100-ft. head,

Chicago Pneumatic, Model CPA4.
	7 -Aug 52



	5-2019-2
	Preventive maintenance services: Pump, sump, pneumatic, 2¼i- 27 Nov 53

inch discharge, ¾9-inch suction, 150 gpm at 100-ft head, Chicago
	



	5-2029-1
	Pneumatic Model CP-4.

Preventive maintenance services: Pump, centrifugal,

gasoline-

base-mounted,

engine-driven,

4-stage,

non-self-priming,

1],-

inch discharge, 2¼-inch suction, 125 gallons per minute at 300-ft
	24 Nov 53



	5-2022-1
	head, Carter Model 501-LE-14 (less engine).

Preparation forexport: Pump, centrifugal, gasoline-engine-driven,

base-mounted, 2-inch discharge, 55-gpm at 50-foot head, Jaeger,

Carver, or Red Jacket, Model 2APS-1.
	20 Nov 44



	5-2023-1
	Preventive maintenance services: Well-drilling machine rotary-

E.

type,

skid-mounted,

airborne,

gasoline-driven,

George
	12 Feb 54



	5-2024-1
	Failing Model 43-SA.

Preparation for export: Well drilling machine, rotary-type, skid-

mounted, gasoline-engine-driven,

Failing, Model 314.
	4 Dec 43



	5-2024-2
	Preventive maintenance services: Well drilling machine, rotary-

Failing,

Model

type, skid-mounted,

gasoline-engine-driven,

314, with Buda Model HP-217 engine.
	10 May 45



	5-2025-1
	Preventive maintenance services: Well drilling machine, rotary-

type, skid-mounted, gasoline-driven, Failing Model 314C.
	30 Nov 53



	5-2028-1
	Preparation for export: Pump, centrifugal, gasoline-engine-driven,

base-mounted, 4 in. discharge, 200-gpm at 350-ft. head, Gorman

Rupp, Model C54-14.
	11 Feb 44



	5-2029-1
	Preventive maintenance services: Pump, centrifugal,

gasoline-

driven, base-mounted, 4-inch discharge, 4-inch suction, 480 gpm

at 300-tt head, Carter Model 504CW.
	24 Nov 53



	5-2030-1
	Water purification unit, gas-

Preventive maintenance services:

truck-mounted, 75-gpm, Wallace & Tier

oline-engine-driven,

nan; Models 1938, 1939, and 1940.
	10 Jan

45



	5-2031-1
	'Preventive maintenance iervices: Pump,' centrifugal,

gasoline-

driven, base-mounted; 2-inch suction and discharge, 60 gpm at

125-foot head, Ralph B. Carter Co. Model 4 MHW (less en

gine).
	19 Nov 53



	5-2033-1
	Preventive maintenance- services: Pump, centrifugal,

gasoline-

-

driven,

self-priming; -base-mounted, 4-inch

dis

single-stage,

charge, 500 gpm at 20-foot head, Gorman-Rupp Model 3402.
	11Dec 53



	5-2036-1
	Preparation

export: Pump,

centrifugal, -gasoline-engine-

for

125 gpm at 300-ft.

driven,

base-mounted,

1l6-in. discharge,

head, Economy, Model B-180.
	30 Nov 43



	5-2038-1
	export: Pump,

Preparation

centrifugal,

gasoline-engine-

for

driven, base-mounted, 2-in. discharge, 60 gpm at 125-ft. head,

Gorman-Rupp, Model W52-10 and W52-10A. '
	21 Feb 44



	5-2040-3
	services: Pump,

Preventive

maintenance

deep-well,

gasoline-

engine-driven, turbine-type, 200 gpm at 200-foot head, Peerless,

Model 6M.
	11 Oct 44



	5-2041-1
	Preventive maintenance services: Pump, centrifugal,

gasoline-

2 ¼-inch

driven, fire truck mounting, front, double-discharge,

discharge, 500 gpm at 120-lb pressure, Darley Model KFF-500.
	25 Feb 55



	5-2046-1
	Preparation for export: Pump, deep well, gasoline-engine- driven, 29 Aug 44

helical-rotor type, 60 gpm at 250-foot head, type 1, Peerless

Hi-Lift, Model 52.
	



	5-2047-1
	Preventive maintenance services: Pump, centrifugal,

gasoline-

driven, trailer-mounted, 6-inch discharge, 1,000 gpm at 80-foot

head, Carver Model KN6H.
	17 Jun 53



	5-2049-1
	maintenance services: Pump,

Preventive

centrifugal,

gasoline-

driven, fire truck mounting, front, double-discharge, 2¼4-inch

discharge, 300 gpm at 276-ft head, Darley Type F Model F-300

(pump only).
	25 Feb 55



	5-2053-1
	unit,

services: Distillation

Preventive

maintenance

diesel-

type, 6,000 gallons

driven, skid-mounted, thermocompression

per day, Mechanical Equipment Co. Model S7D.
	27 Jul

53
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	5-2054-1
	ENGINEER-Continued

Preparation for export: Pump, deep well, gasoline-engine-driven,

helical-rotor type, 30-gpm at 250-ft. head, type II, Peerless Hi
	16 Feb 44



	5-2056-1
	Lift, Model 42.

export: Pump,

Preparation

centrifugal,

for

gasoline-engine-

driven, trailer-mounted, 4-in. discharge, 500 gpm at 20-ft. head,
	25 Jan

44



	5-2056-2
	Carver, Model 4822.

Preventive maintenance bulletin: Pump, centrifugal, gasoline-

trailer- or skid-mounted, 4-in. discharge, 500

engine-driven,

gpm at 20-ft. head, Carver, Model 4822, with Wisconsin Model
	26 Aug 47



	5-2059-1
	VE-41 engine.

Preventive

maintenance

services: Distillation

unit,

diesel-

driven, skid-mounted, thermocompression type, 300 gph, with
	11 Aug 53



	5-2062-1
	brine stabilizer, Mechanical Equipment Co. Model PD 300 0.

for export: Distillation unit, skid-mounted,

Preparation

2,500

gal per day, Cleaver-Brooks, Model M3E-12.
	29 May 44



	5-2066-1
	Preventive maintenance services: Water purification unit, gaso-

stationary,

knockdown-type,

sand-type,

line-engine-driven,

Wallace & Tiernan,

Model A-521, with Wisconsin

50-gpm,

Model ARH engine.
	12 Aug 45



	5-2068-1
	Preventive

unit,

maintenance

services: Distillation

gasoline-

engine-driven, skid-mounted,

thermocompression-type,

1,200

gallons per day, Badger, with Continental Model Y-69 engine.
	13Aug 45



	5-2069-1
	Preventive

Distillation

unit,

maintenance

skid-

services:

mounted,

day, thermocompression-type,

gallons

per

3,000

Cleaver-Brooks, Model MVC-17A.
	26 Feb 53



	5-2070-1
	Preventive

services: Distillation

unit,

maintenance

gasoline-

driven,

trailer-mounted,

type,

thermocompression

gph,

85
	20Jan

55



	5-2079-1
	Cleaver-Brooks Model DVC-8M (less engine).

Preventive

maintenance services: Pump,

deep well, gasoline-

driven, turbine-type, 200 gpm at 200-ft head, Johnston Model
	23 Dec 53



	5-2080-1
	6EC (less engine).

Preventive maintenance services: Pump, deep well,

gasoline-

engine-driven, turbine-type, 4-inch discharge, 200 gpm at 200-

foot head, Peerless, Model 6M-A, with Continental Model

F-162 engine.
	5 Apr 46



	5-2086-1
	Preventive maintenance services: Water pumping unit, self-con-

tained, gasoline-driven,

skid-mounted,

60-gpm, Hale Model

FZZP.
	8 Jan 54



	5-2091-1
	Preventive

maintenance services: Pump,

centrifugal, gasoline-

driven, base-mounted, 2-inch discharge, 2-inch suction, 60 gpm

at 125-ft head, Carver Model 13i WHI (less engine).
	4 Oct

54



	5-2092-1
	Preventive maintenance services: Pump, centrifugal, gasoline-

driven, trailer-mounted,

8-inch suction and discharge, 2,100

gpm at 25-ft. head, Gorman-Rupp Model 3801 (less engine).
	15 Oct

54



	5-2097-1
	Preventive maintenance services: Pump, centrifugal, gasoline-

driven, base-mounted, 4-inch discharge, 4-inch suction, 480 gpm
	53

14 Sep



	5-2114-1
	at 300-ft head, Weinman Model JC.

Preventive maintenance

services: Pump, centrifugal, gasoline-

driven, base-mounted, 4-inch discharge and suction, 480 gpm
	14 Oct

54



	5-2118-1
	at 300-ft head, Reiner Model oP-55 (less engine).

Preventive maintenance services: Pump, centrifugal,

gasoline-

driven, base-mounted,

discharge, 2-inch suction, 166

2-inch

gpm at 25-ft head, Carver, Model A-25212, with Wisconsin

engine, Model AKS.
	11 Dec 52



	5-2119-1
	Preventive maintenance services: Pump, centrifugal, gasoline-

driven, base-mounted, 2-inch discharge and suction, 166 gpm

at 25-ft head, Carver Model KN21H.
	28 Sep

53



	5-2121-1
	Pump, diaphragm, ged, pushcart-mounted, 2-wheel, steel tires,

4-inch discharge, 100 gpm at 10-foot

suction head, Marlow,

Model 4-4, less engine.
	2 Oct

52



	5-2121-2
	Preventive maintenance services: Pump, diaphragm, gasoline-

driven, pushcart-mounted, 2 wheels, steel tires, 4-inch discharge,

100 GPM at 10-ft. suction head, Marlow Model 404.
	21 May 53
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	5-2123-1
	Preventive

maintenance

American-Marsh

Model

services:

pump, horizontal, duplex piston, steam-driven, 564 x 3½f x 5
	17 Dec 54



	5-2140-1
	inch, 25 gpm, 2-inch discharge and suction.

Preventive

unit,

maintenance

services: Distillation

gasoline-

driven, skid-mounted, thermocompression type, 150-gallon per
	26 Feb 53



	5-2241-1
	hour, Cleaver-Brooks, Model DVC-15.

Preventive maintenance services: Pump, centrifugal,

gasoline-

driven, base-mounted, 2-inch suction, 166 gpm at 25-ft. head,

Construction Machinery

Model 10M, with Wisconsin

Co.,

Model AEH engine.
	24 Mar 52



	5-2242-1
	Preventive maintenance services: Pump, centrifugal, gasoline-

driven, base-mounted,

2-inch discharge,

2-inch suction,

166

gpm at 25-ft head, Carter Models

O1MW7 and 10OMSW7 (less

engine).
	12 Mar 54



	5-2253-1
	Preventive maintenance services: Pump, centrifugal,

gasoline-

driven, base-mounted, 2-inch discharge, 55 gpm at 50-foot head

normal discharge,

Carter, Model 7-MCW, with Wisconsin

Model ABN engine.
	7 Apr 52



	5-2279-1
	Preparation for export: Pump, centrifugal, for gasoline, gasoline-

engine-driven, base-mounted, 3-in. discharge, 3-in. suction, 200

gpm at 1,000-ft. head, or, in parallel, 400 gpm at 500-ft head,

Hanlon-Waters, type 1650.
	12 Jun 44



	5-2299-1
	Preventive maintenance

services: Pump, centrifugal,

gasoline-

driven, base-mounted, 4-inch discharge, 500 gpm at 20-ft head,

Carter Model 30 MCC-G (winterized unit), with Continental

engine Model F-140.
	20 Apr 54



	5-2316-1
	Preparation

export: Pump,

for

centrifugal,

gasoline-engine-

driven, base-mounted, 4-in. discharge, 480 gpm at 300-ft head,

Left, Model Aurora AD-2.
	12 Mar 44



	5-3000-1
	Preparation for export: Tractor, wheeled, rubber-tired, gasoline,

30-dbhp, standard or rigid, Case, Model DI.
	16 Dec 43



	5-3000-2
	Preventive maintenance services: Tractor, wheeled, rubber-tired,

gasoline, 30-dbhp, Case DI, and 40-dbhp, standard, Case LAI.
	30 Jan

45



	5-3003-1
	Preventive maintenance services: Tractor, wheel-type, pneumatic

tires, gasoline-driven, 2,000 to 2,975 lbs. drawbar pull, Case,

Model VAI.
	30 Jan

53



	5-3004-1
	Preventive maintenance services: Tractor, crawler, gasoline, 10 to

35-dbhp, Allis-Chalmers, Models M and WM, with Buckeye

angledozer.
	10 May 45



	5-3006-1
	Preparation for export: Tractor, wheeled, steel-tired, gasoline,

30-dphp, standard, Case, Model DI, with Evans ECC winch.
	8 Jan 44



	5-3009-1
	Preventive maintenance services: Tractor, wheel-type, pneumatic

tires, 3,000 to 3,700 Ibs. dbp, Massey-Harris Model 1-162G.
	21 Jan

55



	5-3012-2
	Preparation for export: Tractor, wheeled, rubber-tired, gasoline,

23-dbhp, standard, Case SI, with LaPlant-Choate power control

unit.
	18 Oct

44



	5-3012-3
	Preventive maintenance services: Tractor, wheeled, rubber-tired,

gasoline, 23-dbhp, Case SI.
	31 Jan

45



	5-3020-1
	Preparation for export: Tractor, crawler, gasoline, 15-dbhp, stand-

ard, Clark, CA-1, Clarkair, 31-inch gage, with LaPlant-Choate

BABX bulldozer,

LaPlant-Choate

power control unit and

Braden towing winch.
	18 Jul

44



	5-3020-2
	Preventive maintenance services: Tractor, crawler, gasoline, 15-

dbhp, standard, Clark, CA-1, Clarkair, 31-in. gage, with La

Plant-Choate

BABX

LaPlant-Choate pcu,

bulldozer,

and

Braden towing winch.
	24 Jan

45



	5-3021-1
	Preventive maintenance services: Tractor, wheel-type, pneumatic

tires, gasoline-driven

(3,000 to 3,700 lbs. dbp), Minneapolis

Moline, Model RTI.
	15 Jul

52



	5-3022-1
	Preventive maintenance services: Tractor, wheel-type, pneumatic

tires, gasoline-driven, 3,725 to 5,175 lbs. drawbar pull, Min

neapolis-Moline, Model ZASI.
	17 Feb 53
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	5-3023-1
	Preventive maintenance services: Tractor, wheel-type, pneumatic

(5,200 to 7,775 lbs. dbp), Min

tires, gasoline-engine-driven,

neapolis-Moline, Model UMIL.
	8 Jul

53



	5-3026-1
	Preventive maintenance services: Tractor, wheel-type, pneumatic

3,000 to 3,700 lbs. dbp, International

tires,

gasoline-driven,
	24 Nov 53



	5-3027-1
	Harvester Model I-4.

Preventive maintenance services: Tractor, wheel-type, pneumatic

tires, gasoline-driven, 3,725 to 5,175 lbs. dbp, International Har
	18 Sep

53



	6-3028-1
	vester Model I-6.

Preventive maintenance services: Tractor, wheel-type, pneumatic

tires, gasoline-driven, 5,200 to 7,775 lbs. drawbar pull, Inter.
	9 Feb 53



	5-3035-1
	national Harvester, Model I-9.

Preventive maintenance services: Tractor, wheel-type, pneumatic

tires, gasoline-driven, 3,725 to 5,175 lbs. drawbar pull, Oliver,

Model 77.
	4 May 53



	5-3068-1
	Preventive maintenance services: Tractor, crawler-type, diesel

engine-driven, Caterpillar, Models D4, D6, D7, and D8.
	30 Apr 48



	5-3070-1
	Preparation for export: Tractor, crawler, diesel, 70 to 90-dbhp,

standard, Caterpillar,

with

LeTourneau

D7, 74-in.

gage,

WCK-7 angledozer, FTD-7 front power control unit, R-7 rear

power control unit.
	8 Dec 43



	5-3132-1
	Preparation for export: Tractor, crawler, gasoline, 35-dbhp, stand- 30 Dec 43

ard, Caterpillar R4, 44-in. gage, w/LeTourneau C-4 angling

blade and T-4 power control unit.
	



	5-3134-1
	Preventive maintenance services: Tractor, crawler-type, gasoline,

35-dbhp, Caterpillar, Model R4.
	23 Jun 45



	5-3140-1
	Preparation for export: Tractor, crawler, gasoline, 35-dbhp, stand-

ard, Caterpillar R4, 44-inch gage, with LeTourneau A-4 Tilting

blade, LeTourneau HN power control unit, and Hyster D4A

winch.
	22 Sep 44



	5-3190-1
	Preventive maintenance services: Tractor, crawler, gasoline, 10 to

35-dbhp, Cleveland, Models AG and BO.
	10 May 45



	5-3194-1
	Preventive maintenance services: Tractor, crawler, diesel, 46- to 30 May 45

60-dbhp, Allis-Chalmers, Model HD7W; 61- to 90-dbhp, Model

HDIOW; 91- to 140-dbhp, Model RD14W with attachments.
	



	5-3201-1
	Preventive maintenance services: Tractor, crawler-type diesel-

driven, 8,600 to 12,000 lbs. drawbar pull, Allis-Chalmers, Model

RD 5.
	22 Dec 52



	5-3202-1
	Preventive maintenance services: Tractor, crawler type, diesel-

driven, 12,100 to 17,000 pounds drawbar pull, Allis-Chalmers,

Model HD 9.
	15 Nov 52



	5-3203-1
	Preventive maintenance services: Tractor, crawler-type, diesel-

driven, 25,100 to 32,000 lbs. drawbar pull, Allis-Chalmers, Model

HD 15.
	9 Dec 52



	5-3204-1
	Preventive maintenance services: Tractor, crawler-type, diesel,

32,100 to 40,000 lbs. drawbar pull, Allis-Chalmers Model HRD 20.
	3 Dec 52



	5-3222-1
	Preventive

maintenance

Tractor,

services:

crawler,

gasoline,

rigid or standard, with attachments, 10 to 35-dbhp, International

T-6, 40-in. gage, and Model T-6W, 50-in. gage; 36 to 45-dbhp,

Model T-9W, 60-in. gage.
	10 May 45



	5-3246-1
	Preventive

maintenance

Crane,

revolving,

tractor-

services:

mounted, crawler-type,

diesel-engine-driven,

5,000-pound ca

pacity at 7-foot radius, 12 to 18-foot boom, telescopic, Trackson,

Model CT-9, with International tractor, Model TD-9.
	24 Jun 46



	5-3270-1
	Preventive

maintenance

tractor-

services:

Crane,

revolving,

mounted, crawler type, diesel-engine-driven,

Hughes-Keenan,

Model MC-IR, MC-2R, MC-2RH, and MC-8, with Interna

tional tractor, Models TD-14 and TD-18.
	20 Dec 46



	5-3272-1
	Preventive maintenance services: Tractor, crawler, diesel, 35 to 40

dbhp, International TD-9, 60-in. gage; 55 to 65-dbhp, Interna

tional TD-14, 74-in. gage; 70 to 90-dbhp, International TD-18,

74-in. gage; rigid or standard, with (or without) attachments.
	10 May 45
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	5-3280-1
	New data and parts for tractor, crawler, diesel, 70 to 90-dbhp,
	1 Nov 44



	5-3300-1
	standard or rigid, International, TD-18, 74-inch gage.

Preventive maintenance services: Tractor, wheel-type, pneumatic
	5 Mar 52



	
	tired, diesel-engine-driven (20,025 to 27,000 lbs. drawbar pull)
	



	
	with bulldozer blade, cable-operated; power control unit, cable

operated, rear-mounted,

2-drum; and drawbar

attachment,
	



	
	rear-mounted, LeTourneau Model Super C Tournadozer (less
	



	5-3301-1
	engine).

Preventive maintenance services: Tractor, wheel-type, pneumatic
	8 Apr 52



	
	tires, diesel-engine-driven (14,025 to 20,000 lbs. drawbar pull)
	



	
	MRS Manufacturing Co., Model 125, with weight transfer

device, power control unit, cable operating, rear mounting, 1-
	



	
	drum, 95,000 lbs, live-pull (less tractor engine).
	



	5-3303-1
	Preventive maintenance services: Tractor, wheel-type, pneumatic
	2 Apr 53



	
	tires, airborne diesel-driven, 7,800 to 14,000 lbs. drawbar pull,

with power control unit, hydraulic operated, front mounted, and
	



	
	winch, nonreversible, rear mounted, L drum 95,000 lbs. line-pull,
	



	5-3305-1
	M-R-S, Model 72 (less engine).

Preventive maintenance services: Tractor, 4 wheels, pneumatic
	5 Jun 53



	
	tires, diesel-driven, 7,600 to 14,000 lbs. drawbar pull, Caterpillar

Model DWI0.
	



	5-3306-1
	Preventive maintenance services: Trailer, dump, 2 wheels, pneu-
	3 Apr 53



	
	matic tires, bottom-dump,

Caterpillar

hydraulic-operated,

Wagon Model W-10.
	



	5-3307-1
	Preventive maintenance services: Tractor, wheel-type, 4 pneu-
	23 Nov 54



	
	matic tires, diesel-driven,

27,025 to 38,000 lb. drawbar-pull,
	



	5-3309-1
	Caterpillar Model DW 20-M.

Preventive maintenance services: Tractor, wheel-type, pneumatic
	18 Dec 53



	
	tires, diesel-driven, 4-wheel-special, 14,025 to 20,000 lbs. drawbar
	



	
	pull, with power control unit, cable-operating, rear-mounted,

2 drum, Wooldridge Model T4.
	



	5-3310-1
	Preparation for export: Truck tractor, diesel-engine-driven, with
	25 Oct

44



	
	Model 9FDT

bottom-dump trailer, 13 cubic yard, Euclid,

tractor and Model 58-W trailer.
	



	5-3340-1
	Preventive maintenance services: Tractor, crawler, diesel, 10- to
	Jul 45



	
	35-dbhp, Caterpillar D-2.
	



	5-3360-1
	Preventive maintenance services: Tractor, crawler-type, diesel

driven, 24,100 to 32,000 lbs. drawbar pull, Allis Chalmers, Model
	9 Feb 53



	
	HD-14.
	



	5-3388-1
	Preventive maintenance services: Tractor, crawler type diesel

driven, 17, 100 to 24,0001bs. drawbarpull, Allis-Chalmers, Model
	4 Dec 52



	
	HD lOW.
	



	5-3458-1
	Preventive maintenance services: Tractor, crawler, diesel, 36- to

45-dbhp, with attachments, Cleveland, Models BD and BDH
	13 Aug 45



	
	(engine, Hercules, Model DJXC); 46- to 90-dbhp, with attach
	



	
	ments, Cleveland, Models DD and DDH (engines, Hercules,
	



	5-3467-1
	Model DRXB).

Preventive maintenance services: Truck, dump body, 10-cu yd,
	10 May 45



	
	4 x 2, 2-dt, 157-in wheelbase, Euclid, Models 2-FD and 27-FD,
	



	5-3474-1
	with Cummins Model HB-600 engine.

Preventive maintenance services: Truck, dump body, 10 cu yd,
	17 Feb 54



	
	4 x 2, 2 dt, 157-inch wheelbase, Euclid Model 2 FD.
	



	5-3476-1
	Preventive maintenance services: Truck, dump body, 94

cu yd,
	20 Nov 53



	
	minimum capacity, 4 x 2, two dual tires, 157-in wheelbase,

Mack Model LR (less engine).
	



	5-3503-1
	Preventive maintenance services: Truck, tractor-ponton, 5- to
	23 Feb 54



	
	6-ton, 4 x 4, two dual tires, 1633, inch wheelbase, Autocar Model

U-8144T.
	



	5-3509-1
	Preventive maintenance services: Truck, fire, powered pumper,
	29 Jun 53



	5-3510-1
	Hesse Model HC-19 (less carrier).

Preventive maintenance services: Truck, fire, powered, for brush
	12 Nov 54



	
	capacity, with high pressure pump,

firefighting, 500-gallon
	



	
	FWD Auto Model FR50T (ess engine).
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	5-3554-1
	Preventive maintenance services: Trailer, fire, pumper, 2-wheel,

500 gpm, Hale Model CFS.
	12 Mar 54



	5-4001-1
	Preventive maintenance services: Saw, chain, Portable, gasoline-

driven, 40-inch blade, McCulloch, Model 7-55.

cfm, Ingersoll
	3 Apr 53



	5-4002-1
	Rand, Model DR-315 gyrofiow.

Preparation for export:

Saw, chain,

portable, gasoline-engine-
	28 Dec 43



	5-4003-1
	driven, 36-in blade, Disston, Model G-10.

Preventive maintenance services: Saw, chain, portable, gasoline-

driven, 36- inch blade, Disston, Model DH-120.
	23 Jan

53



	56-4005-1
	Preventive maintenance services: Saw, circular, portable, motor-

driven, 74 to 12 inch blades, Mall, Models 70, 86, 96,106, and 128.
	22 Dec 52



	56-4006-1
	Preventive

maintenance

services:

reciprocating,

Saw,

wood-

working, pneumatic, portable, Wright Model AS-221.
	1 Nov 54



	6-4008-1
	Preparation for export: Saw-table, tilted-type, portable, gasoline-

engine-driven, skid-mounted, 16-in blade, Beach, Model 10-A.
	17 Feb 44



	5-4011-1
	Preventive maintenance services:

Saw, circular, woodworking,

16-inch blade, tilting arbor, motor-driven, 5 hp, 220 volt, 3-phase,

60-cycle, Northfield Model 4.
	12 Nov 53



	5-4013-1
	Preventive maintenance services: Saw, table, tilted-type, portable,

motor-driven, base-mounted, 3i

hp, 110-220-volt, 3-phase, 60-

cycle, 10-inch blade, Delta Model No. 34-305.
	18 Feb 54



	5-4015-1
	Preventive maintenance services: Saw, chain, portable, gasoline,

24-inch blade, mule pack, Model 91-24

and 36-inch blade,

Model 7H1-36 Mall Tool Co.
	30 Dec 52



	5-4019-1
	Preventive maintenance services: Saw, table, woodworking, tilt-

ing arbor, 16-inch blade, motor-driven, 5-hp, 220-volt, 60-cycle,

3-phase, Oakley, Model S-102.
	24 Jul

53



	5-4021-1
	Preventive

maintenance

services:

Drifter

drill,

pneumatic,

1

wagon mounted, dry type, 200-lb class, 13a-inch round x 3

tie

inch lugged shank chuck,

Worthington

Model WD-40 with

Model UMW-40 wagon.
	27 Nov 53



	5-4030-1
	Preparation for export: Furnace, oil, drill steel, Ingersoll-Rand,

Model 27-F.
	17 Feb 44



	5-4032-1
	Preparation for export: Sharpener, drill-steel, pneumatic-driven,

Ingersoll-Rand, Model 40.
	2 Sep

44



	5-4034-1
	Preparation for export: Drifter drill, pneumatic, wagon-mounted,

Ingersoll-Rand, Model X71-WD (on FM-2 wagon).
	12 Sep

44



	5-4039-1
	Preventive

maintenance

services:

Drifter

drill,

pneumatic,

column-mounted, wet-type, 150-lb class, 1l4-inch round x 313Yo

inch lugged shank chuck, Chicago Pneumatic Tool Co. Model

CP-60N.
	12 Nov 54



	56-4045-1
	Preventive maintenance services: Digger, clay, pneumatic, 25-lb

class, 3 x 23/4 inch, hexagon chuck, lHardsoeg Model CD-25.
	12 Jul

54



	5-4050-1
	Preparation for export: Sharpener, chain saw,- gasoline-engine-

driven, Disston, Model GI-CS.
	3 Jan

44



	56-4051-1
	Preventive

maintenance services:

band,

metal-cutting,

Saw,

attachments,

14-inch

with

motor-driven,

filing

220-volts,

60-cycle, single-phase, Boice-Crane Model 2324.
	14 Aug 53



	5-4052-1
	Preparation

for export: Saw, chain,

portable, gasoline-engine-

driven, 36-in. blade, Disston, Model G-36.
	31 Jan 44



	5-4052-2
	Preventive maintenance services: Saw, chain, portable, gasoline,

36- in blade, Disston, Models G-10 and G-36.
	29 Jan

45



	5-4053-1
	Preventive

maintenance

services:

Tractor,

unit,

saw power

wheelbarrow type, 2-wheel, pneumatic-tired, gasoline-driven,

24-hp, Little Giant, Model 22-4, with attachments.
	21 Aug 50



	5-4054-1
	Preventive maintenance services: Saw, circular, woodworking,

stationary, standard overhead arm, motor-driven, 115/230 volt,

60-cycle, single-phase, 2-hp, Dewalt Model GRK.
	30 Nov 53



	5-4055-1

5-4056-1
	Tamper tie pneumatic LeRoi No. 10.

Preparation for export:

Sharpener, chain saw, gasoline-engine-
	10 Oct

52



	
	driven, Lofstrand. Model GLS-101.
	30 Dec

43













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-4057-1
	Preventive maintenance services: Grinder, electric, floor type,

combination cutter and tool, motor driven, universal, 94 hp
	9 Feb 53



	5-4058-1
	208-volt, 60-cycle, 3-phase, Le Blond No. 2.

Preventive maintenance

services: Grinder, steel, drill sbank,

pneumatic, Ingersoll-Rand Model 4K.
	24 Nov 53



	5-4059-1
	Tamper, backfill, pneumatic, LeRoi Model 11.
	14 Apr 53



	5-4061-1
	Preventive maintenance services: Tamper, backfill, pneumatic,

Worthington Model W-8.
	7 Dec 53



	5-4063
	Tamper, backfill, pneumatic, Chicago Pneumatic, Model CP-2.
	16 Oct 52



	5-4065-1
	Preventive maintenance services: Naildriver, pneumatic, inde-

pendent pneumatic, Thor Model 63-N.
	27 Nov 53



	5-4067-1
	Drill, pneumatic, portable, rotary type, wood-boring, reversible

with chuck, W-inch drill shank, 2-inch boring capacity, Chicago,

Model 326-RW-650.
	31 Jul

52



	5-4069-1
	Instruction and parts book for pneumatic CP-3400 and CP-

3400-R rotary corner drills.
	Dec 48



	5-4070-1
	Preparation for export: Grinder, detachable drill-steel bit, air

motor-driven, Ingersoll-Rand, Model JA-3.
	12 Sep 44



	5-4075-1
	Preventive

maintenance services:

Drill, pneumatic,

portable,

rock, dry type, 55-lb class, 1-x 434-inch hexagon chuck, Hardsocg

Model D45-1.
	24 Aug 54



	5-4092-1
	Preventive maintenance services: Breaker, paving, pneumatic

60-lb size, ly4- x 6-inch chuck, Chicago Pneumatic Model CP

115.
	30 Aug 54



	5-4096-1
	Preventive maintenance services:

Drill, pneumatic,

portable,

rotary type, for steel, nonreversible, with No. 3 Morse taper,
	21 Dec 54



	5-4099-1
	W-inch capacity, Chicago Pneumatic Type 327-425-3 Model D.

Preventive

services: Drill, pneumatic, portable,

maintenance

rock, dry-type, 55-lb class, 1- x 4W4-inch hexagon chuck, Davey
	5 Oct 54



	5-4083-1
	Model DS-58.

Preventive maintenance services: Digger, clay, pneumatic, 25-

lb class, 3-inch hexagon x 294-inch chuck, Worthington Model
	3 Feb 54



	5-4085-1
	W-14.

Preventive

maintenance

services: Drill,

pneumatic, portable,

rock, dry-type, 55-lb class, 1- x 4Y4-inch hexagon, Worthington
	25 Nov 53



	5-4104-1
	Model WS-55.

Preventive maintenance services: Saw, circular, woodworking,

portable,

pneumatic,

blade,

Ingersoll-Rand

Model

12-inch
	20 Nov 53



	5-4114-1
	B-12.

Preventive maintenance services: Saw, hack, motor-driven, 120-

volt, 1-phase, 60-cycle, 434- x 4½-inch dry cut, Peerless Model.
	5 Aug 54



	5-4115-1
	Preventive maintenance services: Saw, chain, portable,

pneu-

matic, 24-, 36-, and 48-inch blades, Mall Model 5 P.
	29 June 53



	5-4119-1
	Preventive maintenance services: Saw, circular woodworking,

portable, 115- or 220- (ac or de) volt, 1-phase, 25-60 cycle, 73-4-
	24 Jul

53



	5-4121-1
	inch blade, Black and Decker, Model 260.

Preventive maintenance services: Saw, circular, woodworking,

portable, motor-driven, 8W4-inch

blade, 115-volt,

Milwaukee
	4 Mar 54



	5-4123-1
	Electric Tool, Model 825.

Preventive maintenance services: Machine, concrete, vibrator

block, motor-driven, General Engine Co. Model T6-100 series
	30 Nov 54



	5-4135-1
	Super Twin.

Preventive

maintenance

Saw, band, woodworking,

services:

motor driven; 3-hp,

Northfield

220-volt,

3-phase,

60-cycle,
	15Jan

54



	5-4137-1
	Model 32 inch.

Preventive maintenance services: Saw, table, tilted type, port-

skid-mounted,

able,

gasoline-engine-driven,

blade,

18-inch
	15 Jan

54



	5-4138-1
	C. H and E. Manufacturing Co. Model 32A (less engine).

Preventive maintenance services: Saw, jig, table, tilted type,

motor-driven, base-mounted, 94-hp, 110-220-volt, 60-cycle, Delta
	20 May 54



	5-4145-1
	Model 40-305.

Boyer 50, 60, 80, and 90 riveting hammers, standard type, long

stroke.
	3 Oct 52













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-4153-1
	Preventive maintenance services: Tamper, backfill, pneumatic

Hardsocg Model BT-32.
	12 Jul

54



	5- 4163-1
	Preventive maintenance services: Bar, boring, cylinder, motor-

driven, 2.2- to 4.25-Inch, 2.6- to 4.7-inch and 2.6- to 6.7-inch capaci
	23 Jan

53



	
	ties, Storm-Vulcan, Models BC-E, BC-G and BC-T.
	



	5-4164-1
	Bar, boring, cylinder, motor-driven, 110-volt, 60-cycle, I-phase,

2.6000- to 5.343-capacity, Van Norman Models 777-S and 777-S- 4.
	8 Dec 52



	5-4193 1
	Preventive maintenance services: Grinder, electric, valve, refacer,

110-volt, universal motor, Independent Pneumatic Tool Co.,

Model 100, with accessories.
	12 May 52



	5-4215-1
	Preventive maintenance

services: Saw, circular, woodworking

portable, pneumatic, 12-inch blade, Mall Model P-128.
	16Nov 53



	5-4250-1
	Preventive maintenance services: Adzer, gasoline-driven, railroad-

mounted, Nordberg Model BZ, with bit grinder (less bit sharp

cner engine).
	31 Aug 53



	5-4251-1
	Preventive maintenance services: Grinder, rail, gasoline-driven,

railroad-mounted, Mall Model 5043-CO.
	29 Mar 54



	5-4252-1
	Preventive maintenance services: Hammer, spike, gasoline-driven,

railroad-mounted, Nordberg Model AH (less engine).
	16 Nov 53



	5-4253-1
	Preventive maintenance services: Jack, power, gasoline-driven,

railroad-mounted, hydraulic, Nordberg Model BJ (less engine).
	53

30 Oct



	5-4254-1
	Preventive maintenance services: Puller, spike, gasoline-driven,

railroad-mounted, Nordberg Model AP (less engine).
	20 Nov 53



	5-4255 1
	Preventive maintenance services: Saw, rail-cutting, 7%-inch ca-

pacity, 14-inch blade, Racing Model 15 (less engine).
	20 Nov 53



	5-4256-1
	Preventive maintenance services: Track shifter, gasoline-driven,

railroad-mounted with levelhng device and expanding spud shoe,

25-ton lifting capacity, Nordberg Model S (less engine).
	4 Feb 54



	5-4257 i
	Preventive maintenance services: Wrench, gasoline-driven, rail-

road-mounted, tri-cycle, 35- to 122-rpm socket speed, Nordberg

Model DW (less engine).
	9 Dec 53



	5-4258-1
	Preventive maintenance services: Wrench, gasoline-driven, rail-

road-mounted, tri-cycle, 26- to 112-rpm socket speed, Railroad

Accessories Corp. Model C (less engine).
	18 Sep

53



	5-4259-1
	Preventive maintenance services: Drill, track, portable, gasoline-

driven, 166-inch capacity, Nordberg, Model CD.
	19 Jan

53



	5-4275-1
	Preventive maintenance services: Machine, mortising, vertical-

compound, titlting-table, with integral blower, 220- volt, 3-hp,

60-cycle, 3-phase, type I, Beach Model 40.
	24 Nov 53



	5 4404-1
	Preventive maintenance services: Saw, circular, timber and brush,

hydraulic-powered, 48-inch blade No. 1, 5-6 gage, tractor mount

ing on Case SI or DI wheeled tractor, Jacques Models C.
	25 Jul

47



	5-4446-1
	Preventive maintenance services; Sander, electric, portable, floor-

type, 8-inch drum, 110-220-volt, 1-phase, 60-cycle, Clarke Model
	28 Oct

54



	5-4492-1
	S-8.

Preventive maintenance services: Mower, lawn, power, rotating

reel, wheel drive, 30-inch cut, Moto-Mower Super Detroit.
	24 Nov 53



	5-4493-1
	Preventive maintenance services: Mower, lawn, power, rotary,

fiat-knife type, suction-lift, wheel-drive, equipped with sulkey,

31-inch cut Devere Model 31.
	14 Aug 53



	5-4543-1
	Preventive maintenance services: Filter, crankcase, oil reclaim-

ing, shop-wheel-mounted,

capacity, electric, 220-volt,

10-gph
	24 Nov 53



	5-4563-1
	60-cycle, 1-phase, Briggs Model HD8-BR-H1.

Preventive maintenance services: Jointer, woodworking,

floor

type, motor-driven, 115-volt, 1-phase, 60-cycle, 6 x 36 inches,
	17Jun 54



	5-5001-1
	Boice-Crane Model 1400.

Preventive maintenance services: Generator set, electric diesel-

engine driven, skid-mounted, 120/208-240/416-volt, 3-phase, 60-
	12 May52



	5-5002-1
	cycle, 100-kw, Consolidated Diesel Electric, Model 1617.

Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted, 15-kw, 120-208 or 240-416-volt, 3 phase,

60-cycle, convertible to 120-208- or 240-416-volt, 3-phase, 50-cycle,

Consolidated Diesel Electric Model 1664.
	24 Nov 53













	NO.
	TITLE
	DATE




	5-5004-1
	ENGINEER-Continued

Preventive maintenance services: Generator set, electric, port-
	13 Nov 53



	
	able, diesel-driven, skid-mounted, 30-kw,

120-208- or 240-416-

volt, 3-phase, 60-cycle, convertible to 120-208- or 240-416-volt,

3-phase, 50-cycle, Buda Model DP 30A3CE.
	



	5-5005-1
	Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted, 30-kw, 120-208- or 240-416-volt, 3-phase,

4-wire, 60-cycle, convertible to 120-208-volt, or 240-416-volt, 3-

phase, 4-wire, 50-cycle, Hill Diesel Engine Corp. Model 6K.
	25 Nov 53



	5-5006-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven,

base-mounted,

30-kw, 125-250-volt,

3-phase,

60-

cycle, International Fermont Model M30 GCT-SH6 (less en

gine).
	3 Mar 54



	5-5007-1
	Preventive maintenance services: Generator set, electric, port-

able, diesel-driven, skid-mounted, 30-kw, 120-208- or 240-416-

volt, 3-phase, 60-cycle, convertible to 25 kw, 240-416-volt, 3-

phase, 50-cycle, O'Brien Dieselectric Corp. Model (less engine)

(winterized unit).
	16 Feb 54



	5-5008-1
	Preventive maintenance services: Generator set, electric, portable,

diesel-driven, skid-mounted, 30-kw,

120-208- or 240-416-volt,

3-phase, 60-cycle, convertible to 120-208- or 240-416-volt, 3-phase,

50-cycle, Sheppard Model 12DD.
	25 Nov 53



	5-5009-1
	Preventive maintenance services: Generator set, electric, portable,

diesel-driven, skid-mounted, 30-kw, 60-cycle 120/208- or 240/416-

volts, 3-phase, convertible to 25-kw, 50-cycle, 120/208- or 240/416-

volts, 3-phase, Stewart and Stevenson, Model WGD-3012.
	19 Jun 53



	5 5011-1
	Preventive maintenance services: Generator set, portable, diesel- 24 Nov 53

driven, skid-mounted, 15-kw, 120-208- or 240 416-volt, 3-phase,

convertible to 240-416-volt,

Hill

60-cycle,

3-phase,

50-cycle,

Diesel Engine Corp. Model 4F.
	



	5-5012-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, skid-mounted, 3-kw, 120-208-volt, 1- and 3-phase,

60-cycle, Hollingsworth Model JH-3.
	18 Nov 53



	5-5013-1
	Preventive maintenance services: Generator set, electric portable,

diesel-driven, skid-mounted,

15-kw,

120-208- or 240-416-volt,

3-phase, 60-cycle, convertible to 120-208- or 240-416-volt, 3-phase,

50-cycle, United States Motors Model 15 US-10327A.
	27 Nov 53



	5-5017-1
	Preventive maintenance services: Generator set, diesel-driven,

skid-mounted, 75-kw, 220-440-volt, 3-phase, 60-cycle, Caterpillar

Model D13000.
	6 Jun 53



	5-5020-1
	Preparation for export:

Generator

set, portable,

diesel, base-

mounted, 30-kw, 127/220-volt, 3-phase, 60-cycle or 230/440-volt,

3-phase, 50-cycle, Ready Power, Model RD-14A.
	21 Feb 44



	5-5020-2
	Preventive maintenance services: Generator set, portable, diesel,

skid-mounted,

Ready

3-phase,

15-kw,

127/220-volt,

60-cycle,

2

7/2 20-volt, 3-phase, 60-cycle,

Power, Model RD-6A; 15-kw, 1

or 230/400-volt, 3-phase, 50-cycle, Model RD-6A, special; 30-

kw, Model RD-14A; enclosed, Model RD-14A, class EG-30.
	10 Jan 45



	5-50211
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, skid-mounted, 3-kw, 120-208-volt, 1- and 3-phase,

4-wire, 60-cycle, Onan Model 3ABG-4E-240A.
	15 Dec 53



	5-5026-1
	Preventive maintenance services: Generator set, electric, portable,

skid-mounted, 50-kw, 240-volt 3-phase, 60-cycle

diesel-driven,

(PE-215-A), International Diesel Model (less englne).
	8 Oct

54



	5-5029-1
	Preventive maintenance services: Generator set, skid-mounted,

gasoline-driven, 30-kw, 1

20

/

2

08-240/416-vo,lts 3-phase, 60-cycle,

convertible to 25-kw, 240/416-volts, 3-phase, 50-cycle, Hobart

Model SF 300G (less engine).
	5 Jan 53



	5-5030-1
	Preventive maintenance services: Generator set, portable, gaso-

skid-mounted, 3-kw, 115-volt, 1-phase, 60-

line engine-driven,

cycle, Onan, Models W3M, W3M-5, W3M-16, W3M-19, W and

W3M-21.
	15 Dec 44













	NO.
	TITLE
	DATE




	65-031-1
	ENGINEER-Continued

Preventive maintenance services: Generator set, electric porable,

skid-mounted, liquid-cooled, 5-kw, 120-volts,

gasoline-driven,

2-wire direct current, Hollingsworth Models CE-51-DC and

CE-51-DC/WK2 (less engine).
	24 Nov 53



	5-5034-1
	Preparation for export: Generator set, portable, gasoline-engine-

driven, skid-mounted, 114-kilowatt, 115-volt, I-phase, 60-cycle,

Homelite, Model IRUA.
	9 Aug 44



	5-5034-2
	Preventive maintenance services: Generator set, portable, gasoline-

engine-driven, skid-mounted, 13,-kw, 115-volt, 1-phase, 60-cycle,

Homelite, Models IRUA and HRA.
	2 Jun 47



	5-5037-1
	Preventive maintenance services: Generator set, portable, gaso-

line-engine-driven, skid-mounted, 3-kw, 120-volt, single phase,

O'Keefe & Merritt, with Hercules Model ZXB-4

60-cycle,

engine.
	28 Mar 52



	5-5038-1
	Preventive maintenance services: Generator set, diesel driven,

stationary,

300-kw, 2400-4160 volt, 3-phase, 4-wire, wye-con

convertible to 2,400 volt, 3-phase, 3-wire, delta-con

nected,

nected, 60- and 50-cycle, Caterpillar Model D-397 (less engine).
	13 Nov 53



	5-5042-1
	Preparation for export: Compressor, air, trailer-mounted, steel

wheels, diesel, 500-cfm, Chicago Pneumatic, Model 500 PO-8.
	8 Mar 44



	5-5042-2
	Preventive

maintenance

Compressor,

air,

trailer-

services:

mounted, steel wheels, diesel,- 500-efm,

Chicago Pneumatic,

Model 00 PO-8.
	10 Feb 45



	5-5043-1
	Floodlight unit,

portable,

Preventive

maintenance

services:

gasoline-driven,

trailer-mounted,

5 kw, 110/120-volt,

I-phase,

2-wire, 60-cycle, Winpower Model NH5W1 (less engine).
	17 Nov 53



	5-5044-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, skid-mounted, 5-kw, 110-volt, 1-phase, 60-cycle, ac,

Onan, Model WC4-7.5S.
	10 Jan

45



	5-5047-1
	Preventive maintenance services: Generator, acetylene, portable,

24 cu ft per hr, Marquette Model 612.
	17 Nov 53



	5-5051-1
	Preventive maintenance-services: Generator set, portable gasoline-

driven, skid-mounted, 5kw, 120-208-volt, 1- and 3-phase, 60-

cycle Onan Model 5ABG-4M.
	8 Feb 54



	5-5052-2
	Preventive maintenance services: Generator set, portable, diesel,

skid-mounted,

100-kilowatt, 127/220-volt,

3-phase, 60-cycle, or

230/400-volt, 3-phase, 50-cycle,.Murphy, Model ME-650.
	20 Mar 46



	5-5053-1
	Preventive maintenance services: Generator set, portable, gasoline-

driven, base-mounted, 30 kw, 120-208 or 240-416-volt, 3-phase,

60-cycle, 4-wire, convertible to 25 kw, 120-208- or 240-416-volt,

3-phase, 50-cycle, 4-wire, Reiner Model GGC-30 AC.
	27 Jul

53



	5-5056-1
	Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted, 50 kw, 127-220-volt, 3-phase, 60-cycle,

convertible to 230-400-volt, 3-phase, 50-cycle, Hobart Model.
	9 Dec 53



	5-5057-1
	Preventive maintenance services: Generator set, electric, portable,

diesel-driven, skid-mounted,

100 kw, 120-208-or 240-416-volt,

3-phase, 60-cycle, convertible to 120-208- or 240-416-volt, 3-phase,

50-cycle, Buda Model DC100-A3CE.
	25 Nov 53



	5-5059-1
	Charger, battery,

Preventive maintenance

portable,

services:

base-mounted, handled, gasoline-driven, 12-volt, de, 300-watt,

Winpower Model G-512 (less engine).
	4 Aug 54



	5-5060-2
	Preparation for export: Compressor, air, gasoline, truck-mounted,

105-cfm, Le Roi, Model 105-GA, 2iton, 6 x 6.
	7 Jan

44



	5-5060-3
	Preventive maintenance services: Compressor, air gasoline, 105-

cfm, Le Roi, Model 105-GA.
	4 Oct 46



	5-5061-1
	Preventive maintenance services: Compressor, air, skid-mounted

and trailer-mounted,

pneumatic tires, gasoline-engine-driven,

210-cfm, Le Roi, Model 210-02, with Le Roi engine, Model

D-471.
	12 May 52



	5-5062-1
	Preventive maintenance services: Compressor, air, skid-mounted,

gasoline-driven, 60 cfm, Schramm Model 60.
	18 Nov 63













	NO.
	j

TITLE
	j DATE




	5-5063-1
	ENGINEER-Continued

Preventive maintenance services: Compressor, air, base-rpounted,

gasoline-driven, 60 cfdm, with 5 kw generator, Schramm Model
	25 Nov 53



	5-5064-1
	60.

Preventive maintenance services: Compressor, air, skid-mounted,

gasoline, 60-cfm, Schramm, Model 60.
	15 Feb 45



	5-5065-1
	Preventive maintenance services: Compressor, air, truck-mounted,

gasoline-driven, 210 cfm, Le Roi Model 210G1.
	3 Feb 54



	5-5067-1
	Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted,

15 kw, 127-220-volt, 3-phase, 60-cycle,

and

convertible

to 230-400-volt,

3-phase,

O'Keefe

50-cycle

Merritt Model.
	18 Feb 54



	5-5068-1
	Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted, 15&kw, 127-220-volt, 3-phase,

60-cycle,

Ready Power Model RD-4A.
	15 Jan 54



	5-5072-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven,

skid-mounted,

30-kw,

or

240-416-volt,

120-208-

3-phase, 400-cycle, Hobart, Model HF-30G, with Continental

Model M330 engine.
	Feb 52



	6-5073-1
	Preventive maintenance services: Generator set, portable, gaso-

skid-mounted,

line-engine-driven,

1%-kw,

120-volt,

1-phase,

60-cycle, Homelite, Model 24A120-23.
	12 May 52



	5-5075-1
	Preventive maintenance services: Generator set, portable, gaso-

line-engine-driven, base or skid-mounted, 13-kw, 110- to 115-

volt, do, Kohler, Models E, EH, and EU.
	11 Jun 48



	5-5076-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, skid-mounted, 5-kw, 120-208-volt, 1- and 3-phase,

60-cycle, United States Motors Model 5-US-10285A.
	4 Dec 53



	5-5079-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, skid-mounted, 5-kw, 120-volts, 2-wire d. c., United
	26 Feb 53



	5-5080-1
	States Motors, Model 5-US-10285-D.

Preventive maintenance services: Generator

set, portable,

oil

engine-driven,

base or skid-mounted, 15-kw,

127/220-volt, 3-

phase, 60-cycle, or 230/400-volt 3-phase, 50-cycle, Rogers, Models

0-2030 and G-2151.
	10 Jan 45



	5-5081-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, skid-mounted, 5 kw, 120-208-volt, 1- and 3-phase,

60-cycle, Kohler Model 5MH81.
	18 Mar 54



	5-5083-1
	Preventive maintenance services: Generator set, portable, electric,

gasoline-driven,

skid-mounted,

liquid-cooled,

5-kw,

120-208-

volts, 60-cycle, 1- and 3-phase, 4-wire, Hobart Model JB5AC,

Hercules Model IXA-5 engine.
	29 Jun

53



	5-5084-1
	Preventive maintenance services: Generator set, electric, portable,

skid-mounted, 5 kw, 110-220-volt,

gasoline-driven,

1-phase,

60-cycle, Onan Model CWC4-5S.
	15 Nov 54



	5-5085-1
	battery, portable,

Preventive maintenance services:

Charger,

skid-mounted,

2-kw, 12-volt, with carrying

gasoline-driven,

case, Onan Models OTC-33 and OTC-33B.
	17 Feb 54



	5-5086-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, skid-mounted, liquid-cooled,

de, 5-kw,

120-volt,

2-wire, Hobart Model JBSDC.
	17 Dec 53



	5-5087-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, skid-mounted, l6i-kw, 120-volt, 1-phase, 60-cycle,
	31 Mar 54



	5-5090-1
	MIDCO Model EC-51.

Preventive maintenance services: Generator set, portable, diesel,

base- or skid-mounted, 30-kw, 127/220-volt, 3-phase, 60-cycle, or
	15 Feb 45



	5-5093-1
	230/400-volt, 3-phase, 50-cycle, Buda, Model 6-DTG-317.

Preventive maintenance services: Compressor,

air, stationary,

receiver-mounted,

Brake

gasoline-driven,

American

16-cfm,
	20 Jan 55



	5-5094-1
	Shoe Model GE-331-XA (less engine).

Preventive maintenance services: Compressor, air, diving appara-

tus, gasoline-driven, skid-mounted, 16-cfm, twin-opposed, com

plete with manifold outlet assembly for diving, Johnson Model

252-R (less engine).
	4 Feb 54













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-5096-1
	Preparation for export: Compressor, air, portable, gasoline, 16-cfm,

Quincy, Model 216.
	25 Apr 44



	5-5096-2
	Preventive

maintenance

Compressor,

air,

portable,

services:

gasoline, 16-cfm, Quincy, Model 216.
	15 Mar 45



	5-5097-1
	Preventive maintenance services: Compressor, air, stationary,

receiver-mounted,

DeVilbiss Model

gasoline-driven,

16-cfm,

VAFE-501.
	20 May 54



	5-5099-1
	Preventivemaintenanceservices: Compressor,air,trailer-mounted,

pneumatic tires, 315-cfm, Joy Model

diesel-driven, 4-wheel,

WK-80-315 (less engine).
	21Jan 55



	5-5100-2
	Preventivemaintenanceservices: Compressor, air, trailer-mounted,

4-wheels,

steel-tires,

diesel-driven,

Ingersoll-Rand

315-cfm,

Model IK-315.
	30 Mar 55



	5-5100-3
	New data and parts for compressor, air, trailer-mounted, 4 steel

wheels, diesel, 315-cfm, Ingersoll-Rand, Model IK-315.
	Apr 45



	5-5101-1
	Preventivemaintenanceservices:Compressor,air, trailer-mounted,

4-wheel, pneumatic-tired, diesel-driven, 315-cfm, Davey, with

Hercules Model DRXC engine.
	24 Mar 52



	56-5102-1
	Preventive

maintenance

Compressor,

air,

trailer

services:

mounted, 4 steel wheels, oil-engine-driven, 210-elm, Ingersoll

Rand, Model HK-210, with Model 140-HS Waukesha-Hessel

man oil engine, type H.
	1 Aug 46



	5-5103-1
	Preventive

maintenance

air,

services:

Compressor,

trailer-

mounted, 4 wheels,

pneumatic-tires,

diesel-driven,

315-cfm,

Ingersoll-Rand, Model DR-315 gyroflow.
	6 Apr 53



	5-5104-1
	Preventive maintenance services: Compressor, air, wheelbarrow

frame-mounted, gasoline-driven, 4-cfm, American Brake Shoe

Model WG-211-XP (less engine).
	28 Aug 54



	5-5105-1
	Preventive

maintenance

air,

services:

Compressor,

trailer-

mounted, 4 wheels, pneumatic or steel tires, oil-engine-driven,

500-cfm, Ingersoll-Rand Model K-500.
	12 Jun 54



	5-5106-1
	Preparation for export: Compressor, air, trailer-mounted, pneu-

matic

Ingersoll-Rand,

tires,

gasoline-engine-driven,

60-ecfm,

Model 6R-50.
	14 Feb 44



	5-5106-2
	Preventive

maintenance

Compressor,

air,

trailer-

services:

mounted,

pneumatic tires, gasoline, 55-cfm, Ingersoll-Rand,

Model 6R-50.
	15 Mar 45



	5-5107-1
	Preventive

maintenance

Compressor,

air,

trailer-

services:

mounted, 2 wheels,

pneumatic tires, gasoline-driven,

55-cflm,

Ingersoll-Rand, Model 6R50-A.
	1 Apr 53



	5-5110
	Instructions for installation, care and cleaning of DeVilbiss air

compressing outfits.
	28 Nov 52



	5-5110-1
	Preventive maintenance services: Compressor, air, motor driven,

3hp, 115-volts, 1-phase, 60-cycle, 2.8 cfm, DeVilbiss, Model

PNC-562.
	13 Mar 53



	5-5112-1
	Preventive maintenance services: Compressor, air, portable, gaso-

line-driven, 105-cfm, LeRot Model 105-G1-A.
	4 Mar 53



	56-5113-1
	Preventive maintenance

services: Compressor,

air, motorized,

pneumatic tires, gasoline-driven,

LeRoi,

4 wheels,

105-cfm,

Model 105 Tractair.
	11 Dec 52



	5-5114-1
	Preventive

maintenance

services:

Compressor,

air,

trailer-

mounted, pneumatic tires, gasoline-driven, 55-elfm, Worthing

ton Model 256-ES.
	17 Nov 53



	5-5115-1
	Preventive

maintenance

air,

services:

Compressor,

trailer-

mounted,

4 wheels, pneumatic tires, diesel-driven,

500-cflm,
	4 Dec 53



	5-5118-1
	LeRoi Model 500-D2-C (less engine).

Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted, 15-kw, 120-240-volts, 3-phase, 60-cycle,

Hill Diesel Model 4-R.
	13 Nov 53



	5-5120-1
	Preparation

for export: Welder, electric arc,

gasoline engine-

driven, 300-amp, skid-mounted, Hobart, Model OR-300-S.
	3 Dec 43



	5-5121-1
	Preventive maintenance services: Welder, electric arc, gasoline-

driven, 200-amp, skid-mounted, Hobart Model DW.
	9 Feb 54
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	5-5124-1
	Preventive maintenance services: Welder, electric arc, gasoline-

Hobart, skid-mounted.

Model GR

engine-driven,

300-amp,

300-S, and shop, wheel-mounted, Model GR-300-P.
	10 Jan

45



	5-5128-1
	Preventive maintenance services: Welder, electric are, motor-

driven, 208-volt, 60-cycle, 3-phase, 300-amp, shop-wheel-mounted,

Hobart Model ML-304-PMR-300 P.
	7 Dec 53



	5-5131-1
	Preventive maintenance services: Welder, electric arc, gasoline-

driven, 300-amp, skid-mounted, 3-kw with 115-volt d. c. auxiliary

generator, Hobart, Model GR-31526S (less engines).
	10 Feb 53



	5-5132-1
	Preventive maintenance services: Welder, electric arc, gasoline-

driven 300-amp, stationary, Harnischfeger Model WF-300.
	12 Nov 53



	5-5134-1
	Preventive maintenance services: Generator set, portable, gasoline-

driven, base-mounted, 28-kw, 125-volt, 3-phase, 60-cycle, Detroit

Wax Paper Model M7.
	17 Dec 53



	5-5135-1
	Preventive maintenance services: Generator set, portable, diesel-

driven, skid mounted, 100-kw, 127-220-volt, 3-phase, 60-cycle, or

230-400-volt, 3-phase, 50-cycle, Hercules Model DNX.
	4 Feb 54



	5-5137-1
	Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted, 50-kw, 127-220-volt, 3-phase, 60-cycle or

230-400-volt, 3-phase, 50-cycle, General Motors Model 6016F.
	3 Dec 53



	5-5142-1
	Preventive maintenance services: Generator set, electric, portable,

120-208 or 240-416 volt,

diesel-driven, skid-mounted,

60-kw,

3-phase, 60-cycle, Stewart and Stevenson, Model 6 GD 605, with

General Motors engine, Model 6-71.
	23 Jun 52



	5-5143-1
	Preventive maintenance services: Generator set, electric, portable,

diesel-driven, skid-mounted,

120/208 or 240/416-volts,

100-kw,

3-phase, 60-cycle, convertible to 50-cycle, 240/416-volts, 3-phase,

Stewart and Stevenson Model 15700.
	17 Nov 53



	5-5146-1
	Preventive maintenance services: Generator set, portable, gasoline-

driven, skid-mounted, liquid-cooled, 5-kw, 120-208-volt, 1- and

3-phase, 60-cycle, 4-wire, Hollingsworth Models CE-50-AC and

CE-50-AC/WK-2.
	21 Jun 54



	5-5149-1
	Preventive maintenance services: Generator set, portable-diesel-

driven, skid-mounted, 15-kw, 120-208- or 240-416-volt, 3-phase,

Buda

60-cycle, convertible to 240-416-volt,

3-phase, 50-cycle,

Model BD 15 A3-CE.
	15 Dec 53



	5-5150-1
	Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted, 8-kw, 110-220-volt, 1-phase, 60-cycle, with

control panel, Witte Engine Works, Model MD-282.
	26 Jan

54



	5-5153-1
	Preventive maintenance services: Generator

set, diesel-driven

base-mounted, liquid-cooled, 500-kw, Chicago Pneumatic Model

612 cps (less starting air compressor).
	10 Feb 54



	5-5157-1
	Preventive maintenance services: Generator set, portable, gasoline-

driven, base-mounted, 5-kw, 115-volt, 1 phase, 60-cycle, Schramm

Model MP-KEL 5 AS.
	10 Dec 53



	5-5159-1
	Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted, 60-kw, 120-208- or 240-416-volts, 3-phase,

60-cycle or 230-400-volts, 3-phase, 50-cycle, Continental, with

International Harvester UD-18A diesel engine.
	7 Apr 52



	5-5160-1
	Preventive maintenance services: Generator set, portable, diesel,

skid-mounted,

3-phase, 60-cycle, General

60-kw, 120/208-volt,

Motors, Model 6016-B; 127/220-volt, 3-phase, 60-cycle, or 230/400-

and 6016-E;

volt,

3-phase,

Models 6016-C

50-cycle,

75-kw,

230/ 4

00-volt, 3-phase, 50-cycle, Model 6016-D.
	15 Feb 45



	5-5161-1
	Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted, 15-kw, 120-208, 240-416-volts, 3-phase,

convertible to 230-240-volts, 3-phase, 50-cycle, with

60-cycle,

Buda Model 4BDG-182 engine.
	28 Mar 52



	5-5162-1
	Preventive

maintenance

Engine, diesel,

Waukesha,

services:

Model 6-WAKD.
	3 Apr 53



	5-5163-1
	Preventive maintenance services: Engine, gasoline,

Waukesha,

Model 6-MZA.
	26 Mar 52
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	5-5164-1
	Preventive maintenance services: Engine, gasoline, Waukesha,

Model 6-SRKR.
	28 Mar 52



	5-5165-1
	Preventive maintenance services: Engine, gasoline, Waukesha.

Model 145-OK.
	27 Mar 52



	5-5166-1
	Changes 1

Preventive maintenance services: Engine, gasoline, Continental,
	1 Feb 52



	5-5167-1
	Model M330.

Preventive maintenance services: Engines, gasoline,

Hercules,
	7 Apr 52



	5-5168-1
	Models JXC and JXD.

Preventive maintenance services: Engine, gasoline, International,
	20 Dec 51



	5-5169-1
	Model RD-406.

Preventive maintenance services: Engine, diesel, International
	21 Apr 52



	5-5170-1
	Harvester, Model UD-14-A.

Preventive maintenance services: Engine, diesel, International,
	24 Mar 52



	5-5171-1
	Model CD-18 and UD-18-A.

Preventive maintenance services: Engine, diesel, International
	14 Apr

52



	5-5172-1
	Harvester, Model UD-16.

Preventive maintenance services: Engine, diesel, GMC, Model
	25 Mar 52



	5-5173-1
	6-71.

Preventive maintenance services: Engine, diesel, Buda, Model
	24 Mar 52



	5-5174-1
	6 DA-844.

Preventive maintenance

Engine, gasoline,

Chrysler,

services:
	21 Jul

52



	5-5175-1
	Models IND 13-A, 14-A, and 15-A.

Preventive

maintenance services: Engine, gasoline,

Hercules,
	11 Jul

52



	5-5176-1
	Model RXC.

Preventive

maintenance services:

Engine, diesel,

Caterpillar,
	24 Mar 52



	5-5180-1
	Model D-17000.

Preventive

maintenance

services: Engine, gasoline,

Hercules,
	12 Nov 53



	5-5181-1
	Model ZXB.

Preventive maintenance services:

Engines, gasoline, Hercules,

Models WXL and WXCL.
	28 Apr 52



	5-5183-1
	Preventive

maintenance

services: Engine, gasoline,

Roi,

Le

Models 176, 201, and 226.
	8 Apr 52



	5-5185-1
	Preventive maintenance services: Engine, gasoline, Minneapolis-

Moline, Models 283-4A and 403-4A.
	29 Apr 52



	5-5186-1
	Preventive maintenance services: Engines, diesel, Harnischfeger,

series A3000, A4000, and A6000, Models 387C, 487C, and 687C.
	9 Jan

52



	5-5187-1
	Preventive maintenance services: -Engine, gasoline, Gray Marine,

Model Express SIX-244.
	21 Aug 53



	5-5188-1
	Preventive maintenance services: Engine, gasoline, power unit,

Minneapolis-Moline Models 165-4A and 206-4A.
	14 Aug 53



	5-5189-1
	Preventive maintenance services: Engine, gasoline, International

Harvester Model U-1.
	14 Aug 53



	5-5190-1
	Preventive maintenance services: Engine, gasoline, Wisconsin

Model AC4.
	28 Aug 53



	5-5191-1
	Preventive maintenance services:

Engine, gasoline,

air-cooled,

Wisconsin Model VP-4.
	5 May 52



	5-5192-1
	Preventive maintenance services: Engines, gasoline, air-cooled,

Wisconsin Models AA, AB, ABS, AK, and AKS.
	9 Oct

52



	5-5193-1
	Preventive maintenance services:

Engine, gasoline,

air-cooled,

Wisconsin, Models VE 4 and VF 4.
	24 Mar 53



	5-5194-1
	Preventive maintenance services: Engines, gasoline, air-cooled,

Wisconsin, Models AFH, AGH, and AHH.
	23 Jan

53



	5-5195-1
	Preventive

maintenance services: Engine, gasoline,

air-coloed,

Wisconsin, Models AM 4 and AP 4.
	5 Feb 53



	5-5196-1
	Preventive maintenance services:

Engine, gasoline,

air-cooled,

Wisconsin Model, ABN and AKN.
	12Jan

53



	5-5197-1
	Preventive

maintenance services:

Engine, gasoline,

air-cooled,

Wisconsin Models AEN and AENS.
	13 Nov 53



	5-5198-1
	Preventive maintenance services: Engine, gasoline, air-cooled,

Wisconsin Models TE and TF.
	4 Jun 53



	5-5199-1
	Preventive maintenance services: Engine, diesel, International

Harvester Model UD-24.
	6 Oct 52
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	5-5201-1
	Preventive maintenance services: Engine, gasoline, Continental

Model F226-198.
	12 Oct 53



	5-5202-1
	Preventive maintenance services: Engine, gasoline, Continental

Motors Model H 260.
	25 Nov 53



	5-5203-1
	Preventive maintenance services: Engine, gasoline, Le Roi, Model

D140.
	5 Dee 52



	5-5204-1
	Preventive maintenance services: Engine,

gasoline,

Chrysler,

Models IND 6, 5A, 6, 6A, 7, 7A, 8, and 8A.
	23 Dec 52



	5-5205-1
	Preventive maintenance services: Engine, gasoline, Waukesha,

Model ICK.
	5 Feb 53



	5-5206-1
	Preventive maintenance services: Engine, gasoline, power unit,

Minneapolis-Moline, Model 1210-12A.
	23 Jan 53



	5-5207-1
	Preventive maintenance services: Engine, gasoline, power-unit,

International Harvester, Model U-4.
	18 Feb 53



	5-5208-1
	Preventive maintenance services: Engine, gasoline, Continental,

Models F-186, F-209, F-226, F-6209, and F-6226.
	3 Mar 53



	5-5209-1
	Preventive maintenance services: Engine, diesel, 3, 4, and 6 cyl-

inders, General Motors series 71 industrial.
	23 Mar 53



	5-5210-1
	Preventive maintenance services: Engine, gasoline, power unit,

Minneapolis-Moline Model 605-6A.
	20 Jan

55



	5-5211-1
	Engine, diesel, 2-cycle, General Motors Model 6-110.
	1 Apr 53



	5-5211-2
	Preventive maintenance services: Engines, diesel, 2-cycle, General

Motors Model 6-110 (62300RA).
	2 Mar 54



	5-5212-1
	Preventive maintenance services:

Engine,

Chrysler,

gasoline,

Model IND 112.
	3 Mar 53



	5-5213-1
	Preventive maintenance services: Engine, gasoline, L-head and

F-head, stationary power conversion, Willys-Overland Models

MC38 and MC38A1.
	10 Jun 53



	5-5214-1
	Preventive maintenance services: Engine, gasoline, air-cooled,

Kickhaefer, Model KB 6-F.
	31 Mar 53



	5-5215-1
	Preventive maintenance

Engine, gasoline,

services:

Hercules,

Model ZXA and ZXB.
	19 Jan

53



	5-5216-1
	Preventive maintenance services: Engine, gasoline,

Hercules,

Models IX, IXA, and IXB.
	23 Mar 53



	5-5217-1
	Preventive maintenance services:

Engine, gasoline,

Hercules,

QX Series.
	8 Jul

53



	5-5220-1
	Preventive

maintenance

Engine,

Hercules,

services:

diesel,

Models DRXB and DRXO.
	19 Jan

55



	5-5221-1
	Preventive maintenance services: Engine, gasoline,

Aero Jet-

General (Crosley) Model 8.
	20 Dec 54



	5-5222-1
	Preventive maintenance services: Engine, gasoline, Buda, Models

4B-153, 4B-182, 6B-230, and 6B-273.
	24 Jul

53



	5-5223-1
	Preventive maintenance services: Engine, gasoline, Buda Models

HP217, HP234, HP298, HP326, HP351, K428, L525, and LO525.
	13 Jul

53



	5-5224-1
	Preventive maintenance services: Engine, gasoline, Buda, Models

4M 0-645, 8MO-1290, 6M 0-779, 6MO-893, and 6M 0-970.
	17 Jul

53



	5-5226-1
	Preventive maintenance services: Engine, diesel, International

Harvester, Model UD-6A.
	1 Apr 53



	5-5227-1
	Preventive maintenance services: Engine, diesel, International

Harvester, Model UD-9A.
	14 Apr 53



	5-5229-1
	Preventive maintenance services: Engine, gasoline,

air-cooled,

Briggs and Stratton Model WI, Type 95965.
	25 Feb 55



	5-5230-1
	Preventive maintenance services: Engine, gasoline, air-cooled,

Briggs and Stratton, Models B, BH, BHL, BHLP, BHP, BL,

BLP, BM, BMG, BP, and BR.
	16 Jan

53



	5-5231-1
	Preventive maintenance services: Engine, gasoline, Briggs and 13 Nov 53

Stratton Models 9, 14, and 23.
	



	5-5232-1
	Preventive maintenance services: Engine, gasoline,

air-cooled,

Briggs and Stratton, Models N, NP, NPR-1: 39D, NPR-4D,

NPR-6.
	23 Mar 53



	5-5234-1
	Preventive maintenance

Engine, gasoline,

Jacobsen

services:

Model J-100.
	12Nov 53
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	5-5235-1
	Preventive maintenance services: Engine, gasoline, Willys-Over-

land Model 807532.
	17 Nov 53



	5-5236-1
	Preventive

services: Engine,

gasoline, Waukesha 20 Nov 53

maintesiance

Model 195-GK.
	



	5-5237-1
	Preventive

Engine,

Caterpillar

maintenance

services:

diesel,

Model D-397.
	17 Nov 53



	5-5239-1
	Preventive maintenance services: Engine, gasoline, Ford Model

8NNN.
	24 Nov 53



	5-5240-1
	Preventive maintenance services: Generator, steam, oil-fired, port-

able, for sterilizers, complete with boiler, pump and accessories,

400 lb steam per hour, 100-pst, Cyclotherm Corporation Model

C-12.
	17 Nov 53



	5-5241-1
	Preventive

maintenance

Generator, steam,

services:

oil-fired,

portable, for sterilizers, complete with boiler, pump, and ac

cessories, 500 pounds steam per hour, 100-psi, Columbia Model

HRT.
	15 Dee 53



	5-5243-1
	Preventive

maintenance

Boiler,

horizontal,

trailer-

services:

mounted, with oil and water storage, Cleaver Brooks, Model

LRM-20.
	3 Apr 53



	5-5245-1
	Preventive maintenance services: Generator, steam, oil-fired, skid- 21 Mar 55

mounted, complete with boiler, pumps and accessories, 400 lb

steam per hour, 100-psi, Orr and Sembower Model.
	



	5-5246-1
	Preventive maintenance services: Engine, gasoline, Waukesha

Models 140-GK, 140-GKB, and 140-GZB.
	7 Feb 55



	5-5247-1
	Preventive maintenance services: Engine, gasoline, Allis-Chal-

mers, Model B-15.
	20 Dee 54



	5-5248-1
	Preventive maintenance services:

Engine, gasoline, Allis-Chal-

mers Model L-90.
	3 Jan

55



	5-5312-1
	Preventive maintenance services: Generator set, electric, portable,

gasoline-driven, skid-mounted, 30-kw, 120-208- or 240-416-volt,

4-wire, Hercules

Electric Machinery

and

3-phase, 400-cycle,

Equipment Co. Model HC-30W-400 (less engine) (winterized).
	18 Oct

54



	5-5313-1
	Preventive maintenance services: Generator set, electric, portable,

gasoline-driven,

skid-mounted,

120-208-volt, 1-phase,

73,6-kw,

400-cycle, 2-wire, with rectifier, 750-watt output, Master Vibrator

Model EG-107.
	15 Jun 54



	5-5315-1
	Preventive maintenance services: Generator set, electric, portable,

diesel-driven,

skid-mounted,

120-208- or 240-416-volt,

60-kw,

3-phase, 60-cycle, convertible to 120-208- or 240-416-volt, 3-phase,

50-cycle, Buda Model DA60-A3-CE.
	15 Jan

55



	5-5317-1
	Preventive maintenance services: Generator set, electric, portable,

skid-mounted,

gasoline-driven,

73kw, 120-208-volt,

1- or 3-

phase, 400-cycle, 2- or 4-wire, Master Vibrator Model EG-105.
	15 Jun 54



	5-5319-1
	Preventive maintenance services: Generator set, portable, gasoline-

driven, skid-mounted, 15-kw, 60-cycle, 127-220-volts, 3-phase,

Kohler Model 15M81H1.
	21 Aug 53



	5-5325-1
	Preventive maintenance services: Generator set, electric, portable,

gasoline-driven,

base-mounted,

1-phase, 60-

Y4-kw,

115-volt,

cycle, (PE-236-A Atlas Aircraft Model 7A1 (less engine)).
	21 Dec 54



	5-5331-1
	Preventive maintenance services: Generator set, electric, portable,

skid-mounted,

diesel-driven,

liquid-cooled,

15-kw,

120/208-

3-phase, 4-wire, convertible to 50-cycle,

240/416-volt, 60-cycle,

120/208-240/416-volt, 3-phase, 4-wire, Consolidated Diesel Elec

tric Model 1775.
	27 Aug 53



	5-5333-1
	Preventive maintenance services: Generator set, electric, portable,

gasoline-driven, skid-mounted, 30-kw, 120-volt, 3-phase, 60-cycle,

3-wire, delta-connected, convertible, to 120-208- or 240-416-volt, 3-

phase, 4-wire, wye-connected or 25-kw, 240-416-volt, 3-phase,

50-cycle, 4-wire, Davidson Model DEC-30 GCK.
	16 Feb 54



	5-5334-1
	Preventive maintenance services: Generator set, electric, portable,

diesel-driven, skid-mounted, 100-kw, 120-208- or 240-416-volt,

3-phase, 60-cycle, 4-wire, convertible to 120-208- or 240-416-volt,

3-phase, 50-cycle, 4-wire, Consolidated Diesel Model 1877 (less

engine).
	20 Jan

55
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	5-5335-1
	ENGINEER-Continued

Preventive maintenance services: Generator set, portable, diesel-

driven, base-mounted, 100-kw, 240-volt, 3-phase, 60-cycle, with

control panel (PE-220-A and PE-220-B) International Diesel
	7 Dec 53



	5-5338-1
	Electric Model Q-2471.

Preventive maintenance services: Compressor, air, stationary,

receiver-mounted, gasoline-driven, 6-efm, American Brake Shoe

Type S-14409 and S-15452 Model GE-320 (less engine).
	21 Dec 54



	5-5339-1
	Preventive maintenance services: Compressor,

air, stationary,

receiver-mounted,

gasoline-driven,

Kellog-American

3-cfm,
	10 Mar 54



	5-5341-1
	Model GE-140.

Preventive

maintenance

services: Compressor,

air, portable,

gasoline-driven, 16-cfm, for inflating boats and floats, Harris
	30 Jun 53



	5-5343-1
	Supply Co., Model 216 (ess engine).

Preventive

maintenance

Compressor,

air,

trailer-

services:

mounted, 2-wheel, pneumatic tires, gasoline-driven, airborne,
	12 Nov 53



	5-5345-1
	105-cfm, Schramm Model 105, Pneumapower.

Preventive maintenance services: Compressor, air, portable, gaso-

line-driven,

16-cfm, for inflating boats and floats, American
	19 Nov 53



	5-5347-1
	Brake Shoe Co. Model GE 229XP.

Preventive maintenance services: Compressor, air, stationary,

receiver-mounted,

Curtis

Models

gasoline-driven,

16-cfm,

VG-969-1 and VG-969-ORD (less engine).
	24 Nov 53



	5-5349-1
	Preventive maintenance services: Compressor, air, stationary,

receiver-mounted, motor-driven, 7j-hp, 220-440-volts, 60-cycle,

3-phase, 30-cfm, American Brake Shoe Co. Model B-351-A.
	12 Oct

53



	5-5350-1
	Preventive maintenance

services: Compressor, air, stationary,

receiver-mounted,

motor-driven,

5-hp,

220-volt, 3-phase,

60-

cycle, 20-cfm, American Brake Shoe Model B-331-B.
	8 Dec 54



	5-5353-1
	Preventive maintenance services: Generator set, electric, port-

able, diesel-driven, skid mounted, 30-kw, 120-208- or 240-416-

volt, 3-phase, 60-cycle, 4-wire, convertible to 120-208- or 240-416-

Consolidated Diesel Electric

volt, 3-phase,

50-cycle, 4-wire,

Model 1905 (less engine).
	28 Feb 55



	5-5355-1
	Preventive maintenance services:

Generator set, diesel-driven,

skid-mounted, 30-kw, 120-208- or 240-416-volt,

3-phase, 4-wire

60-cycle convertible to 240-416-volt, 3-phase,

4-wire 50-cycle,

Ready Power Mode! RD14A12.
	14 Aug 53



	5-5356-1
	Preventive maintenance services: Generator set, portable, diesel-

driven, skid-mounted, 15-kw, 120-208- or 240-416-volt, 3-phase,

4-wire, 60-cycle, convertible to 240-416-volts, 3-phase, 4-wire,

50-cycle, Ready Power Model RD6A12.
	13 Jul

53



	5-5359-1
	Preventive maintenance services: Generator set, electric, portable,

gasoline-driven, skid-mounted, 5-kw, 120-volt, 1-phase, 60-cycle,

Onan Model 5JWC-1-E/270A (less engine).
	6 Dec 54



	5-5363-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, base-mounted, air-cooled, 2-kw, 60-cycle, 115-volt,

1-phase, Onan Model 2CK-IM.
	8 Mar 54



	5-5365-1
	services: Charger, battery, portable,

Preventive maintenance

handled, base-mounted, gasoline-driven, 24-volt, 240-300-watt,

Continental Motors Model 1-244, Tiny Tim generator unit.
	20 Apr 54



	5-5367-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, skid-mounted, 15-kw, 127- to 220-volt, 3-phase, 60-

cycle, Kato Model 52MPK4.
	27 Nov 53



	5-5368-1
	Preventive maintenance services: Charger, battery, portable, base-

mounted, gasoline-driven, 2-kw, 12-volt, Onan Model 2 BHr

212E.
	18 Feb 54



	5-5371-1
	Preventive maintenance services: Generator set, portable, gaso-

line-driven, base-mounted, 1l-kva, 115-volt, 1-phase, 60-cycle,

Kohler Models 1A21 and 1M21.
	23 Dec 53



	5-5374-1
	battery, portable,

Preventive

maintenance

services: Charger,

Continental

base-mounted, gasoline-driven,

12-volt, 300-watt,

Model L 121.
	15 Dec 53
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	5-5382-1
	ENGINEER-Continued

Preventive maintenance services: Generator set,electric, portable,
	18 Oct 54



	5-5385-1
	gasoline-driven, skid-mounted, air-cooled, 1%-kw, 120-volt, de

or 120-volt, 1-phase, 60-cycle, ac, Homelite Model 24AD120-23.

Preventive maintenance services: Generator set, electric, port-

able, diesel-driven, skid-mounted, 15-kw, 120-240-volt, 1-phase,

60-cycle, 3-wire, with switchboard, Consolidated Diesel Model
	10 Aug 54



	5-5388-1
	1780 (less engine).

Preventive maintenance services: Generator set, electric, port-

able, gasoline-driven, skid-mounted, l2-kw, 11S-volt, 1-phase,

60-cycle, Homelite Model 23A115-4.
	13 Aug 54



	5-5389-1
	Preventive

.maintenance

services: Compressor,

air, portable,

motor-driven, 11-volt, 1-phase, 60-cycle, 2.8-cfm, Harris Model

53-101 EX.
	19 Oct

54



	5-5391-1
	Preventive

maintenance

services: Compressor, air, stationary,

receiver-mounted, gasoline-driven, 3-cfm, Harris Model 53-102.
	15 Nov 54



	5-5393-1
	maintenance services: Compressor, air, stationary,

Preventive

receiver-mounted, gasoline-driven, 17-cfm, Curtis Model VG

959-QMC.
	9 Apr

53



	5-5394-1
	Preventive

truck-

maintenance

services:

Compressor,

air,

mounted, gasoline-driven, 210-cfm, Davey Model 210-WVD-TS

(less truck and less engine).
	2 Feb

54



	5-5421-1
	Preventive maintenance services: Engine, gasoline, Continental

Model FS-162.
	10 Jan

55



	5-5426-1
	Preventive maintenance services: Engine, gasoline, Case Model

SE.
	10 May 45



	5-5429-1
	Preventive maintenance services: Engine, gasoline, Continental

Models R513, R572, R602, R6572, and R6602.
	27 Nov 53



	5-5441-1
	Preventive maintenance services: Engine, gasoline, Waukesha

Model XAH.
	7 Dec 53



	5-5443-1
	Preventive maintenance services: Compressor, air, motor-driven,

110-volt, I-phase, 60-cycle, 6-cfm, Quincy Model F 308.
	31 Aug 53



	5-5446-1
	Preventive

maintenance

services: Compressor,

air,

gasoline-

driven, 3-cfm, DeVilbiss Model UAJE-5111.
	17 Nov 53



	5-5447-1
	Preventive

maintenance

set vices: Compressor,

air,

gasoline-

driven, 3-cfm, DeVilbiss Model UAJE-5103-1.
	4 Sep 53



	5-5449-1
	Preventive

maintenance

services: Compressor,

air,

gasoline-

driven, 16-cfm, Wayne Pump Model 5163HC.
	27 Nov 53



	5-5450-1
	Preventive

maintenance

services: Compressor,

air,

trailer-

mounted, 2-wheeled,

pneumatic-tired, oil-engine-driven,

105-

and HKE-105,

with

elm, Ingersoll-Rand,

Models HK-105

Model 130 HS Hesselman Waukesha engine.
	13 Mar 46



	5-5453-1
	Preventive maintenance services: Compressor, air, motor-driven,

5-hp, 220-volt, 3-phase, 60-cycle, 20-cfm, Westinghouse Air Brake

Co. Model 3-YCH-16.'
	28 Aug 53



	5-5454-1
	Preventive

maintenance

services: Compressor,

air,

portable,

gasoline-driven, 4-cfm, Bendix-Westinghouse

Model 2US4VA

(221111).
	21 Dec 53



	5-5455-1
	Preventive maintenance services: Welder, electric are, gasoline-

driven, 3,000-amps, with 115-volts, asc, 3-kw auxiliary generator,

electric arc,

Model SK-300, with engine, Chrysler, Model

5A-416.
	17 Apr 52



	5-5457-1
	Preventive maintenance services: Welder, electric are, gasoline-

driven, 200-amp, 40-volt, trailer-mounted, 3-kw, auxiliary gener

ator, Hobart Model GL-2183-S.
	29 Apr 54



	5-5483-1
	Preventive maintenance services: Compressor, hydrogen, diesel-

engine-driven, trailer-mounted, pneumatic tires, 71-cfm, 2,200-

psi, Chicago Pneumatic Model PO-44 (less engine).
	53

7 Dec



	5-5655-1
	Preventive maintenance services: Generator set, electric, port-

able, gasoline-driven,

skid-mounted,

10-kw,

1-

125-250-volt,

phase, 60-cycle, 3-wire (PE-95k) Onan Model 10HQ-3R/552B.
	6 Aug 54



	5-6001-1
	Preventive maintenance services: Camera, overhead, darkroom,

copying, complete with accessories, 40 x 40 inch, Consolidated

Photo Engravers and Lithographers Equipment.
	18 Mar 53
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	5-6007-1
	Preventive

maintenance

services: Camera,

copying,

mobile-

process, 208-volt, 3-phase, 60-cycle, 24- x 30-inch, Rutherford

Model MAC.
	8 Nov 54



	5-6021-1
	Preventive

maintenance

services: Press,

ligbographic,

offset,

motor-driven,

1-phase, mobile,

American

120-volt,

60-cycle,
	9 Feb 53



	5-6122-1
	Type Founders, Model Chief 29, 223- x 30-inch sheet size.

Preventive maintenance services: Duplicator, spirit process, map

x 29-inch, A. B. Dick Model

reproduction, hand-operated, 22-
	27 Sep 54



	5-6024-1
	299.

Pantograph, precision, 38-inch, suspended bars, ratio 1 to 20,

American Blue Print, Model 1960.
	14 Apr 53



	5-6130-1
	Preventive maintenance services: Grainer, plate, lighographic

offset, motor-driven, 110-volt, 1-phase, 60-cycle, Zenith Model.
	27 Nov 53



	5-6133-1
	Preventive maintenance services: Machine, printing and develop-

ing, ammonia process, continuous tone, 120-volt, 1-phase, 60-

cycle, 42-inch capacity, Ozalid Model 100,000.
	12 Feb 54



	5-6134-1
	Preventive maintenance sel vices: Machine, printing and develop-

ing, 110-220-volt, 1-phase, with transformer and attachments,

Paragon-Revolute Model Meteor 55000.
	7 Dec 53



	5-6135-1
	Preventive maintenance services: Machine, printing and develop-

ing, ammonia-process, 42-inch capacity, Ozalid Model ENG

Streamliner III.
	25 Mar 52



	5-6137-1
	Preventive maintenance services: Printer developer, ammonia-

process, continuous-tone, 170-volts, 60-cycle,

1-phase, 42-inch

capacity, Ozalid Continuous Tone Model 76500.
	6 May 52



	5-7044-1
	Preparation for export: Trailer, tilting-type, searchlight, 60-inch,

4-wheel, Fruehauf, Model 1131, type M-1.
	4 Dec 43



	5-7046-1
	Preparation for export: Searchlight,

60-inch, General Electric,

Models 1940, 1941, 1941A, 1942, 1942A.
	18 Dec 43



	5-7072-1
	Preparation for export: Winch, barrage balloon, portable, low

altitude, US type, Wilson, Model W-3 M-1 and W-4 M-1.
	31 Dec 43



	5-7090-1
	Preparation for export: Winch, barrage balloon, portable, very

low altitude, -US type, Franks or Benson, Model M-l, power

operated.
	31 Dec 43



	5-7900-1
	Preventive maintenance services: Searchlight, 18-inch, shuttered,

incandescent lamp type, 1,000-2,000-watt with bracket for tank

mounting, Crouse-Hinds Model.
	24 Nov 53



	5-8000-1
	Preparation for export: Motor, outboard, 22-hp, Johnson, POLR-

15.
	5 ul

44



	5-8010-1
	Preparation for export: Motor, outboard, with chest and spares,

50- to 55-hp, Evinrude, Model 8008.
	27 Dec 43



	5-8016-1
	Preventive maintenance services: Motor, outboard, 22-hp, Evin-

rude Speeditwin Model 6041, serial nos. through 05000.
	12 Nov 53



	5-8020-1
	Preparation for export: Boat, utility, power, 18-ft, Penn-Yan,

Model AT.

maintenance services: Boat, utility, power, 18-ft,
	31 Dec 43



	5-8020-2

5-8021-1
	Preventive

Penn-Yan, Model AT.

Preventive maintenance services: Boat, utility, gasoline-powered,

Model M-l, with Gray-Marine, C series

25-it, stiwn-screw,
	15 Feb 45

23 May 47



	5-8022-1
	Model 6-77, or D series Express Six-226 engines.

Preventive maintenance services: Boat, bridge erection, gasoline

powered, aluminum, single-screw, 19-foot (less engine).
	13 Nov 53



	5-8025-1
	Preventive maintenance services: Boat, bridge erection, gasoline-

powered,

aluminum, twin-screw, 2-section, 27-foot,

Higgins,

with Gray Marine Engines, Model 6-244 (Express series).
	8 Jun 53



	5-8058-1
	New data and Parts for handling 45-inch treadways with crane,

truck-mounted, bridge erector, hydraulic-operated, Daybrook,

Model M-II-A.
	20 Jul

44



	5-8063-1
	Preventive maintenance services: Body, cargo, military-bridging

(mounted on 6-ton truck chassis, 6 x 6, 4 dual tires, 220-inch wheel

base, with front-mounted winch), Hobbs, Model 1407.
	2 Dec 52
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	5-8064-1
	Preventive maintenance services: Truck, cargo, treadway, 6-ton,

6 x 6, 4-dt, 220-inch wheelbase, with front-mounted winch, Day

brook-Hell, Models M2 and M2A.
	17 Sep

46



	5-8081-1
	Preventive maintenance services: Motor, outboard, with chest,

25-hp, Johnson, Model RDM-10.
	31 Oct

52



	5-9000-1
	Preventive maintenance services: Loader, earth, belt-type, 54-

inch width, crawler-mounted, diesel-driven, towed type, 20 to 30

cu yd per minute, Euclid Model 9-BV with Model W dolly.
	53

3 Sep



	5-9032-1
	Preventive maintenance services: Trailer, full, low-bed, 8-ton,

Fruehauf Model CPT-8, special.
	5 Feb 54



	5-9035-1
	Preventive maintenance services: Tank, water, steel semi-trailer-

mounted, 1,500-gal capacity, Littleford Model JAN-T-505.
	19 Feb 54



	5-9047-1
	Preventive maintenance services: Trailer, 4-wheel, special-tan-

dem, 10-ton, Model 4D-T, flat-bed, for crane shovel attach

ments, all makes and models.
	4 Dec 53



	5-9057-1
	Preventive maintenance services: Trailer, chassis, generator, 2- 20 Jan 55

wheel, heavy, ACF-BRLL Model M-200.
	



	5-9060-1
	Preparation for export: Crane, tractor-operated, nonrevolving,

40,000-lb capacity at 10-ft. radius, 20-ft. boom, LeTourneau,

Model M-20.
	14 Dec 43



	5-9065-1
	Preventive

maintenance

services: Trailer,

2-wheel, pole-type,

slip, with bolster 2)4 ton, all makes and models.
	6 Oct 52



	5-9074-1
	Preparation for export: Trailer, 2-wheel, utility, pole-type, 23i-

ton, type I, infantry raft equipment and/or pneumatic bridge

equipment, Deere, Model D2424.
	28 Feb 44



	5-9075-1
	Preventive

maintenance

rotary,

tractor-

services: Sweeper,

mounted and powered, 1-way sweeping, 30-inch x 7-ft brush, for

Case Dl tractor, Grace, Models FE and FEW.
	22 Dec 52



	5-9078-1
	Preparation for export: Sweeper, rotary-broom, 3-wheel, trailer-

mounted, gasoline, 2-way sweeping, 30-in. x 8-ft. brush, Grace,

Model MB-I00.
	6 Dec 43



	5-9078-2
	Preventive

maintenance

services: Sweeper,

rotary,

3-wheel,

trailer-mounted,

30-inch by 8-foot

gasoline, 2-way sweeping,

brush, Grace, Model MB-100, with LeRoi Model XP-7 engine.
	Jul

45



	5-9079-1
	Preventive

maintenance

rotary,

services: Sweeper,

3-wheel

mounted,

self-propelled,

gasoline-driven,

1-way

sweeping,

pickup type with 36-inch x 6-foot broom, two 30-inch side

brooms, digger type and sprayer, Elgin, Model 20.
	23 Mar 53



	5-9081-1
	Preventive

maintenance

rotary,

services: Sweeper,'

3-wheel,

trailer-mounted, traction-powered, 2-way sweeping, 34-inch x 8-

it brush, Grace, Model J.
	28 Nov 52



	5-9082-1
	Preparation for export: Sweeper, rotary-broom, tractor-mounted

and powered, 1-way sweeping, 30-in. x 7-ft., Hough, Model K.
	10 Jan 44



	5-9082-2
	Preventive maintenance services: Sweeper, rotary, tractor-mount-

ing and powered, 1-way sweeping, 30-in. x 7-foot brush, Hough,

Model K.
	5 Dec 47



	5-9084-1
	Preparation for export: Trailer, dump, towed-type, 2-wheel,

i-

ton, Converto.
	27 Jan 44



	5-9085-1
	Preventive

maintenance

rotary,

services: Sweeper,

3-wheel,

trailer-mounted, gasoline-driven, 2-way sweeping, 30-inch x 8-ft

brush, Meili-Blumberg Model 53 M (less engine).
	1 Feb 54



	5-9086-1
	Preparation for export: Ice plant, gasoline-engine-driven,

1-ton,

York, Model V-50.
	11 Mar 44



	5-9086-2
	Preventive maintenance services: Ice plant, 1-ton, York, Model

V-50-V, with Continental Model Y-69 engine.
	12 Apr 45



	5-9087-1
	Preventive maintenance services: Sweeper, rotary, tractor mount-

ing and powered, 1-way sweeping, 30-inch x 7-ft brush, for Case

D1 tractor, Little Giant Model SC-100.
	19 Nov 53



	5-9093-1
	Preventive maintenance services: Converter, oxygen, high pres-

sure, liquid to gas, skid-mounted, 1,200 cu ft per hour at 2,200

psi, Air Products Model. '
	4 Nov 54
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	5-9094-1
	'Preparation for export: Refrigeration equipment, automatic con-

trol, gasoline engine-driven,

U. S. Thermo Control, Model

OCE-300-FLG-A.
	26 Dec 43



	5-9094-2
	New data and parts for refrigeration unit, gasoline engine-driven,

Freon type, 12,000 Btu per hour, Universal, Model OCE-300-

FLG-A.
	Mar 45



	5-9095-1
	Preventive maintenance services: Ice plant, 1 ton, equipment

only, gasoline driveh, Reco Model G 2000-S50D (less engine).
	28 Dee 53



	5-9102-1
	tilting-type, 4-ton,

Preparation

for export: Trailer,

light

for

tractor, Commercial Shearing and Stamping CO.
	12 May44



	5-9105-1
	Preventive maintenance services: Cleaning unit, steam, shop-

wheel-mounted, oil-burning, I-gun, nozzle controlled, Clayton

(Kerrick Kleaner) Model QM-120.
	14 Aug 53



	5-9109-1
	Preventive maintenance services: Cleaning unit, steam, shop-

wheel-mounted, oil-burning,

i-gun,

Home

nozzle-controlled,

stead Models JL, JMI, JO, and OD 150.
	12 Mar 54



	5-9116-1
	Preparation for export: Mower, tractor-drawn, cutter bar-type,

steel-tired, 7-ft. cutter bar, Case, Model 57.
	17 Dec 43



	5-9128-1
	Preventive maintenance services: Shop, mobile, general purpose

repair set no. 1 heavy, 12-ton semitrailer mounted, Couse Model
	22 Sep

54



	5-9129-1
	MED.

Mower, tractor drawn, cutter-

Preventive maintenance services:

bar type, pneumatic tires, 7-ft cutter bar, Case Model D-57.
	3 Dec 53



	5-9130-1
	Preventive maintenance

services: Conveyor,

belt,

flat, skid-

mounted, motor-driven, 24 inch x 50 ft, 25 lbs per linear it, Lam

son Model.
	19 Nov 53



	5-9132-2
	earth, skid-mounted,

Preventive maintenance services:· Auger,

gasoline, Highway Trailer Co., Model HDM-S, with Continen

tal Model PF-226 engine.
	10 Jan 45



	5-9134-1
	Preventive maintenance'services:

Mower, tractor-mounted, cut-

ter bar type, side-mounting, 7-foot cutter bar, Case Model

VAI-5 (less tractor).
	29 Jun 53



	5-9136-1
	Preventive

portable,

maintenance

services: Sawmill,

gasoline

driven, head-block type, 20-ft carriage, 60-inch diameter saw,

American Model No. 3 (less engine).
	4 Feb 55



	5-9137-1
	Preventive

services: Sawmill, portable, gasoline-

maintenance

engine-driven, headblock type, 14-ft. carriage, 44:inch diameter

saw, American, Model-No. 1 or Economy, with Chrysler Model

T-118 or C-36 engine.
	30 Oct 47



	5-9141-1
	Preventive maintenance

services: Auger, earth, skid-mounted,

gasoline driven, Sterling Engineering Model'Gl.
	16 Nov 53



	5-9142-1
	Preventive maintenance services: Auger, earth, motorized, Buda,

Model HB GA40.
	10 Feb 45



	5-9151-1
	Preventive maintenance services: Winch, logging, rear mounting,

3-drum, main haulback and straw, 17.100 to 24,000 Ibs dbp trac

tor, Hyster, Model D7L.
	11 Feb 53



	5-9153-1
	Preventive maintenance services: Winch, general utility, revers-

ible, rear mounting,

tractor mounting, Carco,

1-drum, for

Model F.
	9 Mar 53



	5-9155-1
	Preventive maintenance services: Winch, general utility, revers-

ible, rear mounting, 1 drum (for Caterpillar D4 tractor) Hyster

Model D4N:
	20 Aug 53



	5-9157-1
	Preventive maintenance services: Drive unit, tramway or cable-

way, aerial, gasoline-driven, skid-mounted, Blue Island Model

2 (less engine).
	5 Nov 54



	5-9159-1
	Preventive

maintenance

Derrick,

tractor

services:

A-frame,

mounting, Hughes-Keenan, Model for use with Caterpillar D- 7

tractor.
	28 Jan

53



	5-9160-1
	Preparation for export: Pump, deep well, gasoline-engine-driven,

for gasoline, turbine-type, 4-in. discharge, 150-gpm, at 150-ft

head, Cook, Model PI-606.
	30 Dec 43
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	5-9161-1
	Preventive maintenance services: Icemaking machine, 300-pound

capacity, motor-driven, 3,4 hp, 115-volt, 1-phase, 60-cycle, Freon,

Ajax, Model A5A-4.
	1 Apr 53



	5-9163-1
	Preventive maintenance services; Heater, gasoline-burning, with

blower, 500-cfm, 110-volt, 60-cycle, thermostat controlled, 60,000

Btu per hour, Hunter Model UH-58-SC-I.
	20 Nov 53



	5-9165-1
	Icemaking unit, flake ice,

Preventive

maintenance

services;

motor-driven, 220-volt, 3-phase, 60-cycle, Liquid Freeze Model

SC-250.
	26 Aug 53



	5-9170-1
	Preventive maintenance services: Heater, gasoline burning, with

blower, 110-volt, 60-cycle, Hunter Model UH-3.
	19 Nov 53



	5-9171-1
	Preventive maintenance services: Heater, gasoline-burning with

blower, 110-volt, 60-cycle, ac, Model Hunter UH-3D.
	25 Nov 53



	5-9173-1
	Preventive maintenance services: Hoist, gasoline-driven,

single-

drum, toboggan-mounted, 2-ton pull, Underwood Models M-1

and M-2 (less engine).
	29 Oct

54



	5-9174-1
	Preventive maintenance services: Trailer, 2-wheel, pole-type, flat-

bed, shovel attachments, Timpte (Quickway), Model QW-T8.
	16 Jun 48



	5-9176-1
	Preparation for export: Hoist, gasoline, double-drum, 4-ton, Jaeger,

Model 2A, Dixie Special.
	7 Dec 43



	5-9176-2
	Preventive maintenance services: Hoist, gasoline, double-drum,

4-ton, Jaeger, Model 2A, Dixie Special.
	10 Mar 45



	5-9176-3
	Preventive maintenance services: Hoist, gasoline-driven, double-

drum, 13/4-ton pull, with boom swinger, Jaeger Model 2A3 Dixie

Special (less engine).
	21 May 54



	5-9178-1
	Preventive maintenance services: Crane-shovel, power unit, re-

volving, crawler-mounted, gasoline-driven, 5- to 6-ton ji-cubic

yard, Insley, Model K-12, with attachments and engine, Chrys
	27 May52



	
	ler, Model IND-14-A 425.

Preventive maintenance services: Converter and charging unit,
	17 Nov 53



	5-9181-1
	carbon dioxide, with heating unit, 300-lb. capacity, Dry Ice

Converter Model 300-S.
	



	5-9183-1
	Preventive maintenance

services: Trailer, full, low-bed, 8-ton,

Hobbs, Model F-1386.
	22 Dee 52



	5-9189-1
	Preventive maintenance services: Icemaking unit, motor-driven,

flake ice, freon 12, 1 ton per day, York Model DER-10.
	18 May 54



	5-9191-1
	Preventive

maintenance services:

Container,

carbon

dioxide,

liquid storage and transportation unit, trailer-mounted, capac

ity 8 tons, Cardox Model FE-23.584 (less engine).
	8 Feb 54



	5-9192-1
	Preventive maintenance services: Ice plant, 15-ton, equipment

only, motor-driven,

or 400-volt, 50-cycle,

208-volt,

60-cycle,

3-phase, York Model, compressor serial No. A-330608 and higher.
	12 Mar 54



	5-9193-1
	Preventive maintenance services: Icemaking unit, flake ice, motor

driven, 220-volt, 3-phase, 60-cycle, York Flakeice, Model DER

12A.
	10 Sep

52



	5-9195-1
	Preventive maintenance services: Ice plant, 395o-ton, equipment

only, motor-driven,

or 400-volt,

208-volt,

60-cycle,

50-cycle,

3-phase, York Model.
	5 Mar 54



	5-9203-1
	Preventive maintenance services: Trailer, full, low-bed, 60-ton,

ME-I

and

Eidal

Model

(ELB-60-ENG)

Dorsey

Model

(ELBO) MT-60.
	24 Dee 53



	5-9205-1
	Preventive maintenance services: Trailer, full, low-bed, 60-ton,

Rogers, Model D-W-60-L-S-6.
	9 Feb 63



	5-9209-1
	Preventive maintenance services: Trailer, full, low-bed, 60-ton,

Steel Products Co., "Great Dane", Model.
	3 Apr 53



	5-9211-1
	Preventive maintenance services: Trailer, full, low-bed, 60-ton,

Fontaine Model C-16-60-SP.
	5 Apr 55



	5-9212-1
	Trailer, full, low-bed, 60-ton, Rogers Models D-60-D-S-7, D-60-

D-S-5.
	8 Jun 63



	5-9216-1
	Preparation for export: Semitrailer, low-bed, with dolly, 20-ton,

LaCrosse, Model DF6 20.
	6 Sep

44



	5-9217-1
	Preventive maintenance services: Dolly, 4-wheel, tandem axle,

dual-tired, M-1, for 20 ton semitrailer, low-bed, front-loading.
	28 Mar 52
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	5-9218-1
	Preventive maintenance

services:

Semitrailer, low-bed,

20-ton,

Model 20-T, with Model 20-TD dolly (Rogers, Fruehauf, La
	10Jan

45



	5-9219-1
	Crosse, and Steel Products).

Preventive maintenance services: Pump, centrifugal, petroleum

pipeline, direct-connected, gasoline-engine driven, skid-mounted,

4-stage, horizontally split, 3-inch, 250-lb, flanged discharge and

suction, with 4-inch grooved adapters, Reiner, Model GP-60,

with Continental engine Model T-427.
	31 Mar 52



	5-9220-1
	Preventive maintenance

services: Semitrailer,

low-bed, front-

loading, 20-ton.
	24 Mar 52



	5-9222-1
	Preventive maintenance services: Pump, centrifugal, for petro-

skid-mounted,

leum

pipeline,

gasoline-driven,

4-stage

hori

zontally split, 4-inch, 250-lb flanged discharge and suction with

4-inch grooved type adapter, Peerless

Model 4-inch USPL

4-stage (less engine).
	21 Dec 53



	5-9226-1
	Preventive maintenance services: Dolly, 4-wheel, tandem-axle,

for 25-ton rear loading trailer, Kentucky Model.
	31 Aug 53



	5-9229-1
	Preventive maintenance services:

Trailer, full, low-bed,

8-ton,

La CrosseTrailer Corp., Model DF4-12.
	10 Feb 53



	5-9231-1
	Preventive maintenance services: Pump, centrifugal, for petro-

leninm, pipeline, gasoline-driven, skid-mounted, 4-stage horizon

tally split, 4-inch, 250-lb, flanged discharge and suction with

4-inch grooved type adapters, 250-bph at 560-ft head to 850-bph

at 450-ft head at 1,800 rpm, Reiner Model GP-75.
	20 Aug 53



	5-9233-1
	Preventive maintenance services: Sawmill, portable, diesel-driven,

American Sawmill Machinery Model 7½ (less engine).
	19 Feb 54



	5-9234-1
	Preventive maintenance services: Sawmill, portable,

gasoline-

driven, log-beam type, 4- x 7-ft, 60-inch diameter saw, Corinth

Model 1-C (less engine).
	25 Oct

54



	5-9235-1
	Preventive maintenance

services: Sawmill, portable,

gasoline-

engine-driven, head-block type, 4- x 7-feet,

60-inch diameter

saw, Corinth, Model 2C (less engine).
	13 May 52



	5-9236-1
	Preventive

maintenance

Sawmill, portable, gasoline-

services:

driven, head-block type, 20-foot carriage, 60-inch diameter saw,

Star, Model 4.
	19Jan

53



	5-9240-1
	Preventive maintenance services: Hoist, diesel, double-drum 6-ton

pull, with boom swinger, Jaeger, Model 2D3, with International

UD-18 engine.
	10 Mar 45



	5-9242-1
	Preventive maintenance services: Ejector, sewage,

pneumatic,

simplex, motor-driven, 1,000 gpm at 30-ft head, Carter Model

BSE 1030.
	18 Dec 53



	5-9244-1
	Preventive maintenance services: Ice plant, 1-ton, Victor, with

Carrier Corp. Model 7K4 compressor and Continental Model

Y-69-215 engine.
	Jul

45



	5-9253-1
	Preventive maintenance services: Truck, refuse bucket loading,

13 cu yd, 2½-ton, 6 x 4, 4 dual tires, Heil, Model HB-2637 (body

only).
	10 Feb 53



	5-9254-1
	Preventive maintenance services: Truck, garbage, load-packer,

12 cu yd, 2½-ton, 6 x 4, Gar Wood Model.
	25 Nov 53



	5-9255-1
	Preventive maintenance services:

Truck, garbage, compaction

type, 15 cu yd capacity, 5-ton, 4 x 2, with 48 3,-inch tail gate

loading door, Oar Wood Model "Load Packer" (body only).
	17 Nov 53



	5-9256-1
	Preventive maintenance services: Truck, refuse, bucket loading,

13 cu yd, 5-ton, 4 x 2, 2 dual tires, St. Paul Hydraulic Pax-All

Model 1203 (body only).
	28 Sep 53



	5-9257-1
	Preventive maintenance services: Truck, garbage, load-packer

15- and 20-cu yd, capacity 5-ton, 4 x 2, 2 dual tires, Leach Model

Packmaster (less truck).
	11 Mar 54



	5-9258-1
	Preventive maintenance services:

Truck, garbage,

compaction

type, 14 cu yd capacity. 5-ton, 4 x 2, Sicard Model Sanivan SM-4

(body only).
	30 Mar 55
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	5-9290-1
	Preventive maintenance services: Winch, towing, reversible,

drum, 8,600 to 12,000 lbs drawbar pull tractor, front-mounted,

for International Model TD-9 tractor, Oar Wood Model T4-B,

rear-mounted, for International Model TD-18 tractor, Gar
	1 12 Nov 53



	5-9292-1
	Wood Model T-5-RBU.

Preventive maintenance services: Power control unit, cable oper-

ating, rear-mounting, 2-drum, 14,025- to 20,000-lb drawbar pull

tractor, Bucyrus-Erie Model P25M.
	27 Nov 53



	5-9304-1
	Preventive maintenance services: Power control unit, cable oper-

ating, rear mounting, 2-drum, 12,100- to 17,000-lbs drawbar pull

tractor, for Allis-Chalmers HD 7-W, Hell Model LD-2.
	19 Nov 53



	5-9305-1
	Preventive maintenance services: Winch, general utility, revers-

ible, rear-mounting, 1-drum, tractor mounting, Cargo, Model E.
	1 Apr 53



	5-9311-1
	Preventive maintenance services: Winch, general utility, revers-

ible rear-mounting, 1-drum, for tractor-mounting, Berg Equip

ment Model CB-3.
	18 Nov 53



	5-9316-1
	Instruction and repair: Bucket, clamshell, crane or crane-shovel,

C. S. Johnson, Model TY-335-5.
	21 Aug 52



	5-9319
	Bucket; clamshell, crane or crane-shovel, % cu. yd. Erie Steel

Construction Co., Model XI.
	10 Oct

52



	5-9320-1
	New data and parts for sprayer, paint, pneumatic, portable, with

compressor, Binks, Models E-1A and E-1B.
	16 Aug 45



	5-9324-1
	New data and parts for sprayer, paint, pneumatic, portable, with

wheelbarrow-type,

with

compressor,

gasoline-engine-driven,

two 5-gallon galvanized steel tanks and accessories, Binks, Model

E-2 (engine, Kiekhaefer, Model KB6-F).
	Dec 44



	5-9327-1
	Hoist, pneumatic, single drum, 1 ton capacity, Gardner-Denver,

Models HE, HKL, HKK, and HKJ.
	31 Dec 52



	5-9327-2
	Preventive maintenance services: Hoist, pneumatic, single drum,

1-ton capacity, Gardner-Denver Models HK, HKL, HKK, and

HKJ.
	4 Mar 53



	5-9335-1
	services: Sprayer, paint,

pneumatic,

Preventive

maintenance

portable, with compressor, motor-driven, 1-hp, 115-230-volt,

I-phase, 60-cycle, with one 5-gal galvanized steel tank and acces

sories, DeVilbiss Model PNM-616.
	22Sep 54



	5-9340-1
	Metascope, type US/F.
	2 Feb 53



	5-9345-1
	Plow, snow, straight blade,

Preventive maintenance Services:

'4-ton 4 x 4, type-II,

without wing, 1-way type, truck mounting,

Gledhill Model 7 tine; plow, snow, V-blade, without wings,

truck mounting, ]4-ton, 4 x 4 type I, Gledhill Model JVS.5E.
	25 Nov 53



	5-9347-1
	Preventive maintenance services: Plow, snow, straight blade,

without wing, 1-way type, truck-mounting, 1M-ton, 4 x 4, or

Model 10 tine; plow, snow, straight

2M-ton, 6 x 6, Gledhill

blade, without wing, reversible type, truck mounting, l1½-ton to

2-ton 4 x 4, Gledhill Model 1OSRE, plow, snow, V-blade, without

wings, truck mounting, 14i-ton, 4 x 4, or 2½/-ton, 6 x 6, Gledhill

Model V8E.
	19 Nov 53



	5-9348-1
	Preventive maintenance services: Plow attachment, snow, V-

blade with right-hand wing, 4-ton, 6 x 6, or 6-ton, 6 x 6, truck

mounted, Frink, Model 349 SP.
	3 Dec 52



	5-9351-1
	Preventive maintenance services: Plow, snow, rotary, gasoline-

driven, truck-mounted, 7M-ton, 4 x 4, Snook Snow, Twin Model

102.
	8 Apr 53



	5-9352-1
	Preparation for export: Shop, engineer, motorized, general pur- 22 Dec 43

pose.
	



	5-9353-1
	Preventive maintenance services: Plow, snow, V-blade, with wing, 31 Aug 53

crawler tractor mounting (for Caterpillar Model D-7) Frink

Model T-611-CA.
	



	5-9362-1

f-9371-
	Preparation for export: Shop,engineer,motorized,electricalrepair.

Preventive maintenance services: Crane, revolving, self-powered,

wheeled, solid tires, gasoline-driven, 20,000-lb. capacity at 5-ft.

radius, 14 to 20 ft, telescopic boom, Link-Belt Cargocrane Model

YC-9 and YC-9A.
	26 Dec 43

30 Dec 53
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	5-9372-1
	unit

Preventive

maintenance

services: Power-control

cable-

operating, LeTourneau, Models R, T, FTD 7 and N series.
	7 Apr 53



	5-9386-1
	Preparation for

export: Drag, snow, rectangular,

wide,

28-ft.

Blaw-Knox.
	22 Apr 44



	5-9396-1
	services: Pump,

Preventive

maintenance

recharging,

carbon

dioxide, motor-driven, 115-230-volt, i-phase, 60-cycle, 1-hp and

220-440-volt, 3-phase, 60-cycle, 1-hp, C-O-Two Fire Equipment

Model SO-1 and SC-4.
	16 Nov 53



	5-9397-1
	Preventive maintenance services: Truck, fire-powered, pumper,

500-gpm'Howe Fire-Apparatus Co, with American-Marsh Model

F-500 pump (less truck).
	20 Jun 52



	5-9400-1
	Tropicalization of land odograph Ml in the field.
	Jan 45



	5-9401-1
	New data for odograph, land, 6-volt, with cables for installation in

truck, ½-ton, 4 x 4, Monroe, Model M-1.
	Dec 44



	5-9427-1
	Preventive maintenance services: Pump, centrifugal, for petro-

leum, gasoline-driven, skid-mounted, 2-stage, 715-bph at 555-ft

head tO: 2,000 bph at 275-ft head, Barnes Model CE6P2 (less

engine) .
	30 Nov 53



	5-9428-1
	Preventive maintenance services: Pump, centrifugal, for petro- 24 Nov 63

skid-mounted,

leum

products,

self-priming,

gasoline-driven,

direct-connected, single-stage, flexible coupling, 350-bph at 215-ft

head to 1,600 bph at 100-ft head, Gorman-Rupp Model 06-H-260
	



	56-9429-1
	(less engine).

Preventive maintenance services: Pump, centrifugal, for gasoline,

self-priming, gasoline-driven,

skid-mounted, airborne, 3-inch

suction, 240-gpm at 60-ft head, with 4-inch adapters for vic

taulio couplings, Carter, Model 1SMCBV, with Briggs and
	28 Mar 52



	5-9430-1
	Stratton Model 23 FB engine.

Preventive maintenance services: Pump, centrifugal, for gasoline,

self-priming, gasoline-engine-driven,

skid-mounted, 6-inch dis

charge, 6-inch suction, 525-gpm at 100-ft head, Carver Model
	4 Sep

53



	5-9431-1
	6444B.

Preventive maintenance services: Pump, centrifugal, for gasoline-

driven, skid-mounted, airborne, 3-inch discharge, 3-inch suction,

240-gpm, at 60-foot head, with 4-inch adapters for victualic coup

ling, Gorman-Rupp, Model 3305, with Briggs and Stratton

Model 23FB engine.
	24 Mar 52



	5-9440-1
	Preventive maintenance services: Trailer, full, low-bed, 8 ton,

Hanson Model SP-8.
	18 Nov 53



	5-9441-1
	Preventive maintenance services: Trailer, 2-wheel, utility pole

type, 2½-ton, infantry raft equipment, and/or-pneumatic bridge

equipment, Highway Trailer Model SKD 3,536 and 25-foot
	29 Sep

53



	5-9443-1
	utility powerboat, HighwayTrailer Model. SKD 3560.

Trailer, dump,,airborne, 4-wheel, hydraulic-operated,

11 to 13 cu

yd for tractor, air transportable, phase I, wheel type, 14,025- to
	19 Nov 53



	-
	* 20,000-bs- drawbar

weight. transfer device- M-R-S

pull;with

Model 11OAGW.
	



	5-9445-1
	Preventive maintenance services: Trailer, dump, motorized, pneu 27. Nov 53

matic and cable operated, bottom-dump,

13 cu yd, Euclid
	



	5-9447-1
	Model 71FDT-89 W (less engine).

Preventive maintenance services: Trailer, 2-wheel, utility, pole-
	20 Nov 53



	5-9448-1
	type, 2½-ton, 25 foot utility, Power Boat Converto Model.

Preventive maintenance services: Trailer, 2-wheel, utility, pole

type, 2,-ton, triangulation tower, Kentucky Model.
	4 Sep

53



	5-9449-1
	Preventive maintenance services: Trailer, dump, motorized, cable-

operated, 10-cu yard, LeTourneau, Model E16 and Tournapull,

Model HC-II, with Hercules diesel engine, Model DRXC.
	3 Jun 49



	5-9451-1
	Preventive maintenance services: Trailer, dump, cable-operated,

111 cu yd, LeTourneau W-210 Tournatrailer.
	10 Feb 53



	5-9454-1
	Preventive maintenance services: Trailer, full, low-bed, 8-ton,
	19 Feb 54
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	5-9455-1
	Preventive maintenance services: Carrier, crane shovel, gasoline-

driven, pneumatic-tired, 6 x 6, Available Chassis Co., Model

1014 (ess engine).
	25 Mar 52



	5-9459-1
	Preventive maintenance

services: Air-conditioning unit, skid-

mounted, self-contained type, water-cooled, with cooling tower,

5 hp, 220-volt, 3-phase, 60-cycle, 7,000 Btu per hour, Chrysler

Airtemp Model 1901
	9 Mar 54



	6-9461-1
	Preventive maintenance services: Air conditioning unit, skid-

mounted, self-contained type, water-cooled, with cooling tower,

73/-hp motor, 220-volt, 60-cycle,

3-phase, 70,000 Btu per hr.,

Carrier, Model WS 72-119.
	11 Dec 52



	6-9465-1
	Preventive maintenance services: Air conditioning unit, trailer

mounted, self-contained type, air-cooled, gasoline-driven, 26,500

Btu per hour, Refrigeration Engineering Model TA 5226.
	8 Sep

54



	5-9467-1
	Preventive maintenance services: Air conditioning unit, trailer-

mounted, self-contained-type, air-cooled, gasoline-driven, 26,500

Btu per hr, Ready Power Model R60C-21.
	15 Dec 563



	5-9474-1
	Preventive maintenance services: Air conditioning unit, trailer-

mounted, self-contained-type, air-cooled, gasoline-driven, 26,500:

Btu per hour, Typhoon Model PAO 300.
	8 Sep 54



	5-9475-1
	Preventive.maintenance services: Air-conditioning unit, trailer-

mounted, air-cooled, gasoline-engine-driven, 26,500 Btu per hour,

York Model V-60, with Continental Model Y69-278 engine.
	30 Apr 48



	5-9477-1
	Preventive maintenance services: Air conditioning unit, skid-:

mounted, self-contained-type, water-cooled, with cooling tower,

motor-driven, 5-hp, 220-volt, 3-phase, 60-cycle, 70,000 Btu

per hour, Typhoon Model SA-500.
	15 Sep

54



	5-9479-1
	Preventive maintenance! services: Air conditioning unit, base-

-

mounted, self-contained-type, air-cooled, 3-hp motor, 115-volt,:

1-phase, 60-cycle, 615-elm, 18,000 Btu per hour, Carrier Corp.

Model MX 31/MP.
	17 Nov 63



	5-9480-1
	Preventive maintenance services: Air-conditioning unit, base-

mounted, self-contained-type, air-cooled, electric-motor-driven,

115-volt, 60-cycle, 18,000 Btu per hour, Typhoon Model PA-300.
	23 Feb 54



	5-9481-1
	-

Preventive maintenance services: Air conditioning unit, base-

mounted, self-contained-type, air-cooled, electric-motor-driven,

110-volts, 60-cycle, 6,150 Btu per hour (for camera truck dark

room) U. S. Air Conditioning Model ARY-001.
	17 Dec 53



	5-9483-1
	Preventive maintenance services: Engine, gasoline, 95- to 100-hp,

Chrysler, Models T-118, T-118-418, T-118-469, T-118-502, T

118-506.
	10 May45



	5-9486-1
	Preventive maintenance services: Air conditioning unit, skid-

mounted, self-contained-type, water-cooled, with cooling tower,

6-hp motor, 220-volts, 60-cycle, 3-phase, 70,000 Btu per hour,

Keco Model F-3.
	25 Nov 53



	5-9488-1
	Preventive maintenance services: Carrier, crane-shovel, 20-ton,

pneumatic-tired, 6 x 6,

Four Wheel

gasoline-engine-driven,

Drive Auto Co., Model MUC 6 x 6 (less engine).
	2 Apr 52



	5-9489-1
	Carrier, rotary snow plow,

Preventive

maintenance services:

gasoline-driven, 4 x 4, pneumatic tires, Four Wheel Drive Auto

Co. Model YTJ-FWS.
	8 Jun

53



	5-9490-1
	Preventive

maintenance

Crane,

revolving,

truck-

services:

mounted, pneumatic-tired, 2-engine-drive, 8- to 12-ton, class XI,

Model 150-TC, with Chrysler

gasoline-driven, Harnischfeger,

Model C-36-520 or Waukesha Model 6-BK engines.
	7 May48



	5-9491-1
	Preventive

maintenance

Crane,

revolving, crawler-

services:

%-cubic yard, 7- to 10-ton, class III, with

mounted, gasoline,

attachments, Harnischfeger, Model 255-A (with Chrysler Model

C-36-520 (IND-9 series) or Waukesha Model 6-MZR engine).
	3 Apr 46



	5-9492-1
	Crane-shovel, power unit, revolving, crawler, 30-ton capacity, 1~I .19 Nov 53

ncu yd, flarnischfeger Model 655B (less engine).
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	5-9494-1
	Preventive maintenance services: Crane, power unit, revolving,

crawler, diesel-driven, 65-ton capacity at 12-ft radius, Manitowoc
	17 Feb 54



	5-9495-1
	Model 3900.

Preventive maintenance services: Crane-shovel, power unit, re-

volvring, crawler, 7- to 10-ton, Y4-cubic yard, Byers, Model 83,
	11 Aug 52



	5-9497-1
	with attachments, less engine.

: Preventive maintenance services: Carrier, crane, gasoline-driven,
	5 Nov 54



	5-9498-1
	6 x 4, Available Truck Model HC-70X (less engine).

Preventive maintenance

services: Carrier, rotary snow plow,

gasoline-engine-driven, 4 x 4, pneumatic tires, Oshkosh Motor
	11 Aug 53



	5-9499-1
	Truck Co., Inc., Model W 1700-15 SP.

Preventive maintenance services: Carrier, crane-shovel, pneumat-

ic-tired, Hendrickson Model 500F-1 (diesel engine).
	24 Mar 52



	5-9501-1
	Preventive maintenance services:

Carrier, crane-shovel,

5-ton,

gasoline-driven, pneumatic tires, 4-wheel drive, Coleman Model

G-55A (less engine).
	5 Nov 54



	5-9506-1
	Preventive

unit,

maintenance

Crane-shovel,

power

services:

gasoline-engine-driven, revolving, 6- to 10-ton, ½ cu yd. Thew

Lorain, Model E6610, with attachments (less carrier and en
	1:Apr 52



	5-9507-1
	gines).

Preventive maintenance services: Crane-shovel, power-unit, re-

volving, truck-mounted, pneumatic-tired, 2-engine-drive, gaso.

20-ton, %-cubic-yard, Bay City, Model 180-T66

line-driveh,

with attachments, with Waukesha Models 1450GK and 6SRKR
	7 Mar 50



	5-9508-1
	engines.

Preventive maintenance services: Crane-shovel, power-unit, re-

volving, truck-mounted, pneumatic-tired, 2-engine-drive, gaso

line-driven, 20-ton, %-cubic-yard, Thew-Lorain, Model E6620
	20 May52



	5-9510-1
	(less carrier and engine).

Preventive maintenance services: Crane-shovel, power-unit, re-

volving, truck-mounted, 2-engine-drive, gasoline-driven, 14- to

18-ton,

4-cubic-yard,

Harnischfeger,

with

Model 255A-TC,

attachments, with Waukesha engines, Models 6-MZA and 6-
	28 Mar 52



	5-9512-1
	SRKR.

Preventive maintenance services: Crane-shovel, power-unit, re-

volving, crawler-mounted, 3-ton at 12-foot radius, l 1-cubic-yard,
	it Sun

53



	5-9514-1
	diesel-driven, Marion Model 372.

-Preventive maintenance services: Crane-shovel, power-unit, re-

volving, truck-mounted, pneumatic tires, 2-engine-drive, gaso

Browning Crane &

line-engine-driven,

20-ton, %-cubic-yard,

Shovel Co., Model T-20 (less carrier and engines).
	27 May 52



	-

5-9517-1
	Preventive maintenance services: Crane-shovel, power-unit, re-

volviDg, truck-mounted, pneumatic-tired, 2-engine-drive, gaso

line-driven, 20-ton, 4-cubic-yard, Buckeye, Model M20-A-TC,

with attachments, less engines and carrier.
	25 Mar 52



	5-9518-1
	Preventive maintenance services: Crane-shovel, power unit, re-

solving, truck-mounted, pneumatic-tires, 2-engine-drive, gaso

line-driven, 20-ton, '4-cubic-yard, Hanson, Model 61, with at

tachments (less carrier and engines).
	6 Jun 52



	5-9519-1
	Preventive maintenance services: Crane-shovel, power-unit, re-

volving, truck-mounted, pneumatic-tires, 2-engine-drive, gaso

line-driven, 20-ton,

4-cubic-yard, Lima, Model 34-T, with at

tachments (less engines and carrier).
	20 May52



	5-9521-1
	Preventive maintenance services: Crane-shovel, power-unit, re-

volving, truck-mounted, pneumatic-tired, 2-engine-driven, gaso

line-driven, 20-ton, '4-cu-yd.,

Link-Belt Speeder Corp., Model

HC770, with attachments (less carrier and engines).
	30 Apr 52



	5-9522-1
	Preventive maintenance services: Crane-shovel, power-unit, re-

2-ton, 93-

volving, airborne, truck-mounting, gasoline-driven,

cu-yd.,

Schield-Bantam, Model ABM-51 (less

carrier), with
	18 Apr 52
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	5-9523-1
	Preventive maintenance services: Crane-shovel, powel-unit, re-

volving, truck-mounted, pneumatic-tired, 2-engine-drive, gaso

line-driven, 20-ton, %-cu-yd., Kochring, Model 304, with attach

ments (less carrier and engines).
	6 May 62



	5-9524-1
	Preventive maintenance services: Crane-shovel, power-unit, re-

volving, truck-mounted, pneumatic tires, 2-engine-drive, gaso

line-driven, 6 to 10 tons, lY-cu-yd., Unit Model 1014, with at

tachments (less carrier and engines).
	8 Apr 52



	5-9528-1
	tractor

Preventive

maintenance

Crane,

revolving,

services:

mounting, 7,000 pounds capacity at 12-foot radius, 25- to 25-foot

boom, Hyster, Model HW, low travel, Hystaway.
	24 Mar 52



	5-9529-1
	Preventive maintenance services: Excavator, multipurpose, hy-

draulic-operated, truck-mounted, 6 x 6, Warner Swasey, Model

2460, with carrier, Duplex, Model HRG, with gasoline-driven

Hercules engine, Model WXLC-3, and power unit, Minne

apolis-Moline, gasoline-driven, Model 403-4A.
	29 Apr 52



	5-9532-1
	Preventive maintenance services: Ciane, nonrevolving. tow winch

end, 15,000-lb capacity at 4-ft

operating, tractor mounting,

radius, 20-ft boom, Hyster, Model FTH-8.
	28 Jul

52



	5-9536-1
	Preventive maintenance services: Crane-shovel, power unit, re-

Yr

volving, truck-mounted,

pneumatic-tired, 2-engine-drive,

cubic-yard, 10-ton capacity, Michigan, Model TMDT-16 and

12-ton capacity, Michigan, Model TLDT-20 (ess engines).
	4 Mar 53



	5-9537-1
	Preventive maintenance services; Crane-shovel, power unit, re-

10-ton, 3,i cubic

volving, crawler-mounted,

gasoline-driven,

yard, American Hoist & Derrick Model 375-BC (less engine).
	20 May53



	6-9538-1
	tractor

Preventive maintenance services: Crane, nonrevolving,

operating, 4 wheels, pneumatic tires, 30-ton capacity, w/power

unit, diesel, LeTourneau tournapull, Model A and Model EC

30.
	4 Mar 53



	5-5939-1
	Preventive maintenance services: Crane-shovel, power unit, re-

volving, truck-mounted, pneumatic tires, 6 x 6, 2-engine drive,

5-ton, %-cubic-yard, Shield, Bantam Model

gasoline-driven,

M-49A, less carrier and engine.
	10 Jun 53



	5-9550-1
	mire clearing, tank- 13 Nov 53

Preventive maintenance

services: Roller,

mounted, heavy (roller, High Herman).
	



	5-9553-1
	Preventive maintenance services; Auger, earth, skid-mounted,

gasoline-driven, 9-inch- to 12-inch-diameter hole, Jaques, Model

K-254, with Ford engine, Model 8MNN-1002.
	24 Mar 52



	5-9578-1
	Preventive maintenance services: Electromagnet, road, with de

generator, gasoline-driven, trailer-mounted and truck-mounted,

for mounting on 2½2-ton, 6 x 6, cargo truck, Stearns Models 18"

x 36" and 20" x 72" with trailer (less truck) (less engine).
	19 Nov 53



	5-9585-1
	Preventive maintenance services: Conveyor, drag-type, piler, self-

propelled, crawler-mounted, gasoline-driven, 35 ft. long, 75 ton

per hour capacity, Barber-Green Model 689 (less engine).
	7 Feb 55



	5-9586-1
	Preventive maintenance services:

Conveyor,

drag-type, piler,

gasoline-driven, crawler-mounted, 35 ft long, 75-tph capacity,

Barber-Greene Model 681 (less engine).
	24 Nov 53



	5-9590-1
	Preventive maintenance services: Loader, snow, bucket, crawler-

mounted, gasoline-driven, 20 cu yd per minute, Haiss, Model

75-CS (less engine).
	5 Mar 53



	5-9594-1
	belt, flat,

Preventive maintenance

services;

Conveyer,

skid-

mounted, motor-driven, 24-inch by 50-foot, 25 pounds per linear

foot, Haiss, Model No. 487.
	24 Mar 52



	5-9595-1
	belt, fat, skid-

Preventive

maintenance services:

Conveyor,

mounted, motor-driven, Farquhar Model 432-A.
	17 Jun 53



	5-9596-1
	Preventive maintenance services:

Conveyor, belt, flat, caster-

mounted, motor-driven 24 inch x 20 ft, Ferguson Model.
	13 Nov 53



	5-9597-1
	Preventive maintenance services: Conveyor, drag-type, car un-

loader, gasoline-driven, wheel-mounted, 18 ft long, 75-tph ca

pacity, Haiss Model 484 pm (less engine).
	24 Nov 63
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	5-9599-1
	Preventive maintenance

Conveyor,

drag-type, piler,

services:

gasoline-driven, crawler-mounted,

35 ft long, 75-tph capacity,

Haiss Model 486 pm (less engine), serial Nos. K 12438 and higher.
	24 Nov 53



	5-9601-1
	Barracks, portable, sectional, all-wood, insulated; procedure for

erection with 47 packages.
	4 Nov 44



	5-9602-1
	Preventive maintenance services: Conveyor, drag-type, car un-

loader, gasoline-driven, wheel-mounted, 19 ft long, 75-tph ca

pacity, Fairfield Model 104.
	30 Dec 53



	5-9603-1
	Preventive

maintenance services:

Conveyor,

drag-type, piler,

gasoline-driven, wheel-mounted,

35 ft long, 75-tph capacity,
	24 Nov 53



	5-9613-1
	.Fairfield Model 251.

Erection instructions for building shell, tropical, precut, complete,

20 by 54 ft.
	5 Oct 44



	5-9613-2
	Erection instructions for "Insulating Kit" for building shell, trop-
	Mar 45



	5-9613-3
	ical, precut, complete, 20 by 54 feet.

Erection instructions for "Insulating Kit" for building shell, trop-

ical, precut, complete, 20 by 54 feet (reflective-type insulation).
	May 45



	.5-9615-1
	Erection instructions for building shell, tropical, precut, complete,

110 by 405 feet.
	28 Oct

44



	5-9620-1
	Preventive

maintenance

services: Crane,

revolving,

crawler-

mounted, diesel, 2fi cu. yd., 45- to 60-ton, class VI with attach
	30May45



	5-9623-1
	ments, Bucyrus-Erie, Model 54-B, with Buda Lanova engine.

Preventive maintenance services: Conveyor, drag-type, car un-

loader, self-propelled,

gasoline-driven,

wheel-mounted, 18 ft.

long, 75-tph capacity, Barber-Greene Model 92.
	10 Feb 54



	5-9624-1
	Preventive maintenance services: Conveyor, belt, transfer, gaso-

line-driven, 30 in. x 50 ft, high mast, low mast, 300 fpm, low mast,

400 fpm, Atlas Conveyor Model 901.
	15 Dec 53



	5-9629-1
	Preventive maintenance services:. Power control unit, cable-oper-

ated, rear-mounted, 2-drum, Baker Model P. C: U2X.
	14 Jul

53



	5-9632-1
	Preventive maintenance services: Crane-shovel, power unit, re-

54 cu yd, Thew-Lorain Model

volving, crawler-mounted, 10-ton,

TL-25K (less engine).
	19 Oct

54



	5-9633-1
	Preventive maintenance services: Crane-shovel, power unit, re-

volving, crawler-mounted,

gasoline-driven, 10-ton, 3/ cu yd,

Unit Model 1020YD, with attachments (less engine).
	17 Jun 52



	5-9634-1
	Preventive

maintenance

services: Crane

shovel,

revolving,

crawler, 30-ton capacity, 1 cu yd, Lima Model 604 (ess engine).
	25 Nov 53



	5-9635-1
	Preventive maintenance services: Crane shovel, power unit, re-

volving, crawler, 40-ton capacity, 2 cu yd, Bucyrus-Erie Model

51-B (less engine).
	24 Nov 53



	5-9637-1
	Preventive

power unit,

maintenance

Crane-shovel,

services:

revolving, diesel-driven, 30- to 40-ton, 134- to 2-cu. yd., Thew
	12 May52



	
	Lorain, Model 820, with attachments and engine, Waukesha,

Model 6-WARD.
	



	5-963-1
	Preventive maintenance-services:

Plow, snow, rotary-type, gaso-

line, 7-ton, 4 x 4 truck mounting, standard ordnance truck,

Mlauer, Model TU-3.
	10 May 45



	5-9686-1
	Preventive

maintenance

services: Crane,

tractor

revolving,

mounting. 12,000-lb capacity at 12-ft radius, 30-ft boom, Card

well Model C.
	6 Jul

54



	5-9704-1
	Preventive

maintenance services:

Crane Or shovel, revolving,

crawler-mounted, gasoline, as cu. yd., 3- to 4-ton, class I, with

attachments, Link-Belt, Model LS-40 (and Model LS-50,

3I

cu. yd., 5- to 6-ton, class II) with attachments (both cranes with

Waukesha Model 6-BZ engine).
	Jul

45



	5-9706-1
	Preventive

maintenance

Crane,

revolving,

services:

crawler-

mounted, diesel, 134 to 2 cu. yd., 30- to 40-ton, class V, with at

tachments, Link-Belt, Model K-370, with Caterpillar Model

D-130u engine.
	Jul

45



	5-9711-1
	Preparation of Corps of Engineers equipment for oversea ship-

ment.
	I Oct

44
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	5-9713-1
	Preparation for export: Spare parts for Corps of Engineers equip-

ment.
	15 Apr 44



	5-9720-1
	Technical data for grading, excavating, and earth moving equip-

ment.
	3 Jan

44



	6-9720-2
	Technical data for asphalt plants and pugmill mixing plants.
	5 Jan 44



	5-9720-3
	Technical data-for air compressors.
	7 Jan

44



	5-9720-4
	Technical data for bitumen and water distributing equipment,
	10 Jan

44



	
	kettles, sweepers, aggregate spreaders.

Technical data for electrical equipment.
	12 Jan

44



	5-9720-5

5-9720-6
	Technical data for snow removal equipment.
	14 Jan

44



	5-9720-7
	Technical data for maintenance tools and equipment.
	24 Apr 44



	5-9720-8
	Technical data for road rollers.
	19 Jan

44



	5-9720-9
	Technical data for construction tools.
	31 May 44



	5-9720-10
	Technical data for gravel pit and quarry equipment.
	23 Jan 44



	5-9720-11
	Technical data for tractors and tractor attachments.
	10 Jul

44



	5-9720-12
	Technical data for pumps.
	27 Oct 44



	5-9720-14
	Technical data for gas welding equipment.
	21 Jul

44



	5-9720-15
	Technical data for trailers.
	·

Apr 45



	5-9720-16
	Technical data for hoisting equipment.
	27 Oct 44



	5-9720-18
	Technical data for concrete equipment.
	Apr 45



	5-9720-20

5-9736-1
	Technical data for plows, tillers, mowers, etc.

Preventive maintenance

services:

Arch,

towed-type,

logging,
	Apr 45

9 Dec 53



	
	crawler-mounted, 99-inch gage, Hyster Model D7N.
	



	5-9739-1
	Preventive maintenance

Arch,

logging, towed-type,

services:

crawler-mounted,

with. boom,

Model

99-inch

gage,

Carco,
	10 May47



	
	Medium Yarder.
	



	5-9742-1
	Preventive maintenance services: Heater, gasoline-burning, en-
	2 Oct

53



	
	gine coolant type, 16,000 to 20,000 Btu per hour, 6 volt, 12 volt,

and 24 volt, Perfection Stove series 460.
	



	5-9776-1
	Preventive maintenance services: Pump, mud, piston-type (mud
	18 Dec 53



	
	jack), gasoline-driven, trailer-mounted, with mud mixer, Koeh

ring Model 50-2A.
	



	6-9770-1
	Dehumidifying unit, silica-

Preventive

maintenance services:
	17 Feb 54



	
	gel, motor-driven, 3-hp, 208-volt, 3-phase, 60-cycle, Cargocaire

:

Model W 120-27
	



	5-9788-1
	Proper use of components of bolted tank erection tool set 18 for use
	8 Jul

54



	
	in erection and disassembly of tank, steel, vertical, bolted, knock

down, sealed openings, standard bottom and roof, gasoline, oil,
	



	
	or water, 3,000- and 10,000-barrel capacity.
	



	65-9804-1
	Preventive

maintenance

services: Crane,

revolving,

crawler-
	Jul

45



	
	mounted, gasoline, Y4-cu. yd., 7- to 10-ton, class III, with attach

ments, Link-Belt, Models LS-85 and LS-90

(with Chrysler

Model C-36-520 (IND 9-series) or Waukesha Model SRKR

engine).
	



	5-9818-1
	Preventive

services: Lubricator,

skid-mounted,

maintenance

portable, Graco, Model LU, with Wisconsin engine, Model

AEN.
	24 Mar 52



	5-9822-1
	Preventive maintenance services: Hoist, steam-driven, 3-drum,

complete with boiler, enginei and swinger, EST-1712, skid

mounted, Dutton, Model D-4860-3DS.
	4 Sep

46



	5-9833-1
	Preventive maintenance services: Hammer, pneumatic, forging,

200 lb, self-contained type, Chambersburg Model.
	5 Nov 54



	5-9852-1
	Preventive maintenance services: Crane-shovel, power unit, re-

volving, truck-mounted, pneumatic tires, 2-engine drive, gaso

line driven, 8-12 ton, % cu. yd., Thew-Lorain, Model MC-3, and

15 ton, 4 cll. yd., Thew-Lorain, Model MC-4, with attachments
	13 Mar 52



	5-9859-1
	(less engines).

Preventive maintenance services: Crane-shovel, power unit, re-

volving, crawler, gasoline-driven, 7- to 10-ton, Y4 cu. yd., Bucyrus

Erie, Model 22-B, with attachments (less engine).
	26 Mar 52



	5-9861-1
	Preventive maintenance services: Crane-shovel, power unit, re-

volving, crawler-mounted, diesel-driven, 30-40 tons, 1Y4-2 cu.

yd., Lima Model 802 with attachments (less engine).
	28 Apr 52













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-9866-1
	Preventive

truck-

maintenance

services: Crane,

revolving,
	1 Aug 46



	
	mounted, pneumatic-tired, gasoline, 2-engine drive, 20-ton, class
	



	
	III, Thew-Lorain Model MC-6 x 6, with Waukesha'Model 6-
	



	
	MZR and Hercules Model HXC engines.
	



	5-9876-1
	Preventive maintenance

services: Power control unit,

single-
	23 Mar 53



	
	drum, tractor-mounted, cable operating, Gar Wood, Model 151.
	



	5-9876-1
	Preventive maintenance

services: Power control unit, double-

drum, tractor-mounted, cable-operating, Gar Wood Model 281.
	27 Jul

53



	5-9898-1
	Preparation

for export: Engine, gasoline,

Continental

13-hp,

Motors, Model Y91.
	15 May44



	5-9921-1
	Preventive maintenance services: Takeoff, power, 2 speeds and

reverse, Gar Wood assembly 74Y6001L.
	10 Feb 54



	5-9925-1
	Preventive

maintenance

services: Tamper,

ballaster,

power

Pullman, Model 1951 with engine, Chrysler

gasoline-driven,
	24 Mar 53



	
	Model IND 154-414.
	



	56-9935-1
	Preventive maintenance

services: Testing equipment, fuel in-

jection, with calibrating stand, motor-driven, American Bosch,
	18 Mar 53



	5-9955-1
	Model TSE-7664D.

-Preventive maintenance services: Engine, diesel, 140- to 150-hp,
	10 May45



	
	, B-600, E600,

I-

IBD-600, HIP

Cummins, Models HB-600,

600, and HGA-600.
	



	5-9957-1
	Preventive

unit,

maintenance

services: Power-control

cable-
	5 May 52



	
	operating, Caterpillar, Models 21, 24, and 25.
	



	5-9958-1
	Preventive maintenance services: Power control unit, hydraulic

operating, Caterpillar Tractor Company, Model 46.
	2 Apr 52



	ENG
	
	



	3
	Assembly and installation instructions for nestable corrugated

metal culverts (interchangeable type).
	10 May49



	6
	Bomb tests on building prototype.
	7 Feb 44



	10
	Report of bomb tests on shelters.
	7 Mar 44



	11
	Care, adjustment, lubrication, cleaning, and storage of anti-friction

bearings.
	6 Mar 44



	13
	Waterproofing of engineer equipment for deep-water fording and

limited operations.
	28 Mar 44



	14
	Processing and packing for export: Pipe, culvert, iron or steel,
	10 Apr 44



	
	nestable (18- to 54-inch sizes inclusive).
	



	16
	Light aerial tramway M2.

Changes 1
	21 Apr 44



	17
	Reddy Fox charge (Navy demolition outfit Mark 119).
	25 Apr 44



	18
	Surveys, methods of plotting, and earthwork computations for

airdromes.

Expedient use of standard fixed-bridge equipment for crossing
	I May44

3 May 44



	19
	vehicles exceeding limits given in AR 850-15.
	



	21
	Report of bomb tests on protective walls.
	1 May 44



	22
	Arc switch maintenance for searchlight, 60-inch, General Electric,

Models 1940, 194t, 1941A, 1942, and 1942A.
	6 May 44



	25
	Bending and straightening metal by heat and contraction.
	5 May 49



	26
	Tubing, radio active, luminous, vinylite.
	3 Jun 44



	27
	Repair of pneumatic floats.
	8.TlJn

44



	29
	Repair of strafing damage to floating bridges.
	19 Jun

44



	33A
	Disassembly and loading of standard engineer equipment for trans- 22 Jul

port in C-47 cargo plane.
	44



	33B
	Disassembly and loading of standard engineer equipment for trans-

port in C-54B cargo plane.
	8 Nov

44



	33C
	Disassembly and loading of standard engineer equipment for trans-

port in C-46 cargo plane.
	Apr 45



	33D
	Disassembly and loading of standard engineer equipment for trans-

port in C-82A cargo plane.
	8 Jan 51



	35
	Sandblaster.
	10 Aug 44



	36
	Issue of plain mineral oil for 2-cycle gasoline engines.
	24 Aug 44



	39
	Safe handling of compressed gases.

Changes 1
	16 Sep

44
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	40
	Fixed alpine path.
	13 Sep

44



	
	Changes 1
	



	42
	Expedient snow and ice roads.
	44

26 Sep



	43
	Use of drums for culvert construction.
	4 Oct

44



	45
	Standard steel derricks for erection of railway bridges.
	21 Oct 44



	46
	Rafting.
	24 Oct 44



	47
	Snake, demolition, M2AI.
	25 Oct 44



	48
	Medium cablewav.
	2 Nov 44



	49
	Underwater cutting and welding.
	8 Nov 44



	50
	Face paint for individual camouflage.
	11 Nov 44



	51
	Aids to blackout driving.
	16 Nov 44



	55
	Use of land-clearing equipment.
	Jan

45



	56
	Requisitions for stockpile railway bridges and trestles.

Changes 1
	10 Jan

45



	58
	Field tropicalization measures for engineer materiel.
	Feb 45



	59
	Expedient trestle bridge, 2-ton and 4-ton.
	Mar 45



	
	Changes 1
	



	63
	Pedograph Ml.
	Feb 45



	64
	Disassembly and loading of General Electric 60-inch searchlight
	Feb 45



	
	light equipment, Model 1942, for transport in large and small
	



	
	door C-47 cargo planes.
	



	
	Changes 1
	



	67
	Bridge notes No. 1: Measures to prevent shifting of bridge super-
	Mar 45



	
	structure under traffic; examples of timber piers and trestles.
	



	68
	Monocable jig-back skyline.
	Mar 45



	72
	Army distillation equipment.
	May 45



	73
	Waterproofing crawler type tractors for deep-water operation and
	5 May 45



	
	fording.
	



	74
	Sharpening and setting circular saws.
	.May 45



	75
	Compound, flame-resistant, emulsifiable, for fabrics.
	May 45



	76
	Motors, motor starters, and engine-driven generators; selection for

specific applications.
	May 45



	77
	Construction of field-expedient decoy floating bridges.
	May 45



	79
	Use of Japanese mine training aid set No. 2.
	Jun 45



	80
	Universal bulldozer attachment for LVT (Al), (A4), (3), and (4).
	Jun 46



	83
	Waterproofing International T-9 tractor.
	Jul

45

Jul. 45



	85
	winterization, for generator set, portable, gasoline-engine-

K· it,

driven, skid-mounted, 3-kw, 115-volt, single-phase, 60-cycle, a-c,

Onan, Model W3M.
	



	86
	Operation, care and maintenance of air-conditioning equipment
	Jul

45



	
	in seacoast fortifications.
	



	87
	Fungus-resistant treatment for cork gaskets.
	Jul

45



	90
	Land navigation by dead reckoning.
	49

Sep



	91
	Winterization of engineer mobile shops.
	7 Dec 49



	92
	kit, tractor, wheeled, No. 1, Case, Model D-l,

Winterization
	15 Feb 50



	
	with Case D-1 gasoline engine.

Winterization kit, tractor, crawler, No. 1, Caterpillar D-4, with
	7 Feb 50



	93
	Caterpillar D-4400 diesel engine and without attachments.
	



	94
	Winterization kit, tractor, crawler, No. 3, Caterpillar D-7, with
	14 Apr 52



	
	Caterpillar D-8800 engine.
	



	95
	Winterization kit, tractor, crawler, No. 4, Caterpillar D-8, with
	27 Feb 50



	
	Caterpillar D-13000 diesel engine and without attachments.
	



	96
	kit, scraper or dump trailer, motorized, No. 1, 27 Feb 50

Winterization
	



	
	LeTourneau, Model Super C,with CumminsH BID-600 engine.
	



	97
	Winterization kit, compressor, air, No. 4, Ingersoll-Rand, Model
	13 Mar 50



	
	6R50, with Wisconsin VF 4 gasoline engine.
	



	98
	Winterization

kit, compressor,

No. 1, Ingersoll-Rand,

Model
	13 Mar 50



	
	IK-315, with International UD-18 diesel engine.
	



	99
	Winterization kit for sawmill, American, Model R15 72.

kit, generator set, No. 9, 15-kw, Ready Power,
	3 Apr 50

May 50



	100
	Winterization

Model RD-6A, with International U9 diesel engine.
	



	101
	Winterization

kit, crane, truck-mounted, Thew-Lorain, Model
	Jun

50



	
	MC-3.
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	102
	kit,

truck-mounted,

Winterization

crane,

No.

Quickway,

8,

Model E, with International U9 gasoline engine.
	5 Jun 50



	103
	Winterization kit, crane, No. 4, crawler-mounted, Bucyrus-Erie,

Model 22-B.
	5 Jun .50



	104
	Winterization kit, crane, No. 11, truck-mounted, Harnischfeger,

Model 150-TC.
	7 Jun 50



	105
	Winterization

kit, crane, No. 7, crawler-mounted,

Koehring,

Model 304.
	14 Jun



	106
	Winterization of saw, chain; portable, Disston, thirty-six inch.
	13 Mar 50



	107
	Winterization kit, compressor, air, No. 1, LeRoi Model 105-GA,

with LeRoi D-318 gasoline engine.
	6 Mar 52



	108
	Winterization kit, generator set, No. 3, Onan, Model WC 4-7.5s

with Ford 2 NY gasoline engine.
	21 Mar 52



	109
	Winterization kit, welder, electric arc, 300 amp, No. 1, Hobart,

Model OR-300S, with Chrysler T-118 gasoline engine.
	26 Mar 52



	110
	Winterization kit, lubricator, No. 1, Stewart Warner, Model 2430,

with Wisconsin AER gasoline engine.
	16 Apr 52



	111
	Winterization kit, plow, snow, No. I rotary, Klauer TU-3, with

Climax R-61 gasoline engine, mounted on Oshkosh truck with

Hercules RXCO gasoline engine.
	2 May 52



	112
	Winterization kit, tractor, International TD-14, with IHCUD 14

International diesel engine.
	19 May 52



	121
	Expedient adapter for using the M32 tank recovery vehicle to

launch short fixed spans of widened steel treadway bridge.
	13 Nov 52



	[S] 140
	Simulator "Judy" (U).
	28 Mar 52



	[S] 141

150
	Simulator "Morton" (U).

Load classification of the 280-mm gun T-131, on carriage T-72 and

transporter T-10.
	24 Oct

19 Nov 53



	152
	Clip, triple-spring, camouflage, armored vehicle, for gun barrels.
	21 Dec 54



	153

156
	Bracket, camouflage, armored vehicle, for natural garnishing.

Expedient adapter for using the M74 tank recovery vehicle to
	23 Dec 54

24 Mar 55



	
	launch short fixed spans of widened steel treadway bridge.
	



	159

160
	Presensitized lithographic plates.

Replacing camshafts and oil pump drive gears in Hercules Model

IX series engine.
	11 Feb 55

14 Jun 54



	161
	Standardization of grader blade cutting edges.
	14 Jun



	162
	Failure of parts on Caterpillar No 12 grader and No. 24 power

control unit.
	29 Nov 54



	163
	Improved saddle index pin assembly for W. A. Riddell Corp.

4D100 motor grader.
	30 Nov 54



	164
	Replacement of idler gear spindles on Waukesha Engine Models

130, 140, 145, and 148.
	29 Nov 54



	165
	Part numbers for Fuller Manufacturing

Co. transmission as-

semblies.
	26 Nov 54



	166

167
	Matched bearing sets on Le Tourneau-Westinghouse Co. equip-

ment.

Allis-Chalmers Manufacturing

Co. HD15 tractor; air cleaner
	29 Nov 54

29 Nov 54



	168
	modification.

Repair part substitution on Wisconsin engine, governor assembly.
	21 Dec 54.



	170
	Failure of clutch links on caterpillar tractors.
	6 Jan



	202
	Rotating caterpillar track pins and bushings.
	14 Feb



	MED
	MEDICAL
	



	7
	Indicating place of admission on WD MD forms 52.
	15 Jan 44



	8
	Trichonmonas vaginalis vaginitis.

Antibiotic therapy.
	22 Jan 44

22 Jun 51



	
	Coordination of physical and surgical therapy of orthopedic and
	14 Feb 44



	9

10
	
	



	12
	amputation cases.

Lecture outlines for officers on personnel adjustment problems.

Changes 1.
	



	18

20
	Medical and sanitary data on Dutch New Guinea.

Medical and sanitary data on the Mariana Islands.
	22 Feb 44

10 Mar 44

15 Mar 44
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	22
	Reduction of fractures during fluoroscoplc exposure.
	21 Mar 44



	24
	Medical and sanitary data on the Kurile Islands.
	27 Mar 44



	26
	Medical and sanitary data on the Aegean Islands.
	30 Mar 44



	27
	Medical and sanitary data on Germany.
	



	29
	Medical and sanitary data on Norway.
	6 Apr 44



	
	
	4 Apr 44



	30
	Medicalandsanitary data on Formosa.
	8 Apr 44



	31
	Scrub typhus (mite-borne typhus, Tsutsugamushi disease).
	26 Aug 54



	33
	Induction station neuropsychiatric examination.
	21 Apr 44



	35
	Health hazards from industrial solvents.
	27 Apr 44



	36
	Medical and sanitary data on Belgium.
	27 Apr 44



	39
	Medical and sanitary data on the Netherlands.
	8 May 44



	40
	Medical and sanitary data on Albania.
	11 May44



	41
	Medical and sanitary data on the Palau Islands.
	11 May 44



	43
	Local anesthetic agent.

Changes 1
	18 May 44



	46
	Medical and sanitary data on Kamchatka.
	28 May 44



	47
	Control of disease of respiratory system and other diseases trans-
	28 May 44



	
	mitted by discharge from respiratory tract.
	



	49
	Medical and sanitary data on Rumania.
	31 May 44



	50
	Medical and sanitary data on the Caroline Islands.
	31 May 44



	62
	Medical and sanitary data on Denmark.
	16 Jun 44



	53
	Emergency feeding of infants, children, and other special groups of

civil populations.
	12 Jun 44



	54
	Medical and sanitary data on Sweden.
	17 Jun

44



	55
	Medical and sanitary data on Switzerland.
	19 Jun

44



	56
	Medical and sanitary data on Portugal.
	22 Jun

44



	57
	Medical and sanitary data on Guam.
	23 Jun

44



	58
	Medical and sanitary data on Bulgaria.
	28 Jun

44



	59
	Medical and sanitary data on Austria.

Changes 1
	29 Jun 44



	60
	
	



	
	Use of apra-aminobenzoic acid in bacteriological culture media.
	29 Jim 44



	61
	Medical and sanitary data on Crete.
	30 Jun 44



	62
	Medical X-ray protection.
	13 Mar 51



	63
	Medical and sanitary data on Thailand.
	5 Jul

44



	64
	Medical and sanitary data on Turkey.
	5 Jul

44



	66
	Medical and sanitary data on Finland.
	11 Jul

44



	67
	Medical and sanitary data on Celebes.
	19 Jul

44



	68
	Medical and sanitary data on Philippine Islands.
	18 Jul

44



	69
	Notes on certain diseases of the chest.
	22 Jul

44



	70
	Medical and sanitary data on the Molukken Islands and islands in
	21 Jul

44



	
	the eastern partof the Banda Sea.
	



	71
	Tuberculous pleurisy with effusion.

Changes 1
	26 Apr 51



	72
	Treatment of clinical malaria and malarial parasitemia.
	4 Mar 47



	73
	Medical and sanitary data on Yugoslavia.
	31 Jul

44



	74
	Electroencephalography; operative technique and interpretation.
	27 Jul

44



	75
	Medical and sanitary data on the Lesser.Sunda and Southwestern

Islands.
	14 Oct

44



	76
	Neurological diagnostic techniques.

Changes 1
	28 Jul

44



	77
	Medical and sanitary data on Burma.
	2 Aug 44



	78
	Use of needles and syringes.
	·23 Jun

53



	80
	Convalescent treatment program for neuropsychiatric patients.

Changes 1
	20 May 48



	81
	Coldinjury.

Changes I
	3 Nov 54



	82
	Sand-fly (pappataci, philebotomus) fever.
	8 Aug 44



	83
	Medical and sanitary data on the Izu, Bonin, Kazan, and Marcus

Islands.
	7 Aun g 44



	84
	Psychiatric treatment in Army hospital.

:

Changes 1
	25 Mar 53



	86
	Medical and sanitary data on French Indo-China.
	18 Aug 44
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	88
	Medical and sanitary data on Khabarovsk Krai and Maritime

Krai (Far Eastern Territory)

USSR (excluding Kamchatka
	29 Aug 44



	
	Oblast).
	



	89

90
	Pilonidal cyst and sinus.

Medical and sanitary data on Algeria.
	2 Sep

44



	91
	Mounting corrective lenses in welder's goggles.
	6 Sep

44



	93
	Medical and sanitary data on the Dodecanese Islands.
	7 Sep

44

16 Sep



	94
	Neuropsychiatryfor general medicalofficer.
	44

21 Sep

44



	95
	Medical and sanitary data on British Malaya.
	27 Sep

44



	97
	Rheumatic fever.
	5 Nov 54



	98
	Medical and sanitary data on Tunisia.
	3 Oct

44



	99
	Life of photoroentgen films.
	1 Oct

44



	101
	Use of BAL in oil and BAL ointment in treatment of systemic

poisoning caused by lewisite and other arsenical blister gases.
	4 Oct

44



	102
	Medical and sanitary data on Java.
	Oct



	103
	Group psychotheraphy.
	44

10 Oct



	104
	Use of BAL in oil for treatment of certain severe mapharsen reac-

tions.
	44

12 Oct

44



	105
	Medicalandsanitary data on the AndamanandNicobarIslands.
	11 Oct 44



	107
	-Medical and sanitary data on Czechoslovakia.
	23 Oct 44



	108
	Medical and sanitary data on the Ryukyu Islands.
	24 Oct

44



	109
	Medicalandsanitarydataon Ceylon.
	28 Oct

44



	111
	Medical and sanitary data on the Marshall Islands.

Changes 1
	3 Nov 44



	113
	Medical and sanitary data on Borneo.
	7 Nov 44



	114
	Immunization.

Changes 1
	28 Feb 47



	116
	Use of war wound moulages in teaching emergency medical care

and first aid.

Changes 1
	18 Nov 44



	117
	Electrical requirements for X-ray apparatus in the field or in tem-

porary installations.
	Nov 44



	118
	Medical and sanitary data on Hainan.
	Nov 44



	119
	Shigellosis (bacillary dysentry).
	29 Mar 55



	120
	Medical and sanitarydata of Sumatra.
	Dec 44



	123
	Medical and sanitary data on the Azores.
	Dee 44



	124
	Plague.
	Dec 44



	125
	Medical and sanitary data on Corsica.
	Dec 44



	126
	Medical and sanitary dataon Palestine andTrans-Jordan.
	Dee 44



	124
	Medical and sanitary data on the Levant States (Greater Syria).
	Dec 44



	129
	Medical and sanitary data on the Gold Coast.
	Jan

45



	130
	Medical and sanitary data on British Somaliland;.
	Dec 44



	131
	Treatment of respiratory depression and asphyxia.
	Jan 45



	132
	Medical and sanitary data on Italian Somaliland.
	'Jan

45



	133
	Suspension-traction treatment of fractures.
	Jan

45



	137

138
	Physical reconditioning for bed and ward patients.

Cholera.
	Jan

45

Feb 45



	139
	Medical and sanitary data onOstrova Komandorskiye.
	Feb 45



	140
	,Medical and sanitary data on Hungary.
	Feb 45



	141
	Nutritional value and characteristiesof operational rations, certain

ration supplements, and food packets.
	28 Jan

55



	142
	Filariasis (Wuchereria) with special reference to early stages.
	Feb 45



	143
	Cutaneous diphtheria.

Changes 1
	Feb 45



	146
	Medical and sanitary data on Pratas Island.
	Mar 45



	147
	Management of battle casualties.
	22 Jun

51



	148
	Central dental laboratory service.
	6 May 53



	150
	Medlcal and sanitary data on Sakhalin.
	Mar 45



	151
	Surgical management of thermal burns.
	Mar 45



	152
	Medical and sanitary data on Paracel Islands.
	Mar 45



	153
	First aid for liquid blister gas contamination of the eye.
	Mar 45



	155
	Aphasic language disorders.

Changes I
	Apr 45













	NO.
	TITLE
	DATE




	MED
	MEDICAL-Continued
	



	155
	Aphasic disorders.
	9 Feb 54



	156
	Consultation service.
	4 Dee 46



	158
	Menopause.
	May 45



	159
	Amebiasis.
	May 45



	
	Changes 1
	



	160
	Medical and sanitary data in Japan.
	May 45



	161
	Control of ringworm in military animals.
	May 45



	162
	Convalescent care and rehabilitation of patients with spinal cord

injuries.
	May 45



	2163
	Sanitary control of Army swimming pools and swimming areas.
	May 45



	164
	Malaria control in the Army.
	Jun



	165
	Medical and sanitary data on Spain (exclusive of the Balearic and

Canary Islands).
	Jun



	167
	Schistosomiasis japonica,
	Jun



	
	Changes 1
	



	168
	Diabetes mellitus.
	Jun 45



	169
	Technique for apply gas mask to a helpless patient.
	Jun



	170
	Medical problems of redeployment.
	Jun



	171
	Medical and sanitary data on southeastern China.

Treatment of infectious diseases with sulfonamide drugs.
	Jun 45

22 Jun 51



	172
	Medical and sanitary data on India.
	Jul



	174

175
	Prevention and treatment of adverse effects of heat.

Change 1
	Jun 45



	
	Medical and sanitary data on Poland and Danzig.
	Jun 45



	176

177
	Indications and contraindications for keratoplasty and keratece

tormies.
	Jul



	178
	Medical and sanitary data on Italy.
	Jul



	179
	Medical and sanitary data on Mozambique.
	Jul



	181
	Japanese B encephalitis.
	6 Apr 47



	183
	Visceral leishmaniasis-kala-azar.

Changes 1
	Jul



	184
	Disinfestation procedures.
	Jul



	185
	Medical and sanitary data on the Balearic Islands.
	Jul



	186
	(tropicalizing) Medical De- 16 Feb 50

Moistureproofing and fungiproofing

partment equipment.
	



	187
	Music in reconditioning in ASF convalsecent and general hos-

pitals.
	26 Jul



	188
	Use of projector AN/TFQ-5 for implementing film program out-

lined in TB MED 166.
	31 Jul



	189
	Medical and sanitary data on the Gilbert and Ellice Islands, Ocean

Island, and Nauru.
	30 Jul



	190
	Water treatment in areas where amebiasis and schistocomiasis are

hazards.
	1 Aug 45



	192
	Medical and sanitary data on the Canary Islands.
	11 Aug 45



	193

195
	Poliomyelitis.

program for the

The Army's audiology and speech correction
	31 Aug 45

4 Jan



	
	deafened.

Medical and sanitary data on Uganda.
	13 Feb 46



	197

200
	Spraying of DDT from aircraft.
	6 Feb 46



	202
	Allergy.
	Jan



	203
	Nomenclature and method of recording diagnoses.
	19 Oct 45



	204
	Complications of blood transfusions.

Changes 1
	11 Aug 50



	205
	Leprosy.
	1 Nov 45



	206
	Viral hepatitis.
	6 Dec 54



	208
	Medical and sanitary data on Korea.
	6 Dec 45



	209
	Medical and sanitary data on Irkutsk and Chita Oblasts, and the

Yakut and Buryat-Mongolian Autonomous Republics.
	29 Nov 45



	210
	Professional rounds and meetings in hospitals.
	10 Dec 45



	212
	Neurotropic virus diseases.
	16 Jan 46



	213
	Clothing impregnating plant M-1 (theater of operations).
	7 Feb 46














	TITLE

NO.

MED

MEDICAL-Continued

Medical and sanitary data on Egypt.

16 Feb 46

s 214

Medical and sanitary data on Erie.

8 215

8 216

Medical and sanitary data on Manchuria.

13 Feb 46

Medical and sanitary data on the Ivory Coast.

s 217

Epidemic (louse borne) typhus.

218

Medical and sanitary data on Karafuto.

8 219

Medical and sanitary data on northeastern China.

18 Apr 46

220

Diagnosis of active tuberculosis.

221

Changes 1

Physical and educational program for tuberculous patients in

222

Army hospitals.

Respiratory protective devices.

13 Sep

223

Medical nutrition examination.

224

Medical and sanitary data on Argentina.

27 Jan

2 225

Silver or silver nitrate stains.

228

18 Jan

Sanitary control of water supplies for fixed installations.

229

21 Jan 52

Management of venereal diseases.

230

Prevention of spread of tuberculosis in Army and Air Force

6 Jan 49

231

hospitals.

Changes 1

Radioactive luminous compounds; protective measures.

232

Changes 1

Veterinary laboratory service (food analysis).

233

Changes 1

Anesthesia, resuscitation, and early care of wounded; use of mor-

234

phine.

Changes 1

Preservation of Medical Service equipment and supplies for stor-

235

age.

The rest regimen and general rules of procedure in the management

236

of pulmonary tuberculosis in Army hospitals.

Collection and preparation of specimens for shipment to medical

237

laboratories.

Psychiatric treatment in combat areas.

238

Nutritional rehabilitation of persons subjected to undernutrition.

239

Epidemic hemorrhagic fever.

240

Military clinical psychology technician.

241

Health hazards from propellant fuels and oxidizers.

242

Interviewer's aid for VD contact investigation.

243

Medical, Army aviation medicine.

244

ORDNANCE

9-AMM-2

Ammunition: Restricted or suspended.

9-AMM-4

Small-arms ammunition: Lots and grades.

9-AMM-5

Ammunition: Identification code (AIC)

Changes 1

9-OSSC-A

Ordnance storage and shipment chart, group A: Major items and

major combinations of group A.

Changes 1

9-OSSC-C

Ordnance storage and shipment chart, group C: Major items and

major combinations of group C.

9-OSSC-G

Ordnance storage and shipment chart, group G: Major items and

major combinations of group a.

Changes 1, 2

Mount, machine gun, multiple, cal50, M45 and M45C; lubrica-

9-223-1

tion of turret ring gear dust shield strip.

Adjustment of recoil and counterrecoil springs on calb0-AA

9-226-10

mount M3 for cal50 heavy barrel machine gun.

37-mm antiaircraft guns; malfunction of equilibrator springs

27 May 44

9-235-7
	
	
	



	
	
	
	DATE




	
	
	
	14 Feb 46



	
	
	
	13 Feb 46



	
	
	
	17 Apr 46



	
	
	
	15 Apr 46



	
	
	
	29 Apr 46



	
	
	
	16 May46



	
	
	
	51



	
	
	
	16 Aug 46



	
	
	
	47



	
	
	
	28 Oct 47



	
	
	
	49



	
	
	
	29 Jun

50



	
	
	
	4 Oct

50



	
	
	
	22 Jun

51



	
	
	
	15 Oct

51



	
	
	
	11 Oct

51



	
	
	
	6 Jun

52



	
	
	
	24 Nov 52



	
	
	
	8 Dec 52



	
	
	
	5 May 53



	
	
	
	26 Feb

54



	
	
	
	21 Jun

54



	
	
	
	1 Jun 54



	
	
	
	2 Mar 55



	
	
	
	19 Mar 53



	
	
	
	7 Apr 54



	
	
	
	3 Dec 51



	
	
	
	18 May 49



	
	
	
	5 Jun 50



	
	
	
	Oct

49



	
	
	
	5 Mar 45



	
	
	
	4 Jan

45



	M54C.
	9-235-8
	Mount, combination gun, M54 and mount, combination gun,
	6 Jun

44





2 No stocks-do not requisition.

8 Forward requisitions to The Surgeon General's Office. ATTN: "Medical and Intelligence Branch."










	NO.
	TITLE
	DATE
	




	
	ORDNANCE-Continued
	
	



	9-235-9
	37-mm automatic gun MIA2; checks required prior to firing to
	6 Apr 53
	



	
	eliminate possible injury to personnel and damage to materiel.
	
	



	9-252-1
	40-mm automatic gun M1Al and antiaircraft gun carriage M2A3;

description and basic operating instructions.
	17 Jul
	53



	9-261-1
	4.2-inch mortar M2; replacement of mortar tube, tube cap assem-

bly, and front and rear shock absorber springs.
	27 Feb 51
	



	9-280-1
	Proper use and operation of commercial standard cal22 rifles.
	10 Feb 49
	



	9-303-FE1
	Carriage, gun, 57-MM, M2; modification of sight flap.
	9 Nov 44
	



	9-307-3
	Stabilizer circuit tester; operating instructions.
	17 Jun 44
	



	2 9-307-4
	Adjustment of trigger of cal30 machine gun, mounted coaxially

in combination gun mount M34A1 in medium tank M4 series

(75-mm).
	27 Jul
	44



	9-314-2
	57-mm rifles T15E13, M18, and M18AI; 75-mm rifles T21 and M20

(T25); differences between telescopes M86C and M86F and use

of telescope M86F in sighting.
	26 Feb 54
	



	9-314-3
	57-mm rifles T153E3, M18, and M18A1; 75-mm rifles T21 and M20

(T25); prevention of damage to sight mounts M74 (T120E2) and

M74C.
	16 Mar 53
	



	9-314-4
	75-mm rifles T21 and M20; prevention of damage to instrument

light clamps on telescope mount M78.
	1 Oct
	54



	·9-325-8
	105-mm howitzer M2A1; carriages M2AI and M2A2 and combat

vehicle mounts M4 and M4Al; bore sighting, testing, and oper

ating procedures for fire control equipment.
	17 Feb 53
	



	9-331A-1
	155-mm howitzer MI and 155-mm howitzer carriages MIAI and

M1A2; bore sighting, testing, and operating procedures for fire

control equipment,
	13 Jan
	53



	9-331B-1
	155-mm howitzer Ml and howitzer mount M14; bore sighting, test-

ing, and operating procedures for fire control equipment.
	17 Feb 63
	



	9-333-1
	Trailer, ammunition, M10; substitution of tires.
	9 Nov 44
	



	9-335A-1
	8-inch howitzer M2 and carriage Ml; bore sighting, testing, and

operating procedures for fire control equipment.
	18 Feb 53
	



	9-335B-1

9-336-1
	8-inch howitzer M2 and Mount M17; bore sighting, testing, and

operating procedures for fire control equipment.

Equivalent service rounds for 8-inch gun Ml; increase in accuracy
	10 Apr 53

15 Mar 44
	



	9-350-7
	life by use of reduced and normal charge.

155-mm gun M2; carriage M1, and heavy carriage limber MS; use
	5 Jun 50
	



	9-350A-1
	of artillery sleds M5 and M10.

155-mm gun M2 and carriage Ml, bore sighting, testing, and oper-
	16 Feb 53
	



	
	ating procedures for fire control equipment.
	
	



	9-350B-1
	155-mm gun M2 and gun mount M13; bore sighting, testing, and

operating procedures for fire control equipment.
	22 Jan
	53



	9-370-4
	90-mm gun Ml, MIAL, MIA2, MiA3; antiaircraft mount MIAI,

MIA2: description and operating procedure.
	13 Nov 52
	



	9-372-2
	90-mm gun and mount M2: care and preservation of fuze setter

rammer M20.
	18 Dec 44
	



	9-372-3
	Artillery sleds for 90-mm guns M2 and M2A1 and AA gun mount-

M2.
	6 Mar 50
	



	9-372-4

9-380-3
	90-mm gun M2, M2A1, M2A2; antiaircraft mount M2AI; descrip-

tion and operating procedure.

120-mm gun Ml and antiaircraft mounts Ml and MIAl.

Mark-
	28 Aug 61

29 Jul
	



	9-380-4
	ings on gun; torque of wheel stud nuts of mount.

120-mm gun Ml and MiAI and antiaircraft mounts Mi and
	16 Mar 53
	47



	9-380-5
	MiAI: points to be observed before firing.

120-mm gun Ml, MiAI,

M1A2; antiaircraft mount Ml, MIA1,
	18 Dec 51
	



	9-380-6
	M1A2; description and operating procedure.

120-mm antiaircraft gun mounts Ml and MIAl; relocation of
	24 Mar 52
	



	
	ratchet wrench for traveling.
	
	



	9-380-7
	120-mm antiaircraft guns MI, MlAI,

M1A2, and MIA3; differ-

ences between models; description of and disassembly and as

sembly procedures for gun MiA3.
	13 Nov 53
	



	9-575A-1
	Gunnery training kit M36.
	16 Jan
	52



	
	2 No stocks-do not requisition.
	
	





2 No stocks-do not requisition.










	NO.
	TITLE
	DATE
	




	
	ORDNANCE-Continued
	
	



	9 9-616-1
	Winterizing kit M10 for generating unit M5.
	7 Dec 44
	



	9-718-1
	Medium tanks M46 and M46A1; elimination of deflection errors

when using telescope M71E5C.
	11 Jul
	52



	9-718-2
	Medium tank M46; proper use of new type master current relay

switch.
	9 May 52
	



	9-718B-2
	90-mm gun tank M48 (T48); identification of nonballistic hulls.
	17 Sep
	54



	9-718-3
	Medium tank M46: adaption of AV-1790-5B engine for installa-

tion in M46 tank.
	17 Jul
	52



	9-718-4
	Medium tanks M46 and M46A1; engine exhaust pipe clamps.
	1 Jul
	52



	9-718-5
	Medium tanks M46 and M46A1; commander's cupola door seal.
	16 Jul
	52



	9-718-6
	Medium tank M46; removal of transmission-oil-filter high pres-

sure-warning signal-light switch.
	17 Jul
	52



	9-718-7
	Medium tanks M46 and M46A1; identification of final drive as-

semblies for use with cross-drive transmission.
	16 Jul
	52



	9-718-8
	Medium tanks M46 and M46A1; rewinding of oil-cooler-fan-clutch

coil.
	8 Sep
	52



	9-718-9
	Medium tanks M46 and M46A1; removal of transmission oil-pres

sure testing plugs.
	9 Jan
	53



	9-718-10
	Medium tanks M46 and M46A1; finger-lift control.
	15 Apr 53
	



	9-718A-1
	90-mm gun tank M47; ammunition authorized for use with 90-mm

gun T119.
	12 Sep
	51



	9-718A-2
	90-mm gun tank M47; instructions for proper cleaning of main-

engine air cleaners.
	8 Oct
	52



	9-718A-3
	90-mm gun tank M47; electrical output during training operations.
	20 Nov 52
	



	9-718A-4
	90-mm gun tank M47; identification of selector valves for turret-

traversing and gun-elevating system.
	8 Dec 52
	



	9-718A-6
	90-mm gun tank M47; alteration of mounting bracket for model

C-663/VIA-1 interphone control box.
	13 May 54
	



	9-718A-7
	90-mm gun tank M47; protection of turret traverse gear mecha-

nism.
	25 Aug 53
	



	9-718A-8
	90-mm gun tank M47; turret performance requirements.
	2 Oct 53
	



	0-718A-9

9-718A-10
	90-mm gun tank M47; lubrication hole for stowage box handles.

90-mm gun tank M47; adjustment of governor and carbuteror con-

trol linkages on auxiliary engine model TFT.

Changes 1
	8 Jan

15 Jan
	54

54



	9-718A-11
	90-mm gun tank M47; preventing fuel tank shut-off valves from

vibrating to "closed" position.
	31 Mar 54
	



	9-718A-12
	90-mm gun tank M47; electrical hookup of new type (GE) master .30 Mar 54

junction box.
	
	



	9-718A-13
	90-mm gun tank M47; correction of misalined turret traversing

lock gear.
	26 Jan
	55



	9-718A-14
	90-mm gun tank M47; operation of infrared driving system and

location of system components.
	17 Mar 55
	



	9-718B-1
	90-mm gun tank M48 (T48); flame thrower tank T67; adjustment

of track tension.
	15 May 54
	



	9-730-1
	76-mm gun tank T41E1; battery covers.
	24 Nov 53
	



	9-730-2
	76-mm gun tank M41 (T41E1),

T41E2: rerouting of front bilge

pump and radio terminal box cables.
	19 Feb 54
	



	9-731A-14
	Tank, medium, M4A1; towing cable locks.
	4 Mar 44
	



	9-731A-15
	Tank, medium, M2 and M4A1; instrument panel engine hour

meter.
	23 Jun
	44



	9-738-FE1
	Vehicle, tank recovery, M32 series; to provide clearance for winch

cable.
	3 Jul
	44



	9-738-FE2
	Vehicle, tank recovery, M32 and M32B1; elimination of carbon

monoxide gas hazard.
	24 Apr 45
	



	9-738-2
	Vehicle, tank recovery, M32 series; correct operation of winch.
	6 Feb 45
	



	9-738-3
	Vehicle, tank recovery, M32 series; instructions for operating fixed

fire extinguisher system.
	31 Mar 45
	



	9-755B-1
	Tracked armored infantry vehicle M75 (T18E1);staking of sprock-

et mounting bolts.
	9 Mar 54
	





9 Responsibility for this technical bulletin has been transferred from the Chief of Ordnance to the Chief of Engineers.









	NO.
	TITLE
	DATE




	
	ORDNANCE-Continued
	



	9-755B-2
	Full-track armored infantry vehicle M75 (T18E1); to prevent pipe
	5 Apr 54



	
	plugs from freezing in track support roller hub caps.
	



	9-755B-3
	Armored Infantry vehicle M75; installation of batteries.
	7 Jul

54



	9-760-FE1
	Trailer, bomb, MS: interference of caster wheels with lunette ad-

justing handle.
	6 Jul

44



	09-760-FE2
	Trailer; bomb, M5; installation of bomb hold down U-bolts.
	30 Sep

44



	9-760-FE3
	Bomnb trailer M5; reinforcement of cradle on bomb handling plat-
	17 Jul

45



	
	form.
	29 Jun 45



	9-765-FE1
	Bomb service truck M6 (Chevrolet); preparation and stowage of

standard vehicle in one C-47-A or C-46-D cargo plane.
	



	9-766-FE1
	Bomb service truck M27; elimination of hoist winch propeller shaft
	20 Jul

45



	
	failures.
	



	9-767-FE1
	Semitrailer M15 (component of 4 0-ton tank transporter truck-
	10 Aug 44



	
	trailer M25); removing interference between sheave and web
	



	
	of removable roller assembly.
	



	9-767-2
	Truck, trailer, 40-ton, tank transporter, M25; correct winch brake

operation and adjustment.
	26 Oct 44



	9-767-3
	12-ton, 6 x 6, tractor truck M26 and M26AI; lubrication of trans-
	28 Oct 52



	
	mission gearshift linkage.
	



	9-771-FEI
	Crane, truck-mounted, M2 and trailer, clamshell, M16, installa-
	30 Mar 45



	
	tion of turntable engine fuel filter servicing door.
	



	9-772-FE1
	Carrier, cargo, M29 and M29C; increasing lubricant capacity of
	7 Sep 44



	
	transmission.
	9 Jan



	9-772-FE3
	Carrier, cargo, M29; conversion of 15-inch type track suspension

to 20-inch type track suspension.
	45



	9-772-FE4
	Carrier, cargo, M29 and M29C; installation of lubricating fittings 30 Mar 45
	



	
	on bogie wheel support, track idler, and drive wheel hubs.
	



	9-772-FE5
	Carrier, cargo, M29; replacement of 12-volt battery with two 6-
	8 May 45



	
	volt batteries.
	



	9-772-FE6
	Cargo carrier M29 and M29C; reinforcement of steering levers and
	14 Jun 45



	
	repair of track stabilizer (auxiliary) cable.
	



	9-772-8
	Cargo carriers M29 and M29C; correction of excessive drift.

Cargo carrier M29 and M29C; installation of new type transmis- 14 May 54
	20 Feb 51



	9-772-9
	sion assembly.
	



	9-772A-1
	Amphibious cargo carrier M76 (T46E1); increasing air pressure in
	5 Nov 53



	
	front tires.
	



	9-776-FE1
	Landing vehicle, tracked, MK IV LVT(4); tow hitch protection
	19 Jul

45



	
	skids.
	



	9-790A-1
	platform trailer (Athey), Models ES-451 and BT898-4,

6-ton

modified.
	13 Jul

44



	9-795-5
	Heavy wrecking truck M1 (Ward LaFrance series 1 and 2, Ken-
	17 Jul

45



	
	worth, Models 570 and 571); lubrication instructions.
	



	9-801-10
	234-ton, 6 x 6, cargo and dump trucks (GMC CCKW-352 and
	10 Nov 52



	
	353); relocation of high-fiotation-spare-tire racks.
	



	9-801s11
	6 x 6, truck (GMC CCKW-352 and 353) and 23-ton,

2i/ '-ton,
	27 May53



	
	6 x 4, truck (GMO CCW-353); correction of faulty governor
	



	
	operation.
	



	9-802-16
	Model DUKW 353);

23/-ton, 6 x 6, amphibian truck (GMC,

identification and installation of wheel 5600407.
	13 Aug 54



	9-803-FE6
	Truck, 3-/-ton, 4 x 4 (Willys Model MB and Ford Model GPW);
	23 Jan 45



	
	reinforcement of drag link bell crank.
	



	9-803-FE7
	Truck, 4-ton, 4 x 4 (Willys Model MB and Ford Model GPW);
	14 Feb 45



	
	reinforcement of rear spring bracket.
	



	9-803s 6
	Truck, 4-ton, 4 x 4 (Willys and Ford); inspection of timing chains
	23 Nov 44



	
	and sprockets.
	



	9-803-8
	4N-ton, 4x 4, truck (Willys Model MB and Ford Model (GPW); 12 Dec 51
	



	
	alteration of brake and clutch pedal shaft support bracket and

brake pedal.
	



	9-803-9
	4-ton, 4 x 4, command reconnaissance truck (Ford Model OPW;
	21 Jan 562



	
	Willys Model MB); conversion of Auto-Lite 6-volt electric
	














	NO.
	TITLE
	DATE
	



	
	ORDNANCE-Continued
	
	




	9-804-1
	Y-ton, 4 x 4, utility truck M38; prevention of damage to the oil-

filter flexible line.
	8 Jul
	52



	9-804-2
	h-ton, 4 x 4, utility truck M38; eliminating front-brakeline en-

tanglement.
	17 Jul
	52



	9-804-3
	h-ton, 4 x 4, utility truck M38; replacement of the lifting-shackle-

pin retaining clip.
	16 Jan 563
	



	9-804-5
	h-ton, 4 x 4, utility truck M38; faulty thermostat retainer.
	16 Feb 53
	



	9-804-6
	h-ton, 4 x 4, utility truck M38; correction of vapor lock in fuel

pump-to-carburetor line.
	17 Feb 53
	



	9-804-7
	h-ton, 4 x 4, utility truck M38; mounting of vent line clip.
	13 Mar 53
	



	9-804-8
	h4-ton, 4 x 4, utility truck M38; elimination of transfer-case noise.
	13 Mar 53
	



	9-804-9
	h-ton, 4 x 4, utility truck M38; repositioning of trailer coupling re-

ceptacle to prevent damage to reflector.
	20 May 53
	



	9-804-10
	h-ton, 4 x 4, utility truck M38; removing engine hood hazard.
	15 Jun 53
	



	9-804-11
	h-ton, 4 x 4, utility truck M38; elimination of fuel pump dia-

phragm failure.
	22 Jul
	54



	9-804-12
	4-ton, 4 x 4, utility truck M38; to prevent contact of front wheels

against chassis frame, fender, and lifting hook.
	9 Mar 55
	



	9-804-13
	Y-ton, 4 x 4, utility truck M38; to prevent chafing of fuel and vent

lines at fuel tank.
	29 Apr 54
	



	9-804-14
	h-ton, 4 x 4, utility truck M38; identification of speedometer flex-

Ible shaft assembly by vehicle serial number.
	8 Jun 54
	



	9-804A-1
	h-ton, 4 x 4, utility truck M38A1; remove slack of wiring harness.
	5 Nov 53
	



	9-804A-2
	Y4-ton, 4 x 4, utility truck M38A1; front spring rebound clip inter-

ference with tierod.
	25 Jan
	54



	9-804A-3
	h-ton, 4 x 4, utility truck M38A1; adjustment of glove compart-

ment door striker.
	26 Feb 54
	



	9-808-FE1
	Truck, h-ton, 4 x 4 (Dodge T214); reinforcement of frame side rail.
	29 Jan
	45



	9-808-FE2
	Truck,

4-ton, 4 x 4, ambulance (Dodge Model WC-54; T214); re-

inforcement of attendant's seat.
	9 Apr 45
	



	9-808-FE3
	Truck, h-ton, 4 x 4, weapons carrier (Dodge); procedure for

preparation and stowage of standard h-ton truck in one C-47A

or 0-46D plane.
	27Jun 45

-
	



	9-808-5
	Location and installation of ordnance maintenance sets A or B in 14 Jul

%-ton, 4 x 4, truck, weapons carrier.
	
	44



	9-808-10
	%-ton, 4 x 4, truck (Dodge); drilling drainage holes in rear spring

front bracket frame crossmember.
	17 Oct
	51



	9-811-FE1
	Truck, 4-ton, 6 x 6 (Diamond T); reinforcement of tandem frame

bracket and replacement of loose attaching rivets.
	1 Mar 45
	



	9-811-3
	Truck, 4-ton, 6 x 6 (Diamond T); lubrication instructions.
	15 May 45
	



	9-813-FEI
	Truck, 6-ton- 6 x 6 (Brockway) (w/Quickway crane w/winch);

elimination of airline fractures on storage tanks.
	16 Sep 44
	



	9-813-4
	White and Corbitt 6-ton, 6 x 6, trucks; installation of additional

fitting for lubrication of brake-pedal bearing.
	27 Mar 53
	



	9-814-2
	Truck, 7Y-ton, 6 x 6, prime mover (Mack); operating instructions.
	28 Aug 43
	



	9-819-2
	2½-ton, 6 x 6, cargo truck M34; location and installation of com-

mon set No. 2 organizational maintenance (2d echelon) tool set

(41-T-3538-855).
	9 Nov 51
	



	9-819-4
	2½-ton, 6 x 6, cargo truck M34 and chassis truck M44; restriction

on use of truck mount M36AI.
	10 Mar 52
	



	9-819-10
	2Y-ton, 6 x 6, cargo trucks M34, M35, and M36; chassis trucks M44,

M45, and M46; crane truck M108; dump trucks M47 and M59;

gasoline tank truck M49; shop van truck M109; tractor truck

M48; water tank truck M50; correct setting of the water-pump
	17 Jul 52
	



	
	inner-bearing-retaining setscrew.
	
	



	9-819-16
	2½-ton, 6 x 6, cargo trucks M34, M35, and M36; chassis trucks
	4 Mar 53
	



	
	M44, M45, and M46; crane truck M108; dump trucks M47 and

M59; gasoline tank truck M49; shop van truck M109; tractor
	
	



	
	truck M48; water tank truck M50; correction of loose vibration

damperl
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	9-819-17
	214-ton, 6 x 6, cargo trucks M34 and M35; truck, chassis M44, M45,

and M46; crane truck M108; dump truck M47; gasoline tank

truck M49; shop-van truck M109; truck tractor M48;

water

tank truck M50; telephone construction and maintenance truck

V-17A/MTQ; and boring and pole-setting truck V-18A/MTQ;

installation of support clamp for compressor-to-reservoir

air

tube.
	14 Sep

563



	9-819-18
	214-ton, 6 x 6, shdp-van-truck (Reo) M109; rerouting of wiring

at 110 volt fuse switch to reduce hazard.
	2 Nov 563



	9-819-19
	2/-ton, 6 x 6, cargo trucks M34, M35, and M36; crane truck M108;

dump trucks M47 and M59; earth-boring machine and pole

setter truck V-18A/MTQ; gasoline tank truck M49; shop-van

truck M109; telephone construction and maintenance truck

V-17A/MTQ; truck chassis M44, M45, and M46; truck tractor

M48; and water tank truck M50; prevention of damage to starter

cable.
	30 Oct

53



	9-819-20
	24-ton, 6 x 6, cargo trucks M34, M35, and M36; crane truck M108;

dump trucks M47 and M59; earth-boring machine and pole

setter truck V-18A/MTQ; gasoline tank truck M49; shop-van

truck M109; telephone construction and maintenance truck

V-17A/MTQ; truck chassis M44, M45, and M46; truck tractor

M48; and water tank truck M50; prolonging serviceability of

transfer input-shaft bearings.
	30 Oct 53



	9-819A-1
	23-ton, 6 x 6, truck M135; front band adjustment on hydramatic

transmissions.
	9 Jul

52



	9-819A-2
	214-ton, 6 x 6, cargo truck M135; engine oil-level-gage guide tube
	17 Jul

52



	9-819A-3
	23-ton, 6 x 6, cargo truck M135 (GMC) airborne transport-tie-

down "U"-bolts.
	9 Mar 53



	9-819A-4
	24-ton, 6 x 6, truck M135; rust-preventive oil in engine coolant

system.
	13 Jan

53



	9-819A-5
	2Y-ton, 6 x 6, cargo truck M135; stowage of Pioneer tools


	26 Feb 53



	9-819A-6
	234-ton, 6 x 6, cargo trucks M135 and M211; dump truck M215;

gasoline tank truck M217; tractor truck M221; water tank truck

M222; starter hand control lever failure.
	10 Mar 53



	9-819A-7
	24-ton, 6 x 6, cargo truck M135; hood-catch-bracket breakage
	16 Feb 53



	9-819A-8
	

234-ton 6 x 6, cargo truck M135; correct torque specifications

Changes 1.
	10 Mar 53



	9-819A-9
	23H-ton, 6 x 6, cargo trucks M135 and M211; dump truck M215;

gasoline tank truck M217; tractor truck M221; and water tank

truck M222; storage battery replacement.
	8 Apr 53



	9-819A-10
	214-ton, 6 x 6, cargo trucks M135 and M211; dump truck M215;

gasoline tank truck M217; tractor tiuck M221; and water tank

truck M222; installation of spare tire shield.
	22 May 53



	9-819A-11
	234-ton, 6 x 6, cargo truck M135; reshaping of upper tail pipe out-

let.
	6 May 53



	9-819A-12
	23-ton, 6 x 6, cargo trucks M135 and M211, dump truck M215,

gasoline tank truck M217, tractor truck M221, and water tank

truck M222; elimination of grease leakage.
	11 Jun 53



	9-81OA-13
	2V4-too, 6 x 6, cargo tnrueks M135 and M211; protector plate for

fual tank line shut-off valve.
	30 Oct 53



	9-819A-14
	234-ton, 6 x 6, cargo truck M135; installation of flywheel housing

gaskets.
	2 Mar 51



	9-819A-15
	234-ton, 6 x 6, cargo trucks M135 and M211, dump truck M215,

gasoline tank truck M217, shop-van truck M220, truck-tractor

M221, and water tank truck M222; removing nibs from trans

mission shifting lever.
	14 May 54



	9-S19A-16
	2M-ton, 6 x 6, cargo trucks M135 and M211; 234-ton, 6 x 6, dump

truck M215; 232-ton, 6 x 6, water tank truck M222; 214-ton, 6 x

6, gasoline tank truck M217; 214-ton, 6 x 6, shop van truck M220;

234-ton, 6 x 6, truck tractor M221; mounting of generator adjust

ing arm.
	28 Aug 54
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	9-819A-17
	2½-ton, 6 x 6, cargo truck model M135, M211, M215, M217, M220,

M221, and M222; inspection of steering pitman arm shafts for
	12 Nov 54



	9-821-1-1
	twisting.

2ton, 4 x 2, gasoline tank truck (1,200 gal) (OMC Model EIC-

453); maintenance instructions for the Clearflow Micronic filter.
	18 Apr 52



	9-822-1
	2½-ton, 4 x 2, dump truck (IHC K-7) and 37-passenger bus (IHC

K-7 and KS-7); installation of new steering-arm mounting bolts.
	2 Sep

53



	9-837-1
	5-ton, 6 x 6, dump truck M51; fabrication and installation of front

splash shield extensions.
	12 Nov 52



	9-837-2
	5-ton, 6 x 6, dump truck M51; tail-gate-wing-chain-hook clearance_
	20 Nov 52



	9-837-3
	5-ton, 6 x 6, trucks M39, M40, M41, M51, M52, M54, M55, M61,

M62, M63, and M64; front fender reinforcement.
	2 Apr 53



	0-837-4
	6-ton, 6 x 6, cargo trucks M41 and M54; truck chassis M40, M61,

M63, and M139; cargo van truck M64; dump truck M51; me

dium wrecker truck M62; tractor truck M52; and wrecker truck

tractor M246; radiator mounting spring and stay rod adjust

ments.
	15 Jan

54



	9-837-5
	6-ton, 6 x 6, c(argo trucks M41 and M54, cargo van truck M64,

dump truck M51, medium wrecker truck M62, truck chassis

M63, and M139, truck tractor M52, and wrecker

M40, M61,

truck tractor M246; prevention of clutch failures.
	17 May 54



	9-837-6
	5-ton, 6 x 6, truck, cargo M41, M54, M55; cargo van M64; dump

M51; medium wrecker M62; tractor M52 and tractor wrecker

M246; overspeeding of vehicle engines.
	22 Sep

54



	9-837-7
	6-ton, 6 x 6, trucks, cargo M41 and M54; cargo van M64; dump

M51; medium wrecker M62; chassis M40, M61, M63, and M139;

tractor M52; and tractor-wrecker M246; attachment of lifting

lines.
	25 Jan 55



	9-840-1
	4-ton, 4 x 4, trucks M37, M42, M43, and V-41 ( )/OT (Dodge);

proper shifting of the transfer assembly.
	6 Jun 52



	9-840-2
	%-ton, 4 x 4, cargo truck M37; utility truck M42; ambulance truck

M43; and telephone installation, light maintenance, and cable

splicing truck V-41( )/GT; cabdoor, door-glass and weather

strip adjustments.
	8 Sep

52



	9-840-3
	4-ton, 4 x 4, trucks M37, M42, M43, and M201; correct position-

ing of battery-post insulators and cables.
	16 Jan

53



	9-840-4
	%-ton, 4 x 4, cargo truck M37, utility truck M42, ambulance truck

M43, and telephone-installation,

light maintenance and cable

splicing truck V-41( )/GT; marking of shifting instructions on

transmission-and-transler shift-diagram plate.
	6 Nov 52



	9-840-5
	'U-ton, 4 x 4, cargo truck M37, command truck M42, ambulance

truck M43, and telephone maintenance

truck V-41( )/GT

(Dodge); replacement of battery-to-ground cable assembly.
	17 Jul

53



	9-840-6
	%4-ton, 4 x 4, cargo truck M37; command truck M42; ambulance

truck M43; and maintenance truck (V-41( )/OT) (Dodge); cor

rection of hard steering.
	13 Mar 53



	9-840-7
	'4-ton, 4 x 4, cargo truck M37; to reposition starter push rod
	12 Mar 53



	9-840-8
	'4-ton, 4 x 4, cargo truck M37; command truck M42; ambulance

truck M43;

and maintenance

truck (V-41( )/GT)

(Dodge);

repositioning of brake line.
	18 Mar 53



	9-840-9
	4-ton, 4 x 4, cargo truck M37; elimination of interference between

pintle hook and tail gate pioneer-tool rack.
	13 Mar 53



	9 840-10
	4-ton, 4 x 4, trucks, cargo M37; command M43; ambulance M43;

chassis w/winch XM56; panel utility XM152; telephone installa

tion, light maintenance, and cable splicing w/winch M201 (V

41/f'r); adjustment of fording valve control cable.
	28 Apr 54



	9-840-11
	Y-ton, 4 x 4, cargo truck M37, command truck M42, ambulance

truck M43, telephone maintenance truck V 41( )/GT (Dodge);

provision of drainage holes for radiator support bracket.
	23 Jul

53



	9-840-12
	'-ton,

4 x 4, cargo truck M37; command truck M42; ambulance

truck M43; and telephone installation and light maintenance

truck V 41( )/OT (Dodge); interchanging leads on flame detec

tor switch in power plant heater kit.
	2 Nov 53
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	9-840-13
	-

ton, 4 x 4, ambulance truck M43; welding of spare wheel carrier

hinge.
	15 Jan 54



	9-840-14
	Uj-ton, 4 x 4, cargo truck M37; command truck M42; ambulance

truck M43; and telephone installation, light irlmaintenance

and
	31 Mar 54



	9-840- 15
	cable splicing truck M201; alteration of defroster duct.

4 x 4, truck, ambulance

M43; cargo M37;

telephone

34-ton,

installation, light maintenance, and cable splicing V-41( )/GT;

maintenance

M201; chassis

M56,

w/winch;

command M42;

panel utility M152; installat'on of new serrated bolts in universal
	8 Jun 54



	9-840-16
	joint flange yokes and companion flanges.

KL-ton, 4 x 4, trucks-cargo M37, command M42, ambulance M43,

and telephone installation light maintenance and cable splicing

V-41( )/GT (Dodge); brake lining replacement.
	3 Sep 54



	9-855-1

9-867 1
	Small arms targets; local fabrication of wooden components.

Torque-indicating wrench; instructions for the proper use for 30 Nov 51

tightening and checking operations.
	30 Mar 54



	9 871A-1
	4-ton, 2-wheel cargo trailer M100; removal of safety chains.
	2 Jul

54



	9-871A-2
	U4-ton, 2-wheel cargo trailer M100; stowage box maintenance.
	6 Jan

55



	9-874A 1
	2-wheel cargo trailer M101; inner-wheel-beading,

grease-

A4-ton,

seal failure.
	17 Nov 52



	9-874A-2
	/

/-ton, 2-whecl cargo trailer M101; brake lining replacement.

Changes 1
	14 Sep 53



	9-874A-3
	a4-ton, 2-wheel cargo trailer M101; contamination of wheel bearing

grease.
	7 Jan

55



	9-875B-1
	13½-ton, 2-wheel cargo trailer M104 and l>/-ton, 2-wheel water tank

trailer M106; installation of air brake hose dummy coupling

bracket.
	1 Jul

53



	9-881- FE1
	Trailer, generator, M18; installation of heavier winch cable.
	15 Feb 45



	9-883-1
	Trailer, 1-ton payload, 2-wheel, cargo (all makes); trailer 1-ton

tank, 250-gal.

payload, 2-wheel,

water

(all makes);

correct

traveling position of retractable landing wheel.
	3 Feb 44



	9-888-1
	Semitrailer, 6-ton payload, 10-ton gross, 2-wheel (2dt), van; lubii-

cation instructions.
	19 Feb 45



	9-1211-1
	Cal30 Browning automatic rifle M1918A2; proper method of

removing and installing new type gas cylinder assembly.
	6 Nov 53



	9-1217-1
	Cal45 submachine gun M3; serviceability of bolt 5653429 not

stamped on the surface.

having the letter "Hf"
	17 Dec 54



	9 1225-27

9-1235-5
	Cal50 antiaircraft machine gun mount M63; preparation for

Arctic use.

Mount, combination gun, M54, reducing stoppages of cal50
	3 Apr 53

28 Sep

44



	9-1240- FE2
	machine gun.

37-mm automatic guns M4 and M10; recuperator

filler screw
	12 Jul

45



	9-1303-FE1
	A25766.

57-mm gun carriage M2; reinforcement of trail caster support.
	-5 Mar 45



	9-1303-FE2
	gun carriages M1A3 and M2; addition of thumb grip

57-nam

bracket for trigger firing.
	16 Jun 45



	9-1313-1
	Combination gun mount M64; instructions on testing concentric

recoil mechanism M22 (T33E1) for oil leaks.
	1 Aug 51



	9-1314-3
	Guard for sight mount bracket on 57-mm rifles M18 and T15E13.
	46

30 Sep



	9-1331-3
	Carriage, howitzer, 155-mm, M1 and MlAl; repair of slide fastener

on overall cover M99.
	4 Sep

44



	9-1341A-FE1
	Howitzer, 240-rmn, M1; gun, 8-inch, Ml; correction of malfunc-

tion of recoil mechanisms M7 and M8.

Taper bolts and straight bolts for cradles and false cradles of 240-
	44

28 Dec



	9-1341A-FE2

9-1341A-1
	mm howitzer carriage M1 and 8-inch gun carriage M2.

240-mm howitzer carriage Ml and 8-inch gun carriage M2; drainage
	17 Feb 45

30 Mar 45



	9-1350-11
	holes in false cradle for cap screws.

Pneumatic equilibrators for 155-mm gun carriage Ml and 8-inch
	27 Aug 51



	9- 1370A-2
	howitzer carriage M1.

Spring rammer MSA1 and 90-mm guns M1 and MIAI; render-
	18 Jan

45



	9 1372A-FE1
	ing spring rammer inoperative.

90-mm antiaircraft mount M2; eliminating restrictions in travers-

ing when emplaced on excessively sloping terrain.
	I Mar 45
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	9-1380-1
	120-mm antiaircraft gun mount M1A1; establishment of proper
	27 Feb 53



	
	entries in 00 form 5825, Artillery gun book.
	



	9-1575-1
	Wristwatches; Installation of waterproof-type case.
	15 Mar 55



	9-15890-2
	Binoculars M3, M7, M8, M9, M13. M13A1, M15, M15AI, M16,

M17, M17A1, and their respective

carrying cases; change of
	10 Sep

53



	
	exterior finish.
	



	9-1602-1
	Periscope mounts; elimination of inteference.
	28 Aug 53



	9-1.37-1
	Fuze setter M19; alteration of control panel assembly D82780.
	11 Apr 51



	9-1671A-4
	Directors M9 and M10 series; rebuild of wire wound potenti-

ometers 7634103, 7640009, and 7634101.
	11 Dec 51



	9-1711-FEI
	Half-track vehicles (White, Autocar, and Diamond T); instal-
	5 Mar 45



	
	lation of radio interference suppression on engine assembly

E3832.
	



	9-1711- FE2
	Half-track vehicles (White, Autocar, and Diamond T); valve

lifter remover and replacer tool.
	14 Mai 45



	9-1711- 1
	Half-tiack vehicles; clutch maintenance and adjustment.
	27 Jun 42



	9 1711- 6
	Half-track vehicles (White, Autocar, and Diamond T); reboring

cylinders.
	17 Mar 44



	9-1711-7
	Fits, tolerances, and wear limits for White Model 160AX engine.
	5 Mar 45



	9-1725-22
	Ordnance engine Model R975-C4; correct magneto timing.
	7 Apr 44



	9-1727K-3
	Pump motor (Westinghouse) for light tank, M3 and M5 series;
	6 Mar 44



	
	hydraulic traversing mechanism (oilgear).

CD-500-4 transmission; increased lockup speed.
	4 Dec 53



	9-1730B-1

9-1730B-2
	Cross-drive transmission

CD 500-3, CD 500-4, replacement of
	25 Jan

54



	
	clutch oil accumulator jumper tube gasket.
	



	9-1730E-1
	70-mm gun tank M47; troubleshooting kit for gun and turret

controls.
	29 Jun

53



	9-1730F-1
	GMC auxiliary engine Model A41-1; maneto timing.
	7 Dec 53



	9-1731B-4
	Ford tank engines (Models GAA, OAF, and GAN); valve-guide-

.bushing replacement.
	6 May 52



	9-1731B-5
	Ford tank engines (Models GAA, GAF, and GAN); conversion of

Ford, Model GAF to GAA.
	10 Dec 52



	9-1743-1
	Car, armored, light M8, and car, armored, utility, M20; adjust-

ment and maintenance of steering gears.
	1 Nov 44



	9-1750G-7
	Fits, tolerances, and wear limits for GMC, series 71, Model 6046,

twin diesel engine.
	17 Mar 45



	9-17501K-2
	Tank, medium, M4 and modifications; horizontal volute sus-

pension.
	27 Jul

44



	9-1751-20
	Engine, Continental, R-975-C1; interference of rocker box covers.
	6 Oct 44



	9-1751-21
	9-cylinder, radial, gasoline engine (Continental, R-975-C1); table

of limits.
	26 Oct 44



	9-1751-22
	9-cylinder, radial, gasoline engine (Continental R-975-C1); correct

limits for cylinder barrel bore (straight barrel cylinder).
	12 Dec 44



	9-1765A-1
	Truck,

jI-ton, 4 x 4 (Chevrolet); change in steering knuckle

trunnion bearing adjustment.
	28 Nov 44



	9-1765B-1
	Truck, l'/j-ton, 4 x 4 (Chevrolet); change in electrical system.
	16 Nov 44



	9-1765B-2
	Fits, tolerances and wear limits for Chevrolet Model BV engine
	1 Mar 45



	9-1765B-3
	l3-ton, 4 x 4, truck (Chevrolet, 1941-1945); engine front support

plate.
	10 Mar 52



	9-1767A-FE1
	Truck tractor M26; improved carburetion.
	2 Sep 44



	9-1767A-1
	Fits, tolerances, and wear limits for Hall-Scott Model 440 engine.
	17 Mar 45



	9-1775-1
	landing, tracked, LVT(A)(L),

LVT(2), (LVT(A)(2),

Vehicle,

LVT(4), and LVT(A)(4);

correct installation of bilge pump
	24 Apr 45



	9-1785A-1
	bearings.

18-ton and 38-ton high-speed tractors M4 and M6; fits, tolerances,

and wear limits for Waukesha 145GZ engines.

Changes 1
	28 Feb 45



	9-1785B-FEI
	Tractor, high-speed, 18-ton, M4; emergency transmission repair

after failure of over-running clutch.
	13 Feb 45



	9 1785B-1
	Tractor, high-speed, 18-ton, M4 (Allis-Chalmers); plugging heater

fuel outlets.
	23 Dec 43



	9-1785B-2
	Fits, tolerances, and wear limits for Continental

Model 22R

engine.
	24 May45













	NO.
	TITLE
	DATE




	
	ORDNANCE-Continued
	



	9-1785B-3
	18-ton high speed tractor M4; removal of transmission, differential,

and final drive assembly without removal of cab assembly.
	17 Mar 52



	9-1795B-2
	Fits, tolerances, andwear limits for Continental Model 22R engine.
	24 May 45



	9-1801-1
	Truck, 24-ton, 6 x 6, cab-over-engine (GMC AFKWX-353).
	24 Jun 44



	9-1801-2
	Location and installation of ordnance maintenance set "L" in
	9 Oct 44



	
	24-ton, 6 x 6 truck, 144-inch wood or steel cargo body (GMO).
	



	9-1801-3
	Location and installation of ordnance maintenance set "K" in

2%-ton, 6 x 6 truck, 144-inch wood or steel cargo body (GMG

Model CCKW-353).
	26 Oct

44



	9-1801-4
	Location and installation of ordnance maintenance set "H" in

24-ton, 6 x 6 truck, 144-inch wood or steel cargo body (GMC).
	6 Nov 44



	9-1801-5
	Location and installation of ordnance maintenance set "G" in

24-ton, 6 x 6 truck, 144-inch wood or steel cargo body (0MC).
	9 Nov 44



	9-1801-6
	Shop-van bodies for GMC 24-ton, 6 x 6, trucks (WW1I); reclama-

tion and repair of shop-van bodies, ST-5 and ST-6.
	4 Sep 53



	9-1802A-1
	Fits, tolerances, and wear limits for GMC Model 270 engines.
	1 Mar 45



	9-1802A-2
	GMC type 270 engines: installation of hard-faced rotator type

exhaust valve.
	16 Oct 50



	9-1803A-2
	Fits, tolerances, and wear limits for Willys-Overland MB engine.
	26 Feb 45



	9-1803B-FE1
	Truck, 4-ton, 4 x 4 (Ford Model GPW and Willys Model MB);

transmission mainshaft holding fixture.
	29 Jan 45



	9-1804B-1
	4-ton, 4 x 4, utility truck M38; kingpin bearing-cap screw selection.
	24 Feb 54



	9-1807-1
	Ordnance maintenance instructions for 24-ton, 6 x 6, and 24- to

5-ton, 6 x 4, Reo truck.
	27 Jun 44



	9-1808B-3
	4-ton, 4 x 4, truck (Dodge T214); replacement of differential

assembly in case of failure of differential gear shifts.
	2 Apr 52



	9-1815A-1
	Fits, tolerances, and wear limits for Waukesha Model 6BZ engine.:
	23 Apr 45



	9-1819AB-1
	Hydramatic transmission (GMO Model 302M); grooving of rear

bearing retainer hub.
	10 Nov 53



	9-1819AB-2
	Hydramatic transmission (M

C Model 302M); repair of governor

plungers.
	5 Apr 54



	9-1819AB-3
	Hydramatic

transmission

Model

302M);

removal of

(GMCG

reduction unit oil pump drive key.
	10 Jan

55



	9-1819AB-4
	Hydramatic transmission (GMO

Model 302M); change in ma-

terial of governor body.
	5Jan 55



	9-1819AB-5
	Hydramatic transmission (GMC Model 302M); identifying and

inspecting internal reverse gear, w/bearing, assembly.
	21 Jan 55



	9-1819B-1
	24-ton, 6 x 6, cargo truck M34; defective transmission mainshaft

front-bearing rollers.
	30 Jul

52



	9-1819B-2
	24-ton, 6 x 6, trucks M34, M35; M36, M44, M45, M46, M47, M48,

M49, M50, M108, and M109; adjustment of steering-knuckle

stop screw.
	26 Feb 53



	9-1819B-3
	2Y-ton, 6 x 6, cargo truck M34; front-axle-inner-oil-seal failure.
	5 Mar 53



	9-1823-FE1
	Truck, 5-ton, 4 x 2, (IHC1 Model KR-11); oil leak from rear axle

into the right rear hub.
	30 Oct

44



	9-1825E-1
	Electrical connector repair kit 41-K-103-100; proper use of tools.
	18 Jun 53



	9-1832A-FEl
	Hercules engines Models RXO and RXB; failure of engine oil

pump main discharge pipe assembly.
	5 Sep 44



	9-1832A-1
	Hercules engine Model JXD; oil leak at water jacket inlet elbow.
	5 Sep

44



	9-1832A-2
	Fits, tolerances, and wear limits for the Hercules RXB, RXC,

HXD, HXC, and JXD engines.
	26 Feb 45



	9-18.34A-FE1
	Brake drum reconditioning fixtures for 10-inch lathes.
	5 Mar 45



	9-1840-1
	4-ton, 4 x 4, cargo truck M37; replacement of rear axle assembly

7373711, in case of failure of differential gear sets.
	9 Nov 51



	9-1859-1
	y-ton, 4 x 4, utility truck M38; time schedule guide.

Changes 1
	25 Apr 52



	9-1859-2
	34-ton, 4 x 4, cargo truck M37; time schedule guide.
	19 Jan

53



	9-1859-3
	24-ton, 6 x 6, cargo truck; time schedule guide.
	4 Mar 53



	9-1859-4
	24-ton, 6 x 6, cargo truck M135; time schedule guide.
	4 May 53



	9-1859-5
	5-ton, 6 x 6, cargo truck M41; time schedule guide.
	5 May 53



	9-1859-6
	24-ton, 6 x 6, amphibian truck (GMC DUKW 353); time schedule

guide.
	6 Mar 53



	9-1859-7
	4-ton, 4 x 4, truck (Dodge); time schedule guide.
	17 Apr 53













	NO.
	TITLE
	DATE
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	9-1859-8
	h4-ton, 4 x 4, command reconnaissance truck; time schedule guide.
	9 Mar 53



	9-1859-9 9A-ton,
	4 x 4, truck (Chevrolet); time schedule guide.
	5 Mar 53



	9-1859-10
	lh-ton, 6 x 6, cargo truck (Dodge); time schedule guide.
	4 May 53



	9-1859-11
	2h-ton, 6 x 6, and 6 x 4, cargo truck (GMC); time schedule guide.
	19 Jan

53



	9-1859-12
	4-ton, 6 x 6, truck (Diamond T); time schedule guide.
	17 Apr 53



	9-1850-13
	4- to 5-ton, 4 x 4, coe, tractor truck (Autocar, Model U-7144-T)

(White Model 444-T); time schedule guide.
	28 Jun 52



	9318.59-14
	5- to 6-ton, 4 x 4, coe, ponton tractor truck (Autocar Model U-

8144-T): time schedule guide.
	28 Jun 52



	9-1859-15
	6-ton, 6 x 6 truck (Corbitt); time schedule guide.
	17 Apr 53



	9-1859-16
	4- to 5-ton, 4 x 4, tractor truck (Federal); time schedule guide.
	14 May 53



	9-1859-17
	6-ton, 6 x 6, cargo truck (White); time schedule guide.
	17 Apr 53



	9-1859-18
	73-ton, 6 x 6, prime mover truck (Mack Models No. 2, 3, 6, and

7); time schedule guide.
	4 May 53



	9-1859-19
	5-ton, 4 x 4, tractor trucks M425 and M426; time schedule guide.
	7 May 53



	9-1859-20
	4-ton, 4 x 4, utility truck M38A1; time schedule guide.
	11 Dec 53



	9-1860-2
	Evaluation of erosion and damage in cannon bores.

Changes 1, 2
	29 Nov 45



	9-1860-3
	Muzzle failures of 105-mm howitzer (M2AI) tubes.
	28 Apr 48



	9-1868-3
	Instructions covering care, maintenance, and repair of curing

tubes and bags.

Changes 1
	26 Jan

45



	9-1868-5
	Tire repair and retread: Increasing life of full-eirele-vulcanizing-air 13 Apr 55

bags.
	



	9-1879-1
	Motorcycle, solo (Harley-Davidson Model WLA); new type left

crankcase sprocket shaft bearing bushing assembly.
	4 Jan 45



	9-1901-14
	Artillery ammunition; limitations on firing of rounds with MTSQ

fuzes M500 and M501 in 155-mm howitzer M1.
	27 May 53



	9-1901-16
	howitzer ammunition assembled with case, cartridge,

105-mm

M14E1, spiral wrap; precautions in use.
	19 Nov 53



	9-1904-1
	Purpose and limitations of TM 9-1904, Ammunition inspection

guide.
	12 Mar 45



	9-1905-1
	Assignment of ammunition lot numbers, or suffixes thereto, for

regrouped,

renovated,

lots

ammunition

or

modified

of

(Ordnance).

Changes 1
	14 Aug 51



	9-1940-6
	Charge, demolition; shaped, 40-lb., T3.
	25 Mar 44



	9-1940-7
	Fuze, mine, antipersonnel, M2A1 and M3A1.
	20 Apr 44



	9-1940-8
	Safety precautions to be observed in testing fuzes, mine, anti-

personnel, M2 and M3.
	17 Aug 44



	9-19409-9
	Charge, shaped, 10-lb., Ml, M2, M2A1, and charge, shaped,

15-lb, M2A3.
	11 Sep

44



	9-1940-10
	Activator Ml; precautions against misfires.
	19 Apr 45



	9-1940-11
	Practice antipersonnel and antitank mines.
	2 Aug 50



	9-1949-12
	Land mines; nonmetallic antipersonnel mine M14 with integral

fuze.
	15 Jun 53



	9-1950-1
	JATO, 2C5-10,000, TIOEI.
	28 Oct 47



	9-1950-2
	JATO, 12-AS-1,000, D4 and D5.
	Jan 49



	9-1955-1
	JATO, 14DS-1,000, MK 4 MOD 2.
	15 Feb 54



	9-1975-2
	Mine, aircraft, Mk. 13 (Navy).
	23 Dec 42



	9-1975-3
	Mine, aircraft, 1,000-lb, AN-MX, 26-MOD 1.
	25 Feb 44



	[C] 9-1980-44
	Incendiary bomb aimable cluster AN-M14 (U).
	21 Mar 45



	9-1980-55
	Bombs for aircraft; procedure for assembling new conical fin

and long dimension tail fuzes to bombs and for

assemblies

fin brace kit M41

assembling

to fin assembly M128

(T40)

(T127E1) or M128A1.
	1 Oct 51



	9-1981-10
	Military pyrotechnics: Signal, ground, green star, cluster, M125

(T71); signal, ground, red star, parachute, M126 (T72); signal,

ground, white star parachute,

(T73); signal, ground,

M127

green smoke, parachute M128 (T74); signal, ground, red smoke,

parachute, M129 (T75); signal ground, yellow smoke, streamer,

M130 (T76).
	27 May 53














	NO.
	TITLE
	DATE
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	9-1985-FE1
	Grenade, rifle, practice, M1IA2; method of increasing service.

ability.
	12 Oct

44
	



	9-1985-2
	Rifle projection of 60-mm mortar shell.
	26 Jan

44
	



	9-2002-1
	and M20AIB1; operation and

3.5-inch rocket launchers M20A1

maintenance of contacter latch group assembly-7184159.
	22 Jul

53
	



	9-2010-1
	Multiple cal .50 machine gun trailer mount M55; installation of 24 Aug 54

loading aid kit 5700900 on 23ton, 6 x 6, trucks M35 and M211.
	
	



	9-2830-13
	Reclamation of brake camshaft for air brakes.
	1 Jan

44
	



	9-2830-14
	truck front axle, Bendix-Weiss

Reclamation

of Dodge M4-ton

universal drive.
	25 Jan

44
	



	9-2830-16
	Reclamation of tank track wedge bolt with damaged thread or

swelled end.
	12 Jan

44
	



	9-2830-19
	Reclamation of oil and grease seals.
	29 Aug 52
	



	9-2830-20
	Reclamation of R-975 radial engine exhaust elbows with stripped

stud hole.
	12 Jan

44
	



	9-2830-22
	Reclamation of unserviceable battery cables.
	12 Jan 44
	



	9-2830-23
	Reclamation of oil pump gear.
	25 Jan

44
	



	9-2830-26
	Reclamation of Chevrolet and GMC hub adjusting nut and oil

seal assemblies 360091.
	25 Jan 44
	



	9-2830-27
	Reclamation of broken M3 and M4 medium tank

traversing

sliding gear shift shafts.
	24 Jan .44
	



	9-2830-30
	Reclamation of engine cylinder block flywheel housing, and cyl-

inder head by "cold weld" process.
	14 Jan

44

25 Jan

44
	



	9-2830-33
	Reclamation of flywheel ring gears.

Reclamation of medium tank turret lock bolts.
	25 Jan

44
	



	9-2830-34
	
	25 Jan

44
	



	9-2830-35

9-2830-37
	Reclamation of do ammeters.

Reclamation of glove compartment doors on GMC and Chevrolet

vehicles.
	25 Jan

44
	



	9-2830-38
	Reclamation of automotive fuel tank float units.
	8 Feb 44
	



	9-2830-39
	Reclamation of worn and unmatched ring gears and pinions for

GMC 23i-ton, Ford 13ton, and Dodge 11-ton trucks.
	8 Feb 44
	



	9-2830-40
	Reclamation of Ford, Model GPW, and Willys, Model MB, 34-

ton truck, right- and left-hand steering knuckles.
	8 Feb 44
	



	9-2830-43
	Reclamation of governor speed control level G-5156 (Continental

radial engine

V'-670-9A).
	8 Feb 44
	



	9-2830-45
	Reclamation of bent, centerless steering gears and shafts for

GMC, and Willys (MB)

Dodge, Ford (GPW),

Chevrolet,

trucks.
	8 Feb 44
	



	0-2830-46
	Reclamation of thermoelectric type deo voltmeters.
	8 Feb 44
	



	9-2830-47
	Expediting deflation of pneumatic inner tubes for reclamation

inspection.
	8 Feb 44
	



	9-2830-49
	Reclamation of high pressure grease hose with faulty connections.
	19 Feb 44
	



	9-2830-50
	Reclamation of medium tank idler wheels D37916.
	28 Feb 44
	



	9-2830-51
	Reclamation of GMC steam release tube with nut 143525 and

connector 187715.
	28 Feb 44
	



	9-2830-53
	Reclamation of sealed type Monroe shock absorbers.
	6 May 44
	



	9-2830-55
	Reclamation of broken glass, salvaged from one-piece type wind-

shields and conversion of one-piece windshield frame to two

piece type.
	6 May44
	



	9-2830-56
	Conversion of Dodge clutch housings *915514, *589999,

*592386,

*579442, and *689282, to fit any chassis using Dodge Model

T112, T202, T207, T211, and T215 engines.
	29 May44
	



	9-2830-59
	Reclamation of unserviceable shafts having keyways.
	6 May 44
	



	9-2830-61
	Reclamation of crankcase from cover B-154596, Continental radial

engine R975-C1.
	6 May44
	



	9-2830-62
	Reclamation of thermoelectric type heat indicator.
	6 May 41
	



	9-2830-63
	Conversion of GMC 23-ton, 6 x 6, truck transfer case inner bearing

retainer *3659898 to new type retainer *591377.
	8 May 44
	



	9-2830-67
	Reclamation of unserviceable R-975 radial engine crankshafts.
	8 May 44
	



	9-2830-71
	of small, reclaimed,

Classification racks for identification

or

reclaiT able parts.
	18 May44
	



	9-2830-72
	Reclamation of clutch release bearings.
	3 Jun 44
	



	9-2830-74
	Reclamation of brake drums.
	3 Jul
	44
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	9-2830-75
	Reclamation of thermoelectric type oil pressure gage.
	13 Jul

44



	9-2830-76
	Reclamation of split-type Timken axle housing with loose axle
	13 Jul

44



	
	tube or bell mounted differential housing.
	



	9-2830-77
	Reclamation of Dodge *581500 and similar type clutch bearing

sleeves.
	14 Jul

44



	9-2830-78
	Reclamation of Autocar, Diamond T, and White half-track upper

bogie roller C68010.
	14 Jul

44



	9-2830-79
	Reclamation of oil pressure gage.
	14 Jul

44



	9-2830-81
	Reclamation of medium tank track support roller.
	15 Jul

44



	9-2830-82
	Reclamation of worn bronze bushings.
	16 Jul

44



	9-2830-85
	Reclamation of medium tank transmission shifter forks, C77566

and C77568.
	18 Sep 44



	9-2830-87
	Reclamation of wheel hubs with loose bearing races.
	10 Oct 44



	9-2830-88
	Reclamation of main bearing saddles and caps for in-line engines.
	10 Oct

44



	9-2830-91
	Reclamation of GMC, Chevrolet and similar split and banjo type
	5 Jan 45



	
	axle housings with damaged threads.
	



	9-2830-92
	Half-track vehicles; reclamation of track idlers, idler flanges, and
	51

26 Sep



	9-2830-94
	drive sprocket fanges.

Reclamation of GMC 2

5 -ton, 6 x 6, truck transmission, 3d speed
	24 May45



	
	and main shaft *2095529.

gear *2073116
	



	9-2830-95
	Reclamation of wire rope.
	24 May 45



	29-2830-98
	Reclamation of high-speed steel cutter 40-C-2701, and similar

cutters.
	20 Sep 45



	9-2830-99
	Holder and adapter, bearing roller polishing.
	14 Jul

47



	9-2830-100
	40-amp

generators;

conversion

generators

AL-GEW-4803,

of
	13 Nov 52



	
	AL-GEW-4803A, AL-GEW-4866, and AL-GEB-4826 to AL

GEG-5002-D, and AL-GEG-5102-C to AL-GEG-5105-D.
	



	9-2830-101
	Reclamation of tank final drive sprockets.
	22 Sep 53



	9-2835-1
	Fire control matfriel; lubrication.
	51

18 Dee



	
	Changes 1, 2
	



	9-2835-13-
	Lubrication; automotive and artillery grease (GAA).
	17 Jul

52



	9-2852-1
	Precautions when cleaning and preparing containers of com- 14 Jan 44

bustible materials for hot work repair.
	



	9-2853-1
	Medium tanks M4A3; modification of deep water fording kit

G104-570078.
	13 Nov 51



	9-2853-2
	155-mm gun motor carriage M40 and 8-inch howitzer motor car-

riage M43; deep-water-fording preparation, operation, and serv
	22 Apr 52



	9-2853-3
	icing.

105-mm howitzer motor carriage M37; deep-water-fording prepara-

tion, operation, and servicing.
	17, Jul

52



	
	Medium tanks M46 and M46A1; deep-water-fording preparation,
	



	9-2853-4
	operation, and servicing.
	19 Jan

53



	9-2853-5
	Armored utility vehicle M39; deep-water-fording

preparation,

operation, and servicing.
	16 Jan 53



	9-2853-6
	155-mm howitzer motor carriage M41; deep-water-fording

prep-

aration, operation, and servicing.
	9 Jun

53



	9-2853-8
	99-mm gun tank M48; deep-water-fording preparation, operation,

and servicing.
	30 Mar 55



	9-2853-9
	Self-propelled 105-mm howitzer T98E1: Deep-water-fording prep-

aration, operation, and servicing.
	31 Mar 55



	9-2855-1
	Lubrication of ordnance mattriel for operation in extreme cold
	19 Sep 51



	9-2855-2
	Instructions for the installation of personnel beater kit for h-ton,

4 x 4, utility truck M38 (Willys MC) (24V) (G-740).
	23 Dec 52



	9-2855-3
	Instructions for the installation of power plant heater kit for

h-ton, 4 x 4, utility truck M38 (Willys MC) (24V) (0° to -

650 F.).
	16 Dec 52



	9-2855-4
	Instructions for the installation of hard-top closure kit for

4-ton,

4 x 4, utility truck M38 (Willys MC) (G-740).
	27 Oct

52



	9-2855-5
	Instructions for the installation of personnel heater kit for /-ton,

4 x 4, cargo truck M37, command truck M42, ambulance truck

M43, and telephone maintenance truck V41 ( )/GT (Dodge

T-245, 24 V) (SNL 0-741).
	2 Jul

53





2 No stocks-do not requisition.
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	9-2855-6
	ORDNANCE-Continued

Instructions for the installation of power plant heater kit for 4-ton,
	9 Sep 53
	



	
	4 x 4, cargo truck M37; telephone installation, light maintenance,

and cable-splicing truck M201 (V41/GT); command truck M42;

and ambulance truck M43 (24v) (SNL G-741).
	
	



	9-2855-7
	Instructions for the installation of hard-top closure kit for K-ton,

4 x 4, cargo truck M37; command truck M42; and telephone

maintenance truck V41 ( )/GT.
	8 Dec 52
	



	9-2855-8
	Instructions for the installation of personnel heater kit for 2½-ton,

6 x 6, cargo truck M34 (24v) (SNL G-742).
	6 Jul
	54



	9-2855-9
	Instructions for the installation of powerplant heater kit for

2½2-ton, 6 x 6, cargo'truck M34 (24V) (SNL G-742).
	3 Jan
	55



	9-2855-10
	Instructions for the installation of hard-top closure kit for 2½/-ton,

6 x 6, cargo truck M34 (REO, 24V) (SNL G-742), 5-ton, 6 x 6,

cargo truck M41 (IHC, 24V) (SNL 0-744), and 5-ton, 6 x 6,

dump truck M51 (IHC, 24V) (SNL G-744).
	27 Jul
	53



	9-2855-11
	Instructions for the installation of personnel heater kit for light

tank, M24 (24V) (SML G-200).
	22 Apr 53
	



	9-2855-12
	Instructions for the installation of power-plant heater kit for light

tank M24 (24V) (SNL G-200).
	15 Apr 53
	



	9-2855-13
	Instructions for the installation of personnel heater kit for medium

tank M4A3 (24V) (SNL G-124, vol 15).
	1 Apr 53
	



	9-2855-14
	Instructions for the installation of power-plant heater kit for medium

tank M4A3 (105H) (later vehicles) (24V) (SNL G-104, Vol. 15).

Changes 1
	5 Mar 53
	



	9-2855-15
	Instructions for the installation of personnel heater kit for 2Y-ton,

6 x 6, cargo truck, M135 (GMC, 24V) (SNL G-749).
	20 May 53
	



	9-2855-16
	Instructions for the installation of power-plant heater kit for 2½-ton 19 Dec 52

6 x 6 cargo truck M135 (24V) (G-749).
	
	



	9-2855-17
	Instructions for the installation of hard-top closure kit for 2-ton,

6 x 6, cargo truck M135 (GMC, 24V) (SNL-G-749).
	2 Jun 53
	



	9-2855-18
	Instructions for the installation of personnel heater kit for 5-ton,

6 x 6 cargo truck M41 (IHC, 24v) (SNL G-744) and 5-ton, 6 x 6

dump truck M51 (IHC, 24v) (SNL G-744).
	30 Jun 54
	



	9-2855-19
	Instructions for the installation of power-plant heater kit for 5-ton,

6 x 6, cargo trucks M41, M54, and M55 and dump truck M51 (24

V) (SNL G-744).
	3 Mar 54
	



	9-2855-20
	Instructions for the installation of personnel heater kit for medium

tank M46 (24v) (SNL G-244).
	20 Oct
	54



	9-2855-21
	Instructions for the installation of personnel heater kit for tank

recovery vehicle M32B1 (24V) (SNL 0-185).
	22 Jan 53
	



	9-2855-22
	Instructions for the installation of power plant heater kit for tank

recovery vehicle M32B1 (0° to -65

°

F.) (SNL G-185, 24V).
	22 Jan
	53



	9-2855-25
	Instructions for the installation of power plant heater kit for mul-

tiple cal50 machine gun mount M45C of trailer mount M55

and multiple cal50 machine gun mount M45F of motor car

riage M16AI (12v) (SNL A-61).
	23 Apr 54
	



	9-2855-27
	Instructions for the installation of personnel heater kit and soft-

top closure kit for multiple gun motor carriages M16 and M16A1,

combination gun motor carriage M15A1, and half-track per

sonnel carriers M3 and M3AI (12v) (SNL G-102).
	28 Jan
	54



	9-2855-28
	Instructions for the installation of power-plant heater kit for mul- 14 Jul

tiple gun motor carriages M16 and M16A1, combination gun

motor carriage M15AI, and half-track personnel carriers M3

and M3A1 (12 V) (SNL 0-102).
	
	53



	9-2855-29
	Instructions for the installation of power-plant heater kit for me-

dium tank M46AI and 90-mm gun tank M47 (24V) (SNL G-244

(M46A1) and SNL 0-262 (M47)).

Changes 1
	12 Mar 54
	



	9-2855-30
	Instructions for the installation of hard-top closure kit and per-

sonnel heater kit for cargo carrier M29C.

Changes 1
	23 Jul
	53



	9-2855-31
	Instructions for installation of power-plant heater for cargo carrier

M29C (12v) (SNL G-179).
	9 Nov 53
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	9-2855-32
	Instructions for the installation of power-plant heater kit for me-
	22 Jul

54



	9-2855-33
	dium tank M46 (24v) (SNL G-244).

Instructions for the installation of personnel heater kit for 38-ton

high-speed tractor, M6 (12v) (SNL G-184).
	9 Sep

53



	9-2855-34
	Instructions for the installation of power-plant heater kit for 38-ton

high-speed tractor M6 (12v) (SNL 0-184).
	14 Sep

54



	9-2855-35
	Instructions for the installation of hard-top closure kit for 38-ton

high-speed tractor M6 (12v) (SNL G-184).
	12 Aug 54



	9-2855-36
	2½-ton, 6 x 6, shop van trucks M109 and M220; sealing hole in

exhaust tube elbow.
	11 Feb 655



	9-2857-1
	Lead-abid type storage batteries; restoration of sulfated batteries

to serviceable condition.
	28 Oct

53



	9-3026-1
	75-mm AA gun mount T69; method of lubricating hydraulic lift-

ing mechanism chains with gun mount emplaced.
	11 Feb 55



	[C] 9-3060-1
	762-mm truck-mounted rocket launcher XM289; ammunition for

(U).
	29 Sep

54



	9-6092-2
	Antiaircraft fire control systems T33C, T33D, M33C and M33D;

recording applied field changes on the record plate.
	9 Mar 54



	9-6092-3
	Antiaircraft fire control systems T33C, T33D, M33C, and M33D;

instructions for replacing antifreeze compound with grease in

reservoir of acquisition antenna drive unit.
	14 Jan 55



	9-6092-4
	Antiaircraft fire control systems T33C, T33D, M33C, and M33D;

providing maintenance precautions to prevent contamination

of the potentiometer oil in variable precision resistors (potenti

ometers) .
	20 Jan

55



	9-6165-1
	Ordnance maintenance: Azimuth indicator T28.
	19 Jan 55



	9-7009-6-1
	Cross-drive transmission Model CD-850-4, -4A, and -4B (Allison-

GM); introduction of Model CD-8504B transmission.
	7 Mar 55



	9-7205-2-1
	Ordnance maintenance: Elevating and traversing components for

self-propelled 105-mm howitzer T98E1.
	17 Mar 54



	9-7205-2-2
	Ordnance maintenance: Components of elevating and traversing

systems for self-propelled 155-mm howitzer M44 (T194).
	15 Feb 55



	9-7419-1/1

9-8638-1
	Armored infantry vehicle M75; final drive assemblies.

AO-268-3A, AOS-895-3, AO-895-4, and AV-1790 series Continen-

tal engines; availability of 14-mm solid copper-type spark plug

gaskets.
	10 Jan

55

10 Nov 54



	9-8806-1
	-

z-ton, 4 x 2, truck (Ford, Model F5); coupling-shaft center

support.
	5 Mar 53



	9-8806-2
	29-passenger, 4 x 2, boc bus (Ford, Model F5H); installation of

oil filter reinforcing plate.
	3 Apr 53



	9-8806-3
	29-passenger, 4 x 2, boc bus (Ford Model F5); installation of

chassis auxiliary rear spring.
	5Nov 53



	9-8806-4
	1 ½-ton truck (Ford series F5 1951 Model IR8T); venting of trans-

mission.
	9 Dec 53



	9-8808-1
	2. 2-ton, 4 x 2, dump truck (GMC, Model HC-453); relocation of

taillight bracket.
	16 Jan

53



	9-8808-2
	2½2-ton, 4 x 2, gasoline tank (1,200-gal.) truck (GMC Model HC-

453 chassis); drainage holes in tank flashing.
	16 Jun

53



	9-8808-3
	(GMC Model HC- 22May 53

2½/-ton,A4 x 2, gasoline tank truck (1,200 gal.)

453 chassis); new power takeoff control.
	



	9-8810-1
	2½2-ton, 4 x 2, dump truck (IHC model L-171); installation of

improved power-takeoff control link.
	15 Jan

53



	9-8810-2
	2½-ton, 4 x 2, dump truck (IHC Model L-171); improved rear

spring

shackles.
	23 Apr 53



	9-8816-7
	37rpassenger, 4 x 2, integral bus (Southern Coach Co., Model

S-36-M); door control bracket.
	10 Mar 53



	9-8816-12
	37-passenger, 4 x 2, integral bus (Southern Coach Co., Model

S-36-M); fog lamp replacement.
	24 Sep

64



	9-8818-1
	37-passenger, 4 x 2, integral bus (GMC, Model PGA-3301); clutch

operation and adjustment.
	19 Jan

53



	9-8820-1
	36-passenger, 4 x 2, integral bus (Twin Coach, Model F-32-F);

installation of bracket on alternator protective shield.
	2Apr 53













	NO.
	TITLE
	DATE




	
	ORDNANCE-Continued
	



	9-8820-2
	36-passenger, 4 x 2, integral bus (Twin Coach, Model F-32-F);

improved heater installation.
	28 May 53



	9-8820-3
	36-passenger, 4 x 2, integral bus (Twin Coach, Model F-32-F);
	9 Jul

53



	9-8820-4
	elimination of failure of door-operating air lines.

36-passenger, 4 x 2, integral bus (Twin Coach, Model F-32-F);
	27 Mar 53



	9-8820-5
	water-pump shaft end-play adjustment.

4 x 2, integral bus (Twin Coach, Model F-32-F);

36-passenger,
	7 May 53



	9-8820-6
	camshaft end-thrust bearing spacer.

36-passenger, 4 x 2, integral bus (Twin Coach, Model F-32-F);
	19 Jan

53



	9-8820-7
	makes of axles used in specific vehicles.

36-passenger, 4 x 2, integral bus (Twin Coach Co., Model F-32-F);
	9 Dec 53



	9-8820-8
	water in air maze air cleaner.

36-passenger, 4 x 2, integral bus (Twin Coach, Model F-32-F);
	17 Apr 53



	9-8820-9
	relocation of fuel pumps and fuel filter.

36-passenger, 4 x 4, integral bus (Twin Coach, Model F-32-F);
	28 Apr 53



	
	reverse-shift-solenoid adjustment.

36-passenger, 4 x 2, integral bus (Twin Coach, Model F-32-F);
	7 May 53



	9-8820-10
	proper lubrication of distributor shaft.
	



	9-8820-11
	36-passenger, 4 x 2, integral bus (Twin Coach Co, Model F-32-F);

front brake chamber mounting bracket.
	9 Dec 53



	9-8820-12
	36-passenger, 4 x 2, integral bus (Twin Coach Co., Model F-32-F);

to prevent enlarging of alternator mounting stud holes.
	14 Jul

54



	9-8822-1
	5-ton, 4 x 2, tractor truck (White, Model WC22PLT); prevention

of fuel tank strap breakage.
	15 Jun

53



	9-8828-1
	5-ton, 4 x 2, dump truck (IHC, Model L-201); installation of

cable-type clips for the improvement of hoist-valve and power
	19Jan

53



	9-8832-1
	takeoff control-cable operations.

5-passenger, 4 x 2, light personnel carrier (Chevrolet series 1500-

1949-50-51); oil filter mounting plate.
	10 Jun

54



	9-8840-1
	U-ton, 4 x 2, ambulance truck (GMC Model 101-22); scaling hollow

rivets to prevent leakage.
	21 May 53



	9-8842-1
	34-ton, 4 x 2, pickup truck (Chevrolet Models 1946 through 1950);
	11 Jun 53



	9-8852-1
	correction for loose spare wheel carrier.

29-passenger, 4 x 2, integral bus (GMC Model S-305-24); installa-
	11 Dee 53



	9-9125-1
	tion of larger gas tank mounting screws.

Bench-type optical comparator; setup and operation.
	26 Jun 53



	ORD
	Instrument lights.
	30 Dec 43



	4

5
	Emergency field maintenance for 23-ton amphibian truck.
	31 Dee 43



	11
	Tank, medium, M4 series; flushing and maintenance of turret

bearing race.
	13 Jan 44



	26
	Truck, 6 x 6 and 6 x 4 (all makes); adjustment lubrication of roller

bearing type trunnion axle spring seat bearings.
	9 Feb

44



	29
	Tank, medium, M4and M4Ai; carriage, motor, 105-mm howitzer,

M7; carriage, motor, 155-mm gun, M12 and carrier, cargo, T14;

carriage, motor, 76-mm gun, T70; lubrication of carburetor pump

stem and lever.
	28 Mar 44



	30
	Tank, light, M5 series; tank, medium, M4 series; servicinghydrau-

lic turret traversing mechanism (oilgear).
	3 Feb

44



	41
	Tank, medium, M3 and M4 series; carriages, carriers, and vehicles

with medium tank M3 and M4 suspension; correcting position

of rear idler track adjusting eccentric shaft.
	12 Feb 44



	62
	Truck, 234-ton, 6 x 6 and 6 x 4 (GMC Models CCW and CCKW);

resurfacing clutch pressure plates and flywheels.
	15 Mar 44



	71
	Tanks, medium, M4 series; tanks, light,

M3A3, M5, M5A1;

carriages, motor (on light and medium tank chassis): reversing
	27 Oct



	72
	track end connectors.

Gun, 90-mm, M1; mount, gun, antiaircraft, 90-mm, T2E1; lubri-
	23 Mar 44



	73
	cation instructions.

Ordnance Department engine rebuild data for depot maintenance

(5th echelon) shops.

Changes 1
	13 Sep













	NO.
	TITLE
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	ORD
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	80
	Tank, light, M3A3, M5 and M5A1; tank, medium, M4 series; all

gun motor carriages and special purpose

vehicles on light and

medium tank chassis; use of rubber and steel tracks.
	18 Apr 44



	81
	Truck, 2½2-ton, 6 x 6 (OMC) (with banjo-type axle); new type

drive gear front bearing retainer for banjo-type transfer case.
	26 May 44



	83
	Medium tank M4 series; full track vehicles with medium tank,

M4, power train; steering brake adjustment.
	25 Apr 44



	86
	Truck, l½-ton, 4 x 4 (Chevrolet); truck, 23/-ton, 6 x 6 (OMC);

truck, 2M-ton, 6 x 4 (Studebaker); frame reinforcement.
	14 Aug 43



	92
	vehicles; installation of 5-gallon liquid con-

Ordnance wheeled

tainer bracket.
	13 May 44



	95
	Tank, medium, M4A3; M4A3 w/75-mm gun; w/76-mm gun; w/

105-mm howitzer; M4A3E2; T23; T25E1; T26E1; carriage, motor,

9 -mm gun, T71;

carriage, motor, 105-mm

howitzer, M7B1;
	22 May 44



	98
	3-inch gun, M1OAI; spark plug inserts.

Tank, medium, M4 series; carriages, carriers, and special purpose

vehicles with medium tank M4 transmission; correct tension of

shifter rod poppet spring.
	22 May 44



	102
	Vehicle, landing, tracked, LVT (A) (1); LVT

(A) (2); LVT (2);

LVT (A) (3); LVT (4); LVT (A) (4); repainting of vehicles.
	30 May44



	104
	Ordnance vehicles; correct fluids for hydraulic jacks and hydraulic

hoists.
	10 Jun 44



	103
	Tank, medium, M4 and M4A1; carriage, motor, 105-mm howitzer,

M7; replacing Romec fuel pump equipped engines with AC fuel

pump-equipped engines.
	19 Jun 44



	111
	Self-sealing and nonsealing fuel cells.

Changes 1
	22 Jun

44



	2113
	Inspection and service of the airbrake systems on field artillery

materiel.
	23 Jun 44



	116
	Vehicles with medium tank track suspensions; interchangeability

of bogie wheel assembly.
	28 Jun 44



	123
	Tanks, light and medium; cars, armored; special purpose vehicles

on tank chassis; use of hull lifting eyes.
	17 Jul

44



	125
	Tanks, light and medium; carriages; carriers, and special purpose

vehicles on tank chassis; operation of track connecting

fixture

41-F-2997-86.
	22 Jul

44



	130
	All half-track and full-track laying vehicles; instructions governing

removal, inspection, classification, reconditioning and disposi

tion of tracks and bogie wheels.
	1 Aug

44



	131
	Tank, medium, M4A3; carriage,

motor, 3-inch

gun, MlOAl;

engine oil pan level sending unit, and oil level instrument panel

gage.
	2 Aug

44



	137
	20-mm aircraft gun rounds T9E5 (M95), T18 (M96), T23 (M97),

T24 (M99).
	8 Aug

44



	138
	mechanisms

field artillery;

changing

from

Recoil

of mobile

recoil oil (heavy) to recoil oil (special).
	10 Aug 44



	2147
	Ordnance wheeled vehicles; provision for a lubricant passage on

universal joint trunnion ends.
	24 Jul

43



	148
	Carriage, motor, 3-inch gun, M10 and M10A1;

carriage, motor,

gun, M12;

105-mm howitzer, M7;

carriage,

motor,

155-mm

vehicle, tank recovery, T2; tanks, medium, M4 series; carrier,

cargo, T14; fuel tank filler neck, strainer, seal and vent.
	11 Aug 43



	151
	Tanks, medium, M4 series; carriage, motor, 3-in. gun, M10 and

MlOA1; carriage, motor, 105-mm howitzer, M7; carriage, motor,

155-mm gun, M12; carrier, cargo, T14; transmission oil return

line.
	22 May 43



	152
	Tanks, medium, M4 series; carriage, motor, 3-in. gun, M10 and

M10A1; carriage, motor, 105-mm howitzer, M7; carriage, motor,

155-mm gun, M12; carrier, cargo, T14; disc type track idler

wheel.
	3 Jul

43



	153
	Engines, radial; booster coils; inspection.
	1 Jan

42





e No stocks-do not requisition.
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	ORD
	ORDNANCE-Continued
	
	



	154
	Tanks, medium, M4 series; carriage, motor 105-mm howitzer,

M7; carriage, motor, 155-mm gun, M12; carrier, cargo, T14;

transmission pinion gear shim replacement.
	13 May43
	



	155
	Half-track vehicles and scout cars; staking of hexagon nuts and

bolts.
	13 Aug 43
	



	158
	Tank, medium, M4 series; clutch pedal operation interference.
	22 Apr 43
	



	159
	Medium tanks, M4 series; transmission clutch gears.
	17 May 43
	



	163

165
	Ordnance vehicles; mounting universal rifle bracket.

Tanks, medium, M4, M4A1, M4A4; carriage, motor, 105-mm how-

itzer, M7; carriage, motor, 155-mm gun, M12; carrier, cargo,

T14; field method of working out the dust accumulation in

clutch.
	22 Jun 43

13 Aug 43
	



	169
	Shell, HE, 57-mm, T1SE1 with fuze, PD, T83 or with fuze, PD,

T86.
	21 Aug 44
	



	171
	Use of recoil oil (special) in the recoil cylinder for gun, automatic,

40-mm, MI (AA), and oil gear M1 (remote control systems M1

and M5), M2 (remote control system M3), and M3 (remote

control system M15).
	24 Aug 44
	



	173
	Unit replacement and repair time guide for wheeled vehicles.
	30 Aug 44
	



	177
	All GMC vehicles with banjo-type axles, conservation of critical

transfer case and front axle drive mainshaft gear and roller spare

parts.
	5 Sep
	44



	180
	howitzer, wet); tank, medium,

Tank, medium, M4 (105-mm

M4A1 (76-mm gun, wet); tank, medium, M4A3 (75-mm gun,

wet); tank, medium, M4A3 (76-mm gun, wet); carriages, motor,

M7 and M7B1;

tank recovery,

105-mm howitzer,

vehicle,

M32B3; removal of clutch pedal high-idle control.
	5 Sep
	44



	186
	Truck, 25/-ton, 6 x 6 (oMC CCKW 352'and 353); truck, 25-ton,

6 x 6, amphibian (GMC DUKW 353); truck, 5-ton, 6 x 4 (oMO

CCW-353); procedure for reducing exhaust manifold failures.
	12 Sep 44
	



	189
	Tanks, medium, M4 series; standardization of traversing mecha-

nism.
	9 Aug
	43



	191
	Tank, M5, M5A1, and M24; carriage, motor, 75-mm howitzer,

MS; half-track vehicles (Autocar, Diamond T, and White);

servicing hydraulic valve lifters.
	15 Sep 44
	



	192
	Tank, medium, M4; tank, medium M4, (105-mm howitzer); tank,

medium, M4A1; tank, medium, M4A1, (76-mm gun); supple

mentary maintenance information on master clutch D78123.
	16 Sep 44
	



	193
	Cold-weather lubrication: operation and maintenance of artillery

and sighting and fire control materiel.
	30 Sep 44
	



	195
	Tanks with radial engine, track installation.
	23 Apr 43
	



	196
	Identification plate of ordnance materiel.
	2 Jan
	43



	198
	Identification of storage batteries in landing vehicles, tracked

(LVT), when prepared with electrolyte of 1.200 to 1.225 specific

gravity.
	21 Sep 44
	



	200
	Tractors, high-speed, 18-ton, M4: 13-ton, M5; and 38-ton, M6;

standardization of track tension.
	20 Sep
	44



	202
	Carriage, motor, 105-mm howitzer, M7; tank, medium M4; correct

ammunition boxes and brackets.
	26 Sep
	44



	210
	Continental R975-CI and R975-C4 engines; magneto identifica-

tion.
	10 Oct
	44



	211
	Truck, 11-ton, 4x4 (Chevrolet), and truck, 21-ton, 6x 6; (GMC);

oversize tie rod yoke bolt.
	10 Oct
	44



	212
	Hydropneumatic recoil mechanisms; instructions relating to in- 19 Jul

spection, evacuation, and records.

Tanks, medium, M4, M4 (105-mm howitzer), M4A1, M4A1 (76-
	12 Oct
	46

44



	213
	mm gun), 105-mm howitzer motor carriage, M7; service intruc

tions on master clutch assembly 7067270.
	
	



	214
	Ammunition: safety distance requirements for preparation

of

primers and demolition charges.
	28 Oct
	44



	215
	Ordnance engines; run-in and test procedures.

Changes 1, 2, 3, 4
	20 Apr 51
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	216
	Truck, 5- to 6-ton, 4 x 4 (Autocar Model U-8144-T); truck, 6-ton,
	7 Nov 44



	
	6 x 8 (Brockway Model B 666); truck, 6-ton, 6 x 6 (Corbitt Model
	



	
	truck, 6-ton,

(White Model

666); truck,

50SD-6);

x 6

6
	



	
	6-ton, 6 x 6 (Mack Model NM); truck, wrecking, heavy, M1,
	



	
	(Ward, LaFrance, and Kenworth); installation of protector snap
	



	
	ring for front axle shaft of oil seal.
	



	221
	Directors M9, M9A1, M9A2, and M10; excessive voltage drop in
	20 Nov 44



	
	AC power cable assemblies C80250.
	



	222
	Tank, medium, M4 and M4A1; carriage, motor, 105-mm howitzer,
	20 Nov 44



	
	M7; carriage, motor, 155-mm gun, M12; carrier, cargo, M30
	



	
	(T14); vehicle, tank recovery, M31, M32, and M32B1;

tighten
	



	
	ing of exhaust collector ring clamps on Continental R975 series
	



	
	engines.
	



	228
	Tank, medium, M4 series; replacement of horizontal volute sus-

pension cap screws which are removed for shipment.
	4 Dec 44



	
	Change in recoil oil in major caliber AA materiel.
	5 Dec 44



	229

230
	Identification and installation of Continental R975-C1 ordnance
	13 Dec 44



	
	spare engines.
	



	233
	Cutter, cable, M1.
	18 Dec 44



	234
	All ordnance wheeled vehicles; electric brake controls.
	16 Dec 44



	235
	All vehicles using Continental R975-C1 and R975-C4 engines;
	19 Dec

44



	
	carburetor identification.
	



	237
	Gun, automatic, 37-mm, M4, M9, M9A1, and M10; modification
	26 Dec 44



	
	record card and holder.
	



	239
	Identification, inspection, classification, reconditioning, and dis-
	5 Jan 45



	
	position of synthetic inner tubes.
	



	to 240
	Winterizing kits M12 and M13 for generating units M7, M7A1,
	8 Jan

45



	
	M15, M15A1, and M18.
	



	242
	Protection of electrical equipment on ordnance vehicles against
	15 Jan

45



	
	corrosion and rust.
	



	
	Changes 2
	



	243
	Tanks, medium, M4 series, and all other vehicles with medium
	15 Jan

45



	
	tank M4 type power train; towing procedure.
	



	246
	Uniform method of filling hydrospring type recoil mechanisms.
	29 Jan

45

14 May 51



	247
	All transport vehicles; headlight adjustment (aiming) procedure.

Illuminating shell T18 for 81-mm mortar.
	1 Feb 45



	248
	Destruction of unexploded ammunition in theaters of operations.
	1 Feb 45



	249

251
	Change in the piece mark number for hammer B8485 and pin
	5 Feb 45



	
	A25308.
	



	253
	Radial and in-line engines; disposition of unserviceable sodium-
	13 Jan

53



	
	filled exhaust valves.
	



	
	Changes 1
	



	254
	Engines, radial aircraft type; precautions on hydrostatic lock.
	17 Feb 45



	255
	Gun, 75-mm, M5 (T13E1), MSA1, M6, M M10 (T9E2), and T9E1;
	22 Feb 45



	
	service life of tubes.
	



	256
	Overhaul standards; 40-mm automatic gun Mi (AA) and 40-mm
	26 Feb 45



	
	gun carriages M2 and M2A1 (AA).
	



	257
	Fits, tolerances, and wear limits for Cadillac V8 tank engine.
	26 Feb 45



	258
	Fits, tolerances, and wear limits for Chevrolet BQ engine.
	28 Feb 45



	260
	Fits, tolerances, and wear limits for Waukesha 6-MZR engine.
	5 Mar 45



	263
	Neoprene gas check pads.
	15 Mar 45



	264
	Turret type, fixed and flexible, heavy barrel machine gun, cal50,
	15 Mar 45



	
	M2; lubrication of oil buffer assemblies.
	



	267
	Fits, tolerances, and wear limits for Mach Model EY engine.
	19 Mar 45



	268
	Fits, tolerances, and wear limits for Autocar Model 358 engine.

Fits, tolerances, and wear limits forInternational Model FBC-318-
	19 Mar 45

19 Mar 45



	269
	B engine.
	



	270
	Fits, tolerances, and wear limits for International Model FAC-269
	22 Mar 45



	
	engine.
	



	
	Tank, light, M24; tank, heavy, T26 series; tank, medium, M4 series
	29 Mar 45



	271
	and related motor carriages with horizontal volute type suspen
	





i0 Responsibility for this technical bulletin has been assigned to the Chief of Engineers.
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	273
	Precautions in handling 2.36-inch AT HE rocket M6A3C.
	26 Mar 45



	276
	Engine, Continental. R975-C1 and R975-C4;

change in piston

skirt diameter.
	31 Mar 45



	277
	Fits, tolerances, and wear limits for Dodge T202 engine.
	31 Mar 45



	278
	90-mm recoil mechanisms M1, MIA1, M17, M18; adjustment for

firing high-velocity ammunition.
	2 Apr 45



	279
	Truck, 4-ton, and up (all makes); adjustment of windshield wiper

regulator valve.
	4 Apr 45



	283
	Fits, tolerances, and wear limits for Cummins Model HD-600

engine.
	9 Apr 45



	285
	Proper slinging and attachment methods for hoisting artillery ma-

teriel.
	10 Apr 45



	287
	Tank, medium, M4 series (equipped with horizontal volute sus-

pension); special socket wrench and extension bar for servicing

T-80 track.
	12 Apr 45



	288
	Tanks, carriages, and vehicles with Ford GAA, GAF, or GAN

tank engines; servicing spark plugs.
	12 Apr 45



	289
	Fits, tolerances, and wear limits for GMC Model 256 engine.
	19 Apr 45



	291
	Fits, tolerances, and wear limits for Dodge Model T118 engine.
	21 Apr 45



	293
	Fits, tolerances, and wear limits for Dodge T-211 (to engine serial

No. 42001), T-207, and T-112 engines.
	23 Apr 45



	295
	of ammunition malfunctions resulting from unau-

Prevention

thorized use of 75-mm and 105-mm howitzer, HE AT rounds.
	25 Apr 45



	297
	Truck, 4- to 5-ton, 4 x 4, (Federal, Autocar, and White); truck,

4-ton, 6 x 6 (Diamond T); lubrication of engine water pump and

constant velocity universal joints.
	11 May45



	298
	Fits, tolerances, and wear limits for Packard Model 2001-A engine.
	24 May 45



	299
	Fits, tolerances, and wear limits for Autocar Model MB-447 en-

gine.
	24 May 45



	300
	Emergency instructions for lubricants and

leaning materials.
	24 May 45



	301
	90-mm gun Mi and MlA1 and 90-mm antiaircraft gun mount

M1AI; overhaul standards.
	31 May45



	302
	Tractor, high-speed, 18-ton, M4 and 38-ton, M6; oil seal cement.
	6 Jun 45



	303
	Instructions for exercising recoil mechanisms and equilibrators.
	13 Jun 45



	305
	Operation and maintenance of breathing apparatus M2.
	19 Jun 45



	306
	All ordnance combat and transport vehicles; replacement of low

pressure (80 lb) universal joint relief valves with high pressure

(1,500 lb) relief valves and availability of thin stem lubricating

adapter.
	25 Jun 45



	308
	Identification and serviceability of cal50 aircraft machine gun

barrels.
	27 Jun 45



	309
	Replacement and servicing of obturator spindle plug and gasket

on artillery using separate loading ammunition.
	29 Jun 45



	313
	Spark plugs.
	19 Jul

45



	314
	Medium tanks, M4 series and related vehicles based on medium

tank chassis; elimination of sprocket cap screw failures.
	13 Jul

45



	322
	Cleaning and preserving removed vehicular fuel tanks.
	5 Sep 45



	324
	storage batteries; operation, maintenance,

Nickel-iron-alkaline

and storage.
	16 Feb 53



	325
	Precautions to be taken prior to charging recoil mechanisms and

equilibrators with nitrogen.
	31 Aug 45



	327
	Overhaul and rebuild standards for mobile field artillery materiel,

mortars and recoilless rifles.
	13 Feb 51



	329
	Waterproofing Auto-Lite generator regulators.
	10 Oct

45



	330
	Expendable synthetic rubber muzzle covers for aircraft weapons.
	21 Nov 45



	331
	Fungus proofing optical instruments.
	23 Nov 45



	332
	Lubrication instructions for variable speed drives in tracker M2.
	29 Jan

46



	334

335
	Drinking water tanks; lining and relining.

Use of remote control towing hook and improvised towing bridle

for recovery during combat.
	12 Mar 46

4 Mar 46



	336
	90-mm guns Ml, MiA1, and T8; preventing accidental dropping

of breechlock when supported by breechlock holding tool.
	4 Mar 46














	NO.
	TITLE
	DATE
	




	ORD

337
	ORDNANCE-Continued

Antiaircraft artillery remote control system and seacoast artillery

hydraulic speed gears; change in oil.
	18 Jul
	46



	2 338
	Painting evaporative coolers for power plants M1, M2, and M4.
	21 Mar 46
	



	2 339
	Azimuth instrument M1910A1 (serial No. 28 or above), depression
	29 Oct
	46



	
	finder Mi: transformer for lighting.
	
	



	340
	lubrication,

and preservation

of artillery materiel,

Cleaning,

20-mm to 16-inch, inclusive.
	26 Mar 47
	



	341
	Distributor adjustment on ordnance transport vehicular power

plants w hen using low-octane gasoline motor fuel.
	13 Jul
	46



	342
	Oil filter elements.
	8 Jul
	46



	343
	Preparation and operation of standard military motor vehicles

for use with blend of ethyl alcohol and gasoline (alcogas).
	1 Aug 46
	



	345
	AA.director and seacoast gun data computer book and height

finder log book.
	16 Jan
	47



	350
	Moisture and fungus proofing treatment of antiaircraft artillery

"on-carriage" fire control equipment and associated cable sys

tems.

Changes 1
	1 Oct 47
	



	360
	Maintenance of diesel power plants for seacoast gun batteries dur-

during periods of inactivity.
	1 Apr 48
	



	361
	Ordnance vehicles: reverse flushing of cooling system.
	19 Mar 48
	



	363
	Standby storage for antiaircraft artillery.

Changes 1
	27 May 49
	



	366
	Rebuild standards for small arms materiel.

Changes 1
	15 Sep
	53



	367
	Instructions for refilling body of compass M6 and replacing the

compass dial on its pivot.
	9 Aug 49
	



	368
	Issue of artillery gun book in place of 4.2-inch chemical mortar

barrel record book.
	12 Oct
	49



	369
	Installation of compass M6 in ordnance vehicles.
	23 Jan 50
	



	370
	Use of universal gear lubricants.
	20 Dec 49
	



	371
	Flarebacks from 90-mm guns M3 and M3A1.
	21 Dec 49
	



	373
	Alteration of leveling fixture 41-F-2994 (D23553) to accommodate

test adapters for inspection of fire-control instruments.
	10 Feb 50
	



	374
	Track-support-roller brackets on 105-mm howitzer motor carriage

M37, light tank M24, and 155-mm howitzer motor carriage M41.
	16 Feb 50
	



	376
	2y4-ton, 6 x 6, trucks (OMC): intake valve assembly for GMC

270 engines.
	27 Feb 50
	



	377
	Fan universal joint noises on vehicles equipped with Cadillac

engines.
	27 Feb 50
	



	378
	Lubricants for use with sedan automobiles and commercial type

administrative vehicles.
	17 Oct
	51



	379
	Protection of ordnance general supplies in open storage.

Changes 1
	56 Jul
	50



	380
	Tractor, high-speed, 18-ton, M4, and M4A1, and tractor, high-

speed, 38-ton, M6: removal of air compressor when operating

continuously in sandy or extremely dusty terrain.
	13 Mar 50
	



	381
	Use of ammudamp discontinued in light tank M24 and medium

tank M4 series (wet).
	23 Mar 50
	



	382
	Adjustment' and serviceability chart for noncommon, limited-

volume, transport vehicles.
	27 Aug 51
	



	383
	Temperature ranges for preservative lubricating oils.
	3 Apr 50
	



	384
	Adjustment and operation of openers for steel and aluminum

small arms storage containers.
	11 Oct 50
	



	386
	Administrative vehicles; removal of blackout lights.
	24 Jun 50
	



	387
	Maintenance in storage: prevention and removal of rust accumu-

lation on rim and wheel assemblies on artillery carriages.
	26 Jun 50
	



	388
	Ordnance vehicles; speedometer turnback.
	24 Jun 50
	



	389
	Cal22 survival rifle M4 (T38) (hornet cartridge).

Changes 1
	18 Jul
	50



	390
	Cold-starting aid kit (slave kit) M40; operation and maintenance.
	18 Jul
	52





2 No stdcks--dio ot requisition.
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	392
	Internal lubrication of new, rebuilt, or idle gasoline engines before

use.
	50

9 Oct



	393
	Computing sight M7Al; packaging instructions to include ring

sight M20.
	12 Oct

50



	394
	Binocular M3, M8, M9, M13, or M13AI: instructions to prevent

damage to filter Ml when placed in carrying case M17.
	10 Oct 50



	395
	Hand carts M3A4, M4A1, M6A1, M7, M8, and M9; and 4.2-inch

mortar and ammunition cart MiA1.
	12 Oct 50



	397
	Recoil mechanism exerciser M1.
	24 Nov 50



	398
	37-mm subcaliber guns M13, M14, and M15; installation instruc-

tions.
	15 Nov 50



	400
	25-ton, 6 x 6, amphibian truck (GM C Model DUKW 353): modi-

fications and changes that must be effected at time of repair,

rebuild, or as required by using troops.
	4 Dec 50



	401
	Chassis coating compound (underbody coating compound); de-

scription, method of application, and equipment used.
	22Jan

51



	402
	GMC Model 270 engines, distributor gear lubrication.
	21 May 51



	403
	Track-laying vehicles with torsion bar suspension: removal of mud
	12 Jan 51



	
	shields from road (bogie) wheels.

Changes 1
	



	404
	Rifle grenades, HE, AT, T41 and practice, T42.

Changes 1, 2
	14 Dee 51



	405
	Electrolytic capacitors: reforming of capacitors in depot stocks to

maintain serviceability.
	9 Aug 54



	406
	90-mm gun M2 and antiaircraft mount M2:; replacement of by-

draulic oil for amplifier MIA1 by insulating oil.

Changes 1
	19 Feb 51



	407
	Improved method of locking muzzle brake on 90-mm guns M3.
	14 May 51



	408
	Preparation for and maintenance in storage of combat vehicular

armament.

Changes 1
	8 Jun

51



	409
	Cal22/.410 gage survival rifle-shotgun M6.
	21 Nov 51



	411
	105-mm howitzer; ballistic properties of 105-mm howitzer with

counterbored muzzle.
	6 Aug 51



	412
	Irreparable, obsolete, excess, or surplus implements of war, includ-

ing lethal weapons, disposition procedures and methods of mu

tilating condemned items.

Changes 1
	9 Sep

52



	414
	Preparation for and maintenance in storage of mobile field artillery

materiel.
	27 Aug 51



	415
	Cal45 submachine gun M3, cal22 survival rifle M4; cal22/410

gage survival rifle shotgun M6, cal30 carbine (all models); in

structions for eliminating oil leakage in hand oiler 5564364.
	17 Oct 51



	416
	4.5-inch rockets, noninterchangeability of M48 and M51 series PD

fuzes with M81 series PD fuzes.
	22 Aug 51



	417
	HE shell for 4.2-inch mortar; restrictions on firing.
	17 Jul

563



	418
	2.36-inch rocket launcher M9, M9A1, M18; 3.5-inch rocket launcher

M20, M20B1; 3.5-inch repeating rocket launcher M25; instruc

tions for field and depot ordnance maintenance personnel in the

use of firing mechanism electrical output testers.
	12 Sep

51



	419
	Instructions for use of fuze, VT, T225, T226, and T227.
	10 Sep

54



	420
	90-mm HE shell M71 with PD fuze; calibration data for certain

lots.
	9 Nov 51



	
	Changes 1
	



	421
	1M-ton, 4 x 4 (Chevrolet) and 23i-ton, 6 x 4 and 6 x 6, trucks

(GMC); leveling tool for installing differential assemblies on
	2 Nov 51



	422
	banjo-type axles.

29-passenger, 4 x 2, bus (IHC Model K-5); alteration of generator
	13 Nov 51



	423
	system to increase charging rate for cold climates.

76-mm gun medium tank M4A3; repositioning gun traveling lock

assembly so that turret traversing lock assembly may also be

used.
	8 Nov 51
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	j
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	424
	>4-ton, 4 x 2, carryall truck (Chevrolet Models 1950 and 1951);

fabrication of seat stop on the passenger seat.
	14 Nov 51
	



	425
	3.5-inch HE AT rocket M28 (T80E2), M28AI, M28A2, and 3.5-inch

practice rocket M29 (T85E2), M29AI, M29A2; differences be

tween modifications, precautions for firing in freezing weather,

and aiming data chart.
	10 Dec 51
	



	426
	Hydropneumatic recoil mechanism; instructions for checking and

correcting nitrogen pressure.

Changes 1
	19 Dec 51
	



	427
	Rifle arm rack Ml (D34807); field modification to prevent removal

of rifles from locked racks.
	18 Jan
	62



	428
	90-mnm gun M3 and M3A1; establishing the proper oil reserve in

recoil mechanisms for gun mounts M4, M4A1, M67, and M73.
	16 Jan 52
	



	429
	120-mm guns Ml, MIAI: and M1A2 and antiaircraft gun mount

MiAI; installing and boresighting elbow telescopes M24A1 and

M16AIN on telescope mounts M31 and M32.
	6 Feb 52
	



	430
	Replacement of steel upper radiator tanks installed in certain

GMC vehicles produced in 1951.
	30 Jan
	52



	434
	Combat and transport vehicles with 24-volt electrical systems;

instructions for checking 24-volt instruments that do not zero.
	14 Mar 52
	



	436
	Ammunition; packing of percussion primer Mk 2A4 with separate-

loading propelling charges.
	3 Nov 52
	



	437
	Small arms weapons; standards for visual inspection of barrels.
	19 Mar 52
	



	438
	Processing and reconditioning of antifriction bearings.

Tanklike track-laying vehicles equipped with headlight ball and
	26 Jun 52

7 Jun 52
	



	443
	adjustment

mountings;

headlight

(aiming)

socket

service

procedure.
	
	



	444-1
	2Yton, 6 x 6, shop van truck and 1-ton 2-wheel cargo trailer; loca-

tion and installation of machine field maintenance heavy supple

mental shop set No. 1.
	9 Jun 52
	



	444-2
	2½-ton, 6 x 6, shop van truck and 1-ton 2-wheel cargo trailer; loca-

tion and installation of field maintenance machine shop set,

heavy.
	7 Jun 52
	



	444-3
	2½-ton, 6 x 6, cargo truck; installation of hoist and towing organiza-

tional maintenance tool set No. 7.
	9 Jun 52
	



	-

444-4
	2½-ton, 6 x 6, shop van truck; location and installation of small

arms field maintenance shop set.
	10 Jun 52
	



	444-5
	2½-ton, 6 x 6, shop van truck and 1-ton 2-wheel cargo trailer; loca-

tion and installation of field maintenance machine shop set,

basic.
	10 Jun 52
	



	444-6
	2½-ton, 6 x 6, shop van truck and 1-ton 2-wheel cargo trailer; loca-

tion and installation of auto fuel and electrical system field

maintenance shop set.
	10 Jun 52
	



	444-7
	234-ton, 6 x 6, shop van truck; 2½-ton, 6 x 6, cargo truck; and 1-ton

2-wheel cargo trailer; location and installation of automotive

field maintenance basic shop set.
	6 Jun 52
	



	444-8
	2½-ton, 6 x 6, cargo truck; location and installation of field mainte-

nance welding shop set.
	15 Jul
	52



	444-9
	2½-ton, 6 x 6, cargo truck and 1-ton, 2-wheel, cargo trailer, location

and installation of automotive field maintenance supplemental

shop set No. 1.
	13 Nov 52
	



	444-10
	

ton, 4 x 4, cargo truck; location and installation of contact and

emergency repair field-maintenance shop set.
	24 Mar 53
	



	444-11
	23-ton, 6 x 6, shop van trucks; transfer of Signal Corps radio repair

load from Signal Corps repair truck M30 to new shop van truck

M109.or M220.

Changes 1
	22 Apr 64
	



	445
	Trucks, pi-ton, M38, U-ton, M37, 2½-ton, M34, M35, 5-ton, M41,

M51, M54, M55, and M62; excessive fuel tank pressure.
	7 May 52
	



	452
	31 -ton, 4 x 2 bus, Model L-163 (IHC); correction and replacement

of clutch release shaft and lever assembly.
	1 Jul
	52



	453
	Wheeled and tracked tactical vehicles; use of 6- and 8-volt blackout

driving lamp units.
	9 Jul
	52
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	454
	Cross-drive transmissions installed in combat vehicles; shifting

precautions when backing up.
	27 Jun
	52



	455
	1-tonl, 4 x 2, truck (Ford), 1½-ton, 6 x 6, truck (Dodge), and

' 2-ton, 4 x 2, bus (IHC Model K-5); refacing tool for repairing

transmission case.
	30 Jun 52
	



	456
	Light tank M24, 105-mm howitzer motor carriage M37, twin 40-

mm gun motor carriage M19, and 155-howitzer motor carriage

M41; installation of track-link-pin-lock wedge bolts.
	9 Jul
	62



	457
	Medium tanks M46 and M46A1 and 90-mm gun tank M47; reposi-

tioning outside gun traveling lock assembly, so that turret trav

ersing lock assembly may also be used simultaneously.

Changes 1
	30 Jun 53
	



	458
	Personnel carriers (sedans and carryallsGMC) of commercial

design; alteration of seat backs.
	28 Jun 52
	



	459
	Medium tanks M46 and M46A1 and 90-mm gun tank M47; pro-

cedure prior to starting engine.
	1 Jul
	52



	460
	Liquid-cooled engines and equipment; cleaning drain holes.
	9 Jul
	52



	461
	76-mm gun tank T41EI, medium tanks M46 and M46AI, and 90-

mm gun tank M47; correct fuel pump pressure.
	3 Jul
	52



	462
	Medium tanks M46, M46AI, and M47; specified fuel and spark

plug.
	27 Jun 52
	



	463
	Automotive vehicles with 24-volt electrical systems; operating pre-

cautions and maintenance and storage of new type 12-volt lead

acid storage batteries 21tN and 6TN.
	7 Jul
	52



	465
	Pedestal truck mounts M31AI and M31C; installation on

4-ton,

4 x 4, utility trucks M38 and M38A1.
	2 Apr 54
	



	466
	Administrative vehicles; maintenance of new-type chrome finish.
	18 Aug 52
	



	467
	4- and 3-ton, 4 x 4, trucks and 22- and 5-ton, 6 x 6, trucks, "M"

models; use of proper fuel-tank filler cap.
	11 Aug 52
	



	468
	and 353,

2½-ton, 6 x 6, trucks

(GMC Models

CCKW-352

AFKWX-352 and 353, CCW-353, DUKW-353, CCKWX-353,

and ACKWX-353); prevention of high oil consumption in GMC

Model 270 engines.
	21 Aug 52
	



	469
	Tank guns equipped with bore excavators; cleaning and care.
	15 Sep
	52



	470
	4-ton, 4 x 4, trucks and 2/2- and 5-ton, 6 x 6, trucks, "M"

4- and

models; instructions for proper cleaning of crankcase ventilator

valve assembly.
	9 Sep
	52



	471
	Vehicles with pressurized fuel systems; elimination of pressure

build-up.
	15 Sep 52
	



	472
	Bomb, photoflash, M120 (T9ES).
	7 Oct
	52



	475
	4- to 5-ton, 4 x 4 tractor trucks (Auto car Model U7144; Federal

Models 94X43A, 94X43B, and 94X43C; and White Model 444T);

removal of viscometers.
	30 Oct
	52



	476
	Ordnance motor vehicles; restricting the use of tempseal water-

proof compound.
	29 Oct
	52



	477
	Wheeled vehicles; discontinued use of tire bead clips and bead

locks.
	22 Dcc 54
	



	478
	Antiaircraft artillery materiel; instructions for proper cleaning and

restriction of the use of water, steam, or air under pressure.
	28 Nov 52
	



	479
	Ordnance motor vehicles; standardization of electric-type instru-

ments.

Changes 1
	21 Nov 52
	



	480
	Combat vehicles; elimination of hour recording meter assemblies.
	12 Nov 52
	



	481
	6-passenger, 4 x 2, light automobile (Chevrolet series 1500, 1950-51)

and ½2-ton, 4 x 2, carryall, panel, and pick-up trucks (Chevrolet

replacement

of differential-pinion-shaft

series 3100,

1950-51);

front bearing.
	24 Nov 52
	



	483
	34-ton, 4 x 4, cargo truck M37, utility truck M42, ambulance truck

M43, and telephone installation, light maintenance and cable

splicing truck V41 ( )/GT (Dodge); transfer linkage and bear

ing adjustments.
	24 Nov 52
	



	485
	and 5-ton, 6 x 6, trucks, "M"

34- and 34-ton, 4 x 4, trucks and 23-

Models; servicing data plate correction.
	19 Jan
	53
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	486
	Remote control system M12AI, amplifier M1A2, and motor drive

M2A2; on mount test procedures for use with antiaircraft fire

control system M33C (T33C).
	13 Jan 53
	



	487
	4- and Ys-ton, 4 x 4, trucks and 2½- and 5-ton, 6 x 6, trucks, "M"

Models; identification and maintenance of fuel filters.
	3 Feb 53
	



	488
	Tactical vehicles; use of hook spanner wrench 41-W-3249-900 on

slotted electrical connectors.
	13 Jan
	53



	489
	Medium tanks M46and M46A1 and 90-mm gun tank M47; replace-

ment of final-output-flange seal in transmission Model CD-850.
	13 Jan
	53



	491
	Medium tanks M46 and M46A1 and 90-mm gun tank M47; proper

lubrication of the driver's manual dual-control box.
	16 Feb 53
	



	492
	21-ton, 6 x 6, trucks; correct inflation pressure for 11.00 x 20 tires.
	16 Feb 53
	



	493
	Ordnance engines; magneto testing procedure for AO and AOS

.895 and AV 1790 series Continental engines.
	3 Mar 53
	



	494
	Medium tanks M46 and M46A1 and 90-mm gun tank M47; lubri-

cation of CD 850 (Allison) transmission bevel gears.
	2 Mar 53
	



	495
	Bomb, photoflash, M122 (T86E2).

Changes 1
	3 Apr 53
	



	496
	Remote control system M6A2 and fuze setter M19A1; on mount

test procedures for use with antiaircraft fire control system

M33D (T33D).

Changes 1
	17 Feb 53
	



	497
	Remote control systems M12 and M12A1: Correction of manufac-

turer's error in amplifier assembly 6582656.
	27 Feb 53
	



	498
	Medium tanks M46 and M46A1 and 90-mm gun tank M47; water

leakage into master junction box.
	3 Mar 53
	



	499
	3- and ,4-ton, 4 x 4, trucks and 2J-ton, 6 x 6, trucks "M" Models;

identification and replacement of hydraulic stop-light switches.
	4 Mar 53
	



	500
	2Y3-ton, 6 x 6,: cargo trucks M34, M35, and M36; chassis trucks

M44, M45, and M46; crane truck M108; dump trucks M47 and

M59; gasoline tank truck M49; shop van truck M109; tractor

truck M48; water tank truck M50; and 5-ton, 6 x 6, cargo trucks

M41, M54,.and M55; cargo van truck M64; chassis trucks M40,

M61, M.63,.and.M139;.dump truck M61; medium wrecker truck

M62;. tractor truck M52; welded tie-rod ends.
	14 Apr 53
	



	501
	8-inch howitzer motor carriage M43 and 155-mm gun motor car-

with panoramic-telescope

riage M40;

interference

sight for

vehicles having loading tray on left gun shield.
	1 Apr 53
	



	503
	Wheeled vehicles (Dodge, Ford, IHC, etc.); fabrication of trans-

mission holding fixture for rebuild shops.
	3 Apr 53
	



	504
	18-ton high-speed tractor M4 and 38-ton high-speed tractor M6;

to prevent loosening of the starting-crank jaw.
	2 Apr 53
	



	605
	Full-track armored infantry vehicle T18E1 and 76-mm gun tank

T41E1; to define grouser wear limits.
	1 Apr 53
	



	506
	12-ton, 6 x 6, tractor truck M26AI, installation of lubrication

fitting for the rear tandem winch engine clutch control shaft.
	2 Apr 53
	



	507
	Repair of small arms wooden components.
	1 Apr 53
	



	508
	Medium tank M46, M46A1, 90-MM gun tank M47, T48; replace-

ment. of transmission main oil pressure gage.
	3 Apr 53
	



	509
	76-mm gun tank T41E1; cargo tractor M8E2; self-propelled twin

40-mm gun T141; self-propelled 155-mm howitzer T194; self

propelled 105-mm howitzer T98E1; full track armored infantry

vehicle M75 (T18E1); replacement of engine oil pan drain plug.
	2 Apr 53
	



	510
	Medium tanks M46 and M46A1 and 90-mm tank gun M47 (Con-

tinental AV 1790 series engines); functioning of engine low-oil

pressure warning-signal light.
	17 Apr 53
	



	511
	22-ton, 6 x 6, cargo truck M34, chassis truck M44 and dump truck

M47; corrected toe-in settings.
	17 Apr 53
	



	512
	MT fuzes M43 series, M61 series and M67 series and MTSQ fuzes

M500, M500A1, M501, M501A1 and M502; torque testing and

torque readjustment.
	I Jun 54
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	513
	40-mm gun motor carriage T141, 76-mm gun tank T41E1, 105-mm

howitzer motor carriage T98E1, and 155-mm howitzer motor

carriage T99E1; stud sizes for carburetors.
	28 Apr 53



	514
	Serviceability standards for axle drive gears.

Changes 1
	23 Apr 53



	515
	Medium tank M46, M46A1; 90-mm

gun tank M47; increased

shifting detent force in CD-850-4A transmission control valve

bodies.
	4 May 53



	516
	Medium tank M46A1; 90-mm gun tank M47; removal, installa-

tion and maintenance of nylon type bearings.
	30 Apr 53



	517
	Cross-drive transmissions 500 and 850 series; instructions for clean-

ing bearings prior to installation.
	7 May 53



	518
	Passenger cars and trucks (Chevrolet, Models 1949-1952, except

cab-over-engine vehicles); correction of engine oil-level gage rod.
	14 May 53



	519
	Administrative vehicles; provision for ash receivers.
	18 May 53



	520
	Tactical and combat vehicles, 22-ton and over; replacement of

obsolete type filler caps on Delco storage batteries, type 6tn.
	18 May 53



	521
	Additional distinguishing marking of weapons and ammunition

made under the offshore procurement program in Japan.
	25 May 53



	622
	Mechanical time fuzes for lIE projectiles for 90-mm and 120-mm

AA weapons; procedure for assemblying separately issued fuzes

to projectiles.
	2 Jun 64



	523
	Construction of an oil filter disk cleaning tool.
	15 Jun 53



	524
	Installed metal fuel tanks; cleaning and preserving.
	8 Jun 53



	525
	Combat vehicles; disposition of sandshields.
	2 Nov 53



	526
	All vehicles; adjustment to 24-volt personnel heaters.
	20 Aug 53



	527
	Fuze, MTSQ, M502; description and authorized use.
	21 Jul

53



	528
	75-mm guns T83E6and T83E7, 90-mm guns MlA3 and M2A2, and

120-mm guns MIA2 and MIA3; procedures for maintaining a

retubing record and for utilization of partially expended gun

tubes.
	16 Oct 53



	529
	Tactical wheeled vehicles; adjustment and serviceability chart.
	20 Jul

63



	530
	22-ton. 6 x 6 cargo trucks MI35 and M211, dump truck M215,

gasoline tank truck M217, shop-van truck XM220, tractor truck

M221, and water tank truck M222; requisition and installation

of flywheels and torus covers.
	24 Jun 53



	631
	Remote control systems M2 and M2A1; diagnosing malfunctions

in the signal circuit of the remote control systems M2 and M2A1.
	16 Jul

53



	532
	Winch-equipped 22-ton; 6 x 6, trucks M34, M35, and M135; and

5-ton, 6 x 6, trucks M41, Mtl, and M139; shearpin replacement.
	15 Jul

53



	535
	2Y-ton, 6 x 6, dump trucks M47 and M59 and 5-ton, 6 x 6, dump

truck M51; preventing damage to hydraulic-hoist cylinder.
	13 Oct 53



	536
	Cartridge, canister,M336 (T22E1), for 90-mm guns M1, M2, M3,

T8, T119, T125, and T139.
	1 Oct 53



	537
	Medium tanks M46 and M46A1 and 90-mm gun tanks M47 and

M48 (T48); engine starting procedure using slave cable.
	28 Sep 53



	538
	AOS-895-3 engine; maintenance of current production

AO-895-4.,

primer fuel filter assembly.
	27 Oct 53



	539
	Medium tank M46, M46A1. 90-mm gun tank M47; adjustment to

spanner hook wrench 41-W-3250-875 (special tool).

Medimn tank M46, M4fA1, 90-mm gun tank M47; discontinued
	27 Oct 53

18 Nov 53



	540

541
	use of Gits oil seals.

Procedures for tow starting vehicles with CD 850-4A transmis-
	27 Oct 53



	542
	sions.

Remote control system M2A1; on-mount test procedures for use
	30 Oct

53



	
	with antiaircraft fire control system M33C or T33C.
	



	543
	Construction and operation of a gear lubricant purifier_
	30 Oct 53



	544
	Vehicles with plastic sealed-beam headlight units; prevention of

distortion and shrinkage of plastic headlight units.

Tracked vehicles; fabrication and use of track-sprocket-wear meas-
	18 Nov 53

30 Mar 55



	545

546
	uring gage.

Medium tank M46, M46A1, gun 90-mm M47, M48; interchange-
	9 Dec 53



	
	ability of final drive covers and gears.
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	547
	4i-ton, 4 x 4, utility trucks M38 and M38AI; prevention of crank-

shaft pulley failures.
	18 Dec 53



	548
	All combat vehicles; failure of azimuth indicators, sighting and

fire control instruments.
	4 Jan 54



	549
	Reclamation of truck transmission and transfer gears.
	Jan 54

15



	550
	Drilling drain holes in commercial dump truck body side reinforc-

ing members.
	9 Jan 54



	551
	Continental 12-cylinder engines AV-1790-5B; AV-1790-7; adjust-

ment of throttle linkage, carburetor, and governor.
	18 Jan

54



	552
	Lacquer and its application.
	26 Feb 54



	553
	155-mm guns M2 and M2A1; 155-mm howitzer Ml, MIA1, and

M45 (T186E1); 240-mm howitzer Ml; 8-inch gun Ml; and 8-inch

howitzers, M2, M2AI, and T89; use of gerdom and neoprene

obturator gas check pads.
	3 Mar 54



	554
	]4-ton, 4 x 4, truck M38-series; 34-ton, 4 x 4, truck M37-series; 2Y-

ton. 6 x 6, truck M34-series; and 5-ton, 6 x 6, truck M40-series;

removal of fly-wheel housing drain plug.
	7 Jan

55



	555
	75-mm rifle M20, 105-mm rifle M27, and 106-mm rifle M40 (T170-

El); procedure for determining the round life.
	12 Mar 54



	556
	On-carriage telescope mounts M18A1, M18AI and M75, M21AI,

and M25 on field artillery weapons; field tests and adjustments.

Changes 1
	23 Feb 54



	558
	Vehicles using AOS-895-3 and AO-895-4 Continental engines; pro-

cedure prior to starting engine.
	14 May 54



	559
	Tactical transport vehicles: Interchangeability of 6TN batteries

and fabrication of battery-to-battery (jumper) cable.
	13 May54



	560
	'

-ton, 4 x 4, utility trucks M38 and M38AI; revision of tire pres-

sures on servicing data plate.
	13 May 54



	561

562
	Continental engine Models AOS-895-3, AO-895-4, AV-1790-5B,

and AV-1790-7; ignition timing.

Track-laying vehicles; instruction governing application, inter-
	25 Jun 54

16 Jun

54



	
	changeability, removal, inspection, classification, reconditioning,

and disposition of tracks, bogie, and roadwheels.
	



	563
	90-mm ammunition assembled with fired resized cartridge cases;

appearance and serviceability.
	9 Jun 54



	564
	Assembly of air line for brake use in checking airbrakes on towed

vehicles, with air supplied by shops.
	2 Jul

54



	565
	Reducer, flash, Ml; change in authorized use when firing charge,

propelling, M19 in gun, 155-mm, M2.
	23 Jun 54



	566
	Weight zones for shell, HE, Ml comp B loaded, for 105-mm how-

itzer and cartridge, HE-T, T91, w/fuze, for 90-mm guns M36,

M41 and T125.
	13 Jul

54



	567
	Cartridge, AP-T, M81 and M81A1, for 40-mm guns; use of dip-

coating sealing compound on windshield to produce trace.
	3 Aug 54



	568
	40-mm guns Ml, MIAl, M2, and M2A1; precautionary check of 18 Aug 54

breech casing top cover prior to firing.
	



	569
	Light tank M24; 75-mm gun medium tank M4A1, M4A3; 76-mm

gun medium tank M4A1, M4A3; 105-mm howitzer medium tank

M4, M4A3; medium tank M26, M26A1, M45, M46, and M46A1;

interchangeability of commanderas vision cupolas.
	10 Aug 54



	570
	3-ton, 4 x 4 trucks, Ford Model QPW, Willys Model MB, M38,

and M38AI;

4-ton, 4 x 4 trucks, Dodge Models WC51, WC52,

WC53, WC54, WC56, WC57, WC58, WC59, WC61, WC64, M37,

M42, M43, M56, and M201; iY2-ton, 6 x 6 trucks, Dodge Models,

WC62 and WC63; use of front axle nondriving flanges for tempo

rarily converting vehicles from four-wheel to two-wheel drives.
	9 Aug 54



	571
	Medium tank M46, M46A1;

0-Smm gun tank M47; removal of final

drive assembly without removing power plant.
	14 Sep

54



	572
	200-kg gage testing outfit 7120217; setup and operation.
	13 Sep

54



	573
	2YX-ton, 6 x 6, trucks M135, M211, M215, M217, M220, M221, and

M222; 5-ton, 6 x 6. trucks M40, M41, M51, M52, M54, M55, M61,

M62, M63, M64, M139, and M246; poor engine performance at

idle caused by air entering engine governor.
	28 Aug 54
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	574
	Plastic adhering strippable coating; description, method of appli- 28 Aug 54

cation, and equipment used.
	



	575
	Recessed-hub,

abrasive disk-wheels; applica-

fabric-reinforced,

tions and instructions for use.
	28 Aug 54



	576
	AOS-895-3, AO-895-4. and AV-1790

series Continental engines;

closing of fuel-tank-shutoff valve.
	27 Aug 54



	577
	Ordnance vehicles; repair and maintenance of oil coolers.
	7 Sep



	578
	Medium tank M46, M46AI; 90-mm gun tank M47; rebuild of final

drive assemblies.
	14 Sep



	579
	Initial setting and adjustment of hydropneumatic recoil mecha-

nisms T47, M1, M17, M18, and M19 series.
	8 Sep



	580
	Fuze, mechanical time super-quick, M500, M500A1, M501, and

M0SAI; characteristics and use.
	13 Sep



	581
	Ordnance vehicles; waterproofing electric boxes.
	17 Sep 54



	582
	Lubrication of wheel bearings for antiaircraft artillery.
	24 Sep 54



	583
	Multiple cal .50 machine gun mount M45 series; adapting spare

lamp cans when reflex sight M18 is installed on mount M45

series.
	12 Nov 54



	585
	Cal .30 Browning machine guns M1919A4 and M1919A4EI; differ-

ences in operation.
	6 Dec 54



	586
	Petroleum base hydraulic oils: characteristics and uses.
	20 Dec 54



	587
	Field inspection and serviceability standards for small arms ma-

teriel.
	20 Dec 54



	588

589
	AOS-895-3, AO-895-4, and AV-1790 series Continental engines;

carburetor identification.

Light armored car M8; armored utility car M20; cargo carrier M29
	23 Dec 54

7 Jan



	
	and M29C; h-ton, 4 x 4. truck M38 and M170; 3

-ton, 4 x 4, truck

M37. M42, M43, M152, and M201; 3/-ton, 4 x 4, truck (Dodge),

Models WC51, WC52, WC53, WC54, WC56, WC57, WC58,

WC59, WC61, W/KD, W/D50B, and W/S8; 13-ton, 6 x 6, truck

(Dodge), Models WC62 and WC63; 4-ton, 6 x 6, truck (Diamond

T), Models 967, 968, 968A, 968B, 968A3, 969, 969A, 969B, 970,

970A, 972, and V/8MPN-1; 4- to 5-ton, 4 x 4, truck (Autocar),

Model U7144T; 4- to 5-ton truck (White), Model 444T; 4- to 5-

ton, 4 x 4, truck (Federal), Models 94X43A, 94X43B, and 94X43C;

power unit (Signal Corps), Models PE-95F, PE-95G, PE-95H,

PE-182, PE-183A, PE-58/G, and PU-26U1; installation of dis

tributor point set,
	



	690
	Reducer, flash, M2 (T2); clarification of authorized use when firing

charge, propelling, M4 or M4A1, in howitzer, 155-mm, M1 or

M45 (T186E1).
	7 Jan

55



	591
	762-mm rocket heating and tie-down kit XM46; installation of kit

8407297 on the 5-ton, 6 x 6, cargo truck M55.
	19 Jan



	692
	Scabbards M8 and M8A1; identifying scabbard M8 series.
	21 Jan

55



	593
	Towed field artillery carriages and carriage transport wagon M3A1;

use of the 24/6 volt blackout light adapter assembly 7356624.
	11 Feb 55



	594
	Ordnance combat vehicles; general theory, maintenance, and re- 30 Mar 55

placement of infrared driving system components.

Track-laying vehicles; instructions for use of track link end con-
	25 Mar 55



	595

597-2
	nector puller.

Rebuild standards for coal burning forge w/30-inch long, 24-inch
	30 Mar 55



	
	wide, 3-inch deep hearth, water tank, windshield type hood,

hand operated blower, w/o coal box (3360-223-8942) (all makes

and models).
	



	598
	Interim wheeled vehicles; operation of powerplant heaters during

moderate ambient temperatures.
	5 Apr 55



	599
	AOS-895-3, AO-895-4, AV 17905B and AV 1790-7 continental en-

gines; maintenance of oil pressure sending units and switches.
	14 Apr 55



	600
	Additional distinguishing marking of weapons and ammunition

made under the offshore procurement program in Europe.
	13 Apr 55



	[C] 700 series
	[This is a series of Joint Explosive Ordnance Disposal RSP Bul

letins being published by the Navy with joint Army-Air Force

All are classified CONFIDENTIAL.]

numbers.
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	-

E2
	German, Italian, and Japanese materiel; preliminary fuel and lu- 21 Aug 44

bricant instructions.
	



	FE2
	Carriage, motor, 3-inch gun M10 and MlOA1; carriage, motor, 90-

mm gun, T71; sealing spare periscope boxes.
	23 May 44



	FE5
	Tank, medium, M4, M4AI, M4A3, M4A6; carriage, motor, 3-inch

gun, MiOAl; 105-mm howitzer, M7 and M7B1; 155-mm gun,

M12; carrier, cargo, M30 (T14); vehicles equipped with medium

tank M4 transmission (gasoline powered); installation of tach
	10 Jun 44



	
	ometer drive on old style transmission.
	



	FE6

FE8
	Ordnance vehicles; improvement of universal rifle bracket.

Tanks, medium, M4 series (wet stowage); revision of 75-mm and

76-rmm shell clamp seals to prevent sticking of shells in con

tainers
	22 Jun 44

20 Oct 44



	FE11
	Tool, breechblock holding, for 120-mm gun M1.
	7 Sep

44



	FE13
	Truck, 2½6-ton, 6 x 6 (GMC all models); reinforcement of cylinder

head rocker arm cover.
	2 Sep 44



	FE14
	Carriage, motor, 3-inch gun, MlOA1; carriage, motor, 90-mm gun,

M36(T71); eliminating interference between engine compart

ment top door splash shield and craburetor air intake manifold.
	22 Sep 44



	FE15
	Tank, medium, M4 series, and related gun motor carriages; new-

type fourth speed input gear snap ring.
	16 Sep 44



	FE16
	Tractor, high-speed, 18-ton, M4, and 38-ton, M6; preventing muf-

fler breakage due to expansion, contraction. and flexing of metal.
	17 Oct 44



	·

FE23
	All vehicles equipped with bow stakes and bow stake pockets:

modification of bow stakes and bow pockets.
	29 Jan 45



	FE25
	Ordnance wheeled vehicles; installation of Pioneer tool bracket.
	6 Feb 45



	FE26
	Tank, medium, M4 series, and related gun and howitzer motor

carriages; change in propeller shaft bolt size.
	5 Jan 45



	FE27
	Tractor, high-speed, 18-ton, M4; tractor, high-speed, 38-ton, M6;

elimination of torque converter oil cooler radiator failures.
	13 Feb 45



	FE29
	Tank, medium, M4A3 (75-mm gun, dry); carriage, motor, 3-in.

gun, MloA1; carriage, motor, 90-mm gun, M36 and M36B1; in

stallation of safety fuel shutoff valve in fuel line.
	28 Feb 45



	FE30
	Truck, 21-ton, 6 x 6, dump (GMC CCKW-352, -353); truck,

4-ton, 6 x 6, dump (Diamond T); repair and maintenance of

hoists (Gar Wood) and dump bodies.
	9 Mar 45



	FE31
	75-mm howitzer carriages M3A3 and M8; 105-mm howitzer car-

riages M3A1 and M3A2; loosening of the recoil mechanism sup

port.
	15 Mar 45



	FE33
	Engine, Continental R975-04; correction of valve timing data on

engine name plate.
	26 Mar 45



	FE34
	Tank, light, M24; tank, medium, M4 series and T23; tank, heavy,

T26 series; installation of locking pin for commander's vision

cupola hatch hold-open lock.
	30 Mar 45



	FE35
	Tank, medium, M4 and M4 (105-mm howitzer); tank, medium,

/M4A1 and M4A1 (76-mm gun); vehicle, tank recovery, M32 and

M32B1; grouser compartment plate reinforcement.
	9 Apr 45



	FE37
	Ordnance wheeled vehicles with stake and platform bodies; body

stake socket swage.
	24 Apr 45



	FE38
	Local manufacture of adapter to permit use of oil gun CLAX7 with

37-mm gun M1916 recoil mechanism.
	23 Aug 45



	FE40
	Tractor, high-speed, 18-ton, M4; 13-ton, MS5; and 38-ton, M6; re-

pair of torque converter and transmission oil cooler radiators.
	8 May 45



	FE42

FE44
	Wheel jacks for general purpose vehicles.

Truck, 4- to 5-ton, 4 x 4, coe (Autocar U-7144-T); 5- to 6-ton, 4 x 4,

coe (Autocar U-8144-and TU-8144); 6-ton, 6 x 6, coe (White 666)

and 4- to 5-ton, 4 x 4, coe (White 444); elimination of radiator fail

ures due to improper location of top radiator support.
	11 May 45

4 Jun 45



	FE45
	Ordnance combat vehicles; installation of armored first aid kit

stowage box.
	4 Jun 45



	FE47
	240-mm howitzer M1 and 8-inch gun M1; application of reinforcing

ribs to loading tray D47768.
	2 Jun 45














	NO.
	TITLE
	DATE
	




	ORD
	ORDNANCE-Continued
	
	



	FE48
	Carriage, motor, 3-inch gun, M10 and MIOAI; carriage, motor,

90-mm gun, M36, M36B1 and M36B2; installation of coil cooler

protector straps.
	7Jun 45
	



	FE49
	Cal50, AA machine gun mount D80030; providing clearance in

cradle to permit mounting of modified HB, flexible machine gun,

cal50, M2.
	11 Jun 45
	



	FE51
	Tank, medium, M4AI (76-mm gun, wet), M4A2 (76-mm gun, wet), 25 Jun 45

and M4A3 (76-mm gun, wet); reinforcement of traversing motor

support brackets.
	
	



	FE53
	Medium tanks M4 series with 76-mm gun or 105-mm howitzer;

failure of gun traveling lock to disengage.
	9Jul
	45



	FE55
	Truck, 2'z-ton, 6 x 6, (GMC Models CCKW 352 and 353, AFKWX 17 Jul

353, Reo and Studebaker); reinforcement of split type (Timken

Detroit) axle housings.

Changes 1
	
	45



	FE56
	h-ton, 4 x 4, truck (Dodge T214) and 1/2-ton, 6 x 6, truck (Dodge

T223); adapting front axle spring clip plate for attachment of

Monroe shock absorbers.
	18 Jul
	45



	10-1271-1
	Fits, tolerances, and wear limits for Reo aC-310 engine.
	21 Apl 45
	



	10-1377 1
	Fits, tolerances, and wear limits for Waukesha 6SRKR 517 engine.
	21 Apr 45
	



	10 1479-1
	Truck, 7½-ton, 6 x 6, prime mover (Mack); change in position of

shifter lever ball on range gear shifter lever and on front axle drive

shifter lever.
	13 Aug 43
	



	10-1557-2
	Truck,

1/2-ton, 4 x 4, Chevrolet; engine rear frame bracket rein-

forcement.
	28 Jul
	43



	10-1607-1

OFSTB
	Wrecker, 4-ton, 6 x 6, Diamond T; rear spring pad clips.
	23 Dec
	42



	10-1000-6
	Motor vehicles; relocating tail gate reflectors on wood cargo bodies.
	10 Mar 43
	



	10 1000-27
	Truck, tractor, 1½-ton, 4 x 4, (2dt) (Ford); truck, tractor, l1-ton,

4 x 2, (2dt) (Chevrolet); truck, tractor, 1½-ton, 4 x 4, (2dt) (Chev

rolet); truck, tractor, coe, 2½-ton, 4 x 4, (2dt) (Autocar); truck,

tractor, coe, 2½-ton, 4 -x 4, (2dt) (GMC); truck, tractor, coe,

4-5-ton, 4 x 4, (2dt) (Autocar); truck, tractor, coe, 4-5-ton, 4 x 4,

(2dt) (Federal); truck, tractor, coe, 5-6-ton, 4 x 4, (2dt) (Autocar);

truck, coe, 5-6-ton, 4 x 4, (2dt) (Mack); installation and adjust

ment of lower fifth wheel.
	6 Aug 43
	



	300-12
	Telescopes, panoramic, alitypes, and mounts, telescopes, all types;

adjustments.by using arms.
	27 Sep
	43



	500-1
	Panoramic telescopes (German).
	26 Feb 42
	



	700-28
	Tanks, light and medium: misuse of electric starters.
	19 Dec 42
	



	70- 101
	senior military standard base mounted oil filter

All vehicles;

leakage.
	8 Oct
	43



	7C0-107
	Tank, light and medium, carriages, gun motor (on tank chassis);

periodic checking of Pioneer and Sherril compasses.
	15 Nov 43
	



	705-13; 743-3
	Car, scout, M3A1; car, armored, light M8; interchangeability of

Hercules Model JXD engine.
	11 Dec 43
	



	800-2
	Installation of staff for general officers' automobile flag.
	22 Dec 42
	



	1235-4
	automatic, 37-mm,

adjustment

Gun,

of recuperator

M1A2;

mechanism.
	16 Aug 43
	



	1700-15
	Tank, medium, M3 and M4 series; suspension assembly.
	22 Dec 43
	



	1707A-1: 1711-3
	Half-track vehicles; adjustment of voltage regulator.
	8 Dec 43
	



	1751-12
	Tanks, medium, M3 and M4; sealing of engine shroud.
	22 Jul
	42



	1795-1
	Truck, heavy-wrecking, MI; installation of boom end guards and

lubrication of rear cylindrical body roller.
	2 Jun 42
	



	1795B-1
	Truck, heavy-wrecking,

M1 (series 1); (Ward-LaFrance);

dis-

posal of magneto.
	30 Nov 43
	



	2602-1
	Fire control and sighting equipment; magnesium fluoride coating

for optics.
	18 Sep
	43



	2830-3
	Reclamation of tubular type propeller shaft with defective spline or 19 Nov 43

yoke end.
	
	



	2830-7
	Reclamation of transfer case yoke with worn or grooved grease seal
	26 Nov 43
	













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	2830-9
	Reclamation of transmission or transfer cases of wheeled vehicles

excessive wear in the bearing bore.
	25 Nov 43



	2830- 10
	Reclamation of Plymouth and Dodge, P-series, **T207 crankshaft

pulleys with worn or grooved oil seal bearing surface.
	9 Dec 43



	2830-64
	Ford OPW and Willys MB transfer case; reclamation of transfer

case with enlarged intermediate gear shift shaft holders.
	10 Nov 43



	2830-70
	Recovery of scrapped safety glass.
	18 Dec

43



	
	QUARTERMASTER
	



	10-227
	Changing settings of combination locks (3-tumbler types).
	28 May 53



	10-228-1

10-275-2
	Fitting of service footwear under the reduction in width program.

Wet cold and dry cold weather uniforms; standard components and

authorized substitutions.
	24 Sep

51

Sep 51



	10-277
	Protective clothing for handlers of guided-missile fuels and oxi-

dizers.
	17 Mar 55



	10-351-1
	Speed of pump (Jaeger,

Model 13-portable),

gasoline-driven

(Briggs and Stratton engine, Model NP).
	4 Jan 44



	10-351-3
	Protection of Quartermaster Corps laundry trailers in freezing

weather.
	Feb 45



	10-354-1
	Renovating feather pillows and surface-cleaning cotton mattresses.
	15 Jul

53



	10-400-5
	Stove, cooking, gasoline, M-1942 oneburner (modified) (stock No.

65-H -2881).
	16 May 45



	10 501-1
	T-7A troop reserve parachute; packing procedures.
	6 Apr 53



	10-502-1
	T-10 troop parachute; packing procedures.

Changes 1
	13 May 53



	10-503-1
	G-1 and G-1A cargo parachute packing procedures.
	2 Sep 52



	10-504-1
	Packing the G-11A and

-ll cargo parachutes.

Changes 1
	27 Aug 52



	10-505-1
	G-12C cargo parachute assembly; packing procedure.
	2 Jul

54



	10-506-1
	G-13 cargo parachute packing procedures.

Extraction parachute packing procedures.
	8 Sep 52



	10-507-1

10-508-1
	The back-type personnel parachute packing procedures.
	28 Aug 52

4 Mar 53



	10-509-1
	The seat-type personnel parachute packing procedures.
	22 Dec 53



	10-510-1
	Pilot parachute packing procedures.
	11 Jun 52



	10-560-1
	Heavy-drop techniques: Rigging the 105-millimeter howitzer for

aerial delivery.

Changes 1
	26 May 52



	10-561-1
	Heavy-drop techniques: Rigging the multiple .50 caliber machine

gun trailer mount M55 for aerial delivery.

Changes 1
	23 May 52



	10-562-1
	Heavy-drop techniques: Rigging the 40-millimeter gun for aerial

delivery.

Changes 1
	18 Jun 52



	10-563-1
	Heavy drop techniques: Rigging the 6,000-pound load-bearing

platform.
	28 Aug 52



	10-564-1
	Heavy-drop techniques: Rigging truck, ¼-ton, 4 x 4, utility, M38,

Ifr aerial delivery.
	14 Jul

52



	10-565-1
	Heavy-drop techniques: Rigging truck, 3/-ton, 4 x 4, cargo, M37.

Changes 1
	5 Sep 52



	10-567-1
	Heavy-drop techniques: Rigging cargo carrier, M29C, for aerial

delivery.
	20 Feb 53



	10-569-1
	Heavy-drop techniques: Aircraft preparation, loading, and ejec-

tion procedures.
	26 May52



	10-570-1
	Heavy-drop techniques: Rigging truck, 236-ton, 6 x 6, cargo, M34,

W/WN, for aerial delivery.
	17 Jul

53



	10-574-1

10-582-1
	Heavy-drop techniques: Parachute release assemblies.

Changes 1, 2

Heavy-drop

techniques: Rigging 76-millimeter gun, T124 and
	18 Dec 52

18Jan 54



	
	76-millimeter gun carriage, T66, for aerial delivery.
	



	·10-592-1

10-592-2
	Repair of aerial delivery containers, A-7A, A-21, and A-22.

Repair of parachutist's adjustable equipment bag, M1950, and
	18 Mar 53

16 Nov 53



	10-593-1
	parachutist's adjustable weapons case, M1950.

Repair of aerial delivery kit platform assemblies; 15- and 11-foot

(wood).
	24 Nov 53













	NO.
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	10-593-2
	Repair of 6,000-pound load-bearing platform.
	21 Apr 54



	10-594-1
	Maintenance of T-7A reserve parachute.
	30 Oct

53



	10-594-2
	Maintenance of T-10 main parachute.
	17 Dec 54



	10-594-3
	Maintenance of back- and chest-type personnel parachutes (28-foot

jettisonable canopy).
	14 Dec 54



	10 595-1
	Maintenance of cargo parachutes, G-1 and G-IA.

Changes I
	27 Mar 53



	10-595-2
	Maintenance of cargo parachutes, GllA and G-11.
	21 Jan

55



	10-595-4
	Maintenance of cargo parachute, G-13.
	4 Dec 53



	10-595-5
	Maintenance of pilot parachute (heavy-drop).

Changes 1
	11 Mar 54



	10-597-1
	Repair of aerial delivery (heavy-drop) kits.
	4 Feb 54



	10-598-1
	Repair of aerial unloading and release kits.

Changes I
	30 lMar 53



	10-1610-1
	Utilization of materials handling equipment; accessories and aids.
	26 Jun 54



	10-1614-1
	Operation and maintenance of the Universal Cooler refrigeration

unit installed in semitrailer, 2-wheel, 10-ton, refrigeration.
	20 Feb 45



	10-1622-1
	Truck, fork lift, gasoline (Clark, "Utilitruc," and Cleveland,

"6000").
	Feb 45



	10-1639-1
	Truck, fork lift, Clark, Clipper (gasoline).
	Dec 44



	10-1641-1
	Tractor, wheeled, gasoline (Clark, "Clarkat B").
	Mar 45



	10-1648-1
	Crane, wheeled, gasoline (Lohse, "5 LD") on tractor, II, I-6.
	Apr 45



	10-1653-1
	Crane, wheeled, gasoline (Mather, "No. 50") on tractor, Case, DI.
	Mar 45



	10-1658-1
	Crane, wheeled, gasoline (Mather, "No. 80"), on tractor, Case,

LAI.
	Feb 45



	10-1659-1
	Tractor, wheeled, gasoline (Mercury, "nuskie").
	May 45



	10-1671-1
	Tractor, wheeled, gasoline (Hebard, "A14").
	Mar 45



	10-1672-1
	Tractor, wheeled, gasoline (Hlebard, "A3").
	Apr 45



	10-1677-1

QM
	Tractor, wheeled, gasoline (Hebard, "A14 Victory").
	Apr 45



	1
	Distribution and numbering of QM technical bulletins.
	2 Feb 44



	4
	Inspections and preventive maintenance

battery-

services for

powered tractors and fork-lift trucks, wheeled

cranes, and

straddle lumber trucks.
	22 Feb 44



	9
	Shops for reclamation work.
	10 Apr 44



	13
	Clothing, equipment, and rations for use in the jungle.
	19 May 44



	14
	Installations, operation, and repair of International pay rollma-

chines.
	30 May 44



	16
	Quartermaster petroleum products laboratory.
	1 Jun 44



	17
	Quartermaster special purpose semitrailer, two-wheel, laundry.
	20 Jun

44



	18
	Improved functioning of certain units in semitrailer, 2-wheel, 2dt,

laundry.
	24 Jun 44



	24
	Cleaning of stencil duplicators and repair of dented drums.

Changes 1
	5 Aug 44



	25
	Smoked and cured meat.
	10 Aug 44



	27
	Demolition of quartermaster supplies and equipment.
	21 Aug 44



	28
	Miscellaneous packing house byproducts.
	20 Oct 44



	31
	Fish and fishery products.
	5 Aug 49



	32
	Conservation of clothing, equipage, and general supplies.

Changes 1
	Jan

45



	33
	Poultry and eggs.
	24 Oct 49



	35
	Collapsible containers for storage of petroleum products.
	Jan

45



	39
	Guide for use of standard dishwashing supplies.
	Feb 45



	46
	Stove, cooking, gasoline, M-1942, modified.
	15 May 45



	47
	Lantern, gasoline, leaded fuel (stock No. 31-L-408).

Changes 1
	Jun 45



	50
	Food service drive: Mess management.
	1 Jul

47



	50-1
	Food service drive: Let's talk turkey.
	1 Oct 47



	50-2
	Food service drive: Follow the recipes.
	6 Oct 47



	50-3
	Food conservation.
	21 Apr 52



	50-4
	Food service drive: Coffee making.
	15 Jan

48



	
	Food service drive: The soldiers' diet.
	19 Feb 48



	50-5

50-6
	Food service drive: Gravy.
	17 Feb 48
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	QM
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	Food service drive: Better breakfasts.
	13 Apr 48



	50-7
	
	23 Apr 48



	50-8
	Food service drive: Spices and herbs.
	3 Jun 48



	50-9
	Food service drive: Salads.
	14 Jul



	50-10
	Food service drive: Planning cold suppers.
	48

14 Jun 48



	50-11
	Food service drive: Iced beverages.
	



	50-12
	Food service drive: Improvement in cafeteria style service of food.
	2 Sep 48



	51
	Measurement of plate waste in messes.
	21 Jan

48



	51-1
	Food service fat rendering plant procedures and methods.
	28 Apr 47



	53
	Field rations, food packets, and ration supplement packs.
	23 Mar 48



	54
	Reconstitution and freezing of dry or paste ice cream mix.
	14 Mar 49



	55
	Reconstituting dry whole milk.
	23 Mar 49



	56
	Engine fits, sizes, and tolerances for

Quartermaster

materials
	30 Oct 53



	
	handling equipment.
	



	57
	Hints and recipes for baking better cakes.
	8 Mar 51



	58
	Table of food composition for the Armed Forces.
	25 Oct

51



	60
	Wheat base and suggested uses.
	18 Jun

53



	61
	Guide to using evaporated milk.
	15 Jul

54



	62
	Ration breakdown outfit.
	15 Feb 55



	
	SIGNAL
	



	11-287-1
	Procedure and charts for the selection of interference-free operating

frequencies for receiver-transmitter RT-66/GRC, RT-67/GRC,
	14 May 54



	
	AN/VRQ-2 and

and RT-68/GRC

of radio sets AN/VRQ-I1,

AN/VRQ-3.
	



	11-289-1
	Inspection and adjustment of antenna coupling control stop on

receiver-transmitters RT-66, RT-67, and RT-68/GRC.
	2 Sep

53



	11-300-3
	Rectifier power units RA-133, RA-133-A, and RA-133-B.

Changes 1
	21 Jul

52



	11-303-1
	Operation of battery BA-2 in test sets I-56-C, D, H, and J.
	Feb 45



	11-333-1
	Emergency switchboard SB-18/GT and adapter plug U-4/GT.
	28 Sep 51



	11-369-3
	Bridging-access plug U-23/G.
	27 Mar 45



	11-392-1
	Instruction for modification of tripod LG-21, component of signal

lamp equipment SE-11.
	Deec 44



	11-392-2
	Instructions for encasing signal lamp M-227 in waterproof cover

for protection against corrosion.
	30 Aug 46



	11-466-1
	Text instructional aids for TM 11-466.
	30 Oct

44



	11-467-1
	Text instructional aids for TM 11-467.
	11 Sep 44



	11-499-ser.
	Basic radio propagation predictions:
	



	
	No. 125 for April 1955
	1 Jan

55



	
	No. 126 for May 1955
	1 Feb 55



	
	No. 127 for June 1955
	1 Mar 55



	
	No. 128 for July 1955
	1 Apr 55



	11-618A-1
	Instructions for stacking two corner reflector assemblies to be used

with radio sets AN/TRC-8 and 8A, radio terminal sets AN/

TRC-11, -11A

and -11B, and radio relay sets AN/TRC-12, -12A

and -12B to obtain an increase in antenna gain.
	6 May 54



	11-625-1
	Preventive maintenance as applied to radio set SCR-543.
	21 Jul

44



	11-625-2
	Moistureproofing and fungiproofing radio sets SCR-543-A, B,

and C.
	26 Aug 44



	11-625-3
	Modification kit MC-615 for C-W operation of radio sets SCR-

543-A, B, and C.
	12 May45



	11-630-3
	Stowage of antenna A-27 (Phantom), used with radio set SCR-

506-( ), in transport and combat vehicles.

Changes 1, 2
	8 Aug 44



	11-630-4
	Instructions for adjusting friction brake on tuning control of radio

receiver BC-652-A, component of radio set SCR-506-A.
	12 Aug 44



	11-631-2
	Radio sets AN/TRC46 (SC-2) and AN/TRC-6 (SC-3); operation

at 4.950 megacycles.
	23 Aug 49



	11-800-2
	Calibration of tuning units for use with radio transmitters BC-

191-A, B, C, D, E, F, N, and BC-AA-191.
	Feb

45



	11-826-1
	Failure of the high voltage protect switch and the apparent mal-

function of the power amplifier plate current meter in radio

transmitter BC-610-F, -G, -H, -I and radio transmitter T-213/

GRC-26.
	2 Apr 53














	NO.
	TITLE
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	11-879-1
	Adjustment of transmitter oscillator coils in receiver-transmitters

BC-1335 and BC-1335-A.
	19 Dec 50
	



	11-898-1
	Procedure for the elimination of r-f stage oscillation in radio receiver

R-110/GRC.
	4 Sep
	53



	11-898-2
	Instructions for using power supply clamp in radio receivers

R-108/GRC, R-109/GRC, and R-110/GRC.
	25 Jan
	55



	11-1122-4
	Adjustment of detector set SCR-625-( ) for operation over metal-

lic soil
	11 Aug 45
	



	11-1140-1
	AN/PPN-1; instructions for installation of

Responder-beacon

cable extension kit CG-193/PPN-1.
	30 Sep 44
	



	11-1140A-1
	Beacon transmitter-receiver AN/PPN-1A; instructions for instal-

lation of cable extension kit CG-204/PPN-lA.
	20 Nov 44
	



	11-1167-1
	Radio set AN/TPS-1D; procedure for minimizing the effectiveness

of jamming.
	23 Mar 54
	



	11-1213-1
	Oscilloscope I-134 C (Modern Electronic Model 830); moisture-

proofing and fungiproofing instructions.
	Feb 45
	



	[C] 11-1215-1
	[Classified]
	Jan 45
	



	11-1303-1
	Radar sets AN/MPQ-10 and AN/MPQ-10OA; cable installation

precautions.
	9 Mar 55
	



	11-1329-12
	Radio set SCR-588, powerunit PE-]89-B, instructionsf or instal

lation of frequency stability improvement kit 588-PUI.
	29 Sep 44
	



	11-1332-1
	Radio equipment RC-184, transit kit MC-604.
	7 Jun 45
	



	11-1502-1
	RadarreceivingsetAN/SPN-7;installation and service instructions.
	14 May51
	



	11-1524-23
	Radio set SCR-584; balancing of amplidyne motor generator.

Changes 1
	20 Dec 50
	



	11-1540-4
	Radio set AN/TPS-3, console cabinet CY-69TP/S-3; cooling in-

structions.
	Feb 45
	



	11-1540-6
	Radio set AN/TPS-3, modification kit MX-423/TPS-3 (converts

iadio set AN/TPS-3 to radar set AN/TPQ-3).
	30 May 45
	



	11-1540-7
	Radar set AN/TPQ-3; instructionsfor use of test set AN/MPM-20.
	25 Jul
	45



	11-2001-1
	-

Complete 100-mile spiral-four carrier system.
	Jan 45
	



	11-2234-1
	Correction of an open line condition in teletypewriters TT-4/TG

and TT-4A/TO due to open keyboard contacts.
	13 Oct
	53



	11-2352-2
	Interchangeability and identification of the dark slides in film

holder PIi-81.
	30 Oct
	53



	11-2403-3
	Field construction of radiosonde test switch to supersede test

equipment TS-30/FMQ-1.
	17 Dec 45
	



	11-2405-2
	Balloon ML-443A/UM.
	27 Oct
	54



	11-2501-1
	Installation of frequency meter and a-c voltmeter in test set

I-209-B.
	Dec 44
	



	11-2540-1
	Dimensioning quartz blanks for crystal unit CR-8B/U.
	Jul
	45



	11-2572-1
	Intercommunicating

station

LS-124A/FI

(Rauland

Electric,

Model 2412M).
	6 Aug 48
	



	11-2601-1
	Installation of high-pass and low-pass radio frequency filters used

to prevent mutual interference between components of radio

sets AN/TRC-1 (*),

radio terminal sets AN/TRC-3(*),

and

radio relay sets AN/TRC-4(*).
	29 Apr 54
	



	11-2601-2
	Crystal substitution for-radio receiver R-19(*)/TRC-I1.
	21 Jan
	55



	11-2602-1
	Maintenance of frequency standard TS-65/FMQ-l

and portable

multifrequency generator, American Time Products Inc., type

SC-16.
	4 Jun 46
	



	11-2627-2
	Tube test data cards for use with tube testers I-177, 1-177-A,

I-177-B, with tube socket adapter kit MX-949/U.

Changes 1, 2
	16 Oct 52
	



	11-4065-1
	Instructions for replacing tuning gear assembly on variable tuning

RT

capacitor of radio receiver-transmitters RT-174/PRC-8,

175/PRC-9, or RT-176/PRO-10 with an improved gear assembly.
	24 Sep
	54



	11-5083-1
	Test data for electron tube test set, TV-7/U.

Changes 1
	29 Sep 53
	



	11-5514-1
	Radiac calibrator TS-784/PD.
	22 Dec 54
	



	11-5539-1
	Field procedures for battery BB-401/U.
	20 Oct 54
	














	NO.
	TITLE
	DATE
	




	SIG
	SIGNAL-Continued
	
	



	4
	Methods for improving the effectiveness of jungle radio communl-

cation.
	14 Jan
	44



	13
	Moistureproofing and fungiproofing Signal Corps equipment.

Changes 1, 2
	7 Mar 44
	



	15
	Repair of flashlights.
	10 Mar 44
	



	18
	Summary of Signal Corps power units.
	27 Mar 44
	



	23
	Preservation (rustproofing) of engines and air compressors.
	21 Dec 54
	



	24
	Inspection procedure for repaired electrical indicating instruments. 17 Apr 44
	
	



	29
	Impedance unbalance tests for coils C-161 and C-288.
	21 Apr 44
	



	1] 30

[C
	[Classified].
	20 Apr 44
	



	IC

3] 31
	[Classified].
	28 Apr 44
	



	41
	Battery BA-38-R.
	16 May 44
	



	63
	Warning notice for radar.
	14 Jul
	44



	66
	Winter maintenance of signal equipment.
	2 Aug 44
	



	67
	Laying field cable under water.
	23 Jul
	54



	69
	Lubriction of ground signal equipment.

Tropical maintenance of ground signal equipment.
	5 Aug 44

9 Aug 44
	



	72

73
	Open-wire transpositions.
	11 Aug 44
	



	71
	Desert maintenance of ground signal equipment.
	8 Aug 44
	



	81
	Authority for use of radio channels.
	15 Aug 44
	



	89
	Instructions for charging battery BB-210/U.
	28 Aug 44
	



	90
	Instructions for charging battery BB-54-A.
	28 Aug 44
	



	94
	Tube test data for precision tube checker series 910, 912, 914, 915,

920, 922, 954.
	4 Sep 44
	



	97
	Accessory equipment for field wire construction truck.
	12 Sep 44
	



	103
	Nomenclature designations in Signal Corps publications.

Changes 1, 3
	10 Oct 44
	



	109
	Headset H-16/U.
	16 Nov 44
	



	112
	Converting Ordnance small arm repair truck to basic Signal Corps

repair truck.
	24 Oct 44
	



	115
	Silica gel contained in radio sets SCR-509-A and B, SCR-510-A

and B, SCRl609-A and B, and SCR-610-A and B.

Changes 1
	2 Nov 44
	



	117
	Radio sets AN/TPS-1, AN/TPS-1A, AN/TPS-3, SCR-602-T6,

and SCR-602-A; plotting board MX-26/TP.
	6 Nov 44
	



	120
	Instructions for blackout adapter M-374 and filter M-384 for flash-

light TL-122-A, B, C, and D.
	14 Nov 44
	



	121
	Instructions for tying and use ofweave tie for field wires and cables.
	11 Nov 43
	



	129
	Chest sets.
	18 Nov 44

16 Jan 53
	



	134
	Dynamotor limited repairs and replacement plan.

Changes 1

Plan for disposition of sealed transmitter and receiver units of
	Nov 44
	



	137
	microphones, telephone transmitters and receivers.

Construction of separator ring for type CR collapsible power reel.
	Nov 44
	



	138

146
	Maintenance instructions for bearing indicator BC-1159-A and
	Jan
	45



	
	MC-412-A, parts of radio set SCR-291-A

and

goniometer

radio set SCR-502.
	
	



	149
	Tropicalization of photographic equipment.
	Feb 45
	



	150
	Wire dispenser MX-301/G.
	6 Jan
	45



	153
	Transformer TF-13.

Changes 1.
	Jan
	45



	154
	General standards for vehicular antenna installations.
	Jan
	45



	155
	Headset-microphone assembly AN/URA-1 and gas-mask adapter.

Changes 1.
	Jan 45
	



	156
	Radio equipments RC-127-A, RC-145-A, RC-184; antenna AN-

154-A; instructions for providing satisfactory weather protec

tion.
	Feb 45
	



	157
	Packing and handling of stubbed cable terminals.
	5 Feb 45
	



	158
	Glossary of principal photographic chemicals; their properties,

characteristics, and names in six languages.
	29 Apr 52
	



	160
	Radio sets SCR-545-A and SCR-584, remote data indicator kit

MC-544, moistureproofing and fungiproofing instructions.
	Feb 45
	



	162
	Crystal rectifiers.
	Mar 45
	













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	163
	Construction and installation of comrner reflector.
	Feb 45



	164
	Trailer K-38-A.
	Feb 45



	166
	Care and maintenance of power tubes.
	31 Mar 52



	167
	Phototubes.
	Apr 45



	169
	Tube test data for test sets 1-56-A, C, D, E, H, J, and L.

·
	Apr 4b



	170
	Changes 1.

Erection of antenna AN-158 by falling gin pole method.
	Apr 45



	171
	Telegraph adapter TH-4/U.
	21 May 45



	173
	Radio equipment RC-192-A, radar set AN/TPX-1, and radar

set AN/TPX-3; installation of antenna tower kit AS-134/TPX.
	10 May 45



	174
	Plotting set AN/TMA-1.
	May 45



	175
	Power supply units PE-120-A and PE-120-B.
	29 Dec 50



	178
	Preventive maintenance guide for radio communication equip-

ment.
	27 Jun 45



	
	Changes 1.
	



	182
	Addition of crystal rectifier test set TS-268/U to test sets AN/
	11 Jun 45



	
	MPM-2, -3, and -5.
	



	187

188
	Maintenance of diesel fuel injection nozzles.

Test sets AN/MPM-2 and AN/MPM-5; signal generator TS-
	Jun 45

2 Jul

45



	
	343/U; installation of coupling unit CU-96/UP.
	



	1389
	Cold weather photography.
	20 Apr 48



	190
	Photography under high temperature conditions.
	45



	191
	Pilot balloon targets ML-306/AP, ML-307/AP, ML-307A/AP,

ML-307B-AP, ML-307C/AP, ML-309/AP, ML-350/AP, and
	17 Jul

45



	
	radar calibration target TS-88/GP.
	



	
	Changes 1.
	



	193
	Improved method of securing handset tie cord to telephones

EE-8, EE-8-A, EE-8-B, and telephone TP-3.
	Jul

45



	195
	Method of repairing antenna mast sections MS-49, 50, 51, 52, 53,

54, 55, and 56.
	Jul

45



	196
	Selection of battery BA-200/U for use in hand lanterns.
	Jul

45



	198
	Description of operation tape relay semiautomatic fixed station

equipment.
	1 Aug 45



	201
	Standard crystal units used in signal equipment.
	9 Aug 45



	203
	Installation, adjustment and maintenance of interrupter PE-250

and static ringing generators TA-248/TT and TA-248A/TT.
	10 Oct

53



	205
	Tool equipment TK-25/GF.
	12 Sep

45



	206
	Tool equipment TK-27/GF.
	12 Sep

45



	209
	Installation and calibration of radio set AN/SRD-3 (automatic

radio direction finder).
	19 Dec 45



	210
	Instructions for treatment of teletypewriter paper rolls.
	10 Apr 46



	211
	Still and motion picture data and formulary.
	24 Jun

46



	212
	Low temperature lubricants for meteorological equipment.
	9 Aug 46



	213
	Digest of field reports for Signal Corps equipment.

Changes 1, 2, 3, 4, 5.
	10 Jul

53



	
	Digest of field reports for Signal Corps equipment.
	14 May 54



	213-1
	Radiosonde batteries.
	27 Jun 47



	214
	Processing out-dated photographic sensitized film and paper
	14 Aug 47



	216
	
	4 Nov 49



	217
	Safety measures for photoflash lamps.

Instructions for installation, operation, and maintenance of an-
	28 Feb 49



	218
	nunciator ID-214/FT.
	



	219
	Operation of signal equipment at low temperatures.

Changes 1.
	3 Oct

49



	221
	Theory and operation of transmitter diversity communication.
	21 Dec 49



	222
	Solder and soldering.
	28 May 51



	223
	Field expedients for wire and radio.
	9 Mar 54



	225
	Radioactive tube handling.
	12 Apr 51



	226
	Radiac detecting elements DT-64/PD and DT-65/PD; operating
	28 May 51



	
	instructions with photographic film holder PH-656/PD.

Radiacmeter IM-61/PD.
	14 Jul

52



	226-1

226-2
	Radiac detector DT-35/PD.
	30 Nov 51



	226-3
	Radiac detector chargers PP-630/PD and PP-630A/PD.
	14 Apr 52



	
	Changes 1, 2.
	














	NO.
	TITLE
	DATE
	




	SIG
	SIGNAL-Continued
	
	



	226-4
	Radiacmeter IM-9B/PD.
	19 Dec 51
	



	226-5
	Radioactive test sample MX-1173/UD.

Changes 1.
	21 Jan 52
	



	227
	Radar data plotting board PT-171/TPS.
	20 May 53
	



	228
	Radar data plotting board PT-176/TPS.
	15 May 52
	



	229
	Field expedients for aerial photography.
	12 Mar 52
	



	230
	Mechanical adjustments and changes required for Signal Corps

teletypewriters

to enable interoperation

with British tele

printers.

Changes 1.
	5 Nov 51
	



	231
	Removal of lock-on feature in chest unit T-51, part of chest set

TD-4.
	14 Nov 51
	



	232
	Remote radioteletype operation with radio set AN/GRC-26A

using neutral loops.
	14 Mar 52
	



	233
	Preliminary operating procedures for new spiral-four cable as-

sembly CX-1065/G, telephone cable assemblies CX-1606/0 and

CX-1512/U, and telephone loading coil assembly CU-260/G.

Changes 1.
	17 Jul
	52



	234
	Inspection kit MI-97/U (metals and finishes).
	21 Jul
	



	237
	Microwave radio relay siting.
	5 Jan
	52

53



	238
	Conversion of 6- and 12-volt radio sets AN/ORC-9, SCR-506-A,
	29 Aug 52
	



	
	SCR-508-(*), SCR-510-(*), SCR-608-(-), SCR-610-(*), SCR

619-('), and SCR-694-C to 24-volt operation to permit installa

tion in the new 24-volt vehicles.
	
	



	239
	Maintenance information for new series radio sets.
	5 Jan 53
	



	239-1
	Maintenance information for Aircraft Radio

Corporation type

12 equipment.
	8 Jul
	53



	239-2
	Maintenance information for radar sets AN/MPQ-10 and AN/

MPQ-1OA.
	6 Aug 54
	



	
	Changes 1.
	
	



	239-3
	Maintenance information for radar set AN/TPS-ID.
	6 Aug 54
	



	239-4
	Maintenance information for radio set AN/ARC-27.
	6 Aug 54
	



	239-5
	Maintenance information for telephone terminal AN/TCC-3.
	6 Aug 54
	



	239-6
	Maintenance information for terminal, telegraph AN/TCC-4.
	9 Aug 54
	



	239-7
	Maintenance information for repeater, telephone AN/TCC-5.

Maintenance information for terminal, telephone AN/TCC-7.
	6 Aug 54
	



	239-8

239-9
	Maintenance information for terminal, telephone AN/TCC-14.
	10 Aug 54
	



	239-10
	Maintenance information for repeater, telephone AN/TCC-8.
	6 Aug 54

24 Aug 54
	



	239-11
	Maintenance information for radio set AN/TRC-22.
	24 Aug 54
	



	239-12
	Maintenance information for radio set AN/TRC-28.
	24 Aug 54
	



	239-13
	Maintenance information for radio set AN/PRC-8.
	13 'Aug 54
	



	239-14
	Maintenance information for radio set AN/TRC-20.
	16 Aug 54
	



	239-15
	Maintenance information for radio set AN/PRC-9.
	13 Aug 54
	



	239-16
	Maintenance information for radio set AN/PRC-10.
	13 Aug 54
	



	239-17
	Maintenance information for interrogator set AN/TPX-19.
	15 Nov 54
	



	239-18
	Maintenance information for interrogator set AN/TPX-20.
	15 Nov 54
	



	239-19
	Maintenance information for interrogator set AN/TPX-21.
	12 Nov 54
	



	239-20
	Maintenance information for interrogator set AN/TPX-22.
	12 Nov 54
	



	239-21
	Maintenance information for radio set AN/GRC-19.
	12 Nov 54
	



	239-22
	Maintenance information for radio set AN/TRC-34.
	12 Nov 54
	



	239-23
	Maintenance information for radio set AN/GRC-10.
	6 Dec 54
	



	239-24
	Maintenance information for radio terminal set AN/GRC-39.
	7 Dec 54
	



	239-25
	Maintenance information for radio relay set AN/GRC-40.
	6 Dec
	54



	239-28

240
	Maintenance information for radio set AN/GRC-32.

Power input consolidation system.
	24 Feb 55

17 Nov 52
	



	241
	Changes 1, 2

Lightning protection of cable assemblies CC-358 (old spiral-four
	5 Nov 52
	



	243
	cable).

Long span construction of wire WD-1/TT.
	9 Oct
	53



	244
	Antenna group OA-497(XE-1)/TLR-1.

Changes 1
	2 Oct
	53



	IC] 245
	IClassified].
	13 Feb 53
	













	NO.
	TITLE
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	SI(
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	246
	Stabilization processing (photographic).

Changes 1
	7 May 53



	247
	Tuning procedure for radio transmitter BC-339-(*) when used as

the exciter for power amplifier BC-340-(*)

part of amplifier

group AN/FRA-2.
	26 Mar 53



	249
	Inadequate filtering in teletypewriter power supplies when used

with telegraph terminal set AN/FGC-5.
	3 Apr 53



	250
	Water-resistant base photographic papers.
	14 May 53



	252
	Use of electrical insulation tapes TL-600/U and TL-636/U.
	9 Jul

54



	253
	Tripod PH-524/PF.
	4 Jan

54



	254
	Safety procedure to be followed in order to eliminate hazard to

personnel while working on radio-telephone terminal set AN/

FRC-23 and radio repeater set AN/FRC-26.
	30 Sep

53



	255
	Care of magnetron tubes.
	12 Oct 53



	256
	Radar set AN/TPS-ID; installationof tent, command post M1945.
	Oct 53



	[C] 257
	[Classified].
	28 Jan

54



	258
	Rawin set AN/GMD-1A adjustments.
	8 Mar 54



	260
	Antijamming procedures for radio receiver R-210/U.
	23 Mar 54



	261
	Antijamming procedures for radio receiver R-213/SR.
	18 Mar 54



	262
	Antijamming procedures for radio receiver R-275/FRR.
	5 May 54



	263
	Antijamming procedures for radio receiver R-450/FRR-28.
	11 May54



	264
	Operational test for radiosondes.

Changes 1
	12 Apr 54



	265
	Handsets H-33D/PT and H-33E/PT.
	10 Jun 54



	266
	Care and maintenance of klystron tubes, type SRL-7F, SRL-7G,

and SRL-7H.
	17 May 54



	267
	General instructions for change from old (CF) series to new

(AN/TCC) series of telephone and telegraph carrier systems, and

associated radio link equipment.
	18 Jun 54



	268
	Use of sectional metal line construction poles AB-308/G and AB-

309/a.
	15 Jun 54



	271
	Lubrication of tactical teletypewriter equipment, teletypewriters

TT-4( )/TG, TG-37-( ), and reperforator transmitters TT

76( )/GGC (component of teletypewriter set AN/GGC-3), TG

26-( ), and TG-27-( ).
	19 Jun 54



	272
	Microphone M-29A/U.
	8 Oct

54



	274
	Mast AB-275/U.
	19 Jan 55



	275
	Interval timer FN-5 (1).
	6 Apr 55



	276
	Protection of coaxial cable assemblies against corrosion.
	17 Jan 55



	277
	Still picture viewer AR-12(1).
	4 Feb 55



	322-1
	Fixed signal communication facility program: Coded facility;

engineering, composition, and use.
	10 Feb 54



	322-2
	Fixed signal communication facility program: Functional grouping

of coded facilities.
	27 May 54



	322-4
	Fixed signal communication facility program: Coded facility for

tactical-type equipment frequently employed in fixed Signal

communication installations.
	24 May 54



	322-11
	Fixed signal communication facility program: Coded facility 11,

short haul open wire telephone carrier terminal, 4-channel.
	12 Aug 54



	322-12
	Fixed signal communication facility program: Coded facility 12,

short haul open wire telephone carrier expansion terminal, 4-

channel.
	12 Aug 54



	322-15
	Fixed signal communication facility program: Coded facility 15,

short haul open wire telephone carrier repeater for 4-channel

systems.
	12 Aug 54



	322-16
	Fixed signal communication facility program: Coded facility 16,

voice frequency ringing equipment.
	12 Aug 54



	322-18
	Fixed signal communication facility program: Coded facility 18,

long haul open wire telephone carrier terminal, three or four

channels.
	12 Aug 54



	322-19
	Fixed signal communication facility program: Coded facility 19,

long haul open wire telephone carrier repeater for 3-channel

system.
	12 Aug 54













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	322-20
	Fixed signal communication facility program: Coded facility 20,

voice frequency telegraph carrier terminal 8 or 16 channels.
	12 Aug 54



	322-21
	Fixed signal communication facility program: Coded facility 21,

tactical open wire or spiral-4 telephone carrier terminal, 4 chan

nels.
	12 Aug 54



	322-22
	Fixed signal communication facility program: Coded facility 22,

tactical spiral

four telephone

carrier repeater for 4-channel

systems.
	12 Aug 54



	322-23
	Fixed signal communication facility program: Coded facility 23,

tactical spiral-4 telephone carrier terminal (12 channel).
	16 Sep 54



	322-24
	Fixed signal communication facility program: Coded facility 24,

tactical spiral-4 telephone carrier repeaters, 40 mile section, 12

channel.
	15 Sep 54



	322-25
	Fixed signal communication facility program: Coded facility 25,

dc telegraph repeater, packaged commercial type.
	13 Sep

64



	322-28
	Fixed signal communication facility program: Coded facility 28,

mechanical

teletypewriter

regenerative

repeater,

packaged

commercial type.
	12 Aug 54



	322-43
	Fixed signal communication facility program: Coded facility 43,

military

POL

pipeline

system,

terminal

communications

equipment; 1 complete district, 240 miles.
	10 Feb 55



	322-44
	Fixed signal sommunications facility program: Coded facility 44,

military

POL pipeline

terminal

communications

systems,

equipment; systems dispatcher.
	10 Feb 55



	322-45
	Fixed signal communication facility program: Coded facility 45,

military

POL

pipeline

communications

system,

terminal

equipment-port tank farm or terminal tank farm.
	10 Feb 55



	322-46
	Fixed signal communication facility program: Coded facility 46,

military P OL pipeline communications system, terminal equip.

ment; branch line 60 miles.
	10 Feb 655



	322-61
	Fixed signal communication facility program: Coded facility 61,

voice frequency telegraph carrier terminal 8 narrow band chan.

nels (100 wpm) and 4 wideband channels (300 wpm).
	12 Aug 54



	322-66
	Fixed signal communication facility progrram: Coded facility 66,

tactical voice frequency telegraph carrier terminal, 8 channels,

expandable to 16 channels.
	12 Aug 54



	322-70
	Fixed signal communication facility program: Coded facility 70,

voice frequency telephone repeater, packaged commercial type.
	13 Sep 64



	322-77
	Fixed signal communication facility program: Coded facility 77,

intercom-speaker-microphone station.
	12 Feb 54



	322-78
	Fixed signal communication facility program: Coded facility 78,

intercom-master

station

(annunciation-buzzer),

12-station

access.
	12 Feb 54



	322-79
	Fixed signal communication facility Program: Coded facility 79,

intercom-master station (annunciator-buzzer), 24-station access.
	12 Feb 54



	322-80
	Fixed signal communication facility program: Coded facility 80,

intercom-master

station

(without

annunciator),

6-station

access.
	12 Feb 54



	322-81
	Fixed signal communication facility Program: Coded facility 81,

intercom-master

station

(without

annunciator),

12-station

access.
	12 Feb 64



	322-82
	Fixed signal communication facility program: Coded facility 82,

station

intercom-master

(without

annunciator),

24-station

access.
	12 Feb 54



	322-86
	Fixed signal communication facility program: Coded facility 86,

public address system, 50-watt outdoor type.
	12 Feb 54



	322-87
	Fixed signal communication facility program: Coded facility 87,

public address system, 100-watt outdoor type.
	12 Feb 54



	322-88
	Fixed signal communication facility program: Coded facility 88,

public address system 50-watt indoor type.
	12 Feb 54



	322-89
	Fixed signal communication facility program: Coded facility 89,

public address system, 100-watt indoor type.
	12 Feb 54













	NO.
	)

TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	322-91
	Fixed signal communication facility program: Coded facility 91,

studio and control

distribution system,

hospital program

equipment.
	28 Apr 54



	322-92
	Fixed signal communication facility program: Coded facility 92,

hospital program distribution system; distribution equipment
	28 Apr 54



	322-93
	and loudspeakers for 100 beds.

Fixed signal communication facility program: Coded facility 93,

disc, single turntable, dictation or tele

recorder-reproducer,
	12 Feb 54



	322-94
	phone recording.

Fixed signal communication facility program: Coded facility 94,

recorder-reproducer, disc, dual turntable, conference recording.
	12 Feb 54



	322-95
	Fixed signal communication facility program: Coded facility 95,

recorder-reproducer, magnetic tape, general purpose.
	12 Feb 04



	322-102
	Fixed signal communication facility program: Coded facility 102,

local dial central office, 50 lines.
	22 Oct 54



	322-104
	Fixed signal communication facility program: Coded facility 104,

local dial central office, 200 lines.
	13 Sep

54



	322-108
	Fixed signal communication facility program: Coded facility 108,

local dial central office, 600 lines.
	12 Aug 54



	322-109
	Fixed signal communication facility program: Coded facility 109,

local dial central office addition, 200 lines.
	13 Sep

54



	322-113
	Fixed signal communication facility program: Coded facility 113,

local dial central office addition, 400 lines.
	10 Sep

54



	322-116
	Fixed signal communication facility program: Coded facility 116,

local dial central office, 2,000 lines.
	13 Sep

54



	322-117
	Fixed signal communication facility program: Coded facility 117,

local dial central office, 4,000 lines.
	54

10 Sep



	322-135
	Fixed signal communication facility program: Coded facility 135,

telephone observing, single position, 1 toll line access.
	12 Feb 54



	322-137
	Fixed signal communication facility program: Coded facility 137,

telephone observing, single position, 5 local line access.
	12 Feb 54



	322-138
	Fixed signal communication facility program: Coded facility 138,

telephone observing, single position, 30 local line access.
	12 Feb 54



	322-142
	Fixed signal communication facility program: Coded facility 142,

local manual central office, 100 line.
	12 Feb 54



	322-143
	Fixed signal communication facility program: Coded facility 143,

local manual central office, 200 line.
	12 Feb 54



	322-144
	Fixed signal communication facility program: Coded facility 144,

manual telephone central office; 100 lines, special reporting.
	12 Feb 54



	322-145
	Fixed signal communication facility program: Coded facility 145,

local manual central office, 400 line.
	28 Apr 54



	322-147
	Fixed signal communication facility program: Coded facility 147,

local manual central office, 600 line.
	30 Apr 54



	322-149
	Fixed signal communication facility program: Coded facility 149,

local manual central office, 800 line.
	28 Apr 54



	322-151
	Fixed signal communication facility program: Coded facility 151,

local manual central office, 1,000 line.
	28 Apr 54



	322-152
	Fixed signal communication facility program: Coded facility 152,

local manual central office, 1,200 line.
	28 Apr 54



	322-156
	Fixed signal communication facility program: Coded facility 156,

local manual central office, 1,600 line.
	28 Apr 54



	322-159
	Fixed signal communication facility program: Coded facility 159,

local manual central office, 2,000 line.
	5 May 54



	322-163
	Fixed signal communication facility program: Coded facility 163,

local manual central office, 2,800 line.
	11 May 54



	322-175
	Fixed signal communication facility program: Coded facility 175,

radio direction finding station receiving

fixed-transportable

only high frequency.
	20 Oct 54



	322-176
	Fixed signal communication facility program: Coded facility 176,

equipment,

telegraph

terminal

6-channel

single

sideband

expansion.
	26 May 54



	322-177
	Fixed signal communication facility program: Coded facility 177,

single sideband telegraph terminal equipment, 6-channels.
	26 May 54













	NO.
	TITLE
	i DATE




	SIG
	SIGNAL-Continued
	



	322-178
	Fixed signal communication facility program: Coded facility 178,
	5 Jun

54



	
	single sideband telegraph terminal equipment, 16-channels.
	20 Oct 54



	322-179
	Fixed signal communication facility program: Coded facility 179,

single sideband voice terminal equipment.
	



	322-185
	Fixed signal communication facility program: Coded facility 185,
	20 Oct 54



	
	long distance manual central office, 100 trunks.
	



	322-186
	Fixed signal communication facility program: Coded facility 186,
	22 Nov 54



	
	long distance manual central office, 200 trunks.
	



	322-190
	Fixed signal communication facility program: Coded facility 190.
	26 May 54



	
	power equipment, 3 kw.
	



	322-191
	Fixed signal communication facility program: Coded facility 191,
	24 May 54



	
	power equipment, 5 kw.

Fixed signal communication facility program: Coded facility 192,
	24 May 54



	322-192
	power equipment, 10 kw.
	



	322-193
	Fixed signal communication facility program: Coded facility 193,
	24 May 54



	
	power equipment, 15 kw.
	



	322-194
	Fixed signal communication facility program: Coded facility 194,
	24 May 54



	
	power equipment, 30 kw.
	



	322-195
	Fixed signal communication facility program: Coded facility 195,
	24 May 54



	
	power equipment, 60 kw.
	27 May 54



	322-196
	Fixed signal communication facility program: Coded facility 196,

power equipment, 100 kw.
	



	322-197
	Fixed signal communication facility program: Coded facility 197,
	24 May 54



	
	power equipment, 300 kw.
	



	322-198
	Fixed signal communication facility program: Coded facility 198,
	24 May 54



	
	power equipment, 500 kw.
	



	322-199
	Fixed signal communication facility program: Coded facility 199,
	24 May 54



	
	power equipment, 1,000 kw,
	



	322-200
	Fixed signal communication facility program: Coded facility 200,

telephone substation equipment, 100 line.
	12 Feb 54



	
	Fixed signal communication facility program: Coded facility 210,
	28 Apr 54



	322-210
	metal poles and crossarms for 10 miles of lightweight metal pole
	



	
	line.
	



	322-211
	Fixed signal communication facility program: Coded facility 211,
	27 Apr 54



	
	metal crossarm and hardware for placement of second crossarm
	



	
	on 10 miles of lightweight metal pole line.
	



	322-216
	Fixed signal communication facility program: Coded facility 216,
	28 Apr 54



	
	10 circuit-miles of line wire and accessories (lightweight metal
	



	322-217
	pole line).

Fixed signal communication facility program: Coded facility 217,
	28 Apr 54



	
	10 miles of spiral-4 cable for lightweight metal and standard pole
	



	
	lines.
	



	322-228
	Fixed signal communication facility program: Coded facility 228,
	12 Feb 54



	
	outside distribution system for a 400-line central office.
	



	322-229
	Fixed signal communication facility program: Coded facility 229,
	12 Feb 54



	
	outside distribution system for a 600-line central office.
	



	322-323
	Fixed signal communication facility program: Coded facility 323,

marine radio harbor craft control (by radiotelephone and radio
	20 Oct

54



	
	telegraph).
	



	322-231
	Fixed signal communication facility program: Coded facility 231,
	12 Feb 54



	
	outside distribution system for a 1,000-line central office.
	



	322-233
	Fixed signal communication facility program: Coded facility 233,
	24 May 54



	
	teletypewriter semiautomatic tape relay center equipment, 3
	



	
	full duplex lines.
	



	322-234
	Fixed signal communication facility program: Coded facility 234,

teletypewriter semi-automatic tape relay center equipment, 30
	22 Oct

54



	
	full duplex lines.
	



	322-236
	Fixed signal communication facility program: Coded facility 236,
	28 Apr 54



	
	teletypewriter semi-automatic tape relay equipment, 1 full
	



	
	duplex line.
	



	322-237
	Fixed signal communication facility program: Coded facility 237,
	27 Apr 54



	
	electronic teletypewriter regenerative repeater, single channel.
	













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	322-238
	Fixed signal communication facility program: Coded facility 238,

electronic teletypewriter regenerative repeater, 8 channels.
	28 Apr 54



	322-240
	Fixed signal communication facility program: Coded facility 240,

teletypewriter terminal: light traffic load, half duplex operation.
	5 May 54



	322-241
	Fixed signal communication facility program: Coded facility 241,

teletypewriter full duplex off-line cryptographic equipment.
	12 May 54



	322-242
	Fixed signal communication facility program: Coded facility 242,

teletypewriter terminal; heavy traffic load, full duplex.
	5 May 54



	322-246
	Fixed signal communication facility program: Coded facility 246,

teletypewriter projector.
	12 May 54



	322-247
	Fixed signal communication facility program: Coded facility 247,

teletypewriter conference equipment (telecon), full duplex.
	5 May 514



	322-256
	Fixed.signal communication facility program: Coded facility 256,

cable and accessory materials for a 10-mile, 50-pair aerial cable

system.
	12 Feb 54



	322-257
	Fixed signal communication facility program: Coded facility 257,

cable and accessory materials for a 10-mile, 100-pair aerial cable

system.
	12 Feb 54



	322-260
	Fixed signal communication facility program: Coded facility 260,

10 miles of wooden poles and guying (standard open-wire pole

line).
	12 Feb 54



	322-265
	Fixed signal communication facility program: Coded facility 265,

10 miles of wooden crossarms and hardware (standard open

wire pole line).
	12 Feb 54



	322-266
	Fixed. signal communication facility program: Coded facility 266,

10 circuit-miles of line wire and accessories (standard open wire

pole line).
	12 Feb 54



	322-300
	Fixed signal communication facility program: Coded facility 300,

transportable

station,

mobile radio

teletypewriter

MF/IHF

(1.5-18 me) 300-400 watts.
	12 Feb 54



	322-301
	Fixed signal communication facility program: Coded facility 301,

station, MF/HF

transportable

mobile radio

teletypewriter

(2-18 me) 2 kw.
	16 Mar 54



	322-303
	Fixed signal communication facility program: Coded facility 303;

basic cw high frequency radio communications installation.
	16 Mar 54



	322-304
	Fixed signal communication facility program: Coded facility 304,

basic frequency shift radio teletypewriter system.
	18 Mar 54



	322-305
	Fixed signal communication facility program: Coded facility 305,

basic single sideband system.
	18 Mar 54



	322-306
	Fixed signal communication facility program: Coded facility 306,

facsimile terminal equipment.
	18 May 54



	322-307
	Fixed signal communication facility program: Coded facility 307,

50 watt fixed radio station for a 2-way radio telephone system

(25-50 me band) F3 omission.
	12 May 54



	322-308
	Fixed signal communication facility program: Coded facility 308,

vehicular radio telephone communication station, 25-50 me, F3

emission, 30-watt power output.
	16 Mar 54



	322-309
	Fixed signal communication facility program: Coded facility 309,

250-watt fixed radio station for a 2-way radio telephone system

(152-174 me band).
	16 Mar 54



	322-310
	Fixed signal communication facility program: Coded facility 310,

vehicular radio telephone communications station, 152-174 me,

F3 emission, 30-watt power output.
	16 Mar 54



	322-312
	Fixed signal communication facility program: Coded facility 312,

50-watt fixed radio station for a 2-way radio telephone system
	16 Mar 54



	322-313
	(152-174 me band).

Fixed signal communication facility program: Coded facility 313,

250-watt fixed radio station for 2-way radio telephone system
	5 Jun

54



	322-332
	(25-50 me band) F3 emission.

Fixed signal communication facility program: Coded facility 332,

transmitter-amplifier, low-power (1 kw), high-frequency (4-26.5

me).
	5 May 54













	NO.
	TITLE
	DATE




	SIG

322-333
	SIGNAL-Continued

Fixed signal communication facility program: Coded facility 333.

transmitter-amplifier, medium power (15 kw), high frequency

(4 to 26 me).
	12 May 54



	322-334
	Fixed signal communication facility program: Coded facility 334,

transmitter-amplifier, high power (50 kw), high frequency (4-26

me).
	5 May 54



	322-336
	Fixed signal communication facility program: Coded facility 336,

electronic multiplex 4 channel teletypewriter terminal equip

ment.
	24 May 54



	322-339
	Changes 1

Fixed signal communication facility program: Coded facility 339,

VHF/UHIF keying link equipment, 12 voice channels.
	21 Oct

54



	322-340
	Fixed signal communication facility program: Coded facility 340,

radio telephone station, amplitude modulated, low power (500
	7 Jun 54



	322-345
	w) high frequency (1.5 to 20 me).

Fixed signal communication facility program: Coded facility 345,

military railway communications system, terminal equipment,

I complete division, 100 miles.
	5 Mar 54



	322-346
	Fixed signal communication facility program: Coded facility 346,

military railway communications system, terminal equipment,

1-way station.
	12 Feb 54



	322-349
	Fixed signal communication facility program: Coded facility 349,

vehicular radio telephone receiving station 25-50 me F3 recep

tion.
	5 May 54



	322-350
	Fixed signal communication facility program: Coded facility 350,

vehicular radio telephone receiving station 152-174 me, F3

reception.
	16 Mar 54



	322-355
	Fixed signal communication facility program: Coded facility 355,

radio relay terminal (military-type equipment), 4-channel vhf.
	22 Nov 54



	322-359
	Fixed signal communication facility program: Coded facility 359,
	22 Nov 54



	322-364
	radio relay repeater (military-type equipment) 4-channel vhf.

Fixed signal communication facility program: Coded facility 364,

radio relay terminal (military-type equipment) 12-channel vhf.
	22 Nov 54



	322-365
	Fixed signal communication facility program: Coded facility 365,

radio relay repeater (military-type equipment) 12 channel vhf.
	22 Nov 54



	555-1
	and

Technical

tactical

communications-electronics

combat

information.
	30 Jan

53



	555-2
	Technical

and

tactical

communications-electronics

combat

information.
	19 Mar 53



	555-3
	and

Technical

tactical

communications-electronics

combat

information.
	29 Apr 53



	555-4
	and

Technical

tactical

communications-electronics

combat

information.
	18 May53



	555-5
	Technical

and

tactical

communications-electronics

combat

information.
	9 Jun 53



	555-6
	Technical

and

tactical

communications-electronics

combat

information.
	3 Aug 53



	555-7
	Technical

and

tactical

communications-electronics

combat

information.
	I Sep 53



	555-8
	Technical

and

tactical

communications-electronics

combat

information.
	6 Oct 53



	555-9
	Technical

and

tactical

communications-electronics

combat

information.
	2 Nov 53



	555-10
	Technical

and

tactical

communications-electronics

combat

information.
	18 Dec 53



	555-11
	Technical

and

tactical

communications-electronics

combat

information.
	15 Jan

54



	555-12
	and

Technical

tactical

communications-electronics

combat

information.
	31 Mar 54



	F-3-RU
	Communications in tank and mechanized divisionsU. S. S. R.
	



	F-200-RU
	Soviet switchboard type K-10.
	9 Sep 53



	[C] F-l-KN
	
	I Mar 51



	
	[Classified].
	27 Mar 51



	[C] F-l-RU
	[Classified].
	17 Jul

61














	NO.
	TITLE
	DATE
	




	SIG
	SIGNAL-Continued
	
	



	F-2-RU
	Communications in rifle division U. S. S. R.
	6 Oct
	52



	F-201-RU
	Soviet field telephone type TAI-43.
	16 Jul
	51



	F-202-RU
	Soviet field wire hand reel.
	12 Dec 51
	



	F-203-RU
	Soviet field switchboards types KOF-33 and KOF-43.
	6 Nov 51
	



	F-204-RU
	Soviet field telephone type TABIP.
	12 Dec 51
	



	F-205-RU
	Soviet field switchboard type PK-10 (ilK-10).

Changes 1
	6 Apr 51
	



	F-206-RU
	Soviet switchboard type FIN-6.
	14 Mar 51
	



	F-207-RU
	Soviet telephone switchboard type PK-30 ("K-30).
	9 Oct
	53



	F-400-RU
	U. S. S. R. field radio, type RBM-1.
	25 Jan
	52



	F-400-EG
	East German uhf radio set RVG 903-B.
	18 Jan
	54



	[C] F-401-RU
	[Classified].
	4 May 53
	



	
	FINANCE
	
	



	14-500-13
	Cancellation of lost treasury checks.
	2 Dec 47
	



	14-500-15
	Disposition of proceeds of uncurrent depositary checks.

Changes 1
	9 Feb 48
	



	14-500-16
	Organization and functions of disbursing offices.
	22 Apr 48
	



	14-500-17
	Relief of disbursing officers under Act 26 July 1947 (Public Law

248-80th Cong.) and collection action to be taken in cases

involving overpayments made during period 8 September 1938
	20 May 48
	



	
	to 1 July 1946.
	
	



	14-500-19
	Organization and functions of disbursing offices.
	9 Jul
	48



	14-500-20
	Preparation of treasury checks.
	9 Jul
	48



	14-500-21
	Organization and functions of disbursing offices.
	1 Nov 48
	



	14-502-5
	Pay and allowances of enlisted personnel.
	26 Aug 47
	



	14-504-1
	Payment for supplies and nonpersonal services.

Changes 6
	13 Jan 47
	



	14-504-3
	Payment for supplies and nonpersonal services.
	17 Jun 47
	



	14-504-4
	Payment for supplies and nonpersonal services.
	21 Jul
	47



	PMG
	PROVOST MARSHAL GENERAL
	
	



	1
	Narcotics; marihuana.
	24 Sep
	51



	2
	Counterfeiting.
	21 Sep
	51



	3
	Blood and body fluids.
	3 Dec 51
	



	4
	Component comparison-firearms identification.
	13 Dec 51
	



	5
	Traffic accident recording.
	18 Jul
	52



	6
	Casts and molds.
	14 Aug 52
	



	7
	Fingerprints.
	3 Oct 52
	



	8
	Narcotics; opium and other narcotic drugs.
	2 Sep
	52



	9
	Investigative photography.
	5 Dec 52
	



	10
	Search and seizure by military police.

Changes 1
	18 Jun 53
	



	11
	Questioned documents.
	19 Jun 53
	



	12
	Arson.
	23 Jun 53
	



	13
	Dangerous nonnarcotic drugs.
	3 Jul
	53



	14
	Tool marks and restoration of numbers.
	23 Jun 53
	



	15
	Techniques of interviewing and interrogating.

Changes 1
	6 Jul
	53



	16
	The use of invisible radiations in the examinations of evidence.
	13 Jul
	54



	17
	Soils and rocks.
	28 Aug 54
	



	18
	Hit-and-run accidents.
	28 Aug 54
	



	19
	Crime prevention.
	29 Oct 54
	



	20
	Crimes involving explosives.
	6 Jan 55
	



	21
	Crimes involving poisons.
	10 Feb 55
	



	
	Lie detector.
	10 Feb 55
	



	22
	Military police water patrols.
	3 Mar 55
	



	23
	
	
	



	
	GENERAL
	
	



	20-1
	Preventive maintenance services for engine, gasoline, air-cooled,
	14 Jul
	44



	
	Wisconsin Models: AB, AK, AHH, VE-4, and VF-4.
	
	



	20-2
	Preventive maintenance services for engine, gasoline, air-cooled,

Briggs and Stratton Models: I, N, A, B, and ZZ.
	14 Jul
	44













	NO.
	TITLE
	I DATE




	
	BASIC WEAPONS
	



	JR] 23-5-7
	U. S. rifle, cal30, MlC (sniper's).
	7 Mar 45



	[R] 23-5-8
	U. S. rifles, cal30, MI; reduction of grease container breakage.
	27 Mar 45



	
	Repair of revolvers, cal45, M1917.
	6 Nov 44



	23-36-3
	Preventing damage to shock absorber spring of 81-mm mortar dur-
	9 May 45



	23-90-2
	ing firing of seating rounds.
	



	
	STANDARDIZATION

OF INTERNATIONAL MATERIEL
	



	34-9-20
	Standardization of third angle orthographic projection.
	7 Dec 49



	[C] 34-9-21
	Standardization of voltage of elcetrical systems in tactical vehicles

(U).
	20 Dec 54



	[CM] 34-9-22
	Standardization of launchers, rocket, 3.5-inch, M20 series (U).
	20 Dec 54



	[CM] 34-9-23
	Standardizationofrocket, HE,AT,3.5-inch, M28series (U).
	20 Dec 54



	34-9-24
	Standardizationof spark plugs.
	29 Jan

51



	34-9-25
	Catalog offuels and lubricants specification.
	30Jan

51



	34-9-26
	Standardization of pot sabot ammunition for 76-mm guns, T91 and

T124.
	13 Mar 52



	34-9-27
	Standardization of camouflage drape set for 8" gun and 240-mm

howitzer.
	13 Mar 52



	34-9-29
	Standardization of lunettes and pintles.
	13 Mar 52



	34-9-30
	Fordability agreement.
	13 Mar 52



	
	Immersion proof agreement.
	1 Aug 52



	34-9-31
	
	



	34-9-32
	Temperature limitations agreement.
	1 Aug 52



	34-9-33
	Designation of armor thickness and obliquity.
	1 Aug 52



	34-9-34
	Unified screw threads.
	19 Sep

52



	34-9-35
	Metric system for the measurement of weapon calibers and am-

munition agreement.
	19 Sep

52



	34-9-36
	RadiosetAN/PRD-1.
	52

19 Sep



	34-9-37
	Cables, coaxial and twin conductor for radio frequency.
	19 Sep

52



	34-9-38
	Bath unit, mobile, field, 24-showerhead, M-1950.
	31 Dec 52



	34-9-39
	Radiographic and fluoroscopicunit, field, 100 MA, 2-tube, 110-220-

volt, 60-cycle, AC.
	8 Dec 52



	34-9-40
	Coupling unit, CU-52( )/URR.
	5 Dec 52



	34-9-41
	Morphiadosage agreement.
	5 Dec 52



	34-9-42
	Stove, cooking, gasoline, M-1950, I-burner.
	8 Dec 52



	34-9-43
	Hut, prefabricated, arctic, mark3.
	5 Dec 52



	34-9-44
	Test set, AN/URM-3.
	5 Dec 52



	
	Pump, gasoline dispensing, portable, gasoline-engine-driven,

ca-
	17 Feb 53



	34-9-45
	pacity 225 g. p. m.
	



	34-9-46
	Pump, centrifugal, gasoline-dispensing, portable, gasoline-engine-

driven (capacity 50 g. p. m100 it. head).
	5 Feb 53



	34-9-47
	Military tactical transport vehicles.
	16 Feb 53



	34-9-48
	Switchboard SB-22 ( )/PT.
	9 Feb 53



	34-9-49
	Kit, food testing, screening.
	9 Feb 53



	34-9-50
	Petroleum testing kit.
	16 Mar 54



	34-9-51
	Nozzle fittings for medical and surgical syringes.
	23 Feb 54



	34-9-52
	WireWD-i( )/TT.
	26 Feb 54



	34-9-53
	Teletypewriter set AN/PGC-I( ).
	9 Mar 54



	34-9-54
	Canteen, M-1910, aluminum.
	9 Mar 54



	34-9-55
	).

Terminal, telegraph-telephoneAN/TCC-14(
	9 Mar 54



	34-9-56
	Standardization of creeper, ice, M-1950.
	4 Mar 54



	[C] 34-9-57
	Protector, collective, field, M-6 (U).
	8 Mar 54



	
	MAINTENANCE
	



	37-265-1
	Needle bearings; instructions for installation and removal.
	15 Sep

49



	
	PACKAGING AND SHIPPING OF MATERIEL
	



	38-230-1
	Preparation of freight for air shipment.
	19 Jul

54



	38-230-3
	Depot manufacture of waterproof case liners.

TRANSPORTATION
	23 Oct 53



	55-270-1
	Damage to diesel-electric locomotives due to overload.
	7 May 47



	55-275-1
	Standard plans; roadway, track, and structures.
	1 Apr 44



	55-2009-1
	Fairmont

Car, railway, maintenance, gasoline, engine-driven,

Model S2-F-3.
	6 Oct

52



	65-2302
	Generator set, gasoline-engine-driven, Onan, Model 48S-4.
	13 Nov 52















	
	NO.
	TITLE
	DATE
	




	
	
	TRANSPORTATION-Continued
	
	



	
	55-2925-1
	Pump, centrifugal, electric motor driven, Fairbanks-Morse Model

F Figure 5530.
	3 Oct
	52.



	
	55-2926-1
	Pump, unibuilt, turbine-type, electric motor-driven, Fairbanks-

Morse Model SR4K12.
	12 Jun 54
	



	
	55-2930-1
	Pump, centrifugal, Ingersoll-Rand Model SP, type 1 RVNL-5.
	3 Oct
	52



	
	55-2935-1
	Compressor,. air, electric-motor-driven,

Ingersoll-Rand type 33,

4a x 22 x 3Y2 Model 42WX9.
	6 Oct
	52



	
	55-2937-1
	Pump, centrifugal, electric motor-driven, Weimnan, Model U-

LL.
	15 Jan
	53



	
	55-2945-1
	Pump, reciprocating, steam horizontal duplex, Worthington Type

VA.
	6 Aug 53
	



	
	55-2954-1
	Compressor, air, Quincy Model D325, 2-stage, air-cooled, 25 :fm at

900 rpm.
	21 Dec 54
	



	
	55-2972-1
	Pump, centrifugal, electric motor-driven, Deming Figure 4303,
	21 Dee 54
	



	
	55-2973-1
	Pump, centrifugal, diesel- or gasoline-engine-driven, Byron Jack-

son drawing No. 1F-1930.
	20 Jan
	55



	
	55-2980-1
	Compressor, air, G ardner-Denver 3y" x 32", ACM.
	12 Oct
	53



	
	55-2983-1
	Compressor, 'air, electric motor-driven (Gardner-Denver ACD

1002).
	20 Jan
	54



	
	55-2986-1
	Pump, fuel oil transfer, hand-operated,

Blackmer Pump Co.,

Model W4-404, 1-inch; vessels T-423 to T-466 including design
	9 Apr 54
	



	
	
	2001, 65' cargo passenger vessel.
	
	



	
	55-3754-1
	Instruction book: Battery charging panel Model No. 2042, Lake

Erie Electric Manufacturing, Inc.
	5 Aug 53
	



	
	55-3755-1
	Instruction b ok: Mech.nical telegraph transmitter Harper No.

110-27 DF-INT; mechanical telegraph indicator Harper No.

126-28; Jos. Harper and Son, Inc.
	6 Aug 53
	



	
	55-3758-1
	Instruction book: Battery charging panel Model No. 5176, The

Whitmor Co. Inc.
	13 Aug 53
	



	
	55-3761-1
	Instruction book: Operating and maintenance of battery charging

panel, two (2) 24-volt general alarm batteries, one (1) 296 ampere
	12 Aug 53
	



	
	TO
	hour diesel starting battery, Pelham Electric Manufacturing Co.
	
	



	
	4
	Paintingof vessels.
	4 Feb 54
	



	
	5
	Oil-burning lamps.
	16 Jan
	48



	
	'
	Lubrication instructions for boat, passenger, diesel, wood, 40-fit,

design 186.
	19 Aug 49
	



	
	9
	Storageof vessels.
	15 Apr 52
	



	
	10
	Instructions for the erection of barge pier, nonpropelled, steel,

156-ft., design-380, knockdown,
	7 Jun
	52



	
	11
	Are welding on water-borne vessels.
	10 Mar 53
	



	
	12
	Field expedient for determining lubricating oil dilution in diesel

engines.
	9 Feb 55
	



	
	59-1
	AIR TRANSPORTATION

Transportation, packaging and handling of dangerous materials
	19 Jan
	55



	
	
	for military aircraft.
	
	



	
	110-1
	JOINT ACTION, ARMED FORCES

Joint service agreement report No. 2-55-4300.
	11 Mar 55
	



	4.
	SUPPLY
	BULLETINS

(SB).
	
	



	
	NO.
	TITLE
	DATE
	



	
	
	·AVIATION
	
	



	
	1-1
	Army aircraft fying hours program factors.
	15 Sep 54
	



	
	[S] 1-1-1
	Armyaircraftflying hoursprogram factors (U).
	17 Nov 54
	



	
	
	CHEMICAL
	
	



	
	3-1

3-3
	Logistical data: Mortar Company, chemical mortar battalion.

Logistical data:'leadqfiarters and headquarters company, Chem-

ical mortar battalion.
	21 Feb 45

18 Jun
	45













	NO.
	j

TITLE
	DATE




	
	CHEMICAL-Continued
	



	3-4
	Logistical tables: Chemical battalion, motorized.
	4 Feb 44



	
	Logistical data: Chemicalsmoke generator company.
	7 Mar 44



	3-6
	detachment,

Logistical 'data: Headquarters and headquarters
	10 Mar 44



	3-7
	Chemical smoke generator battalion.
	



	
	
	13 Mar 44



	3-8
	Logistical data: Chemical maintenance company.
	



	3-10
	Logistical data: Chemical decontamination company.
	12 Apr 44



	3-11
	Logistical data: Chemical laboratory company.
	14 Apr 44

-21 Apr 44



	3-12
	Logistical data: Chemical base depot company.
	



	3-13
	Logistical data: Chemical depot company.
	16 May 44



	3-14
	Logistical data: Chemical company, air operations, heavy, med-
	4 May 44



	
	ium, light, or dive.
	



	3-15
	Logistical data: Chemical warfare equipment andsupplies.
	19 Nov 45



	3-16
	Logistical data: Chemical depot company, aviation
	31 May44



	3-17
	Logistical data: Chemical storage company, aviation.
	24-Jun 44



	3-18
	Logistical data: Chemical processing company.
	30 Jun 44



	3-19
	Standard operating procedure for return of chemical warfare ma- 22 Aug 44
	



	
	teriel from oversea theaters and zone of interior.
	



	3 -20
	Supply responsibility of depots.
	7 Nov 44



	3-24
	Storage and shipping chart for Chemical Warfare Service ammu-
	May 45



	
	nition (incendiary bombs, chemical bombs, grenades, igniters,
	



	
	bursters, blasting caps, fuzes, smoke pots, toxic sets, and bulk -
	



	
	chemical agents).
	



	3-26
	of minor items

of nonexpendable

organizational

Disposition
	8 May47



	
	equipment.
	



	3-27
	Peacetime replacement factors and consumption rates, Chemical
	9 Sep 54



	
	Corps.
	



	3-28
	Wartime replacement' factors and consmption rates, Chemical
	15 Jan

54



	
	Corps.
	



	-

3-29
	!'Requisitioning of newly adoited Chemical Corps items of supply-
	7 Jun

54



	
	and equipment.
	



	3-30-31
	Ammunition; serviceability lists.
	8 Mar 55



	3-30-10
	Gas masks and gas mask canisters; serviceability standard.
	55 '

20 Jan



	3-30-12
	Respirator, paint' spray M5; cartridge adsorbent, M2; and filter,
	29 Mar 55



	
	aerosol Mll; serviceability standard.
	



	3-30-14
	Bag, waterproofing, protective mask, MI; serviceability stand-
	28 Mar 55



	
	ard.
	20 Jan



	3-31
	(training types) and gas mask canisters (training

Gas masks

types); serviceability standard.
	55



	
	Disposal of supplies and equipment: Chemical, Corps ammuni-
	31 Dec 54



	3-32
	
	



	
	tionh.
	



	
	ENGINEER
	



	5-1
	Basic allowances chart: Engineer equipment.
	1 Jul

45



	5-2
	Oil, engine, grade SAE 50, U. S. Army specification 2-104B.
	12 Jul

44



	5-3
	Logistical data: Engineer camouflage battalion, Army.
	1 Dec 44



	5-4
	Logistical data: Engineer dump truck company (T/O & E 5-88).
	15 Aug 44



	5-5
	Logistical data: Engineer base depot company (T/O & E 5-267,
	1 Nov 44



	
	30 May 1944).
	



	5-6
	Logistical data: Engineer parts Supply separate platoon, (T/O

& E 5-567, 9OJun 1943).
	29 Sep 44



	5-7 -
	Logistical data: Engineer camouflage company (separate).
	15 Sep 44



	
	Logistical data: Engineer combat battalion.
	15 Sep

44



	5-8
	Logistical data: Engineer parts supply company (T/O & T/E
	29 Sep

44



	5-9
	
	



	-10
	5-247; 23 Apr 1943, T/E 5-247, C-1, 10 Dec 1943).

Logistical data: Engineer base equipment company.
	Dec 44



	
	& E

data: Engineer water supply company

(T/O
	30 Sep

44



	5-11
	Logistical

5-67, 4 Aug 1943).
	



	
	Logistical data: Engineer depot company.
	30 Sep 44



	6-12

5-13
	Logistical data: Engineer petroleum distribution company.
	Dec 44



	5-14
	Logistical data: Engineer heavy shop company.
	2 Oct '44



	5-16
	& E

ponton company (T/O

Logistical data: Engineer light
	I Nov 44



	
	.,

::.

5-87, 11 Mar 1944).
	



	5-17
	Logistical data: Engineer treadway.bridge company (T/O & E
	1 Nov 44



	
	5-627, 29 Sep 1943).
	














	NO.
	TITLE
	
	DATE



	
	ENGINEERContinued
	
	




	5-18
	-Logistical data: Engineer maintenance company.
	
	15 Nov 44



	5-19
	Logistical data: Engineer light equipment company.
	
	Nov 44



	5-20
	Logistical data: Engineer construction battalion.
	
	Jan

45



	5-23
	Logistical data: Armored Engineer battalion.
	
	Dec 44



	
	Logistical data: Engineer aviation camouflage battalion.
	
	15 Nov 44



	5-24 5-25"
	Logistical data: Headquarters and headquarters company, Engi
	
	Nov 44



	
	neer base depot group.
	
	



	5-26
	Logistical data: Engineer construction group.
	
	Dee 44



	5-27
	Logistical data: Engineer heavy ponton battalion.
	
	Dee 44



	5-28
	Logistical data: Engineer forestry battalion
	(less Engineer for
	Dee 44



	
	estry companies).
	
	



	5-29
	Logistical data: Airborne Engineer aviation battalion.
	
	Jan

45

Feb 45



	5-30
	Logistical data: Engineer aviation topographic organization.
	
	Feb 45



	5-31
	Logistical data: Engineer general service regiment.

Logistical data: Engineer combat group.
	
	25 Feb 45



	5-32
	Logistical data: Engineer topographic company, corps.
	
	Feb 45



	5-33

5-34
	Logistical data: Engineer aviation battalion.
	
	Mar 45



	5-35
	Logistical data: Engineer battalion, separate.
	
	Apr 45



	5-36
	data:

Headquarters

Logistical
	and

headquarters

company,
	Feb 45



	
	Engineer port construction and repair.
	
	



	5-37
	:-Logistical data: Airborne Engineer battalion.
	
	2 Mar 45



	5-38
	Logistical data: Engineer heavy shop company.
	
	Mar 45



	5-39
	Logistical data: Engineer general service battalion.
	
	Mar 45



	5-40
	Logistical data: Engineer general service regiment.
	
	Apr 45



	5-41
	Logistical data: Related
	Engineer base topographic organiza
	Apr 45



	
	tions.
	
	



	5-42
	Logistical data: Engineer Air Forces headquarters company.
	
	Mar 45



	5-43
	Logistical data: Engineer topographic battalion, Army.
	
	Mar 45



	5-44
	Logistical data: Engineer special service regiment.
	
	Apr 45



	5-46'
	Logistical data: Engineer special Shop battalion.
	
	Apr 45



	5-47
	Logistical data:-Armored Engineer battalion.
	
	Apr 45



	5-48
	Logistical data: Engineer combat battalion.
	
	May 45



	5-50
	Serviceability standards for Corps of Engineers equipment and
	
	Jun 45



	
	additional requirements for oversea shipments.

Decontamination procedures.
	
	11 Jul

45



	5-52
	Substitutes for general engineer supply items (Corps of Engi
	
	2 Nov 53



	5-56
	neers).
	
	



	5-57
	Wartime replacement factors, Corps of Engineers.
	
	9Dee 53



	5-58
	Peacetime replacement factors, Corps of Engineers.
	
	24 Dec 53



	
	Specifications and application of wire rope for engineer equip
	
	22 Jul

52



	
	ment.
	
	



	5-60
	List of deteriorating items.
	
	12 Jan 54



	5-61
	Items not available for.100 percent TOE issue.
	
	6Dec 54



	5-62
	Electric hygrometer method of inspection.
	
	16 Apr 54



	5-64
	Issue of supplies and equipment; Corps of Engineers regulated
	
	15 Nov 54



	
	items.
	
	



	
	MEDICAL
	
	



	8-1
	Weight and cubage data; Army.Medical Service assemblages and
	
	2 Nov 54



	
	organizations.
	
	



	8-2
	'Packing-room layouts and packing of medical supplies.
	
	15 Mar 44



	8-5
	Medical Department items 11750, epinephrine
	hydrochloride,
	29 Mar 44



	
	USP solution, anid

1K00600 epinephrine
	hydro

(adrenalin)
	



	
	chloride, NNR, 1:1000 solution.
	
	



	8-7
	Repair of loose tires on wheel of Medical Department item 70430,
	
	27 Apr 44



	
	chair, invalid.
	
	



	8-10
	Classification of medical supplies
	
	28 Jun

51



	8-17
	Use and care of barbiturates.
	
	Apr 45

Jul



	8-25
	Technical supply information on certain Medical Department
	
	45



	
	items for Zone of Interior stations.

Changes 2
	
	



	8-30
	'Equipment for paraplegic patients.
	
	2 Aug 46



	8-38
	Peacetime consumption rates, Army Medical Service.
	
	24 Mar 55



	8-39
	Wartime consumption rates, Army Medical Service.
	
	20 Apr 63













	NO.
	TITLE
	DATE




	
	MEDICAL-Continued
	



	8-40
	Newly standardized Army Medical Service items not available

for issue.
	4 Feb 54



	8-41
	Issue of supplies and equipment: Army Medical Service regu-

lated items.
	22 Oct

54



	
	Changes 1
	



	
	ORDNANCE
	



	9-AMM-6
	Ammunition: Supply within the continental United States.

Changes 1
	1 Feb 52



	0-AMM-8
	'

'

Reports.

Changes 1
	23 Nov 45



	9-OSSC-B
	Ordnance storage and shipment chart, group B: Major items of

group B.
	4 Dec 44



	9-OSSC-D
	Ordnance storage and shipment chart, group D: Heavy artillery

and antiaircraft gun materiel.
	18 May45



	9-OSSC-F
	Ordnance storage and shipment chart, group F: Fire control
	12 Sep 45



	
	major items for use with small arms, automatic guns, trench

mortars, field artillery, antiaircraft, harbor defense, and railway

artillery.
	



	9-OSS0-J
	Ordnance storage and' shipment chart, group J: Machine tools

and related equipment.
	22 Nov 48



	9-0SSC-K
	Ordnance storage and shipment chart, group K: Cleaning, pre-
	23 Jun

47



	
	serving, lubricating, welding, soldering,- brazing, 'and metal-

'lizing materials; lubricating equipment and oil filter elements

for ordnance materiel.
	



	9-OSSO-Ia
	Ordnance storage and shipment chart, group' L: Targets and

target material necessary for construction and operation of target
	I Oct 45



	
	ranges for small arms, automatic guns, automatic rifles, sub

machineguns,'and artillery target practice.
	



	9-1
	Ordnance major items and major combinations anid pertinent

publications.
	12 Nov 54



	9-4
	Processing of motor vehicles and related unboxed materiel for

shipment and storage;
	9 Jun

52



	9-7
	Reserve Officers' Training Corps.
	18 Nov 42



	9-8
	Schools and colleges (sec. 55-C National Defense Act).
	17 Nov 42



	9-16
	General supply; winterization equipment for automotive ma- 21 Oct

teriel:
	54



	9-19
	Conservation of oil.
	16 Mar 44



	9-24
	Issue of gas cylinders.
	23 May 44



	9-26
	Preparation for shipment of unserviceable transport and combat

vehicle major assemblies.
	18 Jun

45



	9-30
	Changes I

Standard rebuild cost of ordnance materiel.

Changes 1, 2
	16 May 47



	9-36
	Oversize and undersize spare parts for vehicular engine assemblies.
	3 Jan 52



	9-40
	Ordnance motor vehicle assemblies.
	13 May 54



	9-42
	Relaxation of serviceability standards for certain cal30 U. S.

rifles.
	6 Dec 44



	9-43
	General supply: Storage and shipment of rubber tires, tubes,

rubber repair materials, and camelback.
	25 Mar 55



	9-48
	Production control procedure for automotive shops.

Changes 1
	5 Mar 45



	9-50
	Small arms weapons used by replacement training centers and

units in field training; basis for return to depot maintenance
	20 Jan 55



	
	shops for inspection and rebuild.
	



	9-60
	Commercial type vehicles.
	14 Jul

54



	9-64
	Recoverable items.
	5 Oct

45



	9-69
	Reusable shipping containers; application, marking, and mainte-

nance.
	12 Jan 55



	9-71
	Cleaning, packaging, storage, and inspection of body armor.

Changes 1
	15 Feb 46





2 No stocks-do not requisition.









	NO.
	TITLE
	DATE




	
	ORDNANCE-Continued
	



	9-73
	Standards for determining serviceable or unserviceable storage

battery.

Changes 1
	14 Dec 54



	9-74
	Disposition of certain receivers for U. S. rifle, caliber .30, M1903.
	20 Jun 46



	9-75
	Inspection of small arms gages.
	16 Mar 55



	9-76
	Headspacing U. S. rifle, cal30 M1917.
	3 Jul

46



	9-79
	Return of stock assembly C94543 and stock clamp assembly

B284541 with cal30 Browning machinegun M1919-A6, flexible.
	25 Feb 47



	9-81
	Inspection, repair, and repackaging of automotive hydraulic-brake

cylinder assemblies prior to issue.
	16 Mar 54



	9-83
	Prismatic compass M1918 (Keuffel and Esser, and Sperry types).
	15 Mar 47



	9-84
	Spare tires for Y4 and 1-ton trailers used with trucks equipped with

cross-country tires.
	15 May 47



	9-86
	Installation of electric directional signals on buses.
	12 Sep 47



	9-88
	Ordnance vehicles; discontinuance of issue of first echelon spare 24 Aug 48

parts contained in emergency spare parts kits.
	



	9-89
	Segregation and replacement of 1-piece traversing bar C59333 for

cal30 machine gun tripod mount M2.
	16 Sep 49



	9-92
	Segregation and replacement of accelerators C8141 for cal50

machinegun M2 (all types).
	20 Dec 49



	9-93
	Provision of potentiometer oil and gun for Signal Corps equipment

in antiaircraft batteries.
	5 Jan

60



	9-94
	Replacement of left and right hand retracting slide lever springs

5013691 and 5013692 used on cal50 retracting slide group assem
	23 Mar 50



	
	bly and sleeve lock spring 6139997 used on cal30 machinegun

tripod mount M2.

Changes 1
	



	9-95
	Standardization of tire sizes and types of tires for heavy antiair-

craft gun mounts.
	7 Apr 60



	9-96
	Maintenance and disposition of obsolete 12-volt generators for

truck, %4-ton, 4 x 4 (Ford Model GPW and Willys Model MB).
	16 Oct 50



	9-97
	Replacement of nonstandard oil filter on truck, 34-ton, 4 x 4 (Ford

Model GPW and Willys Model MB).
	17 Nov 50



	9-98-1
	Vehicle deficiencies during warranty period: General.
	1 Nov 51



	9-98-2
	Vehicle deficiencies during warranty period: Chrysler Corp.
	l' Nov 51



	9-98-3
	during

warranty

Federal

Motor

Vehicle deficiencies

period:

Truck Co.
	1 Nov 51



	9-98-4
	Vehicle deficiencies during warranty period: General Motors Corp.

(Chevrolet Division only).
	9 Mar 53



	9-98-5
	Vehicle deficiencies during warranty period: Ford Motor Co.
	15 Jul

52



	9-98-6
	Vehicle deficiencies during warranty period: International liar-

vester Co.
	1 Nov 51



	9-98-7
	Vehicle deficiencies during warranty period: General Motors Corp.

(GMC Truck and Coach Division).
	8 Jun 53



	9-98-8
	Vehicle deficiencies during warranty period: General Motors Corp.

(Pontiac Motor Division).
	1 Nov 51



	9-98-9
	during warranty period: Willys Overland

Vehicle deficiencies

Motors, Inc.
	1 Nov 51



	9-98-10
	Vehicle deficiencies during warranty period: Gramm Trailer Corp.
	1 Nov 51



	9-98-11
	during warranty period: Harley-Davidson

Vehicle deficiencies

Motor Co.
	1 Nov 51



	9-98-12
	Vehicle deficiencies during warranty period: General Motors Corp.

(Buick Motor Division).
	1 Nov 51



	9-98-13
	Vehicle deficiencies during warranty period: The Autocar Sales

and Service Co.
	1 Nov 51



	9-98-14
	Vehicle deficiencies during warranty period: Henney Motor Co.

Inc.

Vehicle deficiencies during warranty period: The Four Wheel
	1 Nov 51

1 Nov 51



	9-98-15

9-98-16
	Drive Auto Co.

Vehicle deficiencies during warranty period: Mack Manufacturing
	1 Nov 51



	9-98-17
	Corp.

Vehicle deficiencies during warranty period: Cushman Motor
	1 Nov 51



	
	Works, Inc.
	














	NO.
	TITLE
	DATE
	




	
	ORDNANCE-Continued
	
	



	9-98-18
	Vehicle deficiencies during warranty period: The Trailmobile Co.
	1 Nov 51
	



	9-98-19
	Vehicle deficiencies during warranty period: The Corbitt Co.
	1 Nov 51
	



	9-98-20
	Vehicle deficiencies

during warranty period:

Airport Service

Equipment Co., Inc.
	1 Nov 51
	



	9-98-21
	Vehicle deficiencies during warranty period: LaCrosse Trailer

Corp.
	1 Nov 51
	



	9-98-22
	Vehicle deficiencies during warranty period: Cadillac Metropoli-

tan ambulances,

A. J. Miller Co.,

Meteor Motor Car Co.,

Superior Motor Car Co.
	1 Nov 51
	



	9-98-23
	Vehicle deficiencies during warranty period: White Motor Co.
	8 May 52
	



	9-98-24
	Military

transport-type

tactical

automotive

vehicles; vehicle

deficiencies during warranty period.
	10 Jun
	54



	9-98-26
	Vehicle deficiencies during warranty period: ACF-Brill Motors

Co.
	14 Jul
	52



	9-98-27
	Vehicle deficiencies during warranty

period: Fontaine

Truck

Equipment Co., Inc.
	8 Sep
	52



	9-98-28
	Vehicle deficiencies during warranty period: Fruehauf Trailer Co.
	11 Jun
	53



	9-98-29
	Vehicle deficiencies during warranty period: John Trailer Division

Pressed Steel Car Co., Inc.
	9 Jun 53
	



	9-98-30
	Vehicle deficiencies during warranty period: Twin Coach Co.
	9 Jun
	53



	9-98-31
	Vehicle deficiencies during warranty period: Strick Co.
	15 Jul
	53



	9-99
	Tire Chains.
	10 Apr
	51



	9-100
	Disposition of unapproved aircraft propellors.
	10 Dec 51
	



	[C] 9-101
	Wartime Replacement Factor-Ordnance Corps (U).
	23 Jan 53
	



	9-102
	98-ton, 4 x 4, trucks (Dodge T-214, WC51, 52, 53, 54, 56, 57, 58, 59,

61, and 64) M37, M42, M43, and V41/GT and 1¼I-ton, 6 x 6,

truck (Dodge T-223); interchangeability of differentials.
	2 Dec 52
	



	9-103
	Cal22 U. S. rifles; disposition of unserviceable cal22 rifles Ml

and M2.
	25 Mar 55
	



	9-104
	Aiming post light M14; inclusion of both a green and a red filter as

regular components.
	11 Jan
	54



	9-105
	Administrative vehicles; authorized on vehicle tools and equip-

ment.
	31 Dec 53
	



	9-106
	Ordnance vehicles: Ordnance steck numbers on vehicle name-

plates.
	10 Sep
	53



	9-107
	Peacetime replacement factors, Ordnance Cqrps.
	8 Oct
	53



	9-108
	Reclamation of used engine valves.
	18 Nov 53
	



	9-110
	National availability of newly adopted Ordnance items.
	14 Jun
	54



	9-111
	24- to 6-volt conversion kit and electric brake control kit for trans-

port vehicles.
	17 Sep
	54



	9-112
	Repair and replacement parts for commercial revolvers.
	27 Sep
	54



	9-113
	Return and issue of high pressure nitrogen cylinders.
	14 Dec 54
	



	9-114 ·
	Waterproof wrist watch case assembly; preparation for issue.
	10 Mar 55
	



	9-115
	Storage and issue of limited capacity guns, howitzers, and spare

tubes.
	8 Apr 55
	



	9-116
	5-ton M39 series, 2½i-ton M133 series, and 2¼i-ton M44 series Ord-

nance tactical wheeled vehicles; requisitioning and issuance of

tire pressure gages.
	25 Mar 55
	



	
	QUARTERMASTER
	
	



	10-2
	Motor fuel "S" and unleaded and undyed gasoline.
	18 Jan 44
	



	10-38
	Peacetime replacement factors and consumption rates, Quarter- 25 Mar 55

master Corps.
	
	



	10-76
	Marking and identification of processed spare parts.
	5 Jun 44
	



	10-82
	Inspection of liquid fuels and lubricants, containers, and equip-

ment especially designed for handling of petroleum products.

Changes 1, 2
	29 Jun 44
	



	10-88
	Purchases by Quartermaster supply officers under Controlled

Materials Plan.
	5 Jul
	44



	10-112
	Reclamation clause in contracts for certain nonperishable subsist-

ence supplies because of rescission of U. S. Armv Specification No.

22-42A.
	25 Aug 44
	



	10-146
	Use of type II flour in mess kitchens.
	15 Oct 44
	



	10-160
	Hand pump for dispensing gasoline;
	18 Oct 44
	














	NO.
	TITLE
	DATE
	




	
	QUARTERMASTER-Continued
	
	



	10-151
	Subsistence stores at depots and ports of embarkation.
	17 Oct 44
	



	10-159
	Inspection of gasoline in longtime storage in the Zone of Interior.
	25 May 48
	



	10-179
	Classification of quartermaster general supplies.

Changes 1
	26 Jun 53
	



	10-162
	Milk containers.
	28 Nov 47
	



	10-218
	Serviceability standards for Quartermaster Corps materials han-

dling equipment oversea and domestic shipments.
	4 Feb 47
	



	10-220
	Sales of condemned food items.

Changes 1
	Apr
	45



	10-226-1
	Basic storage information.
	Jul
	45



	10-228
	Packing excess and unserviceable office appliances.
	May 45
	



	10-231
	Consumption factors for major petroleum products (U. S. Army).
	2 Jun 45
	



	10-236
	Serviceability standards for Quartermaster Corps miscellaneous

mechanical equipment.
	Jun 45
	



	10-241
	Identification and/or disposal of liquid fuels and lubricants of

Quartermaster Corps purchase and issue responsibility in Zone

of Interior.
	14 Aug 47
	



	10-258
	U. S. Army petroleum products (excluding aviation products) in

the Continental United States 1942-45.

Changes 1
	6 Nov 45
	



	10-260
	Master menu
	
	



	
	April 1955
	22 Oct 54
	



	
	May 1955

Changes 1
	24 Nov 54
	



	
	June 1955

Changes 1, 2
	27 Dec 54
	



	
	July 1955

Changes 1
	24 Jan 55
	



	10-260
	August 1955
	28 Feb 55
	



	10-260-1
	Recapitulation of field ration issues.
	
	



	
	April 1955
	22 Oct 54
	



	
	May 1955
	24 Nov 54
	



	
	June 1955

Changes 1
	27 Dec 54
	



	
	July 1955

Changes 1
	22 Jan
	55



	
	August 1955
	28 Feb 55
	



	
	September 1955.

Sash, window, tent, flexible, waterproof film.
	29 Mar 55

8 Nov 45
	



	10-261
	Changes 1

Processing of Quartermaster property returned to United States
	28 Dec 45
	



	10-265
	from overseas.

Changes 1
	
	



	1110-270
	Malted cereal syrup, type II and mineral yeast food Quartermaster

Corps contracts, fiscal year 1953.
	25 Jun 52
	



	10-389
	Prices to be charged for QM petroleum products sold and trans-

ferred by Department of the Army overseas.
	2 Dec 53
	



	10-473
	Food service equipment.

Changes 1
	22 Apr 49
	



	10-485
	Subsistence conversion factors and substitutive equivalents.

Changes 1
	20 Jun 53
	



	10-495
	Standard B ration for the Armed Forces.
	9 Apr 54
	



	10-496
	Wartime replacement factors and consumption rates, Quarter-

master Corps.

Changes 1, 2, 3
	25 Feb 52
	



	10-497
	Clothing almanac; Alaska.
	19 Jun 52
	



	10-498
	Clothing almanac; British Isles.
	14 May 52
	



	
	
	31 Mar 52
	



	10-499
	Issue of lid, pot, tea or coffee, individual, CRES.
	
	





nI Stocked by the Quartermaster General.

12 The SB 10-500-series, which are listed in SB-10-500, are not stocked in Adjutant General Publications Depots, but may be requisitioned direct from The Commanding General, Headquarters, QM Market Center System, 226 W. Jackson Boulevard, Chicago 6, Ill.









	NO.
	TITLE
	DATE




	
	QUARTERMASTER-Continued
	



	10-501
	Feeding of female military personnel.
	29 Aug 52



	10-502
	Clothing almanac-China and Korea.
	26 Feb 53



	10-504
	Quartermaster items requiring special control with reference to
	25 Mar 55



	
	availability, storage, issue, and requisitioning procedure.
	



	10-505
	List of Federal stock numbers and applicable financial property

accounting reporting categories for Quartermaster Corps items.
	10 Jun 54



	10-506
	Changes 1

Disposal of condemned Quartermaster parachutes and allied com-

ponents.
	11 Aug 54



	10-507
	Procurement of books, pamphlets, and imported publications.
	17 Aug 54



	10-508
	List of authorized subsistence articles for issue and sale in com-

missaries and commissary stores.
	14 Oct

54



	
	SIGNAL
	



	11-6
	Dry battery supply data.
	24 Jun 53



	11-24
	Pigeon entries in company property book.
	4 Sep 44



	11-30
	Shipment, storage, and testing of dry batteries.

Changes 1
	27 Dec 51



	11-31
	Requisitioning dry batteries in packaged quantities.
	2 Feb 50



	11-54
	Conversion of tool equipments TE-45-A and TE-48 to tool equip-

ment TE-113.

Changes 1
	Jan 45



	11-56
	Conversion of tool equipment TE-46 and TE-47 to tool equipment

TE-114, TE-111, and TE-112.
	Feb 45



	11-62
	Tools for sound ranging set GR-3-C.
	Mar 45



	11-64
	Maintenance equipment replenishment.
	Mar 45



	11-69
	Marking of modified equipment.

Changes 1
	Apr 45



	11-83
	Bags, covers, and paulins, waterproof, special purpose.
	8 Feb 52



	11-86
	Tape, teletype, gummed, 9-inch.
	Jun 45



	11-88
	Crystal kit CK-i( )/GR.
	Jul

45



	11-100
	Serviceability standards for signal equipment in hands of troops.

Changes 1
	May 45



	11-100-1
	Serviceability standards for radio transmitter BC-191-( ).
	May 45



	11-100-2
	Serviceability standards for radio receiver BC-312-( ), BD-71-A,

and BD-72-A.
	May 45



	11-100-3
	Serviceability standards for switchboards BD-71, BD-72.
	Mav 45



	11-100-4
	Serviceability standards for switchboard BD-100.
	May 45



	11-100-5
	Serviceability standards for reel equipment CE-11.
	May 45



	11-100-6
	Serviceability standards for telephone EE-8, EE-SA, and EE-8B.
	May45



	11-100-7
	Serviceability standards for signal generator 1-72.
	May 45



	11-100-8

11-100-9
	Serviceability standards for public address sets PA-5 and PA-5A.

Serviceability standards for print trimmers PH-8, PH-210, and
	May 45

May 45



	11-100-10
	PH-220.

Serviceability standards for contact printers PH-13, PI-13A,

PH-13B, PH-48, PH-51, PH-51B, PH-192, PH-193, PH-507/

PF, and PH-508.
	May 45



	11-100-11
	Serviceability standards for scales PH-14, PH-14A, PH-114, PH-

115, and PH-116.
	May45



	11-100-12
	Serviceability standards for developing tanks PH-15,

PH-16,

PH-17, PH-122, PH-122A, PH-185, PH-186, PH-187, PH-256,

PH-256A, and PH-322.
	May45



	11-100-13
	Serviceability standards for cameras PH-47D, E, and F.
	May 45



	11-100-14
	Serviceability standards

for lamp equipment

PH-62, PH-63,

PH-208, PH-209, PH-211, PH-216, PH

PH-207, PH-207A,

216A, PH-217, PH-251, PH-421, PH-422, PH-218, and Ptt-219.
	May45



	11-100-15
	Sorviceability standards for continuous printers PH-67, PH-314,

and PH-209.
	May 45



	11-100-16
	Serviceability standards for dryers PH-75, PH-176, and PH-288.
	May 45



	11-100-17
	Serviceability standards for projection screens PH-76, PH-76A,

PH-78, PH-78A, PH-334, PH-358, PH-358A, PH-407.
	May 45



	11-100-1S
	Serviceability standards for exposure meters PR-77, PH-77A,

PH-77C, PH-77D, PH-77E and PH-252A.
	May 45
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	11-100-19
	Serviceability standards for enlargers PH-87, PH-87A, PH-95A,

PH-129, PH-129A, PH-27.5, PH-275A, and PH-275B.
	23 May 45



	11-100-20
	Serviceability standards for splicers PH-91, PH-91A,

PHI-239,

and PH-239A.
	May45



	11-100-21
	Serviceability standards for rewinders PH-92, P1-242, PH-254,

PH-355, PH-355A, and PH-416A.
	May 45



	11-100-22
	Serviceability standards for view cameras PH-120,

PH-120A,

PH-120B, Pi-159, PH-150, PH-10SOA, PH-195, and PH-195A.
	May45



	11-100-23
	Serviceability standards for tripods PH-121, PH-202, and PH-

203 (P/O PH-270, P/O PH-274, P/O P1-516/GF, PH-S60/U,

PH-524/PF, and P/O PH-274A).
	May45



	11-100-24
	Serviceability standards

projector equipment

PH-131 A

for

through 0.
	May 45



	11-100-25
	Serviceability standards for strip and slide projectors PH-132,

PH-132B, PH-222, and PH-222A.
	May 45



	11-100-26
	Serviceability standards for trays PH-154, PH-155, PH-157, PH-

158, PH-158A, PH-160, PH-161A, PH-164, PH-164A, P11-166,

PH-166A, P1-170, P1-173, PH-173A, and PH-18.
	May45



	11-100-27
	Serviceability standards for film examining machines PH-179,

PH-279, and PH-319.
	May45



	11-100-28
	Serviceability standards for washers PH-240A.
	May 45



	11-100-29
	Serviceability standards for processing equipment PH-253A, PH-

395, and PH-406.
	May 45



	11-100-30
	Serviceability standards for cameras PH-270, PH-274, PH-274A,

and P1-516/GF.
	May 45



	11-100-31
	Serviceability standards for developing machines PH-298, PH-

413, and PH-413-A.
	May45



	11-100-32
	Serviceability standards for splicer PH-321 (Bell & Howell semi.

automatic).
	May 45



	11-100-33
	Serviceability standards for camera PH-324.
	May 45



	11-100-34
	Serviceability standards for motion picture cameras PH-330 A

through H, PH-530/PF, P1H-431, PH-430, and PH-430-A.
	May 45



	11-100-35
	Serviceability standards for projectors, motion picture, PH-398

and PH-398A.
	Jun 45



	11-100-36
	Serviceability standards for Ampro projector equipment PH-399.
	Jun 45



	11-100-37
	Serviceability standards for camera PH-502/PF.
	May 45



	11-100-3S
	Serviceability standards for interphone equipment RC-99.
	Jun 45



	11-100-39
	Serviceability standards for remote control equipment RC-289.

Serviceability standards for reel unit RL-26-( ).
	Jun 45



	11-100-40
	Serviceability standards for axle RL-27-( ).
	Jun 45



	11-100-41
	Serviceability standards for reel unit RL-31-( ).
	Jun 45

Jun 45



	11-100-42
	
	Jun 45



	11-100-43
	Serviceability standards for reel RL-39.

Serviceability standards for radio set SCR-193-( ).
	Jun 45



	11-100-44
	Serviceability standards for frequency meter set SCR-211-( ).
	Jun 45



	11-100-45

11-100-46
	Serviceability standards for radio set SCR-268-( ).
	Jun 45



	11-100-48
	Serviceability standards for radio sets SCR-29-( ), SCR-399-( ),

and SCR-499-().
	Jun 45



	11-100-49
	Serviceability standards for radio set SCR-300-( ).
	Jun 45



	11-100-50
	Serviceability standards for radio set SCR-506-( ).
	Jun 45



	11-100-51
	Serviceability standards for radio sets SCR-508-( ), SCR-528-( ),

and SCR-538-( ).
	Jun 45



	11-100-52
	Serviceability standards for radio sets SCR-509-( ) and SCR-

510-( )
	Jun 45



	11-100-54
	Serviceability standards for radio sets SCR-609-( ) and SCR-

610-( ).
	Jun 45



	11-100-55
	).

Serviceability standards for detector set SCR-625-(
	Jun 45



	11-100-56
	Serviceability standards for telephone central office sets TO-4 and

TC-12.
	Jun 45



	11-100-58
	Serviceability standards for handset TS-10.
	Jun 45



	11-100-59
	Serviceability standards for projector, DeVry, 35mm sound, PH-

405.
	Jun 45



	11-100-60
	Serviceability standards for radio set SCR-536-( ).
	Jun 45
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	11-100-61
	Serviceability standards for radio sets SCR-608-( ) and SCR-

628-( ).
	Jun 45



	11-100-62
	Serviceability standards for radio equipment RC-145 (used with

S C R-545).
	Jun 45



	11-100-63
	standards for radio equipment RC-148-B

(used

Serviceability

with SCR-268).
	Jun 45



	11-100-64
	Serviceability standards for radio equipment RC-184 (used with

SCR-584) .
	Jun 45



	11-100-65
	Serviceability standards for radio set SCR-545-A.
	Jun

45



	11-100-66
	Serviceability standards for radio set SCR-584-( ).
	Jun

45



	11-100-67
	Serviceability standards for rectifier RA-34-( ).
	Jun

45



	11-100-69
	Serviceability standards for interphons amplifier BC-376, BC-

667 (P/O interphone equipments RC-53 and RC-53A).
	Jun

45



	11-10-070
	Serviceability standards for rectifiers RA-91 and RA-91-A.
	Jun

45



	11-100-71
	Serviceability standards for microphone T-45.
	Jun

45



	11-100-72
	Serviceability standards ior telephone repeater EE-89.
	Jun 45



	11-100-73
	Serviceability standards for telephone repeater TC-29.
	Jun 45



	11-100-74
	Serviceability standards for typewriter MC-88.
	Jun 45



	11-100-75
	Serviceability standards for repeater set TC-19 (telegraph).
	Jun 45



	11-100-76
	Serviceability standards for repeater set TC-18.
	Jun 45



	11-100-77
	Serviceability standards for radio set AN/VRC-3.

Changes 1
	Jul

45



	11-100-78
	Serviceability standards for teletypewriter sets EE-97 and EE-98.
	Jul

45



	11-100-79
	Serviceability standards for microphone T-30.
	Jul

45



	11-100-80
	Serviceability standards for reel cart RL-16.
	Jul

45

Jul



	11-100-81
	Serviceability standards for telegraph terminal set TC-22.

Serviceability standards for radio set SCR-593-A.
	45

Jul

45



	11-100-82

11-100-83
	Serviceability standards for reperforator teletypewriter TC-16.
	Jul

45



	11-100-84
	Serviceability standards for radio sets SCR-543-A, SCR-543-B

and SCR-543-C.
	Jul

45



	11-100-85
	Serviceability standards for radio set SCR-694-C.
	Jul

45



	11-100-86
	Serviceability standards for telephone TP-3.
	Jul

45



	11-100-87
	Serviceability standards for converter M-209, M-209-A, M-209-B.
	Jul

45



	11-100-88
	Serviceability standards for recorder MC-311.
	1 Aug 45



	11-100-89
	Serviceability standards for radar set AN/TPL-1.
	8 May 51



	11-100-90
	Serviceability standards for radio set AN/PRC-6.
	16 Dec 52



	11-100-91
	Serviceability standards for radio sets AN/PRC-8, AN/PRC-9,

and AN/PRC-10.
	16 Dec 52



	11-100-92
	Serviceability standards for radio set AN/VRC-7 ( ).
	15 Dee 52



	11-100-93
	Serviceability standards for radio sets AN/VRC-8, AN/VRC-9,

AN/VRC-10.
	19 Dec 52



	11-100-94
	Serviceability standards for radio sets AN/VRC-13, AN/VRC-14,

AN/VRC-15.
	16 Dec 52



	11-100-95'
	Serviceability standards for radio sets AN/VRC-16, AN/VRC-17,

AN/VRC-18.
	19 Dec 52



	11-100-96
	Serviceability standards for radio sets AN/VRC-20(*), AN/VRC-

21(*), AN/VRC-22(*).
	18 Dec 52



	11-100-97
	Serviceability standards for radio receiving set AN/GRR-5.
	19 Dec 52



	11-100-98
	Serviceability standards for radio set AN/VRC-1, a combination

high frequency radio set SCR-193 and very high frequency radio

set SCR-542.
	24 Dec 52



	11-100-99
	Serviceability standards for teletypewriter TT-4/TG and TT-

4A/TG.

Changes 1
	5 Jan 53



	11-100-100
	Serviceability standards for telephone terminal CF-1-A, CF-1-B

(carrier).

Changes 1
	7 Jan 53



	11-100-101
	Serviceability standards for radio sets AN/VRQ-1, AN/VRQ-2,

AN/VR Q-3.
	16 Jan 53



	11-100-102
	Serviceability standards for radio set'AN/GRC-26( ).

Changes 1
	15 Jan

53



	11-100-103

11-100-104
	Serviceability standards for radio set AN/GRR-2.

Serviceability standards for radio sets AN/PRC-16.
	15 Jan

53

15 Jan

53
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	11-100-105
	Serviceability standards for radio sets AN/GRC-3 through -8.

Changes 1
	19 Jan



	11-100-106
	Serviceability standards for switchboard BD-62-B, -C, -D.
	15 Jan



	11-100-107
	Serviceability standards for chest set H-18/GT.
	22 Jan



	11-100-108
	Serviceability standards for switchboard, telephone, manual SB-

22/PT.
	28 Jan



	11-100-109
	Serviceability

standards for headset-microphones

H-62/U, HI-

63/U, and AN/URA-1.
	23 Jan



	11-100-110
	Serviceability standards for radio set AN/VRC-2.
	23 Jan



	11-100-111
	Serviceability standards for radio set AN/TRC-1.
	23 Jan



	11-100-112
	Serviceability standards for reel unit RL-128 ( )/G.
	23 Jan



	11-100-113
	Serviceability standards for power units PE-162-( ), PE-214-( ), 29 Jan

and engine generator PU-181( )/PGC-1.
	



	11-100-114
	Serviceability standards for telephone unit EE-105.
	11 May 53



	11-100-115
	Serviceability standards for sound locating set AN/TND-1.
	20 Aug 53



	11-100-116
	Serviceability standards for carrier telephone repeater AN/TCC-5.
	4 Sep 53



	11-100-117
	Serviceability standards forcarriertelephone terminalAN/TCC-3.
	4 Sep



	11-100-118
	Serviceability standards for telegraph terminal TI0-5/TO.
	17 Aug 53



	11-100-119
	Serviceability standards for telegraph-telephone signal converter

TA-182/U.
	4 Sep



	11-100-120
	Serviceability standards for public address set AN/UIH-2.

Changes 1
	17 Aug 53



	11-100-121
	Serviceability standards for code training set AN/OCS-TI.
	28 Sep 53



	11-100-122
	Serviceability standards for radio set AN/TPS-ID.
	12 Oct



	11-100-123
	Serviceability standards for monitoring equipment AN/PTA-1.
	16 Oct



	11-100-124
	Serviceability standards for panel BD-132-A.
	5 Nov 53



	11-100-125
	Serviceability standards for switchboard signal assembly SB-223/

OR.
	25 Nov 53



	11-100-126
	Serviceability standards for camera set, motion picture AN/TFH-

3.
	7 Dec 53



	11-100-127
	Serviceability standards for wind measuring equipment AN/

NMQ-1.
	12 Jan



	11-100-128
	Serviceability standards for telephone set TA-43/PT.
	4 Feb 54



	11-100-129
	Serviceability standards for generators ML-185-A, ML-185-B,

ML-185-C.
	23 Feb 54



	11-100-130
	Serviceability standards for telephone repeater TA-126/GT.
	26 Mar 54



	11-100-131
	Serviceability standards for telephone set TA-264/PT or TP-9.
	24 Mar 54



	11-100-132
	Serviceability standards for tone warning group OA-145/GT.
	13 May 54



	11-100-133
	Serviceability standards for reeling machine, cable, RL-118/o.
	13 May 54



	11-100-134
	Serviceability standards for radar sets AN/MPQ-10 and -10A.
	20 Jan



	11-100-135
	Serviceability standards for radio set AN/VRC-6(*).
	23 Jun 54



	11-100-136
	Serviceability standards for teletypewriter set AN/GGC-3.
	23 Jul



	11-100-137
	Serviceability standards for sound locating set GR-6-A.
	13 Sep



	11-100-138
	Serviceability standards for radio set AN/VRC-19(*); a mobile fm

radio set which operates in the vhf range.
	10 Sep 54



	11-100-139
	Serviceability standards for radio set AN/TRC-22.
	5 Oct 54



	11-100-140
	Serviceability standard for radio set AN/FRC-15.
	20 Oct 54



	11-100-141
	Serviceability standard for radio set AN/FRC-27.
	20 Oct



	11-100-142
	Serviceability standards for radio receiving set AN/FRR-44.
	26 Jan



	11-100-143
	Serviceability standards for radio receiving set AN/FRR-36.
	10 Nov 54



	11-100-144
	Serviceability standard for radio set AN/TRC-34.
	8 Jan



	11-100-145

11-102
	Serviceability standards for radio set AN/TRC-28.

Supply procedure for Signal Corps items having the unit of meas-
	10 Mar 55

29 Dec 45



	11-109
	ure "feet".

Radio set AN/TRC-1, radio terminal set AN/TRC-3, radio relay

set AN/TRC-4, and radio set relay, communication system.
	30 Sep



	11-110
	Change in Army-Navy nomenclature for dry batteries.
	1 Oct 46



	11-115
	Supply and disposition of Signal Corps cable reels.
	9 Sep 54



	11-118
	Meteorological items.
	10 Aug 48



	11-119
	Changes 1, 2

Supply of history and performance record for aneroid barometers.
	2 Sep 48



	
	
	13 Mar 50



	11-125
	Disk, valve, stock No. 7A975-85-4 (part of Sig C generator ML-
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	11-131
	Distribution of vehicular radio sets.
	11 Jan

55



	11-133
	Additional tool gages for tool equipment TK-27/OF.
	30 Sep

54



	11-134
	Supply of substitute items for authorized new type Signal Corps

items.
	12 Feb 54



	11-135
	Carbon tetrachloride.
	16 May 51



	11-136
	Supply of oxygen and acetylene tanks for tool equipment TE-51.
	6 Jun 51



	11-137
	Replacement

of Army-Navy wrench

by modified

TL-596/U

Army-Navy wrench TL-596/U and replacement of test unit I

236 by test set TS-297/U part of tool equipment TE-59 and TE

50A.
	12 Jun 51



	11-138
	Capacitor, stock No. 3DB8-44.
	16 Jul

51



	11-139
	Wartime replacement factors, Signal Corps.
	29 Dec 52



	11-140
	Humidity element ML-418/AMT-4, part of modulators MD-104

and ML-310 and radiosondes AN/AMT-4 and AN/AMT-2( ).
	3 Jan

52



	11-141
	Peacetime replacement factors; Signal Corps.

Changes 1
	20 Apr 54



	11-142
	Additional tools for tool equipment TE-113.
	27 Sep 51



	11-143
	Burnisher, stock No. 4T88993 (part of tool equipment TE-50-( )).
	1 Apr 52



	11-144
	Space adapter for meter box MC-598, part of power unit PE-210.
	17 Jun

52



	11-145
	Replacement of 66 wpm gears by 100 wpm gears in teletypewriter

TT-4( )/TO, part of teletypewriter

set AN/POC-I()

and
	17 Jun

52



	
	teletypewriter TT-61( )/FO.

Fresnel diffusing lens for flashlight TL-122-( ).
	



	11-146

11-147
	Repair of camera PH-430 (Kodak Cin6 Special),

Sig 0 stock

number 8A430.
	25 Sep

52

14 Oct

52



	11-150
	Tool equipment TK-24/GF.
	10 Feb 53



	
	Additional tools for tool equipment TK-26/GF.
	5 Nov 53



	11-151

11-152
	Tool equipment TE-123.
	13 Apr 53



	11-153
	Stockage of major components.
	9 Apr 53



	11-154
	Requisitioning of test set, radar AN/,MPM-23.

Changes 1
	20 May 54



	11-155
	Substitution of wrench for hydrogen generator ML-185.
	30 Jun

53



	11-156
	Plug PL-258- to be added to radio sets AN/GRC-26 and AN/

GR C-26A.
	27 May 53



	11-157
	Modifications to tools equipments TE-50, TE-50-A and teletype-

writer set AN/PGO-1.
	25 Aug 53



	11-158
	Establishing

requisitioning

objectives

(station control levels)

based on maintenance parts publications, SIG 7, 8, and 10.
	14 Sep

53



	11-159
	Recorder RD-60/U for code practice equipment EE-94-B, EE-95-

B and EE-96-B.
	6 Oct

53



	11-160
	Radiosonde AN/AMT-4 and temperature humidity evaluator

ML-420/AMT-4.

Padlock MC-92, AN/GRC-26( ).
	6 Oct

53



	11-161
	Requisitioning of test set, radar, AN/MPM-24.
	16 Oct

53



	11-162

11-163
	Tent, command post, M1945.
	18 Dec 53

24 Feb 54



	11-164
	Requisitioning of specified Army aricraft communication and

navigation equipment.
	18 Dec 53



	11-165
	Installation of transmitting frequency 126.3 mcin radio transmitter

T-363/ARC.
	12 Feb 54



	11-166
	To eliminate a health hazard that exists when headset H-16/U

with insert stock number 2B800-16/6, is used by different per

sonnel.
	9 Mar 54



	11-167
	Requisitioning electronic search central AN/GSS-1.
	12 Feb 54



	11-168
	Nameplate for changing nomenclature of radio receiver R-542/

FRR to read radio receiver R-274C/FRR.
	19 Mar 54



	11-169
	Teletypewriter set AN/POC-1.
	19 Mar 54



	11-170
	Test cable for maintenance of nontactical series radio sets.
	5 Apr 54



	11-171
	Scrap collector, stock No. 6ZS082L required for MX-13/U.
	8 Apr 54



	11-172
	Support, radiosonde recorder MT-1355/TMQ-5.
	14 May 54



	11-173
	Modification to polar relay, stock number 4TRY30.
	13 May 54



	11-174
	Addition of label, decalcomania marked turnover knob position

to modification kit.
	8 Jun 54
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	11-175
	Stacking two corner reflector assemblies to be used with radio set

AN/TRC-8 and 8A, radio terminal set AN/TRC-II, 11A, and

li,

and radio relay set AN/TRC-12, 12A, and 12B to obtain
	9 Jun

54



	11-176
	an increase in antenna gain.

Installation of high-pass and low-pass radio frequency filters to

prevent mutual interference between components of radio sets

AN/TRC-I( ), radio terminal sets AN/TRC-3( ), and radio

relay sets AN/TRC-4( ).
	9 Jun 54



	11-177
	Use of Federal stock numbers in supply of Signal Corps items.
	19 Oct 54



	11-178
	Replacement of TD-4 in radio set AN/GRC-3 through 8.
	13 Aug 54



	11-179
	Replacement of reproducer head and tone arm in reproducing

equipment AN/GNQ-9.
	9 Sep 54



	11-180
	Special cable and terminal lugs for wind measuring set AN/GMQ-

11.
	54

9 Sep



	11-181
	Bottle, part of inspection kit MK-97/U.
	9 Sep 54



	11-182
	Dynamotor power supply DY-105 ( )/GRC-9X.
	11 Oct 54



	11-183
	Additional tools for tool equipments TE-49 and TE-lII.
	I Nov 54



	11-184
	Additional item for tool equipment TE-111.
	54

29 Oct



	11-185
	Shuttle and cam kit for AN/PFP-I1 and AS-2 (1) projector sets.
	12 Nov 54



	11-i86
	Bare units indicated by "Z" type stock numbers.
	19 Nov 54



	11-187
	Signal Corps tool equipments.
	8 Dec

54



	11-188
	Tentative list of expendable supplies for use with paper processing

machine EH-5(1).
	15 Dec 54



	11-189
	Modification of pole.climbers LC-5 and tree climbers LC-218/P.
	15 Dec 54



	11-190
	Preparation and submission of requisitions for Signal Corps sup-

plies and equipment.

Calcium hydride charges.ML-304A, stock No. 7A384-304A and
	8 Dec 54

14 Dec 64



	11-191
	ML-305A, stock No. 7A384-305A.
	



	11-192
	Stabilization processing kits (photographic).
	15 Dec 54



	11-193
	Additional items for tool equipment TK-3/MSM-2.
	4 Jan

55



	11-194
	Additional tool for tool equipments TK-3/MSM-2.
	11 Jan

55



	11-198
	Additional tools for tool equipment TE-50-B.
	10 Mar 55



	11-199
	Supply procedure for, diazo materials used with portable trans-

parency printer Signal Corps stock No. 8A3112.
	24 Mar 55



	11-200
	Interim supply procedure foLphotographic developer.
	14 Apr 55



	
	SUPPLY PROCEDURES
	



	38-4-WD
	Replacement factors and consumption rates, World War II, War :

Department.
	29 M 47



	38-5-3
	List of standard lubricants, hydraulic fluids, liquid fuels and

preservative materials used by the Department of the Army.
	26 Oct

51



	38-8-1
	Storage of Army supplies and equipment in shed and open storage.
	10 Jul

54



	38-8-2
	Storage of Air Force supplies and equipment in shed and open

storage.
	30 Jul

54



	38-25
	Replacement factors and consumption rates, Air Force materiel.
	12 Sep

50



	[c] 38-26
	Ammunition Day of Supply (U),

Changes 1
	15 Nov 54



	38-50-1
	Listing of item transfers.

Changes 1, 2. 3
	24 Sep

54



	38-50-2
	Listing of item transfers.

Changes I
	22 Oct

54



	38-50-3
	Listing of item transfers.

Changes 1, 2
	29 Nov 54



	38-50-4
	Listing of item transfers.

Changes 1
	'21 Dec 54



	38-50-6
	Listing of item transfers.
	28 Feb 55



	38-50-7
	Listing of the item transfers.
	28 Mar 55



	38-100
	Preservation, packaging and packing materials, supplies, and :9 Nov 53

equipment used in the Army.
	



	
	TRANSPORTATION
	



	55-5
	Cargo wejghts and measurements.
	10 Aug 44



	255-7
	Freight billing guide.
	Mar 45





2 No stocks-do not requisition.
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	55-7-8
	TRANSPORTATION-Continued

Freight billing guide: Application of consolidated freight classi-

fication to Signal Corps Supply Catalog (SIG 5) Class (8) photo

graphic material.

Changes 1
	28 May45



	55-9
	Freight billing guide: Application of consolidated freight classl-

fication to Medical Corps items.

Changes 4, 6, 7
	30 Nov 44



	55-16
	Transportation Corps; boat flags, storage and issue by Transpor-

tation Corps depots.
	14 Jun 48



	65-18

55-25
	Paints and related materials for use by Transportation Corps.

Peacetime replacement factors, Transportation Corps.

Changes 1
	17 Jun 52

15 May 54



	55-26
	Wartime replacement factors and consumption rates, Transpor-

tation Corps.
	8 Mar 54



	55-27
	Army aircraft cleaners,

preservatives, lubricants, and related

materials.
	10 Oct

52



	55-28
	Issue of supplies and equipment, Transportation Corps regulated

items.
	30 Dec 54



	55-9

708-301
	Items not available for 100 percent authorized issue.

Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part I, indexes (Cataloging Hand

book H 6-1, part I).

Changes 2, 3
	4 Apr 55

3 Jan

55



	708-310
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 10, weapons

(Cataloging Handbook H 6-2-10).
	1 Dec 54



	708-319
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 19, ships, small

craft, pontoons, and floating docks (Cataloging Handbook H

6-2-19).
	29 Oct 54



	708-320
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 20, ship and

marine equipment (Cataloging Handbook H 6-2-20).
	3 Dec 54



	708-322
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 22, railway

equipment (Cataloging Handbook H 6-2-22).
	29 Oct 54



	
	CATALOGING OF SUPPLIES AND EQUIPMENT
	



	708-324
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 24, tractors

(Cataloging Handbook H 6-2-24).
	29 Oct 54



	708-326
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 26, tires and.

tubes (Cataloging Handbook H 6-2-26).
	29 Nov 54



	708-332
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 32, woodwork

ing machinery and equipment (Cataloging Handbook H 6-2-32).
	29 Nov 54



	708-337
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 37, agricultural

machinery and equipment (Cataloging Handbook H 6-2-37).
	30 Jun 54



	708-341
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 41, refrigeration

and air conditioning equipment (Cataloging Handbook H 6-2-

41).
	9 Feb 55



	708-344
	Cataloging of supplies and equipment; Federal item identification

guides for supply cataloging, part II, FSC group 44, furnace,

steam plant, and drying equipment (Cataloging Handbook H

6-2-44).
	31 Jan

55



	708-346
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging; part II, FSC group 46, water puri

fication and sewage treatment equipment (Cataloging Handbook

H 6-2-46).
	29 Oct

54













	NO.
	TITLE
	DATE




	708-352
	CATALOGING OF SUPPLIES AND EQUIPMENT-Continued

Cataloging of supplies and equipment; Federal item identification

guides for supply cataloging, part II, FSC group 52, measuring
	1 Mar 55



	708-354
	tools (Cataloging Handbook H 6-2-52).

Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 54, prefabri
	30 Nov 54



	708-355
	cated structures and scaffolding (Cataloging Handbook H 6-2-54).

Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 55, lumber,
	14 Dec 54



	708356
	millwork, plywood and veneer (Cataloging Handbook H 6-2-55).

Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 56, construction

and building materials (Cataloging Handbook H 6-2-56).
	20 Dec 54



	708-362
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 62, lighting

fixtures and lamps (Cataloging Handbook H 6-2-62).
	16 Feb 55



	708-363
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 63, alarm and

signal systems (Cataloging Handbook H 6-2-63).
	14 Jan

f5



	708-365-1
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 65, medical,

and veterinary equipment and supplies, volume 1

dental,

(Cataloging Handbook H 6-2-65).
	29 Oct

54



	708-365-2
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 65, medical,

dental, and veterinary equipment and supplies, volume 2 (Cata

loging Handbook H 6-2-65).
	4 Nov 54



	708-365-3
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 65, medical,

equipment and supplies, volume 3

dental,

and veterinary

(Cataloging Handbook H 6-2-65).
	14 Dec 54



	708-365-4
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 65, medical,

and supplies, volume 4

dental,

and veterinary

equipment

(Cataloging Handbook H 6-2-65).
	20 Dec 54



	708-368
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 68, chemicals

and chemical products (Cataloging Handbook H 6-2-68).
	21 Dec 54



	708-369
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 69, training aids

and devices (Cataloging Handbook H 6-2-69).
	30 Nov 54



	708-371
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 71, furniture

(Cataloging Handbook H 6-2-71).
	8 Dec 54



	708-372
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 72, household

and commercial furnishings and appliances (Cataloging Hand

book H 6-2-72).
	29 Nov 54



	708-373
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 73, food prepara

tion and serving equipment (Cataloging Handbook H 6-2-73).
	1 Dec 54



	708-374
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 74, office ma

chines (Cataloging Handbook H 6-2-74).
	29 Oct

54



	708-375
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 75, office sup

plies (Cataloging Handbook H 6-2-75).
	15 Feb 55



	708-376
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 76, books,

maps, and other publications (Cataloging Handbook H 6-2-76).
	1 Mar 55



	708-377
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 77, musical

instruments, phonographs and home-type radios (Cataloging

Handbook H 6-2-77).
	19 Jul

54













	NO.
	TITLE
	DATE




	708-378
	CATALOGING OF SUPPLIES AND EQUIPMENT-Continued

Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 78, recreational
	1 Oct

54



	708-379
	and athletic equipment (Cataloging Handbook H 6-2-78).

Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 79, cleaning
	30 Nov 54



	708-380
	equipment and supplies (Cataloging Handbook H 6-2-79).

Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 80, brushes,
	19 Jan

55



	708-383
	paints, sealers, and adhesives (Cataloging Handbook H 6-2-80).

Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 83, textiles,
	22 Nov 54



	708-384
	leather, and furs (Cataloging Handbook H 6-2-83).

Cataloging of supplies and equipment; Federal item identification

guides for supply cataloging, part II, FSC group 84, clothing

and individual equipment (Cataloging Handbook H 6-2-84).
	29 Oct 54



	708-385
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 85, toiletries

(Cataloging Handbook H 6-2-85).
	30 Jun 54



	708-387
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 87, agricultural

supplies (Cataloging Handbook H 6-2-87).
	19 Jul

54



	708-388
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 88, live animals

(Cataloging Handbook H 6-2-88).
	28 Oct

54



	708-389
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 89, subsistence

(Cataloging Handbook H 6-2-89).
	29 Oct 54



	708-391
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 91, fuels, lubri

cants, oils, and waxes (Cataloging Handbook H 6-2-91).
	4 Aug 54



	708-394
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 94, nonmetallic

crude materials (Cataloging Handbook H 6-2-94).
	30 Jun 54



	708-396
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 96, ores, min

erals, and their primary products (Cataloging Handbook H

6-2-96).
	28 Jul

54



	708-399
	Cataloging of supplies and equipment: Federal item identification

guides for supply cataloging, part II, FSC group 99, miscellane

ous (Cataloging Handbook H 6-2-99).
	30 Nov 54



	708-402
	Cataloging of supplies and equipment: -Federal supply classifi-

cation, part 2, numeric index of classes (Cataloging Handbook

H 2-2).
	31 Jan 55



	708-403
	Cataloging of supplies and equipment: Federal supply classifica-

tion, part 3, alphabetic index (Cataloging Handbook H 2-3).
	7 Sep

54



	708-501-1
	Cataloging of supplies and equipment: Federal supply code for

manufacturers, part I, name to code, volume 1, A-K (Catalog

ing Handbook H 4-1).
	29 Oct

54



	708-501-2
	Cataloging of supplies and equipment: Federal supply code for

manufacturers, part I, name to code, volume 2, L-Z (Cataloging

Handbook H 4-1).

Changes 1
	29 Oct

54



	708-502
	Cataloging of supplies and equipment: Federal supply code for

manufacturers, part 2, code to name (revised) (Cataloging Hand

book H 4-2).

Changes 1
	29 Oct 54



	725-950
	Ordnance Corps: Regulated items.
	5 Apr 55



	725-1300-1
	Requisitioning and issuing incendiary, safe destroying M1A1; in-

cendiary, safe destroying M1A2; incendiary, equipment destroy

ing M2Al; and grenade incendiary AN M14.
	16 Feb 55



	743-8100
	Container size; cubes and weights of perishable subsistence.
	16 Mar 55







5. LUBRICATION ORDERS (LO).









	NO.
	TITLE
	DATE




	
	CHEMICAL
	



	3-Ul
	Gun, mechanized flame thrower, M3.
	15 May 45



	3-U3
	Gun, mechanized flame thrower, E6R3.
	1 Jun 45



	3-U4
	Hoist, trolley (as used with trailer, chemical service, Ml).
	1 Mar 46



	
	Power unit, engine, gasoline (Novo, Model CW 133, as used on
	27 Apr 46



	3-222-1
	decontaminating apparatus, M4).
	



	
	Power unit, engine, gasoline (Continental, Model F, as used on
	29 Apr 46



	3-222-2
	decontaminating apparatus, M4).
	



	
	
	29 Apr 46



	2 3-222-3
	Power unit, engine, gasoline (Ford, Model A, as used on decon-
	



	
	taminating apparatus, M4).
	



	3-222-4
	Pump, high-pressure, power-driven (Bean, as used on decontami-
	29 Apr 46



	
	nating apparatus, M4).
	



	3-222-7
	Pump, high-pressure, power-driven (Friend, as used on decon-
	27 Apr 46.



	
	taminating apparatus, M4).
	



	3-223
	truck-mounted,

Decontaminating

apparatus,

power-driven,
	52

18 Sep



	
	M3A2.
	



	3-256
	Swinging boom crane truck, M1 (Gar Wood 3620 TP).
	15 May 45



	3-360
	Flame thrower, mechanized, E12-7R1.
	1 Jun 45



	3-361
	Service units, mechanized flame thrower, E8 and E8R1.
	15 May 45



	3-376
	Gun, portable flame thrower, M2A1.
	11 Oct 51



	3-377
	Compressor, air, gasoline-engine-driven, 7CFM, Ml (for charging
	10 Mar 45



	
	flame throwers and cylinders).
	



	3-381
	Generator, smoke, mechanical, M2 (50-gallon).
	:15 Feb 45



	3-407
	truck-mounted,

apparatus,

power-driven,

Decontaminating
	4 Aug 54



	
	M3A3.
	



	
	ENGINEER
	



	
	Tank, asphalt, steel, trailer-mounted with steam coils, 1,500-gal.
	29 Jul

44



	1039
	(Littleford, Model 102-5).
	



	1073
	Grader, road, towed-type, leaning wheel, hand-controlled, 614-ft

moldboard (Adams, Model 11-S).
	24 Nov 43



	51075
	double-drum, 4-ton

(Jaeger, Model 2A

Dixie

Hoist, gasoline,

Special).
	1 Apr 44



	1079
	Pump, deep well, gasoline engine-driven, 30-gpm at 250-ft head

(Peerless, Model 42).
	20 May 44



	5-lU1
	Tractor, wheel-type, rubber tires, gasoline, 10 to 35-dbhp standard

(Allis Chalmers, Model B).
	25 Jan

45



	5-U2
	-Tractor, crawler, gasoline, 10 to 35-dbhp (Caterpillar R2).
	25 May 45



	5-278
	Motor, outboard, (22-hp, Johnson, Model POLR-15; 55-hp, Evin-
	2 Oct

54



	
	rude, Model 8008).
	



	5-1000
	Spreader, aggregate, towed-type, traction-powered, 8 ft width,
	26 Jan

54



	
	Good Roads, Berna Model 8.
	



	5-1002
	travel or central plant, trailer-

Mixer, asphalt, diesel-driven,
	:8 Oct

54



	
	mounted, 110 to 200 tons per hr, Barber-Greene Model 848 with
	



	
	engine, Buda Model 6DH-691.
	



	5-1004
	Dryer, aggregate, dual-drum, travel or central plant, gasoline,
	2 Mar 51



	
	trailer-mounted, 80 to 150 tons per hour (Barber-Greene, Model
	



	
	833) with Buda Model HP-351 engine.
	::



	5-1007
	Gradation control unit, aggregate, gasoline-driven, trailer-mount-
	15 Jan

53



	
	ed, 4 x 8 foot vibrating screen, 3 compartment bin, Barber
	



	
	Greene, Model 836 (less engine).
	



	5-1008.
	12 ft (Barber-

Finisher,

asphalt,

crawler-mounted,

gasoline,
	26 Feb 51



	
	Greene, Model 679-A) with Le Roi Model D-201-P3 engine.
	



	8-1009
	Spreader, aggregate, towed-type, traction-powered, 9-foot width,
	53

11 Sep



	
	Gar Wood Model 4-9 ft.
	



	
	belt, transfer, gasoline-engine-driven,

24-in. x 57-ft,
	26 Feb 51



	5-1010
	Conveyor,
	



	
	(Barber-Greene, style N).
	4 May 52



	5-1011
	Dryer, aggregate, single drum, diesel-engine-driven, trailer-mount-
	



	
	ed, 80-120 tph, Barber-Greene Model 837, with cold elevator
	



	
	Model 881 and reciprocating feeder Model 813 (less engine).
	



	5-1013
	Grader, road, motorized, diesel driven, 12-foot moldboard, Warco
	9 Apr 53



	
	Model 4D-100.
	





2 No stocks-do not requisition.









	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-1014
	Heater, asphalt, trailer-mounted, 2-car, 28-hp, and 3-car,

42-hp

(Cleaver-Brooks, Models DA-2 and DS-3), with Briggs and

Stratton Models Z and ZZ engines.
	20 Sep

51



	5-1018
	Grader, road, motorized,

12-ft moldboard

diesel-engine-driven,

(Caterpillar, Model 12).
	30 Mar 48



	5-1019-1
	Grader, road, motorized, diesel-driven,

12-ft moldboard, Cater-

pillar Model D-12.
	13 May52



	5-1019-2
	Grader, road, motorized,

diesel-driven,

12-ft moldboard, Cater-

pillar Model D-12.
	21 Jul

52



	5-1020
	Grader, road, motorized, gasoline, 12-ft moldboard (Galion, Model

101).
	24 Jul

51



	5-1022
	Grader, road, towed-type, leaning wheel, hand-controlled, 10-ft or

12-ft moldboard (Caterpillar, Models 44 and 66).
	30 Jul

45



	5-1023
	Dryer, aggregate, single-drum, gasoline-drivin, trailer-rmounted,

10 to 30 tph, standard steel type CJI, Model 4131 (les, engine).
	20 Aug 54



	5-1026
	Pump, asphalt, trailer-mounted,

with distributor attachments

(Littleford Model US-3C) with Le Roi Model D-140-P3 engine.
	8 Oct

54



	5-1027
	Grader, road, motorized,

pneumatic

diesel-driven,

tires,

13-ft

moldboard, 4 wheel drive, Austin-Western, Model 99-H with

engine Model UD-14A and attachments.
	19 Feb 52



	5-1028
	Grader, road, motorized, diesel, 12-ft moldboard (Galion, Model

101-D).
	17 Aug 50



	5-1029
	rotary tiller, soil-stabilization,

Mixer,

tractor-mounted,

diesel-

driven, self-propelled, 7.ft mixing width, Seaman Model DT-47

(Army Model TP-84M) (less engines).
	25 Nov 53



	5-1030
	Crusher, jaw type, gasoline-engine-driven,

trailer-mounted, 4 steel

wheels, 10 x 16 in. opening, 4 to 30 tons per hour, Gruendler,

Model 1016-A (less engine).
	31 Dec 51



	5-1032
	Ditching machine, ladder type, crawler-mounted, gasoline-driven

digging depth 8 ft, width 12 to 24 inches, Barber-Greene Model

44-C, with engine, Buda Model HP 351.
	18 Sep 52



	5-1033
	Grader, road, motorized, diesel-engine-driven,

pneumatic tires,

12-foot moldboard, Galion, Model 104, with International Harv

ester engine, Model UD-14A.
	12 May 52



	5-1034
	Mixer, rotary-tiller, self-powered, trailer-mounted, Chicago Fence

Model CF-72 and Seaman Model MHD-72 with Waukesha

Model 6-MZRU Engine.
	8 Aug 53



	5-1035
	Grader, road, motorized, diesel-driven, tandem-drive, 12-ft mold-

board with scarifier, serial Nos. 3U1 and up and 2M+2M814,

Caterpillar Model 112.
	23 Jul

53



	5-1041
	Grader, road, motorized, diesel-engine-driven,

pneumatic tires,

12-foot moldboard, Galion, Model 118, with International Har

vester engine, Model UD-16.
	5 May52



	5-1043
	Grader, road, motorized, diesel-driven, pneumatic

tires, 12-foot

moldboard,

Rome, Model 402, with Hercules Model DRX

engine.
	25 Jul

62



	5-1045
	Grader, road, motorized, diesel-driven, pneumatic tires, 12-foot

moldboard, Adams, Model 550, with International Harvester
	4 May52



	5-1047
	UD-16 engine.

Spreader, sand, towed-type, traction-powered with wing gate and

safety seat, Flink, Model SS.
	4 Dec 52



	5-1051
	Roller, road, towed-type, wheeled, pneumatic tires, 16 x 21, ply 36,

Grace Model WLTR.
	9 Jan

63



	5-1053
	Crushing and screening plant, single-unit, trailer-mounted, with

dolly, diesel-driven, 50 tons per hr, Pioneer, Model 33 Triplex.
	22 Jul

52



	5-1054
	Crushing and screening plant, single-unit, diesel-driven, 50 tons

per hour, with Model PB20 single screw, trailer-mounted sand

dehydrator and Model PB20 trailer-mounted aggregate storage
	4 Dec 53



	6-1055
	bin, Universal Engineering Corp. Model 1830 cwl (less engines).

Subgrader, form riding, 20 to 25 foot width, gasoline-driven, Buck-

eye (Gar Wood) Model FG 24 (less engine).
	21 Nov 53



	56-1057
	Roller, road, towed-type, wheeled,

13 pneumatic tires, Tampo

Model R-13.
	9 Jan

53














	NO.
	TITLE
	DATE
	




	
	ENGINEER-Continued
	
	



	5-1058
	Spreader,

concrete,

form-riding.

gasoline-engine-driven,

20-ft.

width (Blaw-Knox, Model PF 226 engine).
	30 Aug 49
	



	5-1064
	Roller, road, towed-type, 4 pneumatic tires, 50-ton capacity, Shov-

el Supply Model RT-1OOCE.
	27 Dec 54
	



	5-1068
	Finisher, concrete, form riding, 20 it, gasoline (Blaw-Knox, Model

XC), with vibrator, attachment.
	1 Apr 46
	



	5-1070
	Tamper, form, concrete, gasoline-driven, adjustable, for 7- to 10-

inch forms, Jaeger Model 1.
	12 Feb 54
	



	5-1072-1
	Paver, concrete, crawler-momnted, gasoline-driven 34 cu ft, Foote,

Model 34-E.
	6 Nov 52
	



	5-1072-2
	Paver, concrete, crawler-mounted, gasoline-driven, 34 cu ft, Foote,

Model 34-E.
	28 Oct 52
	



	5-1074
	Mixer, concrete, gasoline-driven, trailer-mounted, 7 cu ft (Koeh-

ring Model 7S-5A).
	20 Jul
	54



	5-1076
	Mixer, concrete, gasoline-driven, trailer-mounted, 14 cu ft, Ran-

some, Models 14S and 14S-U with engines LeRoi Models D

133-P10, and D-140 engines.
	2 Dec 54
	



	5-1077
	Heater, asphalt, trailer-mounted, 3-car capacity, 42 hp, William

Bros. Model SG-41-T.
	10 Mar 54
	



	5-1079
	Heater, asphalt, trailer-mounted, 3-car capacity, 42 hp, William

Bros. Model SG-45T.
	4 Sep
	53



	5-1081
	Tank, asphalt, steel, trailer-mounted, with steam coils, 1,500 gal,

Vic Model 72.
	14 Jun 54
	



	5-1083
	Spreader, aggregate, towed-type, traction-powered, 8 foot width,

Grace, Model R & S.
	5 Mar 53
	



	5-1085
	Scraper, road, towed type, cable operated, 12 cu. yd. American

Tractor, Model C-115.
	3 Jun 53
	



	5-1086
	Plow, tractor, with standing cutter and single plain share, Deere

Model 11.
	4 Jan 55
	



	5-1087
	Elevator, aggregate, bucket-enclosed, line shaft and gear drive,

27 ft 6-inch centers, 80 to 150 tph, Barber Greene Model 880.
	27 Feb 53
	



	5-1089
	Rooter, road, cable operated, 3 tooth, extra-heavy, Isaacson (Pull- 11 Feb 53

man Standard) Model KSR-140.
	
	



	5-1092
	Grader, road, towed-type, leaning-wheel, hand-controlled, 10 and

12-foot moldboard, Adams, Models 104 and 124-S.
	22 Jul
	52



	5-1093
	Scraper, road, towed-type, cable-operated, 8 cu yd, Heil, Models

C-6, C-8, C-10, C-15, and C-18.
	8 Jan
	53



	5-1095
	Scraper, road, towed type, cable-operated, 8 cu yd, Southwest,

Model S-90.
	2 Jan
	53



	5-1097
	Roller, road, gasoline-driven, tandem, 2 axle, retractable wheels,

hydraulic-operated, with pneumatic tires, Galion Model T5RW

(less engine).
	8 Jun 53
	



	5-1098
	Roller, road, gasoline-driven, tandem, 2-axle, retractable wheels,

hand-operated, with pneumatic tires, 2 to 2.4

ton, Ferguson,

Model 151, with Wisconsin engine, Model AGH.
	3 Jul
	52



	5-1099
	Scraper, road, towed-type, cable-operated, 12 cu yd, Southwest,

Model S-152.
	3 Jan
	53



	5-1100
	Roller, road, gasoline, 3-wheel, 10-ton, Galion Model Chief with

Hercules Model WXC3 or WXLC3 engine.
	1 Oct
	54



	5-1101
	Roller, road, gasoline-driven, tandem, 2 axle, 5 to 8 ton, Lewis

Browning Model, PierceBear S-58.
	18 Dec 53
	



	5-1103
	Roller, road, gasoline-driven, tandem, 2 axle, retractable wheels,

hydraulic-operated, with pneumatic tires, 2g

ton, Littleford

Trail-O-Roller, Model 155.
	5 Mar 53
	



	5-1109
	Gradation control unit, aggregate, line shaft and gear drive, trailer

mounted, 4 ft by 8 ft vibrating screen, 4 compartment

bin,

Barber-Greene Model 866.
	21 Nov 53
	



	5-1112-1
	Crushing

and

plant,

screening

2-unit,

gasoline,

semitrailer-

mounted with dollies, 25-cu yd per hour, Iowa Models 2 and 2A.
	1 Apr 46
	



	5-1112-2
	Crushing and screening plant, 2-unit, gasoline, semitrailer-mount-

ed with dollies, 25-cu yd per hour, Iowa, Models 2 and 2A.
	1 Apr 46
	



	5-1113
	Loader, aggregate, tractor-mounted, 4 pneumatic tires, 11Y cu yd,
	13 Nov 53
	













	NO.
	TITLE
	DATE




	
	ENGINEER-Continued
	



	5-1117
	Loader, snow, belt type, crawler-mounted, gasoline-driven, 10 to

20 cu yd per minute, Barber-Greene Model 538B.
	3 Apr 53



	5-1118
	bucket, crawler-mounted,

Loader,

aggregate,

gasoline-driven,

3 cu yd, Barber-Greene Models 82-A, 82-AM and 82-AD (less

engine).
	4 Nov 54



	5-1120
	Grader, road, towed type, leaning wheel, hand-controlled, 6M ft

moldboard, Adams Model 11-S.
	4 Aug 54



	5-1121
	Grader, road, towed-type, leaning wheel, power-controlled, 12 ft

moldboard, w/scarifier, Adams Model No. 125.
	14 May 53



	5-1126
	Mixer,

rotary-tiller,

power

soil-stabilization,

takeoff,

trailer-

mounted (Seaman, Model ABT-48).
	15 Jun 45



	5-1127
	Distributor, water, truck-mounted, 1,000-gal, capacity, gasoline-

driven, Butler Model 6743 (ess engine).
	23 Jul

54



	5-1130
	Distributor,

bituminous

material,

trailer-mounted,

1,250-gal

(Etnyre, Model MX-D4, style RE), with LeRoi Model P2877-

D2 engine.
	9 Apr 51



	5-1134
	Distributor, bituminous material, truck mounted, 800 gal, gaso-

line-driven, Etnyre Model, MX-D6, style RE.
	29 Jul

54



	5-1135
	Mixer, concrete, gasoline-driven, side discharge, trailer-mounted,

4 steel wheels, 16 cubic feet, Construction Machinery Co. Model

16-S (less engine).
	5 Dec 53



	5-1138
	Mixer, concrete, gasoline, trailer-mounted, 7 cu ft, Construction

Machinery Co., Model 7-S, with LeRoi engine, Model XRP

207-78.
	17 May 51



	5-1139
	Mixer, concrete, gasoline-driven, air-cooled, end discharge, trailer-

mounted, 2-wheel, pneumatic tires, 7 cu ft, Rex (Chain Belt)

Model 7-S (less engine).
	16 Nov 53



	5-1141
	Mixer, concrete, gasoline-driven, air-cooled end discharge, trailer27 Jul

mounted, 2 steel wheels, 6 cu. ft., Chain Belt Model 6S (less

engine).
	53



	5-1142
	Roller, road, gasoline, tandem, 2-axle, 5 to 8-ton, Buffalo-Spring-

field, Model KT-16, with engine, Continental, Model F-226.
	12 Jun 52



	5-1145
	Kettle, joint sealing compound, double vat, indirect heat type,

with thermostat control, liquid petroleum gas fired, 150 lbs

capacity, trailer-mounted, Aeroil, Model 120/15 DVP.
	11 Feb 53



	5-1146
	Tank, asphalt, steel, trailer-mounted, with steam coils, 1,500-gal

(Littleford, Model 102S).
	27 May 47



	5-1147
	Kettle, asphalt, skid-mounted, with gasoline-powered circulating

pump, 750-gal capacity, Rosco Model KO.
	6 Jun 53



	5-1148
	Distributor, bituminous material, truck-mounted, 800 gal capac-

ity, Rosco Model RMU.
	19 Mar 54



	5-1149
	Distributor, water, truck-mounted,

1,000 gal capacity gasoline

driven, Municipal Supply Co. Model WD-1000 (less truck).
	4 Dec 53



	5-1150
	Distributor,

water,

truck-mounted,

Model .29 Jul

(Rosco

1,000-gal

MME) with Wisconsin Model VE-41 engine.
	54



	56-1153
	Kettle,

asphalt repair,

trailer-mounted,

with gasoline driven

hand spray, 110-gal capacity, Aeroil Model 6-ZPSA.
	17 Nov 53



	5-1154
	Kettle,

asphalt

repair,

trailer-mounted,

with

gasoline-driven

hand spray, 165-gal capacity, Littleford Model 84-tD-3.
	5 Mar 54



	5-1155
	Kettle, asphalt, skid mounted, with gasoline-powered circulating

pump, 750-gal capacity, Standard Steel Works Model ESMP

(less engine).
	3 Dec 53



	5-1158
	Kettle,

asphalt-repair,

trailer mounted,

with

gasoline-driven

hand spray, 110 and 165 gal capacity, Littleford Models US-66

and 84-HD-3, series T.
	4 Aug 54



	5-1159
	Crane-shovel, power unit, revolving, wheel mounted, pneumatic

tires, gasoline-driven, 6 x 4, self propelled, % cu yd, 5-ton, Koch

ring Model 205-WD (less engine).
	30 Nov 54



	5-1160
	Distributor, water, truck mounted, 1,000 gal capacity, Littleford

Model M-75 (less truck).
	28 Mar 55



	5-1161
	Distributor, water, truck-mounted, 1,000 gal capacity, gasoline-

driven, Rosco Model MOE.
	8 Feb 55
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	5-1162
	Crane-shovel, power unit, revolving, crawler-mounted, gasoline-

driven, ½§ cu yd, 10-ton, Osgood Model 200 with attachments
	3 Jan

55



	5-1164
	(less engine).

Distributor, bituminous material, truck-mounted, 800gal capac-

ity, Rosco Model RRE (less engine).
	8Jul

54



	5-1172-1
	Crane-shovel, power unit, revolving, crawler, gasoline-driven, 7

to 10 ton, % cu yd, Koehring Model 304, with attachments and

engine, Buda, Model K-428.
	7 Sep

52



	5-1172-2
	Crane-shovel, power unit, revolving, crawler, gasoline-driven, 7

to 10 ton, /4 cu yd, Koehring, Model 304, with attachments and
	6 Sep

52



	5-1174
	engine, Buda, Model K-428.

Crane, revolving, truck-mounted, gasoline, pneumatic-tired, two

engine drive, 4 to 8 ton, class X, with attachments, (Quickway,

Model E) with International Harvester Model U-9 power unit

and Coleman Model G-55 truck.
	23 Mar 52



	5-1175-1
	Crane, revolving, crawler-mounted, gasoline, or diesel, %4 cubic

yard, 7 to 10-ton, class III, with attachments, Thew-Lorain,

Model L40 and L40A,

with

Chrysler C-36-520,

Waukesha

6-MZR, and Caterpillar D-4600 engines.
	23 May51



	5-1175-2
	4 cubic

Crane, revolving, crawler-mounted,

gasoline, or diesel,

yard, 7 to 10-ton, class III, with attachments, Thew-Lorain,

Model L40 and L40A,

with

Chrysler

Waukesha

C-36-520,

6-MZR, and Caterpillar D-4600 engines.
	1 Dec 46



	5-1176
	Roller, road, gasoline- cr diesel-driven, tandem, 2 axle, 8- x 12-ton,

Galion Model T-8-G (less engine).
	13 Nov 53



	5-1177
	Roller, road, gasoline-driven, 3-axle, 9 to 14 tons, Buffalo-Spring-

field Model KX-16C2 (less engine).
	28 Sep 53



	5-1178-1
	Crane-shovel, power unit, revolving, crawler-mounted,

diesel-

driven, 30 to 40 ton. 1% to 2 cu yd, Thew-Lorain Model 82, with

attachments and engine, Caterpillar Model D-13000.
	20 Dec 54



	5-1178-2
	unit,. revolving, crawler-mounted, diesel-

Crane-shovel,

power

driven, 30 to 40 ton, 1% to 2 cu yd, Thew-Lorain Model 82, with

attachments and engine, Caterpillar Model D-13000.
	20 Dec 54



	5-1179
	Ditching machine, ladder type, cra

ler-mounted, gasoline-driven,

digging depth 8 ft., width 18 to 24 inches, Parsons Model 221-

2A (less engine).
	7 Aug 53



	5-1180
	Ditching machine, wheel-type, crawler-mounted, gasoline, digging

depth 5-ft, 6-in., width 23-in. (Cleveland, Model 110).
	3 Jun 47



	5-1183
	Roller, road, gasoline- and diesel-driven, 3-wheel, 10-ton, Buffalo-

VM-31C and

VM-32C, with

Hercules

Springfield,

Models

engines, Model JXLD, gasoline, and DJXH, diesel.
	6 Nov 52



	5-1188
	Roller, road, gasoline, 3-wheel, 10-ton, (Huber) with Hercules

Model WXLC-3 engine.
	20 Aug 54



	5-1190
	Scraper, road, towed-type, hydraulic-operated, lYcu yd, LaPlant-

Choate Model CAB-1.
	11 Dee 53



	5-1191
	Crane-shovel, power unit, revolving, wheel-mounted, pneumatic

tires, I-engine drive, gasoline-driven, 8 to 12 ton, %4 cu yd,

Koehring, Model 304 WC (less engine).
	12 Nov 52



	5-1195
	Crane, revolving, crawler-mounted, gasoline, I- to 1Y-cu yd, 20-

to 30-ton, class IV, with attachments, Koehring, Model 604,

type B (with Waukesha Model WAL engine).
	2 Jul

51



	5-1196
	Loader, aggregate, bucket,

tractor-mounting front-end, cable-

operated, 1-cu yd (Athey, Models W-4 and W-4-1).
	20 Feb 45



	5-1197-1
	Crane-shovel, power unit, revolving, crawler, gasoline-driven,

cu yd, 7-10 ton, Buckeye, Model 70, with attachments and Buda

engine, Model K-393.
	4 24 Apr 52



	5-1197-2
	Crane-shovel, power unit, revolving,

crawler, gasoline-driven,

s4 cu yd, 7-10 ton, Buckeye, Model 70, with attachments and

Buda engine, Model K-393.
	23 Apr 52
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	5-1202
	Scraper, road, motorized, cable-operated, 12-cu yd, LeTournean,

Model Super C Tournapull, with LP Carryall, and trailer,

cable-opeiated, 11cu yd, LeTourneau,

dump, motorized,

Model W2-10, powered with Cummins, Model HBID-600

engine.
	4 Jan

49



	5-1204
	Scraper, road, motorized, cable-operated, 2 cu yd, LeTourneau,- 30 May 52

Model D Tournapull, with Model Q Carryall and Model A

Tiltingblade.
	



	5-1205
	Scraper, road, motorized, cable-operated, 131/2 cu yd, diesel-driven,

LeTourneau

Model C Tournapull with LeTourneau Model

E-16 carryall scraper (less engine).
	7 Oct

52



	5-1207
	Sciaper, road, motorized, cable-opelated, 12 cu yd, diesel-driven,

Hell, Model 2C500, with Heil Model MS-13 open top scraper

and Cummins engine, Model HRB-600.
	29 Apr 52



	5-1210
	Scraper, road, towed-type, cable operated, 8-cu yd, type III, Le-

Tourneau, Model LS.
	17 Aug 51



	5-1212
	Scraper, road, towed-type, cable operated, 12-cu yd, type IV, Le-

Tourneau, Model LP.
	17 Aug 51



	5-1213
	Scraper, road, towed-type, cable-operated, 12-cu yd, LeTourneau,

Model LPO.
	5 Mar 53



	5-1214
	Bulldozer, angling and rigid, hydraulic-operated, tractor-mounted,

Gar Wood Models RB, RB-D, RB-X and RB-DX.
	8 Sep

53



	5-1215
	Angledozer, cable-operated, tractor-mounting, Gar Wood, Models

CT 153 and CD 153.
	27 Feb 53



	5-1221
	Angledozer, tractor mounting, cable-operated, tilting, Berg Model

C B-500B.
	7 Aug 53



	5-1224
	tractor-mounted,

Laflant-Choate,

Angledozer,

cable-operated,

Models R-76F, R-76R, R-82, and R-82R; LeTourneau, Models

WCK-7, AK-8, CKD-8, SK-6, C-4; with power control units,

front and rear mounting, 1- and 2-drum, LeTourneau, Models

R-7, FTD-7, R-8, FD-8, R-678, and T-4; for Caperpillar D-8,

D-7, D-6, and D-4 tractors.
	21 Jul

52



	5-1230
	Plow, disc, towed type, five 28 inch disks, Deere Model 205.
	21 Aug 54



	5-1231
	Plow, towed type, four 14-inch bottoms, McCormick Model 10.
	4 Sep

53



	5-1232
	Plow, furrow type, 5 bottom, towed type, Minneapolis Moline

Model FF-16-SP.
	18 Feb 54



	5-1235
	Bulldozer, rigid and angling, tractor-mounting, hydraulic-opera-

ted, Baker Models 5ABE, 5BBE, 5AGE and 5BGE.
	11 Feb 63



	5-1244
	Crusher, jaw-type, gasoline-engine-driven, crawler-mounted, 30-

in. x 42-in. opening, 200 to 400 tons per hour (Pioneer, Model 56-

A).
	31 Dee 51



	5-1246
	Crusher, roll type, gasoline-driven, crawler-mounted, 54 inch dia.

x 24 inch face rolls, 100 to 190 tons per hour, Pioneer Model 54-

VA (less engine).
	17 Dee 54



	5-1248
	Crusher,

screen, and washer,

roll-type,

belt-driven, crawler-

mounted, 40-in. dia. x 22-in. face rolls, 40 to 140 tons per hour,

Pioneer, Model 300-WA; and dehydrator, sand, twin-screw feed,

chain-driven, trailer-mounted, 4 steel wheels, 22-in. diameter x

20 ft. long, 40 to 60 tons per hour, Pioneer.
	15 Jul

46



	5-1250
	Crusher, roll type, gasoline-engine-driven,

trailer-mounted,

40

inch dia x 22 inch face rolls, 40 to 140 tons per hour Pioneer Model

42-VA (less engine).
	22 Oct 54



	5-1252
	Scrubber

and

washer,

paddle-type,

gasoline-driven,

trailer-

mounted, 6 steel wheels, 80 to 100 tph, Pioneer, Model LOG

washer.
	30 May 52



	5-1254
	Power unit, gasoline driven, trailer-mounted, 4 steel wheels 120

to 140 hp, Pioneer Model 300-WA with Waukesha Model 6-

WAKU engine and XX ICK starting engine for Pioneer crush.

ing, screening, and washing plant.
	12 Oct 54



	5-1256
	Pump, centrifugal,

trailer-mounted,

gasoline-engine-driven,

inch discharge, 1,000-gpm at 80-foot head, Jaeger, Model 6-PO,

with engine, Waukesha, Model SRKR.
	6- 13Jun

52
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	5-1258
	Conveyor, belt, transfer, gasoline-engine-driven, 30 in x 35-ft low

mast, 30 in x 35 ft high mast, 300 ft per minute; 30 in x 50 ft low

mast, 400 ft per minute, Pioneer (Model MH 30).
	29 Jul
	54



	5-1260-1
	Crane-shovel, power-unit, diesel-driven, revolving, crawler, 25-

ton capacity at 12 ft radius, 1/ cu yd, Bucyrus-Erie Model 37-B.
	4 Aug 54
	



	5-1260-2
	Crane-shovel, power-unit, diesel-driven,

revolving, crawler, 25-

ton capacity at 12 ft radius, ilY cu yd, Bucyrus-Erie Model 37-B.
	30 Jul
	5s



	5-1260-3
	Crane-shovel, power unit, diesel-driven, revolving, crawler, 25 ton

capacity at 12-ft radius, 1Y2 cu yd, Bucyrus-Erie Model 37-B.
	3 Aug 54
	



	5-1269
	Bulldozer, tilting blade, cable-operated, tractor-mounting, Hell,

Model CEM-9BW.
	6 Mar 53
	



	5-1277
	Crane, revolving, truck-mounted, diesel, pneumatic-tired, 1-engine

drive, 14 to 18 ton, class XII, with attachments (General, Model

307) less engine.
	30 Jul
	45



	5-1280-1
	Asphalt and soil aggregate mixing plant, 4-unit, gasoline-driven,

25 tons per hour, unit III, with mixer, asphalt, Barber-Greene

Model 841-135.
	2 Feb 55
	



	5-1280-2
	Asphalt and soil aggregate mixing plant, 4-unit, gasoline-driven,

25 tons per hour, unit I, dryer, aggregate, single drum, Barber

Model 831-105; unit II,

bucket,

Greene

elevator aggregate

Barber-Greene Model 831-109.
	2 Feb 55
	



	5-1280-3
	Asphalt and soil aggregate mixing plant, 4-unit, gasoline-engine-

driven, 25-tons per hour (Barber-Greene, unit IV) (mixer, soil

preparation unit, Model 821-109).
	24 Jun
	52



	5-1281
	Asphalt plant, gasoline-driven, 10 to 30 tons per hour, 2 unit: unit

Model 840-G; unit

No. 1, mixer, bituminous, Barber-Greene

No. 2, dryer, aggregate, Barber-Greene Model 830-G; trailer

mounted, less engines.
	5 Jun
	53



	5-1305
	Loader, aggregate, bucket, crawler-mounted, gasoline-driven, 3

cu yd, general purpose, Nelson Model Q-12 TMP.
	17 Jan
	55



	5-1308
	Plant-

tractor-mounting,

hydraulic-operated,

La

Angledozer,

Choate, Models 4R, R8, R61, R63, R71, R75, and R85 for Cater

pillar Models D4, D6, D7, and D8 tractors.
	31 Mar 52
	



	5-1312-1
	Crane-shovel, power unit, revolving, crawler-mounted, 7 to 10 tons

per hour, % cu yd,with attachments, Lima Model 34 Paymaster.
	24 Feb 55
	



	5-1312-2
	Crane-shovel, power unit, revolving, crawler-mounted, 7 to 10 tons

per hour, Y

3

cu yd, with attachments, Lima Model 34 Paymaster.
	14 Mar 55
	



	5-1316
	Crane-shovel, power unit, gasoline driven, revolving, crawler, 20-

ton capacity at 12-ft radius, 14 cu yd, Bay City Model 65 (less

engine).
	30 Aug 54
	



	5-1326
	Angledozer, hydraulic-operated, tractor-mounting, Baker Model

351, and bulldozer, hydraulic-operated, tractor mounting, Baker

Model 419.
	1 Oct
	53



	5-1331

5-1334
	Bulldozer, tilting, cable-operated, Le Tourneau, Model XD8.

Rooter, road, lever-operated, 3-tooth, Austin-Western Model Rip

Rooter.
	20 Feb 53

5 Dec 53
	



	5-1335
	Rooter, road, cable-operated, 3-tooth, heavy, Southwest Model

RM.
	25 Nov 53
	



	5-1337
	Loader, aggregate, bucket, tractor-mounting, bucket only, front

1 cu yd, Tractomotive, Model TS-5.

end, hydraulic-operated,
	8 Dec 52
	



	5-1343
	Scraper, road, towed type, cable-operated, 8-cu yd, Heil Model

OC-9.
	9 Sep
	53



	5-1348
	Scraper, road, towed-type, airborne, hydraulic-operated, 6 cu yd,

Bucyrus-Erie as modified by M-R-S Model 68AGS.
	9 Jul
	53



	5-1360
	aggregate, bucket, tractor-mounting,

Loader,

front-end, cable-

operated, 74 cu yd, Trackson Trascavator, Model T4 and IT4.
	16 Mar 53
	



	5-1370
	Plow, snow, V-blade, rotary-type, gasoline-driven, 3-ton, truck-

mounting, without loading chute, William Bros. Model 37-

PR-188.
	20 Oct
	54



	5-1374
	Syntron Model PB-51, style

Breaker, paving, gasoline-driven,

1870.
	3 Mar 54
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	5-1400-1
	Crushing, screening, and washing plant, 150 tph, gasoline-electric,

unit No. 1, crusher, jaw type, trailer-mounted, 6-wheel, dual

tires,

pneumatic

tires, 30- x 42-inch opening, Pioneer Model

153-PRA.
	14 Jun 54



	5-1400-2
	Crushing, screening and washing plant, 150 tph, gasoline-electric,

units Nos. 2 and 9, crusher, roll type, trailer-mounted, 6-wheel,

dual tires, pneumatic tires, 54-inch diameter x 24-inch face rolls,

with 30-inch x 21-foot conveyor-feeder, Pioneer Model 54-VAE.
	8 Jul

54



	5-1400-3
	Crushing, screening and washing plant, 150 tph, gasoline-electric,

units 3, 7, 12 and 13, conveyors, belt, transfer, motor-driven, 30-

inch x 35-foot and 30-inch x 50-foot, with hydraulic cradle truck,

2-wheel, pneumatic tires, Pioneer Model.
	14 Jun 54



	5-1400-4
	Crushing, screening and washing plant, 150 tph, gasoline-electric,

units 4 and 8, roll type, belt-driven, trailer-mounted, 6 wheel,

dual tires, pneumatic tires, 40-inch diameter x 22-inch face rolls,

with twin screw dehydrator, Pioneer Model 300-WAE.
	11 Jul

54



	5-1400-5
	Crushing, screening and washing plant, 150 tph, gasoline-electric,

unit No. 5,

power-unit, gasoline-driven,

trailer-mounted, 4-

wheel, pneumatic tires, Pioneer Model (less engine).
	14 Jun 54



	5-1400-6
	Crushing, screening and washing plant, 150 tph, gasoline-electric,

unit No. 6, crusher, roll-type, trailer-mounted, with 30- inch x 40-

foot return conveyor, Pioneer Model 42-VAE.
	8 Jul

54



	5-1400-7
	Crushing, screening and washing plant, 150 tph, gasoline-electric,

unit No. 10, scrubber and washer, gravel, twin-paddle type,

trailer-mounted, 4-wheel, dual tires, pneumatic tires, Pioneer

Model.
	17 Jun 54



	5-1400-8
	Crushing, screening and washing plant, 150 tph, gasoline-electric,

units 11 and 14, pump, centrifugal, trailer-mounted, 4-wheel,

pneumatic tires, 6-inch discharge, 1,000 gpm at 80-ft head, Jaeger

Model 6PHO, with piping equipment, Pioneer Model (less en
	17 Jun 54



	5-1458
	gine).

Crane-shovel, power unit, gasoline-driven, revolving, crawler, 5-

ton capacity at 12-ft radius, '4 cu yd, Link Belt Model 75.
	9 Feb 54



	5-1492
	Roller, road, diesel driven, tandem, 2-axle, 8 to 12 ton, Galion

Model R.
	3 Nov 54



	5-1520
	Grader, road, motorized, diesel-driven, tandem-drive, 12-ft mold-

board, Adams Model 511 (less engine).
	2 Apr 53



	5-1530

5-1555
	Angledozer, cable-operated, Buckeye Model HD-10-W.

Mixer, concrete, gasoline-driven, end discharge, 16 en ft, T. L.

Smith Model 499 (less engine).
	.30 Jul

53

17 Apr 53



	5-1586
	Bulldozer, tractor-mounting, cable and hydraulic-operated, front

and rear control, rigid and angling tilt blade, Caterpillar Models

6A, 7A, 8A, and 6S, 7S, and 8S.
	30 May 52



	5-1723-1
	Searchlight, 60-inch, Sperry, Model 1942, and control station.
	4 Mar 52



	5-1723-2

5-2000
	Searchlight, 60-inch, Sperry, Model 1942, and control station.

Water purification unit, gasoline-engine-driven, portable, 15-gpm

(Wallace and Tiernan, Model 1940).
	4 Mar 52

11 Jul

51



	6-2003
	Pump, sump, pneumatic, 3-inch discharge, 175 gpm at 25 foot head,

Myers Model 30LA-2'.
	24 Jul

53



	5-2006
	Pump, centrifugal, gasoline-driven, trailer-mounted,

4-inch dis-

charge, 500 gpm at 20-ft head, Gorman-Rupp Model 30M-WAC

14X (less engine).
	8 Dec 53



	5-2007
	Pump,

centrifugal, gasoline-driven,

base-mounted,

dis-

2-inch

charge, 100 gpm at 100 ft head, Berkeley Model 2-EQLL.
	8 Aug 53



	5-2009
	Pump, diaphragm, gasoline-driven, push-cart-mounted, 2 wheels,

steel tires, 4" discharge, 100 gpm at 10 ft head, Carver, Model

D-4.
	10 Jul

53



	5-2012
	Pump, deep well, gasoline-driven, turbine-type, 200 gpm at 200-ft

head, Deming Model 4700.
	18 Dec 53



	5-2013
	Pump, centrifugal,

gasoline-driven,

base-mounted,

2-inch

dis-

charge, 2-inch suction, 100 gpm at 100-ft head, Gorman-Rupp

Model 1205A.
	12 Apr 54
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	5-2014
	Pump,

diaphragm,

gasoline-driven,

push-cart-mounted,

steel

wheels, 4-inch discharge, 100 gpm at 10 ft suction head, Novo
	11 Jan

55



	5-2015
	Model AD-4.

Pump, centrifugal,

gasoline-driven,

base-mounted,

4-inch

charge, 4-inch suction, 500-gpm at 20-ft head, Barnes Model
	dis- 30 Aug 54



	5-2016
	Marvel 40M.

Pump, centrifugal,

gasoline-driven,

base-mounted,

2-inch dis-

charge, 2-inch suction, 166 gpm at 25 ft head, Jaeger Model 2XPK
	10 Dec 53



	5-2017
	(less engine).

Pump, sump, pneumatic 22 in. discharge at 150 gpm at 100 ft head,

Ingersoll-Rand Model 35.
	27 Jan

54



	5-2020
	Pump, centrifugal, gasoline-driven, base-mounted, 12-inch dis-

charge, 214-inch suction, 125 gpm at 300 ft head, Carter Model

501 LE-1i.
	26 Feb 54



	5-2022
	Pump, centrifugal, gasoline-driven,

base-mounted,

2-inch

dis-

charge, 55 gpm at 50 ft head, Jaeger, Carver and Red Jacket,

Models 2APS 1.
	8 Apr 49



	5-2023
	Well drilling machine, rotary-type, skid-mounted, gasoline driven,

airborne, George E. Failing Model 43-SA.
	13 Jan

54



	5-2024
	Well drilling machine, rotary-type, skid-mounted, gasoline-engine-

driven, Failing, Model 314, with Buda Model HP-217 engine.
	13 May 48



	5-2025
	Well drilling machine, rotary type, skid mounted, gasoline-driven,

Failing Model 3140 (less engine).
	30 Nov 53



	6-2026
	Pump, centrifugal, diesel, base-mounted, 3-in. discharge, 600-gpm

at 400-ft head, Ingersoll-Rand, Model 3-GT, with Cummins

Model HIP-600 engine (Rogers Diesel & Aircraft Corp.).
	21 Dec 44



	5-2028
	Pump, centrifugal, gasoline-engine-driven,

base-mounted,

4-in.

discharge, 200-gpm at 350-ft head (Gorman-Rupp, Model C54-

14) Chrysler Model T-108-503 engine.
	15 Apr 45



	5-2029
	Pump, centrifugal, gasoline driven, base-mounted,

4-inch dis-

charge, 4-inch suction,'480 gpm at 300 ft head, Carter Model 504

CW (less engine).
	19 May54



	5-2031
	Pump, centrifugal,

gasoline-driven,

base-mounted,

2-inch

dis-

charge, 2-inch suction, 60 gpm at 125 ft head, Carter Model 4

MHW.
	23 Aug 54



	5-2033
	Pump, centrifugal, gasoline-driven, single-stage, self-priming, base-

mounted, 4-inch discharge, 500 gpm at 20 ft head, Gorman

Rupp Model 3402 (less engine).
	7 Dec 53



	5-2034
	Pump, centrifugal, gasoline-driven,

base-mounted,

2-inch

dis-

charge, 2-inch suction. 60 gpm at 125 ft head, Gorman-Rupp

Model W52-10A.
	9 Feb 54



	56-2036
	Pump, centrifugal, gasoline-driven, base-mounted, 16l-inch

dis-

charge, 125 gpm at 300 ft head, Economy Model B-180, with

LeRoi Model D-133 engine.
	4 Jan

55



	5-2038
	Pump, centrifugal,

gasoline-driven,

base-mounted,

dis-

2-inch

charge, 2-inch suction, 60 gpm at 125-ft head, Gorman Rupp

Model W52-10.
	5 Feb 54



	5-2044
	Pump, centrifugal,

gasoline-driven, base-mounted,

2-inch dis-

charge, 2-inch suction, 166 gpm at 25-ft head, Novo Model KH2.
	8 Dec 53



	5-2045
	Pump,

centrifugal,

gasoline-driven,

fire-truck-mounting,

mid-

ship, double-discharge, 2yinch discharge, 500 gpm at 275-ft

head, Darley Model M.
	11 Dec 53



	5-2046
	Pump, deep-well, gasoline-driven, 60-gpm at 250-ft head (Peerless,

Model 52).
	24 Mar 52



	5-2047
	Pump, centrifugal,

trailer-mounted,

gasoline-driven,

6-in. dis-

charge, 1,000 gpm at 80-ft head, Carver Model ICN6H (less

engine).
	19 Jun 53



	5-2049
	Pump, centrifugal, gasoline-driven,

fire-truck-mounting, front,

double-discharge, 23i-inch discharge, 300 gpm at 276-ft head,

Darley Type F Model F-300 (pump only).
	27 Jan

55



	5-2052
	Pump, deep-well, gasoline-driven, turbine-type. 200 gpm at 200-It

head, Cook Model PI-535.
	24 Dec 53
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	5-2053
	Distillation

unit, diesel-engine-driven,

skid-mounted,

thermo-

compression type, 6,000 gallons per day, Mechanical Equipment

Model S7D.
	5 Dec 53



	5-2056
	Pump, centrifugal, gasoline engine-driven, trailer or skid mounted,

4-in. discharge, 500 gpm at 20-ft head, Carver (Model 4822) with

Wisconsin VE4I engine.
	26 Aug 47



	5-2059
	Distillation unit, diesel-driven, skid-mounted, thermo-compres-

sion type, 300 gph with brine stabilizer, Mechanical Equipment

Co. Model PD 300 G (less engine).
	14 Nov 63



	5-2060
	Distillation unit, gasoline-driven, trailer-mounted, double-effect,

2,000 gal. per day, Cleaver-Brooks Model M2E-1OB with Fair

banks Morse Model Z style C engine.
	9 Jun 54



	5-2069
	Distillation unit, skid mounted, 3,000 gallons per day, thermo-

compression type, Cleaver-Brooks Model MVC-17A.
	27 Feb 53



	5-2070
	Distillation unit, gasoline-driven, trailer-mounted, thermo-com-

pression type, 85 gpm, Cleaver-Brooks Model DVC-8M.
	17 Jan 55



	5-2080
	Pump, deepwell, gasoline-driven, turbine-type, 200 gpm at 200-ft

head, Peerless Models 6M and 6M-A with Continental Model

F-162 engine.
	15 Mar 55



	5-2087
	Pump, centrifugal,

push-cart-mounted,

gasoline-driven,

steel

wheels, 2-in. discharge, 116 gpm at 25 ft head, Marlow Model

17-W (less engine).
	8 May53



	5-2088
	Pump, centrifugal, for gasoline, self-priming, gasoline-driven, skid-

mounted, airborne, 3-inch discharge, 3-inch suction with 4-inch

adapters for grooved couplings, 240 gpm at 60 ft head, Marlow

Model 34 PV.
	4 Jan 55



	5-2091
	Pump, centrifugal,

gasoline-driven,

base-mounted,

2-inch dis-

charge, 2-inch suction, 60 gpm at 125 ft head, Carver Model

13I WIlI.
	20 Sep

54



	5-2097
	Pump,

centrifugal,

base-mounted, 4-inch

gasoline-driven,

dis-

charge, 4-inch suction. 480 gpm at 300 ft head, Weinman Model

JC.
	8 Sep

53



	5-2118
	Pump, centrifugal, gasoline-driven,

base-mounted,

2-inch

dis-

charge, 2-inch suction, 166 gpm at 24 ft head, Carver, Model

A25212, with Wisconsin engine, Model AKS.
	14 Dec 52



	5-2119
	Pump,

centrifugal, gasoline-driven,

base-mounted,

2-inch

dis-

charge and suction, 166 gpm at 25-ft head, Carver Model KN2H.
	29 Sep

53



	5-2120
	Pump, centrifugal,

gasoline-driven,

base-mounted, 2-inch

dis-

charge, 55 gpm at 50-ft head, Barnes Model 7M (less engine).
	13 Jan 54



	5-2121
	Pump, diaphragm, gasoline-driven, push-cart-mounted, 2 wheels,

steel tires, 4-inch discharge, 100 gpm at 10-ft suction head, Mar

low Model 404.
	18 May53



	5-2140
	Distillation

unit, gasoline-driven,

skid-mounted,

thermo-com-

pression type, 150-gal per hr, Cleaver-Brooks, Model DVC-15

(less engine).
	26 Feb 53



	5-2241
	Pump, centrifugal, gasoline-driven, base-mounted, 2-inch suction,

166 gpm at 25-ft.

head, Construction

Machinery Company,

Model 10M, with Wisconsin, Model AEH engine.
	29 May 52



	5-2242
	Pump, centrifugal, ged, base-mounted, 2-inch discharge, 2-inch

suction, 166 gpm at 25-ft head, Carter Models 10 MCW and 10

10 CWT (less engine).
	20 Nov 53



	5-2250
	Pump, centrifugal,

gasoline-driven,

base-mounted,

2-inch dis-

charge, 2-inch suction, 100 gpm at 100-ft head, Gorman-Rupp

Model 34/F140.
	4Jan 55



	5-2253
	Pump, centrifugal, g. e. d., base-mounted, 2-in. discharge, 55-gpm

at 50-ft. head, Barnes Model 7-M, Carter Model 7-MCW,

Carver Model KN-2 LC, Gorman-Rupp Models 3201 and 3202,

Red Jacket Model 7-MAG, Jaeger Model 2-PAF, with Wiscon

sin engine, Model ABND.
	12 Jun 52



	5-2312
	Pump, deep well, gasoline engine-driven, turbine type, 60-gpm at

250-ft head (Cook, Model SK-660) and turbine-type, 30-gpm at

250-ft head (Cook, Model SK-635).
	13 Apr 51
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	5-2316
	Pump, centrifugal, gasoline-engine-driven,

base-mounted, 4-in.

discharge, 480-gpm at 300-ft. head. Leff, Model Aurora AD-2,
	22Jul

52



	5-2332
	with engine.

Chrysler, Model T108-503.

Water purification unit, pressure-type,

with

chlorinator, sta
	2 May 45



	5-3000
	tionary, 125-gpm (Bishop).

Tractor, wheel-type, pneumatic tires, gasoline-driven, 3,725- to

5,175-lb drawbar pull, Case Model D1.
	11 Jan 55



	5-3003
	Tractor, wheel type, pneumatic tires, gasoline-driven, 2,000 to2,975

lbs drawbar pull, Case, Model VAT.
	9 Feb 53



	5-3009
	Tractor, wheel type, pneumatic

tires, 3,000- to 3,700-lb

dbp,

Massey-Harris Model 1-162G.
	54

3 Sep



	5-3010
	Tractor, wheel-type, pneumatic tires, gasoline-driven, 40 dbhp,

Case, Model LAI.
	17 Apr 52



	5-3012
	Tractor, wheel-type, pneumatic tires, gasoline-driven,

3,000 to

3,700-lb drawbar pull, hydraulic-operating,

rear-mounted, 1-

drum, airborne, Case Model Si.
	11 Jan 55



	5-3014
	Tractor, wheel type, rubber tires, gasoline, 23-dbhp, standard

(Case Sl, Airborne), with Hough SI bucket loader.
	5 Jun 51



	5-3020
	Tractor, crawler type, gasoline driven, 3,000- to 5,400-lb dbp, Clark

Model CA-1, airborne.
	8 Dec 53



	5-3021
	Tractor, wheel type, pneumatic tires, gasoline-driven,

3,000 to

Model RTI.

3,700 lbs drawbar pull, Minneapolis-Moline,
	3 Jul

52



	5-3022
	Tractor, wheel type, pneumatic tires, gasoline-driven, 3,725- to

5,175-lbs drawbar pull, Minneapolis-Moline, Model ZASI.
	9 Feb 53



	5-3023
	Tractor, wheel type, pneumatic

tires,

gasoline-engine-driven,

(5,200- to 7,775-lbs. dbp). Minneapolis-Moline, Model UMIL.
	9 Jul

53



	5-3026
	Tractor, wheel-type, pneumatic-tires,

gasoline-driven, 3,000- to

3,700-lb dbp, International Harvester Model I-4.
	23 Jul

53



	5-3027
	Tractor, wheel-type, pneumatic tires, gasoline-driven,

3,725- to

5,175-lb dbp, International Harvester. I-6.
	7 Aug 53



	5-3028
	Tractor, wheel-type, pneumatic tires, gasoline-driven, 5,200- to

7,775-lbs drawbar pull, International Harvester, Model L-9.
	30 Jan

53



	5-3035
	Tractor, wheel-type, pneumatic tires, gasoline-driven, 3,725 to

5,17S drawbar pull, Oliver Model 77.
	14 May53



	5-3040-A
	Tractor, crawler-type, diesel-driven, 28,100 to 38,000 lbs drawbar pull,

serial Nos. 1H5729 to IH9999 and 8R1 and up, Caterpillar Model D-8.
	25 Nov 53



	5-3040-B
	Tractor, crawler type, diesel-driven, 28,100 to 38,000 lbs drawbar

pull, serial Nos. 2U1 and up, Caterpillar Model D-8.
	4 Dec 53



	5-3068
	Tractor, crawler type, diesel-driven, 17-000- to 22,500-lbs drawbar

pull, Caterpillar D7.
	15 Aug 50



	5-3100
	Tractor, crawler-type, diesel-driven, 12,100- to 17,000-lbs drawbar

pull, Caterpillar D6.
	1 Nov 48



	5-3112
	Tractor, crawler-type, diesel-driven, 8,600- to 12,000-lbs drawbar

pull, Caterpillar D4.
	28 Jun 50



	5-3190
	Tractor, crawler-type, gasoline-driven,

5,500- to 8,500-lb drawbar

pull, Cleveland Models AG and BG.
	7 Mar 55



	5-3201
	Tractor, crawler type, diesel-driven, 8,600- to 12,000-lbs drawbar

pull, Allis-Chalmers, Model HD-5, HD-5M, HD-5G.
	23 Dec 52



	5-3202
	Tractor, crawler-type, diesel-driven, 12,100- to 17,000-lbs drawbar

pull, Allis-Chalmers, Model HD9.
	20 Dee 52



	5-3203
	Tractor, crawler, diesel-driven, 24,100- to 32,000-lbs drawbar pull,

Allis-Chalmers, Model HD-15.
	14 Dec 52



	5-3204
	Tractor, crawler-type, diesel-driven, 32,100- to 4,000-lbs drawbar

pull, Allis-Chalmers, Model HD 20.

Crane, revolving, tractor-mounting, center, 5,000-lb capacity at
	6 Dec 52



	6-3246
	7-ft radius, 12- to 18-ft boom, telescopic, Trackson Model CT-9,

with International tractor Model TD-9.
	18 Sep 52



	56-3300
	Tractor,

wheel-type,

pneumatic-tired,

diesel-engine-driven,

(20,025- to 27,000-lbs drawbar pull) with bulldozer blade, cable

operated; power-control unit, cable-operating, front-mounted, 1-

drum: power-control unit, cable-operating, rear-mounted,

2-

drum;

and

drawbar

attachment,

L.eToumeau,

rear-mount

Model Super C Tournadozer (less engine).
	30 Jul

53
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	5-3301
	pneumatic

Tractor,

wheel-type,

tires,

diesel-engine-driven,

(14,025- to 20,000-lbs dbp) M-R-S Model 125, with winch, rear

mounting, 1 drum, 95,000 lbs line pull and bulldozer, hydraulic

operated (less engine).
	5 May 52
	



	5-3302
	Tractor, wheel-type, pneumatic tires, 4 x 2, diesel-driven, 14,025-

to 20,000-lb drawbar pull, with power control unit, hydraulic

operated, weight transfer device, M-R-S Models 150 and 150-

AGT.
	31 Dec
	54



	5-3303
	Tractor, wheel type, pneumatic tires, air-borne, deisel-driven,

7,800- to 14,000-pounds drawbar pull, with power-control unit,

hydraulic-operated, front-mounted, and winch, nonreversible,

rear-mounted, L drum, 9,500 pounds line pull, M-R-S Model 72

(less engine).
	23 Jul
	53



	5-3305
	Tractor, 4-wheel, pneumatic tires, diesel-driven, 7,800- to 14,000-lbs

drawbar pull, Caterpillar, Model DWIO.
	2 Apr 53
	



	5-3306
	Trailer, dump, 2 wheels, pneumatic tires, bottom-dump, hydrau-

lie-operated, Caterpillar wagon Model W 10.
	9 Apr 53
	



	5-3307
	Tractor, wheel-type, 4 pneumatic tires, diesel-driven, 27,025- to

38,000-lb drawbar pull, Caterpillar Model DW20-M.
	15 Dec 54
	



	5-3348
	Tractor, crawler, diesel, 70 to 90-dbhp, standard, 74-in. gage (Allis-

Chalmers HD-10W) with Gar Wood T-5-B winch.
	5 Jan 45
	



	5-3360

5-3388
	Tractor, crawler-type, diesel-driven, 24,100- to 32,000-lbs drawbar

pull, Allis-Chalmers, Model HD 14.

Tractor, crawler-type, deisel-driven, 17,100- to 24,000-lbs drawbar
	2 Feb 53

6 Dec 52
	



	5-3467
	pull, Allis-Chalmers, Model HD 10W.

Truck, dump-body, 10 cu yd, 4 x 2, 2 dual tires, 157-inch wheelbase,
	11 Jan 55
	



	5-3471
	Euclid, Model 27-FD (less engine).

Truck, fire, powered, pumper, class 750, 4 x 2, 750 gpm, Mack
	21 Jan
	54



	5-3476
	Model ZD.

Truck, dump-body, 9½ cu yd, minimum capacity, 4 x 2, 2 dual
	23 Aug 54
	



	5-3500
	tires, 157-inch wheelbase, Mack Model LR (less engine).

Pump for truck, fire, powered, pumper, class 325, 4 x 4, 300-gpm,
	30 May 45
	



	5-3509
	General, Model M-60.

Truck, fire, powered pumper class 530A, 2M ton, 6x 6, 500 gpm,

overseas type, Hesse Carriage Model HC-19.
	8 Sep
	53



	5-3541
	Truck, fire, powered, pumper, class 500, 4 x 2, 500 gpm, General

Model.
	13 Jan
	54



	5-3553
	Trailer, fire, pumper, 2-wheel, 500 gpm, Twin Coach

Model

S-2-T2.
	18 Dec 53
	



	5-4000
	Saw, chain, portable,

pneumatic, 24-in

blade (Reed-Prentice,

Model Timberhog).
	19 Feb 51
	



	5-4001
	Saw, chain, portable, gasoline-driven, 40-inch blade, McCulloch,

Model 7-55.
	5 Mar 53
	



	5-4003
	36-inch blade, Disston,

Saw, chain, portable,

gasoline-driven,

Model DH-120.
	6 Mar 53
	



	5-4005
	Saw, circular, portable, motor-driven, 734- to 12-inch blades, Mall,

models 70, 86, 96, 106, and 128.

Saw, reciprocating, woodworking, pneumatic, portable, Wright
	8 Jan

28 Oct
	53

54



	5-4006

5-4010
	Model AS-221.

Saw, chain, portable, gasoline-driven, 36-inch blade, Reed Prentice .29 Dec 53
	
	



	5-4011

i
	Model Timberhog 36.

Saw, circular, woodworking, 16-inch blade, tilting arbor, motor-
	31 Mar 54
	



	5-4014
	driven, 5-hp, 220-volt, 3-phase, 60-cycle, Northfield Model 4.

Sharpeners,

chain-saw, motor-driven, 110-volt, Disston

Model
	7 Jan
	54



	5-4015
	E2-C5.

Saw, chain, portable, gasoline-driven, 24-inch blade, mule-pack,
	6 Feb 53
	



	5-4016
	Model 711H-24, and 36-inch blade, Model 7H-36, Mall Tool Co.

Saw, table, tilted-type, portable, gasoline-driven, 16-inch blade,

skid-mounted,

Construction

Machinery

Co. Model

Power
	21 Jan
	54



	5-4019
	Sawyer (less engine).

table, woodworking, tilting-arbor,

16-inch blade, motor-

Saw,

driven, 5-hp, 220-volts, 60-cycle, 3-phase, Oakley Model S-102.
	14 Aug 53
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	5-4021
	Drifter drill, pneumatic, wagon-mounted, dry-type, 220-lb class,

1]-inch round x 3

1

146-inch lugged shank chuck, Worthington

Model WD-40 with Model UMW-40 wagon.
	3 Dec 53



	5-4022
	Breaker, paving, pneumatic, 85-lb. class, 114- x 6-in chuck, Inde-

pendent, Model 25.
	26 Feb 51



	5-4025
	Digger, clay, pneumatic, 20-lb. class, %7-in hexagon x 2/4-in chuck

(Gardner-Denver, Models 29A and 28G).
	17 Dec 51



	5-4039
	Drifter drill, pneumatic, column-mounted, wet-type, 150-lb class,

134-inch round x 3'16-inch lugged shank chuck, Chicago Pneu

matic Tool Co Model CP-60N.
	22 Oct

54



	5-4045
	Digger, clay, pneumatic, 25-lb class, 7/- x 24-inch hexagon chuck,

Bardsocg Model CD-25.
	20 Aug 54



	5-4051
	band,

metal-cutting,

with filing attachments,

Saw,

14-inch,

motor-driven,

single-phase,

Boice-Crane

220-volts,

60-cycle,

Model 2324.
	4 Sep

53



	5-4052
	Saw, chain,

portable, gasoline, 24- and 36-in. blades (Disston,

Models G-26 and G-36).
	4 May 50



	5-4053
	Tractor, saw-power unit, wheelbarrow-type, 2-wheel, pneumatic

24 hp, Little Giant, Model 22-4, with

tires, gasoline-driven,

attachments.
	3 Aug 50



	5-4054
	Saw, circular, woodworking, stationary, standard overhead arm,

motor-driven, 115/230-volt, 60-cycle, single-phase, 2-hp, Dewalt

Model GRK.
	6 Aug 53



	5-4057
	Grinder, electric, floor-type, combination, cutter and tool, motor-

driven, universal, %3-hp, 208-volt, 60-cycle, 3-phase,

LeBlond

No. 2.
	12 Feb 53



	5-4061
	Tamper, backfill, pneumatic, Worthington Model W-8.
	4 Mar 54



	5-4065
	Independent

Pneumatic, Thor Model

Naildriver, pneumatic,

63N.
	26 Feb

54



	5-4075
	portable, rock, dry-type, 55-lb class, I-inch x

Drill, pneumatic,

4Y4-inch hexagon chuck, Hardsocg Model D45-L.
	20 Aug 54



	5-4083
	Digger, clay, pneumatic, 25-lb class, 7

hexagon x 2%4-inch

/-inch

chuck, Worthington Model W-14.
	4 Mar 54



	5-4084
	Drill, pneumatic, rotary-type, portable-nonreversible,

with Yi6-

inch chuck, Independent Pneumatic, Thor, NR 253-X Model

4444 with Thor Model 26 drill stand.
	3 Jan

55



	5-4085
	Drill, pneumatic,

portable, rock, dry-type, 55-lb class, I-inch x

4Y4-inch hexagon, Worthington Model WS-55.
	10 Nov 53



	5-4092
	Breaker, paving, pneumatic, 60-lb size, IY4- x 6-inch chuck, Chi-

cago Pneumatic Model CP-115.
	30 Aug 54



	5-4096
	Drill, pneumatic, portable, rotary-type, for steel, nonreversible.

with No. 3 Morse taper, 1]4-inch capacity, Chicago Pneumatic

Type 327-425-3, Model D.
	15 Dec 54



	5-4099
	Drill, pneumatic, portable, rock, dry-type, 55-lb class, 1-inch x 414-

inch hexagon chuck, Davey Model DS-58.
	4 Aug 54



	5-4104
	Saw, circular, woodworking, portable, pneumatic, 12-in blade,

Ingersoll-Rand Model B-12.
	27 Jan

54



	5-4114
	Saw, hack, motor-driven, 120-volt, I-phase, 60-cycle, 414- x 414-inch

dry cut, Peerless Model.
	18 Nov 54



	5-4115
	Saw, chain, portable, pneumatic, 24, 36- and 48-inch blades, Mall

Model 5P.
	14 Aug 53



	5-4117
	Saw, circular, woodworking, stationary, standard overhead arm,

motor-driven,

I-phase,

Comet

2-hp,

115-230-volt,

60-cycle,

Clipper Model CGOH.
	4 Nov 53



	5-4119
	Saw, circular woodworking, portable, 115- or 220- (ac or de) volt,

1-phase, 25-60-cycle, 7Y4-inch blade, Black and Decker, Model

260.
	30 Apr 53



	56-4120
	Grinder, electric, portable, 110-volt, Universal Motor, Independ-

ent Pneumatic Model U-60.
	26 Jan

54



	5-4121
	Saw,

circular, woodworking,

portable, motor-driven

8Y4-inch

blade, 115-volt, Milwaukee Electric Tool Model 825.
	5 Mar 54



	5-4136
	Saw, band, woodworking, motor-driven, 3-hp, 220-volt, 3-phase,

60-cycle, Northfield Model 32-inch.
	5 Feb 54
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	5-4137
	Saw, table, tilted-type, portable, gasoline-driven, skid-mounted,

18-inch blade, C. H. & E. Manufacturing Co. Model 32A.
	26 Jan

54



	5-4140
	Sharpener, chain saw, pneumatic, Lofstrand Model PLS-104.
	29 Dec 53



	5-4153
	Tamper, backfill, pneumatic, Hardsocg Model BT-32.
	20 Aug 54



	5-4163
	Bar, boring, cylinder, motor-driven, capacity 2.2- to 4.25-inch,

2.6 to 4.7-inch, and 2.6- to 5.7-inch, Storm-Vulcan Models BL-E,

BC-G, BC-T.
	7 Aug 53



	5-4170
	Press, hydraulic, portable, hand-operated, universal, with track-

servicing attachments, 100-ton, Rodgers, Models 22 and 36.
	15 Mar 45



	5-4193
	Grinder, electric, valve-refacer, wet-type, Independent Pneumatic

Tool Co. (Thor), Model 100.
	30 May 52



	5-4194
	Lathe, engine, motor-driven, 34-hp, 115-volt, 60-cycle, I-phase, 10-

inch x 3394-inch capacity, bench-type, quick-change gears, with

accessories, South Bend Model 8187-RN.
	4 Dee 53



	5-4215
	Saw, circular, woodworking, portable, pneumatic, 12-inch blade,

Mall Model D-128.
	10 Nov 53



	5-4230
	Wrench, pneumatic, reversible, impact-type, I4- to 1¼/4-inch bolt

capacity, Chicago Pneumatic Model 36b-RP.
	10 Mar 54



	5-4250
	Adzer, gasoline-driven, railroad-mounted, Nordberg Model BZ,

with bit grinder (less bit grinder engine).
	31 Mar 54



	5-4252
	Hammer,

spike,

railroad-mounted,

gasoline-driven,

Nordberg

Model AH.
	3 Dec 53



	5-4253
	Jack, power, gasoline-driven, railroad-mounted, hydraulic, Nord-

berg Model BJ (less engine).
	26 Oct

53



	5-4254

5-4255
	Puller, spike, gasoline-driven, railroad-mounted, Nordberg Model

AP.

Saw, rail-cutting, 7%-inch capacity, 14-inch blade, Racine Model
	16 Mar 54

3 Dec 53



	5-4256
	15.

Track shifter, gasoline-driven, railroad-mounted, with leveling de-
	4 Mar 54



	
	vice and expanding spud shoe, 2S-ton lifting capacity, Nordberg

Model S (less engine).
	



	5-4257
	Wrench, gasoline driven, railroad-mounted, tricycle, 35 to 122 rpm

socket speed, Nordberg Model DW (less engine).
	29 Dec 53



	5-4259
	Drill, track, portable, gasoline-driven, 12-inch capacity, Nordberg

Model CD.
	29 Jan

53



	5-4275
	Machine, mortising, vertical, compound, tilting table, with integral

blower, 220-volt, 3-hp, 60-cycle, 3-phase, type-I, Beach Model 40.
	18 Nov 53



	6-4336
	Lathe, woodworking, motor headstock, 3/-hp, 220 volt, 60-cycle, 3-

phase, 12-inch x 3-ft capacity, with accessories,

Oliver Model

51-K.
	8 Dec 53



	5-4396
	Lathe, brake drum, motor-driven, 1-hp, 208-volt, 60-cycle, 3-phase

with accessories, Van Norman Model 303.
	9 Feb 54



	5-4404
	Saw, circular, timber and brush, hydraulic-powered, 48-inch blade

No. 1, 5-6 gage, tractor mounting on Case SI or DI wheeled trac

tor, Jaques Model C.
	25 Jul

47



	65-4445
	Sander, electric, portable, I15-volt, universal-motor,

belt-type,

size "S", 3-inches wide, Porter-Cable, Model A-3.
	4 Mar 52



	5-4492
	Mower, lawn, power, rotating-reel, wheel-drive, 30-inch cut Moto-

mower Super-Detroit.
	26 Jan

54



	5-4493
	Mower, lawn, power, rotary, fat-knife type, suction-lift, wheel-

drive, equipped with 'sulky, 31-inch cut, Devere Model 31.
	4 Sep 53



	5-4543
	Filter,

crankcase

reclaiming, shop-wheel-mounted, 10-gph

oil

capacity, electric,

1-phase,

Briggs Model

220-volt, 60-cycle,

HD8-BR-H1.
	30 Nov 53



	5-4563
	Jointer, woodworking, floor-type, motor-driven, 115-volt, I-phase,

60-cycle, 6 x 36 inches, Boice Crane Model 1400.
	12 Feb

54



	5-4642
	Press, drill, floor-type, motor-driven, 220-volt, 60-cycle, 3-phase,

2-hp, with accessories, Buffalo Forge 22.
	18 Dec 53



	5-4724
	Sharpener, chain-saw, motor-driven, 110-volt, Lofstrand Model

ELS-102.
	5 Dec 53



	5-4730
	Grinder, electric, valve-refacer, 110-volt, universal motor, Auto-

motive Parts Co. (Albertson) Sioux, Model 657-UN.
	20'May 45
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	5-5001
	Generator set, electric, diesel-engine-driven, skid-mounted, 120-

volts, 1-phase, 208- or 240-volts, 3-phase, 60-cycle, 100-kw, Con

solidated Diesel Electric, Model 1617.
	29 May 52



	5-5002
	Generator set, electric, portable, diesel-driven, skid-mounted, 15-

60-cycle, convertible to

kw, 120/208- or 240/416-volt, 3-phase,

120/208- or 240/416-volt, 3-phase, 50-cycle, Consolidated Diesel

Electric Model 1664.
	31 Mar 54



	5-5004
	portable, diesel-driven,

skid-mounted,

Generator set, electric,

30-kw, 120/208- or 240/416-volt, 3-phase, 60-cycle, convertible to

Model DP

Buda

120/208- or 240/416-volt, 3-phase, 50-cycle,

30A3CE.
	31 Mar 54



	5-5005
	Generator

portable, diesel-driven, skid-mounted,

set, electric,

30-kw, 120/208-240/416-volt, 3-phase, 4-wire, 60-cycle, convertible

3-phase, 4-wire, 50-cycle, Hill Diesel

to 120/208-240/416-volts,

Engine Corp. Model 6K.
	5 Mar 54



	5-5007
	skid-mounted,

Generator

set, electric,

portable, diesel-driven,

30-kw, 120-208- or 240-416-volt, 3-phase, 60-cycle, convertible to

2o-kw, 240-416-volt, 3-phase, 50-cycle, O'Brien Dieselectric Corp.

Model.
	16 Mar 54



	5-5008
	Generator

portable, diesel-driven, skid-mounted,

set, electric,

30-kw, 120/208- or 240/416-volt, 3-phase, 60-cycle, convertible to

120/208- or 240/416-volt, 3-phase, 50-cycle, Sheppard Model 12DD.
	22 Nov 53



	5-5009
	Generator set, electric, portable,

skid-mounted,

diesel-driven,

30-kw, 60-cycle, 120/208- or 240/416-volt, 3-phase, convertible to

50-cycle, 120/208- or 240/416-volt, 3-phase, Stewart and Stevenson

Model WGD-3012.
	13 Nov 53



	5-5010
	Generator set, portable, diesel-driven, skid-mounted, 60-kw, 120-

208- or 240-416-volt, 3-phase, 60-cycle, convertible to 240-416-volt,

3-phase, 50-cycle, General Motors Model 6903 (less engine).
	2 Oct

54



	5-5011
	Generator set, portable, diesel-driven, skid-mounted 15-kw, 120-

208- or 240-416-volts, 3-phase, 60-cycle, convertible to 240-416-

volts, 3-phase, 50-cycle, Hill Diesel Engine Corp. Model 4PF-1.
	26 Feb 54



	5-5012
	Generator set, portable, gasoline-driven, skid-mounted, 3-kw, 120-

208-volt, 1- and 3-phase, 60-cycle, Hollingsworth Model JH-3.
	18 May 54



	5-5013
	Generator set, electric,

portable, diesel-driven,

skid-mounted,

15-kw, 120/208- or 240/416-volt, 3-phase, 60-cycle, convertible to

120/208 or 240/416-volt, 3-phase, 50-cycle, United States Motors

Model 15 US10327-A.
	9 Dec 53



	5-5015
	Generator set, portable, diesel-driven, skid-mounted, 15-kw, 120-

240-volts, 1-phase, 60-cycle, Hill Diesel Model 4R.
	18 Sept 53



	5-5017
	Generator set, diesel-driven, skid-mounted, 75-kw, 220-440-volt,

3-phase, 60-cycle, Caterpillar Model D13000.
	7 Aug 53



	5-5022
	skid-mounted,

Generator

set, electric,

portable, diesel-driven,

Ready Power

127-220-volt, 3-phase,

Model

15-kw,

60-cycle,

RD-6A; 127-220-volt, 3-phase, 60-cycle, or 230-400-volt, 3-phase,

50-cycle, Ready Power Model RD-6A Special.
	20 Aug 54



	5-5024
	Generator set, portable, gasoline-driven,

skid-mounted,

3-kw,

115-volt, 1-phase, 60-cycle (Onan, Model W3M).
	24 Jan

52



	5-5026
	Generator set, electric, portable, diesel-driven, skid-mounted 50-kw,

240-volt, 3-phase, 60-cycle, (PE-215-A) International Diesel Model.
	2 Feb 55



	5-5029
	Generator

set, skid-mounted,

gasoline-driven,

30-kw, 120/208-

convertible to 25-kw,

240/416-volt, 3-phase, 60-cycle,

240/416-

volt, 3-phase, 50-cycle, Hobart, Model SF 30G (less engine).
	8 Jan

53



	5-5031
	Generator set, electric, portable, gasoline-driven, skid-mounted,

liquid-cooled, 5-kw, 120-volts, 2-wire, direct current, Hollings

worth Models CE-51-DC and CE-51-DC/WK2.
	14 Nov 53



	5-5034
	skid-mounted,

Generator set, portable, gasoline engine-driven,

l12-kw, 115-volt, 1-phase, 60-cycle, Homelite, Model HRUA.
	16 May 47



	5-5036
	Generator set, portable, gasoline engine-driven,

skid-mounted,

60-cycle, Homelite

HRA.

115-volt, 1-phase,

Model

1Y-kw,
	16 May 47



	5-5037
	Generator set, portable, gasoline engine-driven, skid-mounted,

3-kw, 120-volt, 1-phase, 60-cycle, O'Keefe and Merritt, Model

E-3 (with Hercules Model ZXB engine).
	30 May 52
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	5-5038
	Generator set, diesel-driven, stationary, 300-kw, 2,400-4,160-volt,

3-phase, 4-wire, wye connected, convertible to 2,400-volt, 3-phase,
	5 Feb 54



	
	3-wire, delta connected, 60- and 50-cycle, Caterpillar Model

D-397 (less engine).
	



	5-5042
	Compressor, air, trailer-mounted, steel wheels, diesel-driven, 500

cfm, Chicago Pneumatic, Model 500-PO-8.
	22 Apr 52



	5-5043
	Floodlight unit, portable, gasoline-driven, trailer-mounted, 5 kw,

110-120-volt, I-phase, 2-wire, 60-cycle,Winpower Model NHSWI.
	6 Jan 54



	5-5045
	Generator

set, portable, gasoline-driven, skid-mounted,

5-kw,

110-volt, 1-phase, 60-cycle (Onan, Model WC4-7.5S).
	22 Apr 49



	5-5049
	battery, portable,

Charger,

base-mounted,

handled,

gasoline-

driven, 12-volt, dc, 300-watt, Winpower Model 0-512.
	30 Jul

54



	5-5051
	Generator

set, portable, gasoline-driven,

skid-mounted,

5-kw,

120/208-volt, 1- and 3-phase, 60-cycle, Onan Model 5ABG-4M.
	21 Apr 54



	5-5052
	Generator

set, portable,

skid-mounted,

diesel-driven,

100-kw,

127-220-volt, 3-phase, 60-cycle or 230-400-volt, 3-phase, 50-cycle,

Murphy, Model ME-650.
	22 Jul

52



	5-5053
	Generator set, portable, gasoline-driven,

base-mounted, 30-kw,

120-208- or 240-416-volt, 3-phase, 60-cycle, 4-wire, convertible to

25-kw, 120-208- or 240-416-volt, 3-phase, 50-cycle, 4-wire, Reiner

Model GGC-30AC.
	8 Aug 53



	5-5057
	Generator

set, electric,. portable, diesel-driven,

skid-mounted,

100-kw, 120/208- or 240/416-volt, 3-phase, 60-cycle, convertible to

3-phase, 50-cycle, Buda Model DC

120/208- or 240,416-volt,

100A3CE.
	10 Mar 54



	5-5060
	Compressor, air- skid- or truck-mounted, gasoline-driven, 105-cfm,

LeRoi Model 105-GA.
	11 Jan 55



	5-5061
	Compressor, air, trailer- and skid-mounted, 4-wheels, pneumatic

tires, gasoline-driven, 210-cfm, LeRoi Model 210 G-2, with LeRoi

Engine, Model D-471.
	18 May 53



	5-5062
	Compressor, air, skid-mounted, gasoline-driven, 60-cfm, Schramm

Model 60.
	27 Jan 55



	5-5063
	60-cfm, with

Compressor, air, base-mounted, gasoline-driven,

5-kw generator, Schramm Model 60.
	27 Jan

55



	5-5064
	Compressor,

air, skid-mounted,

(Schramm,

gasoline,

60-cfm

Model Fordair 60).
	1 Jun 45



	5-5065
	Compressor, air, truck-mounted, gasoline-driven, 210-cfm, LeRoi

Model 210 GI.
	24 Feb 54



	5-5066
	Generator set,

portable-diesel, skid-mounted, enclosed 30-kw,

127/220-volt, 3-phase, 60-cycle or 230/400-volt, 3-phase, 50-cycle

(Ready Power, Model RD-14A, class EG-30).
	14 Apr 52



	5-5072
	Generator set, portable, skid-mounted, gasoline-engine-driven,

3-phase,

AC,

30-kw,

120/208-240/416-volt,

400-cycle,

4-wire

Hobart, Model HF30G, with Continental Model M330 engine.
	18 Feb 52



	5-5073
	Generator set, portable, gasoline engine-driven, skid-mounted,

l4-kw, 120-volt, 1-phase, 60-cycle, Homelite Model 24A120-23.

Generator set, portable, gasoline, base-mounted, 1'-kw, 110-volt,
	30 May52



	5-5075
	d. c. Kohler Models E, EH, and EU.
	4 Sep 53



	5-5076
	Generator set, electric, portable, gasoline-driven, skid-mounted,

5-kw, 120/208-volt, 1- and 3-phase, 60-cycle, United States Motor

Corp. Model 5 US-10285-A.
	22 Nov 53



	,

5-5079
	Generator

set, portable, gasoline-driven,

skid-mounted, 5-kw,

120-volt, 2-wire, d. c., United States Motors, Model 5-US-10285 D.
	6 Mar 53



	5-5080
	Generator set, electric, portable, skid-mounted, oil-engine-driven,

15-kw, 127/220-volt, 3-phase, 60-cycle or 230/400-volt, 3-phase,

50-cycle, Rogers Diesel Aircraft Models G-2030 and G-2151.
	5 Mar 55



	5-5085
	Charger, battery, portable, skid-mounted, gasoline-driven,

2-kw,:

12-volt, with carrying case, Onan Models OTC-33 and OTC-33B.
	7 Apr 54



	5-5090
	Generator set, portable, diesel-driven, 30-kw, 127/220-volt, 3-phase,

60-cycle, or 230/400-volt, 3-phase, 50-cycle Buda, Model 6 DTG

317.
	4 May 52



	5-5093
	Compressor, air, stationary, receiver-mounted,

gasoline-driven,
	28 Jan 55
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	5-5094
	Compressor, air, diving apparatus, gasoline-driven, skid-mounted,

16-cfinm, twin-opposed, complete with manifold outlet assembly

for diving, Johnson Model 252-R.
	3 Dec 63



	5-5096
	Compressor, air, portable, gasoline-driven,- 16-cfm, for inflating

boats and foats, Quincy Model 216, with Kiekhaefcr Model

KB6F engine.
	11 Jan

55



	5-5100
	steel tires, diesel-

air, trailer-mounted, 4-wheels,

Compressor,

driven, 315-efm (Ingersoll-Rand, Model 1K-315).
	23Aug 50



	5-5101
	air, trailer-mounted,

pneumatic-tired,

Compressor,

4 wheels,

diesel-driven, 315-cfm, Davey, Model 315-WDS, with engine,

Hercules, Model DRXC.
	24 Jun 52



	5-5102
	Compressor, air, trailer-mounted, steel wheels, 210-cfm, Ingersoll-

Rand Model HK 210, with Waukesha Model 140-HS, type H

oil engine.
	30 Jul

53



	5-5103
	Compressor, air, trailer-mounted, 4 wheels, pneumatic tires, diesel-

driven, 315-cfm, Ingersoll-Rand Model DR 315 gyro flow;
	13 Apr 53



	5-5104
	frame-mounted,

gasoline-driven

Compressor, air, wheelbarrow

4-efm, American Brake Shoe Model.WG-211-XP (less engine).
	30 Aug 54



	5-5105
	Compressor,. air, trailer-mounted, 4 wheels, steel tires, oil-engine-

driven, 500-cfm, Ingersoll-Rand Model K-500.
	19 Nov 53



	5-5106
	pneumatic. tires,

air,

trailer-mounted,

Compressor,

2-wheels,

(Ingersoll-Rand; Model 6R-50, with

gasoline-driven, 55-efm

Wisconsin engine, Model VF-4).
	17 Aug 50



	5-5107
	2 wheels, pneumatic tire,,

air, trailer-mounted,

Compressor,

gasoline-driven, 55-cfm, Ingersoll-Rand, Model 6R50A.
	8May53



	5-5110
	Compressor, air, motor-driven, ys-hp, 11S-volt, 1-phase, 60-cycle,

2.8-cfm, DeVilbiss Model PNC-562.
	3 Jun 53



	5-5112
	Compressor, air, portable, gasoline-driven, 105-cfm, LeRoi, Model

105-01-A.
	29 Jan 53



	5-5113
	Compressor, air, motorized, 4 wheels, pneumatic tires, gasoline-

driven, 105-cfm, LeRoi, Model 105 Tractair.
	6 Dec 52



	5-5114
	Compressor, air, trailer-mounted,pneumatic tires, gasoline-driven,

55-cfm, Worthington Model 256-ESS.
	6 Aug 53



	5-5118
	diesel-driven, -skid-mounted,

Generator

set,

portable,

15-kw

120-240-volts, 3-phase, 60-cycle, Hill Diesel Model 4R.
	7 Aug 53



	5-5124
	skid- or

Welder, electric are, 300-amp,

gasoline-engine-driven,

trailer-mounted, Hobart, Models GR-300-S and GR-30-P,'

with Chrysler engine, Model T-118-502. ',
	11 Jun 52



	5-5128
	Welder, electric arc, motor-driven, 300-amp; 208-volt, 3-phase,

60-cycle, shop-wheel-mounted, Hobart Model ML-304-P.
	10Jul

54



	5-5131
	Welder,' electric are, gasoline-driven, 300amp; skid-mounted,

w/3 dw 115-volt d. c. auxiliary generator, Hobart, Model GR-

' 3153S (less engine).
	9 Feb 53



	5-5137
	skid-mounted,

Oenerator

set,

portable,

diesel-driven,

50-kw,

127-220-volt, 3-phase, 60-cycle or 230-400-volt, 3-phase, 50-cycle,

General Motors Model 6016F.
	5Mar54



	5-5143-1
	diesel-driven, skid-mounted,

set, electric, portable,

Generator

100-kw, 120/208 or 240/416-volts, 3-phase, 60-cycle convertible to

50-cycle, 240/416-volts, 3-phase, Stewart and Stevenson series

15000.
	25 Nov 53



	5-5146
	Generator set, portable, gasoline-driven, skid-mounted, liquid-

cooled, 5-kw, 120-208-volt, 1 and 3 phase, 60-cycle, 4-wire, Hol

lingsworth Models OE-50-AC and CE-50-AC/WK2.
	5 Feb 54



	5-5149
	Generator set, portable,, diesel-driven, skid-mounted,

15-kw,

120-208- or 240-416-volt, 3-phase, 60-cycle, convertible to 240-416-

volt, 3-phase, 50-cycle, Buda Model BD15A3-CE.
	1 Jun 54



	5-5159
	skid-mounted,

Generator

set;

portable,

diesel-driven,

60-kw,

120-208- or 240-416-volts,

3-phase,

60-cycle -or 230-400-volts,

3-phase, 50-cycle, Continental Model, with International Har

vester engine, Model UD-18A.
	29Apr 52
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	5-5160
	Generator set, portable, diesel, skid-mounted, 60-kw, 127/220-volts,- 15 Sep 50
	



	
	(General

3-phase,

60-cycle,. or 230/400-volts, 3-phase, 50-cycle
	



	
	Motors, Models 6016-E and 6016-C;60-kw, 120/208-volts,3-phase,
	



	
	and 75-kw, 230!400-volts,

(Model 6016-B);

3-phase,

60-cycle
	



	
	50-cycle (Model 6016-D).
	



	5-5161
	Generator set, portable, diesel-driven, 15-kw, 120/208-204/416-volts,
	26 Jun 52



	
	3-ph, 60-ey, convertible to 230/400-volts,

3-ph, 50-cy,

Buda,
	



	
	Model 4BDG-182.
	



	5-5162
	Engine, diesel, Waukesha Model 6 WAKD.
	7 Jun 53



	5-5163
	Engine, gasoline, Waukesha (Model 6-MZA).
	12 Jun 52



	5-5164
	Engine, gasoline, Waukesha (Model 6-SRKR).
	26 May 52



	5-5165 -
	Engine, gasoline, Waukesha (Models 145-GKB-and 145-G K).
	30 May 52



	5-5166
	Engine, gasoline, Continental (Model M 330);
	6 Nov 52



	5-5167
	Engine, gasoline, Hercules Models JXC and JXD.
	5 Jun 53



	5-5168
	-

Engine, gasoline, International Harvester, Model RD-406.
	1Se

51



	5-5169
	Engine, diesel, International Harvester, Model UD-14A.
	24 Apr 52



	5-5170
	Models UD-18 and

Engine, diesel,

International. Harvester
	12 Nov 52



	
	UD-18A.
	



	5-5171
	Engine, diesel, International Harvester, Model UD-16.
	14 Apr 52



	5-5172
	Engine, diesel, General Motors, Model 6-71.
	30 May 52



	5-5173
	Engine, diesel, Buda,,Model 6DA-844.
	7 Jun 52



	5-5174
	Engine, gasoline, Chrysler, Models IND 13-A, 14-A, and 15-A.
	24 Jul

52



	5-5175
	Engine, gasoline, Hercules (Model RXC).
	22 Apr 52



	5-5176
	Engine, diesel, Caterpillar, Model D17000.
	28 Mar 52



	5-5177
	Engine, diesel, Caterpillar (Model D4600).
	2 May 52



	5-5178
	air, stationary,

Compressor,

motor-driven,

2.7-cfm,

110-volt,

60-cycle, 1-phase with .accessories, American Brake Shoe and
	24 Dec 53



	
	Foundry Co. Model A-140-U.

Engine, gasoline, Hercules (Model HXC).
	2 May 52



	5-5179
	-

Engine, gasoline, Hercules Model ZXB.
	16 Mar 54



	5-5180
	Engine, gasoline, Hercules, Models WX and WXL.
	2 May52



	5-5181
	Engine, gasoline, Le Roi;-Models.176, 201, 226.
	8 Apr 52



	5-5183,
	and

Models 283-4A

Engines,

gasoline,

Minneapolis-Moline,
	2 May52



	5-5185
	403-4A.
	



	5-5186
	Engines, diesel, Harnischfeger, series A3000, A4000, and A6000,
	12 Jun 52



	
	Models 387C, 487C, and 687C.
	



	5-5187

:
	: Engine, gasoline, Gray Marine Model *Express Six-244.
	24 Jul

5.3



	5-5188
	Engine, gasoline, power unit, Minneapolis-Moline Models 165-4A
	24 Jul

53



	
	and 206A-4A.
	



	5-5189
	Engine, gasoline, International Harvester Model U-1.
	28 Sep 53



	5-5190
	-Engine, gasoline, air-cooled, Wisconsin Model AC4.
	8 Aug 53

5 May 52



	5-5191
	Engine, gasoline, air-cooled, Wisconsin, Model VP4.

Engines, gasoline, air-cooled, Wisconsin Models AA, AB, ABS,
	10 Oct 52



	5-5192
	AK, and AKS.
	



	5-5193
	Engine, gasoline, air-cooled, Wisconsin, -Models VE4 and VF4.
	2 Feb 53



	5-5194
	Engine, gasoline, air-cooled, Wisconsin, Models AFH, AGH and

AHH.
	6 Mar 53



	5-5195
	Engine, gasoline, air-cooled, Wisconsin, Models AM4 and AP4.
	2 Mar 53



	5-5196
	Engine, gasoline, air-cooled, Wisconsin Model ABN and AKN.
	9 Jan 53



	5-5197
	Engine, gasoline, air-cooled, Wisconsin Models AEN and AENS.
	13 Nov 53



	5-5198 '
	-Engine, gasoline, air-cooled, Wisconsin Models TE and TF.
	17 Jul

53



	5-5199
	Engine, diesel, International Harvester Model UD-24.
	10 Oct 52



	5-5201
	Engine, gasoline, Continental Model F226-198.
	9 Feb 54



	5-5202
	Engine, gasoline, Continental Model H-260.
	29 Dec 53



	5-5203
	Engine, gasoline, LeRoi, Model D140.
	8 Dec 52



	5-5204
	Engine, gasoline, Chrysler'Models IND 5, 5A, 6,6A, 7, 7A, 8, and

8A.
	8 Jan

53



	5-5205.
	Engine, gasoline, Waukesha:Model ICK.
	29 Jun 53



	5-5206
	Engine, gasoline, power unitj Minneapolis Moline Model 1210-

12A.
	25 Apr53



	5-5207
	Engine, gasoline, power unit, International Harvester Model U-4.
	5 Jun 53



	5-5208
	Engine, gasoline, Continental, Models F-186, F-209, F-226, F-6209
	11 Feb 53



	
	and F-6226.
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	5-5209
	Engine, diesel, 3 and 4 cylinders, General Motors series 71 indus-

trial.
	8 Aug 53



	5-5210
	Engine, gasoline power unit, Minneapolis-Moline Model 605-6A.
	4 Aug 54



	5-5211
	Engines, diesel, 2-cycle, General Motors Model 6-110 (62-300RA).
	6 Mar 54



	5-5212
	Engine, gasoline, Chrysler, Model IND 12.
	21 Feb 53



	5-5213
	Engine, gasoline, L-head and F-head, stationary power conver-

sion, Willys-Overland Models MC 38 and MC 38A1.
	8 Aug 53



	5-5214
	Engine, gasoline, air-cooled, Kiekhaefer, Model KB6-F.
	9 Mar 53



	5-5215
	Engine, gasoline, Hercules, Model ZXA and ZXB.
	20 Feb 53



	5-5216
	Engine, gasoline, Hercules, Model IX, IXA, IXB.
	6 Mar 53



	5-5217
	Engine, gasoline, Hercules QX series.
	10 Jul

53



	5-5222
	Engine, gasoline, Buda Models 4B-153, 411-182, 6B-230 and 6B-

273.
	8 Aug 53



	5-5223
	Engine, gasoline, Buda Model HP 217, HP 234, HP 298, HP 326,

'HP 351, K 428, L 525, and LO 525.
	18 Dec 53



	5-5224
	Engine, gasoline, Buda Models 4 MO-645, 8 MO-1290, 6 MO-893

and 6 MO-970.
	25 Nov 53



	5-5226
	Engine, diesel, International Harvester, Model UD-6A.
	17 Apr 53



	5-5227
	Engine, diesel, International Harvester, Model UD-9A.
	10 Jul

53



	5-5230
	Engine, gasoline, Briggs & Stratton, Models B, BH, BHL,

BHLP, BHP, BL, BLP, BM, BMG, BP, and BR.
	19Jan

53



	5-5231
	Engine, gasoline, Briggs & Stratton Models 9, 14, and 23.
	10 Nov 53



	5-5232
	Engine, gasoline, air-cooled, Briggs & Stratton Models N, NP,

NPR-1:39D, NPR-4D, NPR-6.
	17 Apr 53



	5-5234
	Engine, gasoline, Jacobsen Model J-100.
	22 Nov 53



	5-5235
	Engine, gasoline, Willys-Overland Model 807532.
	13 Nov 53



	5-5236
	Engine, gasoline, Waukesha Model 195-GK.
	14 Jun 54



	5-5237
	Engine, diesel, Caterpillar Model D-397.
	5 Feb 54



	5-5239
	Engine, gasoline, Ford Model 8NNN.
	6 Aug 53



	5-5240
	Generator, steam, oil-fired, portable, for sterilizers, complete with

boiler, pump and accessories; 400-lb steam per hour, 100 psi,

Cyclotherm Corp. Model C-12.
	9 Feb

54



	5-5241
	portable for sterilizers,

Columbia

steam, oil-fired,

Generator,

Model RT.
	17 Nov 53



	6-5243
	Boiler, horizontal, trailer-mounted, with oil and water storage,

Cleaver-Brooks Model LRM-20.
	20 Jul

53



	5-5246
	140-GKB, and

Waukesha Models 140-GK,

Engine,

gasoline,

140-GZB.
	25 Mar 55



	56-5312
	Generator'set, electric, portable, gasoline-driven, skid-mounted,

30-kw, 120-208- or 240-416-volt, 3-phase, 400-cycle, 4-wire, Her
	29 Jul

54



	
	cules Electric Machinery and Equipment Co. Model HC-30W

400 (winterized).
	



	5-5313
	Generator set, electric, portable, gasoline-driven, skid-mounted,

with rectifier,

7i-kw, 120-208-volt, 1-phase, 400-cycle, 2-wire,
	18 Feb 54



	
	750-watt output, Master Vibrator Model EG-107.
	



	5-5316
	skid-mounted,

Generator set, electric, portable, gasoline-driven,

WC5S and

Onan Models

5-kw, 120-volt,

1-phase,

60-cycle,

WC4-5RS.
	7 Mar 55



	5-5317
	Generator set, electric, portable, gasoline-driven, skid-mounted,

73t-kw, 120-208-volt, 1- or 3-phase, 400-cycle, 2- or 4-wire, Master
	12 Feb 54



	5-5319
	Vibrator Model EG-105.

skid-mounted,

Generator set, portable, gasoline-driven,

15-kw,
	6 Aug 53



	5-5325
	60-cycle, 127-220-volt, 3-phase, Kohler Model 15M81H1.

Generator set, electric, portable, gasoline-driven, base-mounted,

Atlas Aircraft

I-phase, 60-cycle (PE-236-A)

/4-kw, 116-volt,
	20 Dec 54



	5-5327
	Model 7A1.

skid-mounted,

portable,

diesel-driven,

50-kw,

Generator

set,

panel,

with

remote

control

3-phase,

60-cycle,

120-208-volt,

(PE-215-F) Bolinders Model 760.
	19 Jan 54



	5-5331
	skid-mounted,

Generator set, electric, portable, diesel-driven,

liquid-cooled, 15-kw, 120/208-, 240/416-volt, 60-cycle, 3-phase, 4-

wire, convertible to 50-cycle 120/208-, 240/416-volt, 3-phase, 4-wire,

Consolidated Diesel Electric Model 1775.
	21 Nov 53
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Generator

set, electric,

portable, diesel-driven,

skid-mounted,

25 Nov 53

5-5332

60-cycle, 120/208-, 240/416-volts,

to

3-phase, 4-wire, convertible

50-cycle, 240/416-volts,

3-phase, 4-wire,

Consolidated

60-kw,

Diesel Model 1697.

Generator set, electric, portable, gasoline-driven,

5-5333

skid-mounted,

17 Feb 54

30-kw, 120-volt, 3-phase, 60-cycle, 3-wire, delta connected, con

vertible to 120-208- or.240-416-volt, 3-phase, 4-wire, wye-con

neeted, or 25-kw, 240-416-volt, 3-phase, 50-cycle, 4-wire, David

son Model DEC-30GCK.

Generator

set, portable, diesel-driven,

5-5335

base-mounted,

19 Feb 54

100-kw,

240-volt, 3-phase, 60-cycle, with control panel (PE-220-A and

PE-220kB) International Diesel Electric Model Q-2471.

air, stationary, receiver-mounted,

Compressor,

gasoline-driven

29 Oct 54

5-5338

6-cfm, American Brake Shoe Type S-14409 and S-15452, Model

GE-320.

Compressor, air, stationary, receiver-mounted,

5-5339

gasoline-driven,

26 Feb 54

3 cem, Kellogg-American Model GE-140 (less engine).

Compressor, air, skid-mounted, with bench top, gasoline-driven,

5-5340

20 Sep 54

105-cflm, Schramm Model 105, unistage.

Compressor, air, portable, gasoline-driven, 16 cfm, Harris Model

5-5341

4 Dec 53

216.

Compressor, air, trailer-mounted, 2 wheels, pneumatic tires, gaso-

16 Mar 54

5-5343

line-driven, airborne, 105 cfm, Schramm Model 105, Pneuma

power.

Compressor, air, portable, gasoline-driven, for inflating boats and

5-5345

2 Dec 53

-

floats, American Brake Shoe Model GE229XP.

Compressor, air, stationary, receiver-mounted,

5-5347

gasoline-driven,

22 Nov 53

16.cfm,,,Curtis

Models

VG-969-1, and

VG-969-ORD

(ess

engine)

Compressor,

stationary,

air,

receiver-mounted,

5-5349

motor-driven,

6 Aug 53

7t5-hp, 220/440-volts, 60-cycle, 3-phase, 30-cfm, American Brake

Shoe Co., Model B-351-A.

stationary,

Compressor,

air,

receiver-mounted,

.5-5350

motor-driven, -28

Oct 54

5-hp, 220-volt, 3-phase, 60-cycle, 20-cfm, American Brake Shoe

Model B-331-B.

Generator

set, electric, portable, diesel-driven, skid-mounted,

5-5353

9 Mar 55

30-kw, 120-208- or 240-416-volt, 3-phase, 60-cycle, 4-wire, con

vertible to 120-208- or 240-416-volt,. 3-phase, 50-cycle, 4-wire,

Consolidated Diesel Electric Model 1905 (less engine).

Generator set, diesel-driven, skid-mounted, 30-KW, 120-208- or .

5-5355

3 Apr 53

240-416-volt, 3-phase, 4-wire, 60-cycle, convertible to 240-416-

volt, 3-phase, 4-wire, 50-cycle, Ready Power Model.RD14A12.

set,. portable,

Generator

gasoline-driven,

5-5363

base-mounted,

24 Feb 54

air-

cooled, 2-kw, 60-cycle' 115-volt, 1-phase, Onan Model 2 CE-IM.

battery,

Charger,

portable,

handle,

5-5365

base-mounted,

5 May54

gasoline-

driven,

Continental

24-volt,

240-300-watts;

Motors

Corp.

Model L-244, Tiny Tim generator unit.

Generator set, portable, gasoline-driven, skid-mounted, 18.75-kw

8 Jan

-5367

54

2

1

7/220-volts, 3-phase, 60-cycle,

Kato Model 52 MPK4 (less

engine).

Charger, battery, portable,

5-5368

base-mounted,- gasoline-driven,

19 Jan 54

12-

volt, 2-kw, Onan Model 2BH-212E.

Charger, battery, portable, base-mounted,

5-5374

gasoline-driven,

26 Feb 54

12-

volts. 300-watts, Continental Motors Model L121.

Generator set, electric, portable, gasoline-driven, skid-mounted

5-5382

5 Oct

54

air-cooled, 13i-kw, 120-volt, do, or 120-volt,

I-phase, 60-cycle,

ac, Homelite Model 24 AD 120-23.

Generator

set, electric,

portable, diesel-driven,

skid-mounted,

5-5385

17 Sep

54

15-kw, 120-240-volt, 1-phase, 60-cyclei

3-wire, with switchboard,

Consolidated Diesel Model 1780.

Generator set, electric, portable, gasoline-driven, skid-mounted,

5-5386

11 Jan 55

-kw, 800-watt, 110-volt, 1-phase, 60-cycle, Kohler Model 800

M-21.
	NO.
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	5-5388
	Generator set, electric, portable, gasoline-driven, skid-mounted,

I½-kw, 115-volt, 1-phase, 60-cycle, Homelite Model 23A115-4.
	16 Sep 54



	5-5389
	Compressor, air, portable,

motor-driven,

115-volt, 1-phase,

60-

cycle, 2.8-efm, Harris Model 53-101 EX.
	20 Sep 54



	5-5391
	Compressor, air, stationary, receiver-mounted, gasoline-driven,

3-cfm, Harris Model 53-102.
	16 Nov 54



	5-5393
	Compressor, air, portable, gasoline-engine-driven,

5-hp, 17-cu-ft

capacity, Curtis, Model VG 959QMC.
	30 Apr 53



	5-5396
	Compressor, air, trailer-mounted, 4-wheel, pneumatic tires, diesel-

driven, 500-cfm, Worthington Model 500 with International

Harvester Model UD-24 engine.
	7 Dec 53



	5-5405
	Engine, gasoline, 60- to 65-hp, Chrysler Model C-36-520.
	8 Feb 55



	5-5421
	Engine, gasoline, Continental Model FS-162.
	24 Feb 55



	5-5425
	Engine, gasoline, Waukesha (Model 6-MZR).
	8 Apr 52



	5-5429
	Engine, gasoline, Continental Models R513, R572, R602, R6513,

R6572, and R6602.
	29 Dec 53



	5-5431
	Engine, diesel, Cummins (Model AA600).
	3 Apr 52



	5-5443
	Compressor, air, motor-driven, 110-volts, 1-phase, 60-cycle, 6-cfm,

Quincy Model F 308.
	27 May 53



	5-5445
	Engines, diesel, Cummins Models H, HS, HR, HRS-NH, NHB

and NHRS.
	12 Feb 54



	5-5446
	Compressor, air, gasoline-driven, 3-cfm, Devilbiss, Model UAJE-

5111.
	1 May 53



	5-5447
	Compressor, air, gasoline-driven, 3-cfm, Devilbiss, Model UAJE-

5103-1.
	30 Apr 53



	5-5449
	Compressor, air, gasoline-driven, 16-ctm, Wayne Pump Co. Model

5163G0.
	13 Jul

53



	5-5450
	Compressor, air, trailer-mounted, 2-wheel, pneumatic tires, diesel-

Model HK-105 and

engine-driven,

(Ingersoll-Rand,

105-cfm

HKE-105).
	26 Feb 5i



	5-5452
	Compressor, air, gasoline-driven, 6-cfm, Westinghouse Brake Co.

Model 1-BYCH-33.
	17 Apr 53



	5-5453
	Compressor, air, motor-driven, 5-hp, 220-volts, 3-phase, 60-cycle,

20-cm, Westinghouse Air Brake Co., Model 3-YCH-16.
	18 May 53



	5-5454
	Compressor, air-portable, gasoline-driven, 4-cfm, Bendix-Westing-

house Model 2, US4VA (221111).
	22 Apr 53



	5-5455
	Welder, electric are, gasoline-driven, 300-amps, 115-volts, ac, 3-kw

auxiliary generator, electric are, Model SK-300, with engine,

Chrysler, Model IND 5A-416.
	26 Jun

52



	5-5457
	Welder, electric-are, gasoline-driven,

40-volt, trailer-

200-amp,

mounted, 3-kw auxiliary generator, Hobart Model GL-2183-S.
	28 Dec 53



	5-5655
	Generator set, electric, portable, gasoline-driven,

skid-mounted,

10-kw, 125-250-volt, 1-phase, 60-cycle, 3-wire, (PE-95K) Onan

Model 10 HQ-3R/552B.
	21 Aug 54



	5-6001
	Camera, overhead, darkroom, complete with accessories, 40- x 40-

inch, consolidated photo engravers-lithographers.
	27 Jul

53



	5-6007
	Camera, copying, mobile process, 208-volt, 3-phase, 60-cycle, 24 x 30

inch, Rutherford Model MAC. Equipment Co.
	18 Nov 54



	5-6021-1
	Press, lithographic offset, motor-driven, 120-volt, 60-cycle, 1-phase,

mobile, American Type Founders Model Chief 29, 22-

x 30-inch

sheet size.
	25 Nov 53



	5-6021-2
	Press, lithographic offset, motor-driven, 120-volt, 60-cycle, 1-phase,

mobile, American Type Founders Model Chief 29, 22S x 30-inch

sheet size.
	25 Nov 53



	5-6122
	Duplicator, spirit process, map reproduction, hand-operated, 2274/

x 29-inch, A. B. Dick Model 299.
	9 Sep

54



	5-6133
	Machine, printing and developing, ammonia-process, continuous-

tone, 120-volt, 1-phase, 60-cycle, 42-inch capacity, Ozalid Model

100,000.
	18 Dec 53



	5-6135
	Machine,

printing and developing,

ammonia-process,

42-inch

capacity, Ozalid Model ENG Streamliner III.
	21 Nov 53



	5-6137
	Machine,

printing and developing,

ammonia-process, 42-inch

capacity, Ozalid Continuous Tone Model 76500.
	15 May52
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	5-8016
	Motor, outboard, 22-hp, Evinrude Speeditwin Model 6041, serial

Nos. through 05000.
	13 Nov 53



	5-8021
	Boat, utility, gasoline-powered,

twin-screw, 25-ft, Model M1,

with Gray marine engines, Models 6-77 and 6-226.
	30 Aug 52



	5-8022
	Boat, bridge erection, gasoline-powered, aluminum, single-screw,

19-ft (less engine).
	13 Nov 53



	5-8025
	Boat, bridge erection, gasoline-powered, aluminum, twin-screw,

2 sections, 27-ft, with Gray Marine engines, Express Series (Model
	20 Apr 54



	5-8063
	6-244).

Body, cargo, military bridging (mounted on 6-ton truck chassis,

6 x 6, 4 dual tires, 220-inch wheelbase, with front-mounted

winch), Hobbs, Model 1407.
	8 Dec 52



	5-8064
	Crane, truck-mounted, bridge erector, hydraulic-operated

(Heil,

Models M-11 and M-11-A, and Daybrook Hydraulic, Models

M-11 and M-11-A.
	15 Jul

45



	5-8081
	Motor, outboard, with chest, 25-hp, Johnson, Model RDM-10.
	28 Oct 52



	5-9000
	Loader, earth, belt-type, 54-inch width, crawler-mounted, diesel-

driven, towed-type, 20 to 30 cu yd per minute, Euclid Model

9-BV with Model 109 W dolly (less engine).
	8 Sep 53



	5-9004
	Trailer, full, low bed, 16-ton, Steel Products Model XBBM.
	13 Jan 54



	5-9014
	Semi-trailer, special, drop-frame, 25-ton ponton, Electric Wheel

Model.
	3 Dec 53



	5-9018
	Semitrailer, special, drop-frame,

25-ton ponton, Trailer Co. of 27 Jan 55

America Model 1940 and Fruehauf Model DF-231 special.
	



	5-9028
	Lubricator, trailer-mounted, Stewart-Warner Model 2430.
	9 Feb 54



	5-9035
	Tank,

water, steel,

semitrailer-mounted,

Littleford

1,500-gal,

Model, JAN-T-505.
	16 Nov 53



	5-9046
	Trailer, 4-wheel, special tandem, 7- to 14-ton, 4-dt, Eidal, Model

EL-30.
	13 Jun 52



	5-9047
	Trailer, 4-wheel special tandem, 10-ton, Model 4D-T, flat-bed,

(for crane-shovel attachments) all makes and models.
	3 Dec 53



	5-9051
	Semi-trailer, low-bed, rear and side loading, 25-ton, all makes and

models.
	16 Mar 54



	5-9057
	Trailer, chassis, generator, 2-wheel, heavy, ACF-Brill Model M-

200.
	24 Feb 55



	5-9059
	Trailer, 2-wheel, special, 1I-ton, arc welder, Model D-1752-S.
	28 Jan 55



	5-9060
	Crane, tractor operating, wheeled, pneumatic tires, 4,000-lb

ca-

pacity at 3-ft 3-inch radius, 20-ft boom, Le Tourneau Model M-20.
	9 Feb 54



	5-9065
	Trailer, 2-wheel, pole-type, slip, with bolster, 2½-ton, all makes

and models.
	3 Oct 52



	5-9075
	Sweeper, rotary, tractor-mounted and powered, 1-way sweeping,

30-inch x 7-ft brush, Case DI tractor, Grace, Models FE and

FEW.
	29 Dec 52



	5-9078
	Sweeper, rotary, 3-wheel, trailer-mounted, gasoline-driven, 2-way

sweeping, 30-inch x 8-ft brush, Grace Model MB-100.
	5 Mar 54



	5-9079
	Sweeper, rotary, 3-wheel mounted, self-propelled, gasoline-driven,

1-way sweeping, pickup-type, with 36-inch x 6-ft broom, two 30.

inch side brooms, digger-type and sprayer, Elgin, Model 20.
	2 Mar 53



	5-9081
	Sweeper, rotary, 3-wheel, trailer-mounted, tractor-powered, 2-way

sweeping, 34-inch x 8-ft brush, Grace Model, J.
	8 Dec 52



	5-9082
	Sweeper, rotary, tractor-mounting and powered, 1-way sweeping,

30-inch x 7-ft brush, Hough Model K.
	5 Jun 53



	5-9087
	Sweeper, rotary, tractor mounting and powered, 1-way sweeping,

30-inch x 7-ft brush, for Case DI tractor, Little Giant Model

SC-100.
	27 Jan 54



	5-9095
	Ice plant, 1-ton, equipment only, gasoline-driven, Reco Model G

2000-S50D.
	10 Mar 54



	5-9098
	Plow, snow, straight-blade, with wing, 1-way type, truck mount- 19 Jan 54

ing, 4-ton, 6 x 6 or 6-ton, Burch Corp Ross Model R-23.
	



	5- 9107
	Generator, oxygen

and

nitrogen,

motor-driven,

semi-trailer-

mounted, van-type with dolly, pneumatic tires, capacity per

hour; oxygen, liquid, 70-lbs, gaseous, 1,000 cu. ft; nitrogen, high

purity, 200 cu ft, Air Products Model A-2.
	16 Mar 54
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	5-9109
	Cleaning unit, steam, shop-wheel-mounted, oil-burning,

1-gun,

nozzle-controlled, Homestead Models JL, JMI, JO, and OD 150.
	18 Mar 54



	5-9111
	Charging plant, trailer-mounted, acetylene, Sight Feed Generator

Co. Model TM CP-750.
	10 Mar 54



	5-9116
	Mower, tractor-drawn, cutter-bar type, iron wheels, 7-ft cutter bar

(Case, Model 57).
	2 Apr 45



	5-9128-1
	Shop, mobile, general purpose repair, set No. 1, heavy, 12-ton semi-

trailer-mounted, Couse Model MED.
	20 Aug 54



	5 9128-2
	Shop, mobile, general purpose repair, set No. 1, heavy, 12-ton semi- 20 Aug 54

trailer-mounted, Couse Model MED.
	



	5-9128-3
	Shop, mobile, general purpose repair set No. 1, heavy, 12-ton semi-

trailer-mounted, Couse Model MED.
	20 Aug 54



	5 9130
	Conveyor, belt, flat, skid-mounted, motor-drisen, 24-inch x 50-ft,

capacity 25-lb per ft, 75-tph, Lamson Model.
	10 Feb 55



	5-9132
	Auger, earth,

Highway

Trailer

skid-mounted,

gasoline,

Co.,

Model HDM-S, with Continental Model PF-226 engine.
	11 May46



	5-9134
	Mower, tractor-mounted, cutter-bar-type, side-mounting, 7-ft cut- 29 Jun 53
	



	5-9142
	ter bar, Case Model VAI-5 (less tractor).

Auger, earth, motorized (Buda, Model HBG-40).
	1 Feb 46



	5-9143
	Buda Model Y1

Auger, earth, skid-mounted. gasoline-driven,

(less engine).
	IOct

54



	5-9146
	Crane, wharf, portal, diesel, 34-ton (Marion, type 362).
	18 Sep

51



	5-9151
	Winch,logging, rear mounting, 3-drum, main, haulback and straw,

17,100- to 24,000-lbs dbp tractor, Hyster, Model D7L.
	13 Feb 53



	5-9153
	Winch, general utility, reversible, rear mounting, 1-drum, for trac-

tor mounting, Carco Model F.
	5 Jun 53



	5-9155
	Winch, general utility, reversible, rear mounting, 1-drum, (for

Caterpillar D4 Tractor) Hyster Model D4N.
	30 Jul

53



	5- 9159
	Derrick, A-frame, tractor mounting, Hughes-Kennan, Model for

use with Caterpillar D-7 tractor.
	12 Feb 53



	5-9161
	lecemaking machine, 300-pound capacity, motor-driven, Y4-hp, 115-

volt, I-phase, 60-cycle, Freon, Ajax Model A5A-4.
	9 Jul

53



	5-9163
	Heater, gasoline-burning, with blower, 110-volt, 60-cycle, 500-cfm

thermostat controlled, 60,000 Btu per hour, Hunter Model UH

58-SC-1.
	26 Jan

54



	5-9165
	Icemaking unit, flake-ice, motor-driven, 220-volt, 3-phase, 60-cycle,

Liquid Freeze Corp Model SO 250.
	29 Sep

53



	5-9170
	Heater, gasoline burning, with blower, 110-volt, 60-cycle, ac, Hun-

ter Model UH-3 unit heater.
	12 Feb 54



	5-9171
	Heater, gasoline burning, with blower, 110-volts, 60-cycle, ac, Hun-

ter Model UH-3D, unit heater.
	9 Feb 54



	5-9173
	Hoist, gasoline-driven, single-drum, toboggan-mounted, 2-ton pull,

Underwood Models M-l1 and M-2.
	25 Oct

54



	5-9174
	Trailer, 2-wheel, pole-type, flat-bed, shovel attachments, Timpte

(Quickway), Model QW-T8.
	15 Jan 46



	5-9178
	Crane-shovel, power unit, revolving, crawler-mounted, gasoline-

driven, 5- to 6-ton, 3cu. yd, Insley, Model K-12, with attach
	30 May 52



	
	ments and engine, Chrysler, Model IND-14A-425.

Trailer, full, low-bed, 8-ton, Hobbs, Model F-1386.
	29 Dec 52



	5-9183

5-9191
	Container, carbon-dioxide, liquid storage and transportation unit,
	7 Dec 53



	
	trailer-mounted, 8-ton capacity, Cardox Model FE-23584.
	



	5-9192
	Ice plant, 1l-ton, equipment only, motor-driven, 208-volt, 60 cycle,

or 400-volt, 50-cycle, 3-phase, York Model, compressor serial Nos.
	25 Feb 55



	5-9193
	A-330608 and higher.

Icemaking unit, flake-ice,

motor-driven, 60-cycle,

220-volt, 3-

phase, York Flakeice, Model, DER-12A.
	17 Sep

52



	5-9195
	lee plant, 3.6-ton, equipment only, motor-driven, 208-volt, 60-

cycle, or 400-volt, 50-cycle, 3-phase, York Model, compressor

serial Nos. A-354771 and higher.
	25 Feb 55



	5-9196
	Sprayer,

insect,

portable,

piston-pump-type,

gasoline-engine-

skid-mounted,

with

attachments

(Bean,

Model

driven,

C-64-S.1).
	1 Mar 45
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	5-9197
	Sprayer,

insect, portable,

piston-pump-type,

gasoline-driven,

skid-mounted, 3-gpm at 300 p. s. i., with accessories, Dobbins

Model 3264.
	18 Dec

53



	5-9203
	60-ton, Edidal Model (ELB-60-ENG)

Trailer, full, low-bed,

ME-1 and Dorsey Model (ELBO) MT 60.
	8 Aug 53



	5 9205
	Trailer, full, low-bed, 60-ton, Rogers Model D-W-60-L-S-6.
	10 Feb 53



	5-9209
	Trailer, full, low-bed, 60-ton, Steel Products Co. "Great Dane"

Model.
	10 Jul

53



	5-9212
	Trailer, full, low-bed, 60-ton, Rogers Models D-60-D-S-7, D-60-

S-5.
	4 Nov 53



	5-9217
	M-l, for 20-ton semi-

Dolly, 4-wheel, tandem-axle, dual-tired,

trailer, low-bed, front-loading.
	21 Jul

52



	5-9218
	Semitrailer, low-bed, rear-loading, with dolly, 20-tons.
	14 Mar 50



	5-9219
	Pump, centrifugal, for petroleum pipeline, direct connected, gas-

oline-driven, skid-mounted, 4-stage, horizontally split, 3-inch,

250-lbs., flanged discharge and suction with 4-inch grooved adap

ters, Reiner, Model GP-60, with Continental Engine, Model T
	30 May 52



	5-9220
	427.

Semitrailer, low-bed, front-loading, 20-ton for dolly, 4-wheel tan-

dem axle, dual-tired, M-1.
	24 Jul

52



	5-9222
	Pump, centrifugal, for petroleum pipeline, gasoline-driven, skid-

mounted, 4-stage, horizontally split, 4-inch, 250-lb. flanged dis

charge and suction, with 4-inch grooved-type adapter, Peerless

Model 4-inch USPL, 4-stage.
	10 Mar 54



	5-9226
	Dolly, 4-wheel, tandem-axle, dual-tires, for 25-ton semitrailer, low-

bed, rear-loading, Kentucky Model.
	20 Nov 53



	5-9229
	Trailer, full, low-bed, 3-ton, LaCrosse Trailer Corp., Model DF4-

12.
	26 Feb 53



	5-9230
	Crane, tractor operating, wheeled, pneumatic tires, 2,000-lb

ca-

pacity at 10-ft radius, 30-ft boom, Le Tourneau Model AD-3.
	18 Feb 54



	5-9231
	Pump, centrifugal, for petroleum, pipeline, gasoline-driven, skid- 23 Jul

mounted, 4-stage horizontally split, 4-inch 250-lb. flanged dis

charge and suction with 4-inch grooved type adapters, 250-bhp

at 560-ft head to 850-bph at 450-ft head at 1,800-rpm, Reiner
	53



	5-9234
	Model GP-75.

Sawmill, portable, gasoline-driven, log-beam-type, 4 x 7 ft, 60-inch

diameter saw, Corinth Model 1-C (less engine).
	30 Jul

54



	5-9235
	Sawmill, portable, gasoline-drix en, head-block type, 5-ft x 7-ft, 60-

in. diameter saw, Corinth, Model 2C (less engine),
	6 Nov 52



	5-9236-1
	portable,

Sawmill,

gasoline-engine-driven,

head-block-type,

20-foot carriage, 60-inch diameter saw, Star Model 4.
	10 Dec

53



	5-9236-2
	Sawmill,

portable,

gasoline-engine-driven,

head-block-type,

20-foot carriage, 60-inch diameter saw, Star Model 4.
	11 Dec 53



	5-9242
	Ejector,-sewage, pneumatic, simplex, motor-driven, 1,000 gpm at

30-ft head, Carter Model BSE 1030.
	24 Dec 53



	5-9253
	Truck, refuse bucket loading 13 eu yd, 2½-ton, 6 x 4, 4 dual tires,

Heil, Model HB-2637 (body only).
	9 Feb 53



	5-9255
	Truck, garbage compaction type, 15-cu-yd capacity, 5-ton, 4 x 2

with 483-inch tail gate loading door, Oar Wood Model "Load

Packer" (body only).
	19 Jan 54



	5-9256
	Truck, refuse, bucket loading, 13 eu yd, 5-ton, 4 x 2, 2 dual tires,

St. Paul Hydraulic Pax-all Model 1203 (body only).
	8 Sep 53



	5-9257
	Truck, garbage, load packer, 15- and 20-cu-yd capacity, 5-ton,

4 x 2, 2 dual tires, Leach Model Packmaster (less truck).
	8 Jul

54



	5-9258
	Truck, garbage, compaction-type, 14-cu-yd capacity, 5-ton, 4 x 2,

Sicard Model Sanivan SM-4 (body only).
	10 Mar 54



	5-9277
	Sweeper, rotary, 3-wheel-mounted, self-propelled, gasoline-driven,

1-way sweeping, Austin-Western Patrol Model.

Power control unit,

rear-mounting,

2-drum,

cable-operating,
	2 Feb 55

19 Jan



	5-9292

5-9304
	14,025- to 20,000-lb dbp tractor, Bucyrus Erie Model P26M.

Power control unit, cable-operating,

rear-mounting,

2-drum,
	54

26 Jan 54



	
	drawbar

pull tractor,

Allis-Chalmers,

to 17,000-lbs

12,100-

HD-7W, Hell Model LD-2.
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	5-9305
	Winch, general utility, reversible, rear-mounting, 1-drum, tractor-

mounting, Carco, Model E.
	2 Feb 53



	5-9311
	Winch, general utility, reversible, rear-mounting, 1-drum, for

tractor mounting, Berg Model CB-3.
	29 Nov 54



	5-9312
	Tank, water, steel, semi-trailer-mounted, 1,500-gal.

(Columbian

Steel Tank Co., Model 1944).
	15 Apr 45



	5-9327
	Hoist, pneumatic, single-drum, 1-ton capacity, Gardner-Denver,

Models HK, HKL, HIK, HKL.
	27 Feb 53



	5-9335
	Sprayer, paint, pneumatic, portable, with compressor, motor- 21 Sep 54

60-cycle, with one 5-gal

driven, 1 hp, 115-230-volt, 1-phase,

galvanized steel tank and accessories, DeVilbiss Model PNM

616.
	



	5-9345
	Plow, snow, straight-blade, without wing,

1-way type, truck

mounting, y-ton, 4 x 4, type-II, Gledhill Model TINE; plow,

snow, V-blade, without wings, truck mounting, y-ton, 4 x 4,

type I, Gledhill Model JV5.5E.
	25 Nov 53



	5-9347
	Plow, snow, straight blade, without wing, 1-way type, truck

mounting, lM-ton, 4 x 4, or 2r-ton, 6 x 6, Gledhill Model

1OTiNE; plow, snow, straight-blade, without wing, reversible

type, truck mounting, 15-/-ton or 2-ton, 4 x 4, Gledhill Model

10SRE; plow, snow, V-blade, without wings, truck mounting,

l-rton, 4 x 4, or 2½2-ton, 6 x 6, Gledhll Model V8E.
	14 Dec 53



	5-9348
	Plow attachment, snow, V-blade with right-hand wing, 4-ton,

6 x 6, or 6-ton, 6 x 6, truck-mounted, Frink Model 349SP.
	14 Dec 52



	5-9351
	Plow,

snow, rotary, gasoline-driven,

truck-mounted,

75/-ton,

4 x 4, Snook Snow, Twin, Model 102.
	12 Feb 53



	5-9353
	Plow, snow, V-blade, with wing, crawler tractor mounting, (for

Caterpillar Model D-7) FPrink Model T-611-CA.
	53

4 Sep



	5-9372
	Power control unit, cable operating, LeTourneau, Models R, T,

FTD 7, and N series.
	9 Mar 53



	5-9397
	Truck, fire, powered, pumper, 500 gpm, Howe Fire-Apparatus

Co., with American-Marsh Model F-500 pump (less truck).
	22 Jul

52



	5-9427
	Pump, centrifugal, for petroleum, gasoline-driven, skid-mounted,

2-stage, 715 bph at 555-ft head to 2,000 bph at 275-ft head, Barnes

Model CE6P2.
	9 Feb 54



	5-9428
	Pump, centrifugal, for petroleum products, self-priming, gasoline-

driven, skid-mounted,

direct-connected, single-stage, flexible

coupling, 350 bhp at 215-ft head to 1,600 bph at 100-ft head,

Gorman-Rupp Model 06-H-260.
	30 Jul

54



	5-9429
	Pump, centrifugal,

for gasoline,

self-priming, gasoline-driven,

skid-mounted, airborne, 3-in suction, 240 gpm at 60-ft head,

with 4-in adapters for victaulic couplings, Carter, Model 15

MCBV, with Briggs and Stratton 23 FB engine.
	3 Jul

52



	5-9430
	Pump, centrifugal,

for gasoline, self-priming,

gasoline-engine

driven, skid-mounted, 6-inch discharge, 6-inch suction, 525 gpm

at 100-ft head, Carver Model 6444B (less engine).
	5 Sep

53



	5-9431
	Pump, centrifugal, for gasoline,

self-priming,

gasoline-driven,

skid-mounted, airborne, 3-in discharge, 3-in suction, 240 gpm at

60-ft head, with 4-in adapters for victaulio couplings, Gorman

Rupp Model 3305, with Briggs and Stratton Model 23 FB

engine.
	20 May 52



	5-9440

5-9441
	Trailer, full-low-bed, 8-ton, Hanson Model SP-8.

Trailer, 2-wheel, utility pole type, 25-ton, infantry raft equipment

and/or pneumatic bridge equipment, Highway Trailer Model

SKD 3536 and 25-foot utility power boat, Highway Trailer

Model SKD 3560.
	20 Nov 53

27 Jul

53



	5-9442
	Trailer, full, low-bed, 8-ton, Bay City Model B-16.
	8 Dec 53



	5-9443
	Trailer, dump, airborne, 4-wheel, hydraulic-operated,

cu yd for tractor, air transportable, phase 1, wheel type, 14,025-

to 20,000-lbs drawbar pull, with weight transfer device, M-R-S

Model 110 AGW.
	11 to 13 12 Feb 54



	-9445
	Trailer, dump, motorized, pneumatic- and cable-operated, bottom

dump, 13 eu yd, Euclid Model 71FDT-89W (less engine).
	7 Aug 53












	TITLE

DATE

NO.

ENGINEER-Continued

Trailer, 2-wheel, utility, pole-type, 2½-ton, triangulation tower,

5-9448

Kentucky Model.

Trailer,

dump,

motorized,

cahle-operated,

4 Apr 49

10-cubic-yard,

5-9449

LeTourneau, Model EIG, and Tourlapull, Model HC11, with

Hercules diesel engine, Model DRXC.

Trailer, dump, cable-operated,

11½ cu yd, LeTourneau, Model

5-9451

W-210 Tournatrailer.

Trailer, full, low-bed, 8-ton, Winter Weiss Model S4S8.

21 Jan

5-9452

Carrier,

crane-shovel,

10-ton, gasoline-driven,

pneumatic tires,

5-9455

6 x 6, Available Truck Co., Model 1014-CE (less engines).

Air conditioning unit, skid-mounted, self-contained type, water-

5-946l

cooled with cooling tower, 72-hp motor,

220-volt, 60-cycle,

3-phase, 70,000 Btu per hr., Carrier Model WS 72-119.

Air conditioning unit, trailer-mounted, self-contained type, air-

13 Jan

5-9467

26,500 Btu per hour,

cooled, gasoline-driven,

Ready Power

Model R60 C21.

unit,

Air conditioning

trailer-mounted,

air-cooled,

gasoline-

5-9475

engine-driven, 26,500 Btu per hour, York, Model V-60, with

Continental Y-69-278 engine.

Air conditioning unit, skid-mounted, self-contained type, water-

5-9477

cooled, with cooling tower, motor-driven, 5-hp, 220-volt, 3-phase,

60-cycle, 70,000 Btu per hour, Typhoon Model SA-500.

Air conditioning unit, base-mounted, self-contained type, air-

5-9479

cooled, 3-hp motor, 115-volt, I-phase, 60-cycle, 615-cfm, 18,000

Btu per hour, Carrier Corp Model MX-31P.

Air conditioning unit, base-mounted,

type, air-

21 May53

self-contained

5-9480

cooled, electric-motor-driven, 115-volt, 60-cycle, 18,000 Btu per

hour, Typhoon Model PA-300.

Air conditioning unit, base-mounted,

self-contained type, air-

5-9481

cooled, electric-motor-driven, 110-volts, 60-cycle, 6,150 Btu per

hour (for camera truck darkroom) U. S. Air Conditioning

Model ARY-O1.

Engine, gasoline, 95 to 110 hp, Chrysler, Model T-118-502.

5-9483

Air conditioning unit, self-contained

type, water-cooled,

with

14 Oct

5-9484

49

cooling tower, 5-hp motor, 60,000 Btu per hour (Chrysler Air

temp, Model 5SCA-M).

Air conditioning unit, skid-mounted, self-contained type, water-

5-9486

cooled, with cooling tower, 5-hp motor, 220-volt, 60-cycle, 3-phase,

70,000 Btu per hour, Keco Model F-3.

Carrier, crane-shovel, 20-ton, gasoline-engine-driven, pneumatic-

5-9488

tired, 6 x 6, Four Wheel Drive Auto Co., Model MUC 6 x 6,

less engine.

Carrier, rotary snow plow, gasoline-driven, 4 x 4, pneumatic tires,

5-9489

Four Wheel Auto Co., Model YU-FWS (less engine).

Crane-shovel, power unit, revolving, truck-mounted, pneumatic

3 Jul

5-9490

52

tired, 2-engine drive, gasoline-driven, 8- to 12-ton,Harnischfeger,

Model 150-TC, with clamshell, and Chrysler Model C-36-520

engines.

Crane-shovel, power unit, revolving,

crawler, 30-ton capacity,

5-9492-1

1/2 cu yd, Harnischfeger Model 655B (less engine).

Crane-shovel, power unit, revolving, crawler, 30-ton capacity,

5-9492-2

12 cu yd, Harnischfeger Model 655B (less engine).

Crane-shovel, power unit, revolving, crawler,

I Sep

gasoline-driven,

5-9495-1

7 to 10 ton, M4 cu yd, Byers, Model 83, with attachments and

engine, Hercules, Model RXC.

Crane-shovel, power unit, revolving,

crawler, gasoline-driven,

1 Sep 52

5-9495-2

7- to 10-ton, ~4 en yd, Byers, Model 83, with attachments and

engine, Hercules, Model RXC.

Carrier, crane, gasoline-driven, 6 x 4, Available Truck Model

5-9497

HC-70X (less engine).

Carrier, rotary snow plow, gasoline-engine-driven, 4 x 4, pneu-

5-9498

matic tires, Oshkosh Model W-1700-15-SP (less engine).
	




	
	25 Nov 53



	
	3 Feb 53



	
	54



	
	21 May 52



	
	15 Dec 52



	
	54



	
	8 Mar 51



	
	2 Feb 55



	
	20 Nov 53



	
	5 Mar 54



	
	30 Aug 52



	
	10 Dec 53



	
	8 May 52



	
	8 Aug 53



	
	17 Feb 54



	
	18 Feb 54



	
	52



	
	7 Mar 55



	
	7 Aug 53
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	5-9499
	pneumatic

20-ton, gasoline-engine-driven,

Carrier, crane-shovel,

tired, 6 x 6, tHendrickson (Model 500F-1) less engine.
	21 Jul

52



	5-9506
	Crane-shovel, power unit, pneumatic tires, 2-engine drive, gas-

oline-driven, 6- to 10-ton, % cu yd., Thew-Lorain, Model E-66

10, with attachments (less engine).
	5 May 52



	5-9507-3
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

20-ton, 94 cu yd, series

tires, 2-engine drive, gasoline-driven,

5700 and 5800, Bay City, Model 180-T66, with attachments,

less engines.
	10 Dec 54



	5-9507-4
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

20-ton, 94 cu yd, series

tires, 2-engine drive, gasoline-driven,

5700 and 5800, Bay City Model 180-T66, with attachments,

less engines.
	I Dec 54



	5-9508
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 2-engine drive, gasoline-driven, 20-ton, 94 cu yd., Thew

with attachments

and

Model E-6620,

(less carrier

Lorain,

engines).
	13 May 52



	5-9509-1
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tired, 2-engine drive, gasoline-driven, 20-ton, 94 cu yd, Colum

bia, Model M-75, with attachments and Waukesha Models

145 OK and MZA engines.
	25 Apr

50



	5-9509-2
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tired, 2-engine drive, gasoline-driven, 20 ton, 3'4 cu yd, Colum

bia, Model M-75, with attachments and Waukesha Models

145 OK and MZA engines.
	25 Apr 50



	5-9510-1
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

14- to 18-ton, 94 cu yd,

tires, 2-engine drive, gasoline-driven,

Model 255-A-TC with attachments, less en

ltarnischfeger

gines.
	10 Dec 54



	5-9510-2
	truck-mounted,

pneu-

Crane-shovel,

power-unit,

revolving,

matic tires, 2-engine drive, gasoline driven, 14- to 18-ton,

94

cu yd, Harnischfeger Model 255-A-TC with attachments, less

engines.
	13 Dec 54



	5-9512
	power unit, revolving,

crawler-mounted,

Crane-shovel,

30-ton

capacity at 12-ft radius, 134 cu yd, diesel-driven, Marion Model

372 (less engine).
	7 Aug 53



	5-9514
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 2-engine drive, gasoline-driven, 20-tons, 94 cu. yd., Brown

ing Model, T-20, with attachments (less carrier and engines).
	13 May 52



	5-9517-1
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

20-ton capacity

tires, 6 x 6, 2-engine drive, gasoline-driven,

at 10-ft radius, 94 cu yd, GarWood Buckeye Model M-20-A,

with attachments (less carrier and engines).
	18 Mar 54



	5-9517-2
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

20-ton capacity

tires, 6 x 6, 2-engine drive, gasoline-driven,

at 10-ft radius, 3,4 cu yd, GarWood Buckeye Model M-20-A,

with attachments (less carrier and engines).
	18 Mar 54



	5-9518
	unit,

truck-

gasoline-driven,

revolving,

Crane-shovel,

power

mounted, 20-ton, 3/4 cu yd, Hanson Clutch and Mach. Co.

(Model 61) with attachments (less engines and carrier).
	5 May 52



	5-9519
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 2-engine drive, gasoline-driven, 20-ton, 394 cu yd, Lima,

and engines).

Model 34 T, with attachments

(less carrier
	28 May 52



	5-9520
	unit,

truck-mounted,

pneu-

revolving,

Crane-shovel,

power

10-ton, 34 cu yd,

matic tires, 2-engine drive, gasoline-driven,

Wayne Model 40, with attachments (less carrier and engines).
	2 Apr 54



	5-9521
	unit, revolving,

truck-mounted,

pneu-

power

Crane-shovel,

20-ton, 3/4 cu yd,

matic tired, 2-engine drive, gasoline-driven,

Link-Belt Speeder Corp, Model HC-70, with attachments (less

carrier and engine).
	5 May 52



	5-9522
	Crane-shovel, power unit, revolving, airborne, truck-mounting,

gasoline-driven, 2-ton, 36 cubic yard, Shield-Bantam, Model

with attachments and LeRoi engine,

ABM-51 (less carrier)
	24 Apr 52
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	5-9523-1
	ENGINEER-Continued

power unit,

pneu-

revolving,

truck-mounted,

Crane-shovel,

matic tires, 2-engine drive, 20-ton, 3,/ cu yd, gasoline-driven,

Koehring, Model 304-10, with attachments, (less carrier and

engines).
	30 May 52



	5-9523-2
	unit,

truck-mounted,

pneu-

Crane-shovel,

power

revolving,

matic tires, 2-engine drive, 20-ton, r4 cu yd. gasoline-driven,

with attachments (less carrier and

Koehring, Model 304-10,

engines).
	30 May 52



	5-9524
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

H cu. yd.,

tires,

2-engine drive, gasoline-driven,

6-10-ton,

Unit Model 1014, with attachments (less carrier and engines).
	6 Jun 52



	5-9525
	unit,

truck-mounted,

pneu-

Crane-shovel,

power

revolving,

20-ton, 3,4 cu yd,

matic tires, 2-engine drive, gasoline-driven,

Unit Model 1220-CE

(less carrier and engines).
	18 Feb 54



	5-9528
	Crane-shovel, revolving, tractor mounting, end, Hyster Model

HW Hystaway, with attachments.
	17 Sep 54



	5-9529-1
	truck-mounted

Excavator,

multi-purpose,

hydraulic-operated,

6 x 6, Warner, Swasey, Model 2460, with carrier, Duplex, Model

HRG, with gasoline-driven Hercules engine, Model WXCL-3,

and power unit, Minneapolis-Moline,

gasoline-driven, Model

403-4A.
	29 Apr 52



	5-9529-2
	Excavator,

multipurpose,

hydraulic-operated,

truck-mounted,

6 x 6, Warner-Swasey, Model 2460, with carrier, Duplex, Model

HRG, with gasoline-driven Hercules engine Model WXLC-3,

and power unit, Minneapolis-Moline,

gasoline-driven, Model

403-4A.
	29 Apr 52



	5-9532
	Crane,

nonrevolving, tow winch operating, tractor mounting,

end, 15,000-lb capacity at 4-ft radius, 20-ft boom, Hyster, Model

FTH-8.
	7 Aug 52



	5-9536
	unit, revolving,

truck-mounted,

pneu.

Crane-shovel,

power

matic tires, 6 x 4, 2-engine drive, f. eu yd, 10-ton capacity,

Michigan, Model TMDT-16- and 12-ton capacity Michigan,

Model TLDT-2 (less engines and attachments).
	10 Apr 53



	5-9537
	unit,

Crane-shovel,

power

revolving,

crawler-mounted,

gas-

4i cubic yard, American Hoist and Der

oline-driven, 10-ton,

rick Model 375-BC (less engine).
	8 Jul

54



	5-9538
	Crane,

nonrevolving,

tractor-operating,

pneumatic

4-wheels,

tires, 30-ton capacity, w/power unit, diesel-driven, LeTourneau

Tournapull Model A and Model EC 30.
	10 Apr 53



	5-9539
	unit,

truck-mounted,

pneu-

Crane-shovel,

power

revolving,

matic tires, 6 x 6, 2-engine

drive, gasoline-driven, 5-ton,

0>

cu. yd. Shield-Bantam, Model M49A (less carrier and engines).
	9 Apr 53



	5-9550
	Roller, mine clearing, tank-mounted, heavy (roller, High Her-

man).
	13 Nov 53



	5-9553
	Auger, earth, skid-mounted, gasoline-driven, 9-inch to 20-inch

diameter hole, Jaques Model K254 with Ford engine model

8 MNN-1002.
	2 Feb 55



	5-9562
	Conversion unit, for converting boat, lighter, tank, to fuel barge

(Heil).
	14 Dec 51



	5-9578
	Electromagnet, road, with de generator, gasoline-driven, trailer-

mounted and truck-mounted, for mounting on 265-ton 6 x 6

cargo truck, Stearns Models 18" x 36" and 20" x 72" with trailer

(less truck).
	26 Jan

54



	5-9586
	Conveyor, drag type, piler, gasoline-driven,

crawler-mounted,

35-ft long, 75-tph capacity, Barber-Greene Model 681.
	17 Feb 54



	5-9590
	Loader, snow, bucket, crawler-mounted,

gasoline-driven, 20 enu

yd per minute, Haiss, Model 75-CS (less engine).
	5 Mar 53



	5-9594
	Conveyor, belt, flat, skid-mounted, motor-driven, 24 in. x 50 ft,

25 lb per linear ft, Haiss (Model 487).
	24 Jun 52



	5-9595
	Conveyor, belt, flat, skid-mounted, motor-driven, 24 inch x 50 ft,

25 lbs per linear foot, Farquhar Model 432-A,
	14 Nov 53



	5-9596
	Conveyor, belt, flat, caster-mounting, motor-driven, 24-in. x 20

ft, Harry J. Ferguson Model.
	10 Nov 53














	NO.
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	5-9597
	drag type,

car unloader,

gasoline-driven,

wheel-

Conveyor,

mounted, 18 ft long, 75-tph capacity, Haiss Model 484 PM.
	11 Feb 54
	



	5-9629
	Power control unit, cable-operated, rear-mounted, 2-drum, Baker

Model PCU-2X.
	4 Sep 35
	



	5-9633
	Crane-shovel, power unit, revolving, crawler-mounted, gasoline-

driven, 10-ton, % cu yd, Unit Model 1020 YD, with attach

ments (less engine).
	22 Jul
	52



	5-9634-1
	Crane-shovel, power unit, revolving, crawler-mounted,

30-ton,

134 cu yd, Lima Model 604 with attachments (less engine).
	18 Feb 54
	



	5-9634-2
	Crane-shovel, power unit, revolving, crawler-mounted, 30-ton,

1A cu yd, Lima Model 604, with attachments (less engine).
	24 Feb 54
	



	5-9635-1
	Crane-shovel, power unit, revolving, crawler-mounted,

40-ton

capacity, 2 eu yd, Bucyrus-Erie Model 51 B (less engine).
	5 Mar 54
	



	5-9635-2
	Crane-shovel, power unit, revolving, crawler-mounted,

40-ton

capacity, 2 cu yd, Bucyrus-Erie Model 51 B (less engine).
	5 Mar 54
	



	5-9637-1
	Crane-shovel, power unit, revolving, diesel-driven, 30- to 40-ton,

1% to 2 cubic yard, Thew-Lorain, Model 820, with attachments

and engine, Waukesha, Model 6-WAKD.
	11 Jun 52
	



	5-9637-2
	Crane-shovel, power unit, revolving, diesel-driven, 30- to 40-ton,

1% to 2 cubic yard, Thew-Lorain, Model 820, with attachments

and engine, Waukesha, Model 6-WAKD.
	13 Jun 52
	



	5-9686
	Crane, revolving, tractor mounting, 12,000-lb capacity at 12-ft

radius, 30-ft boom, Cardwell Model C.
	29 Jul
	54



	5-9704
	Crane, revolving, crawler-mounted, gasoline, % cu yd, 3- to 4-ton,

class I, with attachments (Link-Belt, Model LS-40); W-cu yd,

5- to 6-ton, class II, with attachments (Model LS-50).
	4 Mar 52
	



	5-9706-1
	Crane-shovel, power unit, diseel-driven, revolving, crawler, 30-ton

capacity at 12-ft radius, 1/ cu yd, Link-Belt Model K-370.
	11 Mar 54
	



	5-9706-2
	Crane-shovel, power unit, diesel-driven, revolving, crawler, 30-ton

capacity at 12-ft radius, 1/ cu yd, Link-Belt Model K-370.
	5 Mar 54
	



	5-9739
	Arch, logging, towed-type, crawler-mounted, with boom, 99-inch

gage, Carco (Model Medium Yarder).
	13 Mar 47
	



	5-9742
	Heater, gasoline burning, engine-coolant type, 16,000 to 20,000 Btu

per hour, 6-volt, 12-volt and 24-volt, Perfection Stove Series 460.
	2 Oct
	53



	5-9750
	body, 10-ton, for reproduction

special, van-type

Semi-trailer,

equipment, camera 24- x 30-inch, Fruehauf Model.
	13 Jan
	54



	5-9776
	Mud jack, 50-2A, Koehring (less engine).
	25 Sep
	53



	5-9780
	unit, silica-gel,

motor-driven,

3-hp,

Dehumidifying

208-volt,

3-phase, 60-cycle, Cargocaire Model W120-27.
	15 Apr
	54



	5-9818
	Lubricator, skid-mounted, portable, Gray Co., Model LU-225-155

with Wisconsin engine, Model AEH or AEND.
	21 May 52
	



	5-9833
	Hammer, pneumatic, forging, 200-lb, self-contained type, Cham-

bersburg Model.
	5 Oct
	54



	5-9852
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 2-engine drive, gasoline- or diesel-driven, %4 cu yd, Thew

Lorain 8- to 12-ton Model MC-3 and 14 to 18-ton Model MC-4,

with attachments (less engines and generator).
	5 Jun 53
	



	5-9857
	Crane-shovel, power unit, revolving, crawler, gasoline-driven, 5-

to 6-ton, pM cu yd, with attachments, Bucyrus-Erie, Model 15B,

with Buda Model HD-326 engine.
	7 Sep
	50



	5-9859-1
	Crane-shovel, power unit, revolving, crawler, gasoline-driven, 7- 23 Aug 54

to 10-ton, %4 cu yd, with attachments, Bucyrus-Erie,

Model

22B, with Buda, Model K 428 engine.
	
	



	5-9859-2
	Crane-shovel, power unit, revolving, crawler, gasoline-driven, 7- 23 Aug 54

4 cu yd, with attachments, Bucyrus-Erie,

Model

to 10-ton,

22B, with Buda, Model K 428 engine.
	
	



	5-9861-1
	Crane-shovel, power unit, revolving, crawler, diesel-driven, 30- to

Lima Model 802, with at

40-ton, 2 cu yd, vacuum-controlled,

tachments (less engine).
	24 Sep
	



	5-9861-2
	Crane-shovel, power unit, revolving, crawler, diesel-driven, 30-

to 40-ton, 2 enu yd, vacuum controlled, Lima Model 802, with

attachments (less engine).
	24 Sep 53
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	j
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	5-9861-3
	Crane-shovel, power unit, revolving, crawler, diesel-driven, 30-

to 40-ton, 2 cu yd, air-controlled, Lima, Model 802, with attach
	14 Jan
	53



	
	ments (less engine).
	
	



	5-9861-4
	Crane-shovel, power unit, revolving, crawler, diesel-driven,

30-

to 40-ton, 2 cu yd, air-controlled, Lima, Model 802, with attach
	15 Jan
	53



	
	ments (less engine).
	
	



	5-9866-1
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 2-engine drive, gasoline-driven, 20-ton, 34 cu yd, Thew

Lorain, Model MC-6 x 6, with Hercules, Model HXC and
	22 Oct 52
	



	5-9866-2
	Waukesha, Model 6MZR engines.

Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 2-engine drive, gasoline-driven, 20-ton, 3 cu yd, Thew

Lorain, Model MC-6 x 6, with Hercules, Model HXC and

Waukesha Model 6MZR engines.
	21 Oct
	52



	5-9875
	Power control unit, single-drum, tractor-mounted, cable-operat-

ing, Gar Wood, Model 151.
	11 Feb 53
	



	5-9876
	Power control unit, double-drum, tractor-mounted, cable-operat-

ing, Oar Wood, Model 281.
	20 Feb 53
	



	5-9884
	Rooter, road, cable-operated, 3-tooth, heavy, LeTourneau Model

S3.
	10 Dec 53
	



	5-9925
	Tamper, power ballaster, gasoline-driven, Pullman Model 1951,

Chrysler, Model IND 15A-414 (less engine).
	17 Jul
	53



	5-9935
	Testing equipment, fuel-injection, with calibrating stand, motor-

driven, American Bosh Model TSE-7664-D.
	8 Sep
	53



	5-9955
	Engine, diesel, 140- to 150-hp, Cummins, Model HBID-600.
	6 Dec 51
	



	5-9957
	Power control units, cable-operating,

Caterpillar, Models 21, 24,

and 25.
	12 Nov 52
	



	5-9958
	Power control unit, hydraulic-operating, Caterpillar, Model 46.
	30 May 52
	



	
	MEDICAL
	
	



	8-626

8-262-2
	Generator, field operating lamp (Midco, Model MS-35-Z).

Generator, field operating lamp (U. S. Motor Plant-Briggs-

Stratton I Model).
	7 Oct

20 Dec 44
	44



	8-629
	X-ray processing unit, field (water pump and motor, Westing-

house styles 98574 and 981205).
	14 Oct
	44



	8-630
	Generator, X-ray field unit, Onan, Models OTC-38, OTC-38B.
	26 Jul
	44



	8-636
	Disinfector, trailer type.
	20 Dec 44
	



	
	ORDNANCE
	
	



	9-U3
	Mortar, 60-mm, M19, and mount, mortar, 60-mm, M5.
	2 Dec 46
	



	9-U4
	Mortar, 81-mm, Mi, and mount, mortar, 81-mm, M4.
	27 Jan
	47



	9-U6
	Gun, machine, cal30, Browning, M1917A1 M1919A4, M1919A6;

mount, tripod, machinegun, cal30, M2, M1917A.
	23 Apr 51
	



	9-U7
	Gun, machine, cal50, Browning, M2, watercooled, flexible; M2,

IB; mount, machinegun, A. A., cal50, M3; M63; mount,
	12 Apr 51
	



	
	tripod, machinegun, cal50, M3.
	
	



	9-U309
	Car, 5 pass., light sedan, 4-door (Chevrolet).

Car, 5 passenger, light sedan (Plymouth).
	1 Sep 48

27 Sep 48
	



	9-U310
	Car, 5 passenger, light sedan (Ford, 6 and 8 cylinder).
	30 Aug 48
	



	9-U311

9-U312
	Car, 5 passenger, medium sedan (Packard, Models 161, 2003,

Clipper); ambulance, 34 ton, 4 x 2 (Packard-Henney).
	5 Jul
	48



	9-U314
	Truck, 1

ton, 4 x 2 (Chevrolet).
	27 May 48
	



	9-U315
	Truck, 2¼4 ton, 6 x 4 (GMC Model CCW-353).
	11 Jun 48
	



	9-U316
	Truck, ! and N ton, 4 x 2 (Chevrolet).
	I Jul
	48



	9-U319
	Truck, hi ton, 4 x 2 (Dodge 1941-42 models).
	15 Mar 48
	



	9-U325
	Scooter, motor, 3-wheel (Package Kar, Cushman, Model 39).
	15 Feb 45
	



	9-U327
	Trailer, Y4-ton payload, 2-wheel, cargo.
	27 Oct 48
	



	9-U328
	6-ton payload, 10¼-ton gross, 2-wheel (2dt), van,

Semitrailer,

combination animal and cargo (highway).
	27 Jan 49
	



	9-U341
	Semitrailer, 6-ton payload, 8-ton gross, 2-wheel, comb. animal and

cargo (Trailer Co. of America).
	24 Feb 49
	



	9-U356
	van

Semitrailer,

11-ton payload,

(2dt),

15-ton gross,

2-wheel

(Trailer Co of America).
	1 Sep
	48



	9-U362
	Ambulance, 34 ton, 4 x 2, Metropolitan (Cadillac).
	19 Jul
	48













	NO.
	TITLE
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	9-218
	Machine, linking, powered, cal50, M5.
	1 Aug 46



	9-219
	Gun, machine, cal50, Browning, AN-M3 aircraft, basic.
	10 Jul



	9-223
	Mount, trailer, multiple cal50 machinegun, M55; and mount,
	1 Oct 52



	
	machinegun, multiple cal50, M45 series.
	



	9-224
	Mount, truck, pedestal, M24A2, M25, M31C; mount, truck, M32,
	8 Mar 51



	
	M36, M37, M37A1, M37A2, M37A3, M50, M56, M57, M58, M59,
	



	
	M60, M61; mount, ring, M49, M49A1, M49A1C, M49C; mount,
	



	
	machinegun, cal30, M48.
	



	9-225
	Gun, machine, cal50, Browning, AN-M2, aircraft, basic.
	9 Jul



	9-226
	Gun, machine, cal50, Browning, M2, watercooled; M2, HB;
	14 Mar 50



	
	mount, machinegun, AA, cal50, M3; M63.
	



	9-227
	Gun, automatic, 20-mm, AN-M2; M3.
	15 Apr 46



	9-230
	Mount, pedestal, machinegun, twin, cal50, M46 and M65.
	8 Mar 51



	9-231A
	Gun, automatic, 20-mm, T160E3 and T160E4; gun, automatic cal.
	11 Jul

53



	
	.60, T130E3 and T130E4.
	



	9-252
	Gun, automatic, 40-mm, Ml on carriage, gun, 40-mm, M2A1 29 Jun 53
	



	
	(AA).
	



	9-252-1
	Gun, automatic, 40-mm, Mi on mount, gun, 40-mm, M3.
	26 Jun



	9-252-5
	Gun, automatic, 40-mm, MIAl on carriage, gun, 40-mm, M2A3
	29 Jun



	
	(AA).
	



	9-260
	Mortar, 81-mm, T106, and mount, mortar, 81-mm, T62.
	6 Jul



	9-261
	Mortar, 4.2-inch, M2 and M2A1; cart, 4.2-inch mortar and am-
	18 Sep 52



	
	munition, MlAI.
	



	9-261A
	Mortar 4.2-inch, M30 and mount, mortar 4.2-inch, M24.
	4 Dec 52



	9-297
	Launcher, rocket, 3.5-inch, M20.
	21 Feb 49



	9-297A
	mount,

Launcher

rocket, 3.5-inch, repeating,

M25 (T115E1);
	24May51



	
	launcher, rocket, 3.5-inch, repeating, M77.
	1 Jun 46



	9-304

9-314
	Rifle, 57-mm, M18.

Rifle, 75-mm, M20.
	1 Jun 46



	9-319
	Howitzer, pack, 75-mm, MIA1; carriage, howitzer, pack, 75-mm,
	18 Sep



	
	M8.
	



	9-325
	Howitzer, 105-mm,

M2A1; carriage, howitzer, 105-mm, M2A1,
	24 Mar 53



	
	M242.
	



	9-331
	Howitzer, 155-mm, M1; carriage, howitzer, 155-mm, MA1I, M1A2.
	14 Feb 53



	9-333
	Trailer, ammunition, M10.
	12 July 48



	9-335
	Howitzer, 8-in, M2; carriage, 8-in, M1; limber, carriage, heavy,
	17 Sep



	
	M5.

Howitzer, 240-mm, M1; carriage, howitzer, 240-mm, Mi; gun,
	6 Mar 53



	9-336
	8-in., M1; carriage, gun, 8-in., M2; wagon, cannon transport,
	



	
	MlAl, M2AI; wagon, carriage transport, M3A1.
	



	9-338-1
	Gun, 280-mm, T131; carriage, gun, 280-mm, T72.
	23 Jul



	9-350
	Gun, 155-mm, M2; carriage, gun, 155-mm, Ml; limber, carriage,
	12 Sep



	
	heavy, M5.
	



	9-355A
	Gun, 76-mm, T124E2; carriage, gun, 76-mm, T66.
	10 Jul



	9-370
	Gun, 90-mm, M1, MIA1, M1A2 on mount, gun, AA, 90-mm,
	26 Jun 53



	
	MIAI.
	



	9-372
	Gun, 90-mm, M2, M2A1 on mount, gun, AA, 90-mm, M2, M2A1.
	26 Jun 53



	9-373
	Gun, 90-mm, Mi, MIA2 on mount, gun, AA, 90-mm, M3.
	26 Jun 53



	9-380
	Gun, 120-mm, M1, MiAl on mount, gun, AA, 120-mm, MIA1,
	26 Jun 53



	
	M1A2.
	



	9-392
	Launcher, rocket, 4.5-inch, T66E3 and T66E4.
	18 Sep 52



	9-392A
	Launcher, rocket, multiple 4.5-in., T123.
	24 Jun 52



	13 9-616
	Unit, generating, M5, M6.
	22 Jun 49



	13 9-617
	Unit, generating, M18.
	15 Feb 45



	13 9-618
	Unit, generating, M7, M7A1, M15, M15A1.
	22 Oct 48



	9-679
	Fire control system, antiaircraft, M33.
	6 Mar 53



	9-710
	Carrier, personnel, half-track, M3, M3A1.

Carrier, 81-mm mortar, half-track, M4, M4A1, M21.
	27 Apr 51

30 Apr 51



	9-710-1
	Carriage, motor, multiple gun, M16.
	27 Apr 51



	9-710-5

9-710-7
	Carriage, motor, combination gun, M15A1.
	17 Sep 48





13 Responsibility for this lubrication order has been transferred from the Chief of Ordnance to the Chief of Engineers.
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	9-719
	Bulldozer, tank, MI.
	26 May 52



	9-722
	Bulldozer, tank mounting, M2.
	I Sep

52



	9-723
	Bulldozer, tank mounting, M3.
	6 Sep

52



	9-729
	Tank, light, M24.
	3 Apr 52



	9-731AA-1
	Tank, medium M4A1 (76-mm gun).
	15 Sep

47



	9-731E
	Carriage, motor, 105-mm howitzer, M7.
	23 Aug 48



	9-735
	Tank, medium, M26.
	15 Sep 47



	9-738
	Vehicle, tank recovery, M32 series.
	24 Mar 53



	9-744
	Carriage, motor, 155-mm howitzer, M41.
	15 Mar 48



	9-745

9-747
	Carriage, motor, 90-mm gun, M36B2.

Carriage, motor, 155-mm gun, M40; carriage, motor, 8-inch how-
	15 Sep 47

1 Mar 52



	
	itzer, M43.

Carriage, motor, 90-mm gun, M36B1.
	15 Sep 47



	9-748

9-749
	Carriage, motor, 105-mm howitzer, M7B1.
	17 Sep

52



	9-755
	Carriage, motor, 76-mm gun, M18; vehicle, utility, armored, M39.
	15 May 52



	9-757
	Carriage, motor, twin 40-mm gun, M19.
	15 Sep 47



	9-758
	Carriage, motor, 90-mm gun, M36.
	15 Sep 47



	9-759-1
	Tank, medium, M4A3 (105-mm howitzer).
	7 Mar 52



	9-759-2
	Tank, medium, M4A3 (76-mm gun).
	31 Mar 52



	9-766
	Truck, 2½h-ton, 6 x 6, bomb service, M27.
	18 Sep

52



	9-767
	Truck-trailer, 40-ton, tank-transporter, M25.
	6 Sep

48



	9-768
	Truck, 12-ton, 6 x 4, prime mover, M20 (Diamond T, Model 980-

981).
	30 Jun 52



	9-768-1
	Trailer, 45-ton, 12-wheel, transporter, M9 (trailer for truck-trailer,

45-ton, tank transporter, M19).
	30 Jun 52



	9-772
	Carrier, cargo M29, M29C.
	21 Oct 52



	9-775-1
	Landing vehicle, tracked, Mk 4, LVT 4.
	30 Apr 51



	9-775-2
	Landing vehicle, tracked, (armored), Mk 4, LVT(A) (4).
	24 May 51



	9-775-3
	Landing vehicle, tracked, (armored), Mk 5, LVT(A) (5).
	25 May 51



	9-785
	Tractor, high speed, 18-ton, M4, M4A1, M4A1C, M4C.
	27 Apr 51



	9-786
	Tractor, high speed, 13-ton, M5, M5A1, M5A2, M5A3 (IHO).
	17 Dec 54



	9-788

9-792
	Tractor, high speed, 38-ton, M46.

Trailer, 4-ton, 2-wheel, ammunition, M21.
	23 Apr 51

13 Apr 51



	9-793
	Trailer, 8-ton, 4-wheel, ammunition, M23.
	18 Jan

51



	9-795
	Truck, wrecking, heavy, Ml (Ward La France series I; Kenworth,

Mod. 570).
	22 Nov 48



	9-795-1
	Truck, wrecking, heavy, M1 (Ward La France series 2 and Ken-

worth 571); crane (Oar Wood).
	22 Nov 48



	2 9-796
	Truck, wrecking, heavy, MAIl (Ward La France series 5; Ken-

worth, Mod. 573).
	27 Jan 49



	9-801
	Truck, 2½-ton, 6 x 6 (GM C Models C CKW-352 and CCKW-353).
	4 Oct

48



	9-802
	Truck, 2½-ton, 6 x 6, amphibian (GMC DUKW 353).
	30 Apr 51



	9-804A
	Truck,

4-ton, 4 x 4, utility, M38A1.
	21 Mar 53



	9-805

9-805-1
	Truck, 1½-ton, 4 x 4 (Chevrolet).

Truck, l½-ton, 4 x 4 (Chevrolet Models 0-7173, 0-7163) telephone

maintenance and earth borer.
	29 Sep

48

52

17 Sep



	9-806
	Truck, 1y-ton, 4 x 2 (2DT) (Ford 6 and 8 cyl.).
	28 Oct

52



	9-809
	Truck, 2Y-ton, 6 x 6, coe (GMC, Model AFKWX-353).
	9 May 51



	9-810
	Truck, 1-ton, 6 x 6 (Dodge T-223 Models WC-62and WC-63).
	4 May 51



	9-811
	Truck, 4-ton, 6 x 6 (Diamond T).
	23 Sep

48



	9-812
	Truck, 5-ton, 4 x 2, tracter, (coe), M425 and M426 (IClH H-542-9,

IH-542-11; Marmon-Herrington H-542-11; Kenworth 1-542-11).
	4 May 51



	9-813
	Truck, 6-ton, 6 x 6 (White-Corbitt).
	1 Oct

48



	9-813-1
	Truck, 6-ton, 6 x 6, bridge erecting and crane chassis (Brockway,

Ward La France, and White).
	24 May 51



	9-816
	Truck, 4-5, 4 x 4, tractor (Autocar and White, COE).
	30 Apr 51



	9-817
	Truck, 5-7 ton, 4 x 4 (Autocar, Model U-8144, U-8144-T, coe).
	22 Oct

52



	9-819
	Truck, 2½-ton, 6x 6, M34, M35, M44, M45, M46, M47, M48, M49,

M50, M108, M109.
	30 Jan

53



	9-819A

9-820
	Truck, cargo, 2½-ton, 6 x 6, M135.

Truck, 4-5 ton, 4 x 4, tractor, coe (Federal).
	21 Oct

52

27 Apr 51



	9-821
	Truck, 2½-ton, 4 x 2 (Federal).
	29 Oct

48





2 No stocks-do not requisition.
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	9-822
	-ton, 4 x 2 (2dt) (IHC K-7); bus, 37-pass., 4 x 2 (IHC

Trucl, 23/2

KS-7).
	27 Oct

48



	9-823
	Truck, 5-ton, 4 x 2 (IHC Model KR-11).
	27 Oct 48



	9-824
	Truck, 1l-ton, 4 x2 (IHC K-5, KS-5); bus, 29-passenger, 4 x 2.
	28 Oct 48



	9-845
	Semitrailer, 12-ton gross, 2-wheel (2dt), van (Signal Corps Models

K-78-A, K-78-B).
	15 Aug 45



	9-846-2
	Dolly, 8-ton, 2-wheel, trailer converter (Signal Corps Model K83

and K83A).
	7 Mar 52



	9-871A
	Trailer, cargo, 34-ton, 2-wheel, M100.
	25 Apr 53



	9-872
	Trailer, 23j-ton, 2-wheel (2dt), cargo, amphibian (Cleaver-Brooks,

Model WTCT-6).
	3 Dec 48



	9-873
	Trailer, 3-ton, 4 wheel, antenna-mount, tandem-axle, Signal Corps

Model K-84 (Fruehauf).
	24 May 51



	9-874A
	Trailer, cargo, 3-ton, 2-wheel, M101.
	27 Apr 53



	9-875
	Trailer, 5-ton, 4-wheel, dual and single tires, cargo, T49.
	15 Mar 45



	9-871
	Motorcycle, solo (Harley-Davidson, Model WLA).
	30 Apr 51



	9-881
	Trailer, generator, M7.
	5 Sep 52



	9-881-2
	Trailer, director, M31, M14, and M44.
	14 Sep 52



	9-881-2
	Trailer, generator, M18.
	6 Sep 52



	9- 883
	Trailer, 1-ton, 2-wheel, cargo.
	14 May 52



	9-883-1
	Trailer, 1-ton, 2-wheel, water-tank, 250-gal.
	13 May 52



	9-884
	Semitrailer, 7-ton, 4-wheel, van, M26 (for gun data computer,

M8 series).
	5 July 48



	9-886A
	Semitrailer, 3-ton, 2-wheel, van, comb. stake and platform (Black-

Diamond); semitrailer, 11-ton, 2-wheel, van (Black-Diamond).
	15 May 52



	9-888
	Semitrailer, 6-ton, 2-wheel, van.
	3 May 51



	9-890
	Semitrailer, 5-ton payload, 8-ton gross, 2-wheel (2dt), stake and

platform (SNL G-675 models).
	18 May48



	9-891
	Semitrailer, 6-ton payload, 10-ton gross, 2-wheel, fuel tank, 2,000

gal.
	3 Dec 48



	9-891A
	M117; semi-trailer

cargo,

Semitrailer,

chassis,

6-ton, 2-wheel,

6-ton, 2-wheel, M118; semi-trailer, cargo, van, 6-ton, 2-wheel,

M119.
	21 Oct

52



	9-892
	Semitrailer, 10-ton payload, 14-ton gross, 2-wheel (2dt), stake and

platform, w/dolly (SNL G-676 models).
	3 Dec 48



	9-894
	van

payload, 15-ton

gross, 2-wheel

(2dt),

Semitrailer,

11-ton

(Omaha Standard Body).
	27 Jan

49



	9-895
	Semitrailer, 11-ton, 2-wheel, van (Kentucky, Model C).
	15 May 52



	9-896
	(2dt), van '27 Jan

payload,

Semitrailer,

15-ton gross, 2-wheel

11-ton

(Reliance).
	49



	9-2024
	Gun, automatic, 20mm, M24A1.
	19 Nov 54

53



	9-3026-1
	Gun, 75-mm, T83E6 or T83E7 on mount, gun, AA, 75-mm, T69

(gun, 75-mm, T83E6 or T83E7; mount, gun, AA, 75-mm, T69;

mechanism, recoil, T47E2 or T47E3; loader rammer, T23).
	12 Oct



	9-3026-2
	Gun, 75-mm, T83E6 or T83E7 on mount, gun, AA, 75-mm, T69

(system, fire control, T38).
	23 Jun

54



	9-3046-6
	Gun, automatic, 40-mm, MIAl on carriage, AA, 40-mm gun, M27.
	30 Aug 54



	9-3052
	Rifle, 105-mm, M27 and M27A1; mount, 105-mm rifle, M75 and

M75A1.
	24 Feb 55



	9-3058
	Rifle, 106-mm, M40 (T170EI); mount, 106-mm rifle, M79.
	24 Feb 55



	9-3060
	Launcher, 762-mm rocket (truck mounted) XM 289.
	20 Jan 54



	9-3066
	Trailer, rocket 762-mm, XM329.
	12 Nov 54



	9-7002
	Infantry vehicle, armored, full tracked, M59 (T59).
	19 May 54



	9-7004
	Howitzer, 155-mm, self-propelled, M44 (T194).
	12 Nov 54



	9-7008
	Tank, medium, M46, M46A1.
	1 Jun

54



	9-7010
	Tank, 90-mm gun, M47.
	3 Feb 54



	9-7012
	Tank, 90-mm gun, M48 (T48).
	10 Dec 54



	9-7014
	Tank, 120-ramm gun, T43E1.
	30 Aug 54



	9-7016
	Tank, 76-mm gun, M41 (T41E1) and T41E2.
	5 Feb 54



	
	Howitzer, 105-mm, self-propelled, T98E1.
	9 Feb 54



	9-7204

9-7212
	Gun, 155-mm, self-propelled, T97.
	7 Mar 55



	9-7218
	Gun, twin 40-mm, self-propelled, (T141) M42.

Howitzer, self-propelled, 8-inch, T108.
	30 Mar 54

7 Mar 55
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	9-7402
	Recovery vehicle, medium, M74.
	9 Mar 55



	9-7406
	Bulldozer, tractor mounting, T8E4.
	16 Nov 54



	9-7414
	Car, armored, light, M8; car, armored, utility, M20.
	20 Dec 54



	
	Infantry vehicle, armored, tracked, M75 (T18EI).
	4 Jun 54



	9-7418
	Tractor, cargo, M8E2.
	30 Aug 54



	9-7420
	
	



	9-7604
	Carrier, cargo, amphibious, M76 (T46EI).
	3 Feb 54



	9-8006
	Truck, gun lifting, heavy, 4 x 4, front, M249; truck, gun-lifting,

heavy, 4 x 4, rear, M250.
	30 Mar 54



	9-8012
	Truck, h-ton, 4 x 4, utility, M38.
	15 May 54



	9-8028
	Truck, 5-ton, 6 x 6 (International) M39, M40, M41, M51, M52,

M54, M55, M61, M62, M63, M64, M139, M246.
	14 Nov 53



	9-8030
	Truck, E-ton, 4 x 4, M37, M42, M43, V-41 ( )/GT.
	2 Dec 53



	9-8206
	Trailer, bomb, 2-ton, 4-wheel, M143.
	7 Jun 54



	9-8212
	Trailer, pole handling and cargo 3>8-ton, 2-wheel, V13/GT.
	23 Mar 54



	9-8214
	Semitrailer, cargo, 12-ton, 4-wheel, M127.
	11 Sep 53



	9-8216
	Semitrailer, gasoline tank, 12-ton, 4 wheel, M131.
	4 Jun

54



	9-8226
	Trailer, ly-ton, 2-wheel, chassis, M103A1; trailer, 136-ton, 2-wheel,

cargo, M104, M104AI, M105A1; trailer, lY2-ton, 2-wheel, water
	23 Nov 54



	
	tank, M106, M106A1, M107A1; trailer, 1½-ton, 2-wheel, con

struction, K52.
	



	
	QUARTERMASTER
	



	6037
	Truck, fork-lift, electric (Automatic Transportation-"THTF-

L," Sparkproof).
	27 Oct 44



	10-262
	Trailer, 2-wheel, 2-ton, reclamation and maintenance (Hyde and

McCabe-Powers Models).
	31 Dec 54



	10-351-6
	Pump, centrifugal (Jaegerl½-inch pipe outlet).
	23 Nov 51



	10-706
	Machine, dough-mixing, gasoline-engine driven.
	24 Jan

52



	10-710
	Model 601 coffee roasting and grinding plant.
	6 Jan

52



	10-730
	Heater, tent, gasoline, 250,000 Btu.
	20 Mar 52



	10-1050
	Dishwasher, Model 165DA (Hobart).
	23 May 52



	10-1101
	Pump, gasoline-dispensing, service-station type 12-15 gpm (Bow-

ser, Inc).
	7 Jun 54



	10-1115
	225-gpm dispenser (Renown).
	23 Nov 51



	10-1125
	Pump, centrifugal, gasoline-dispensing, portable, gasoline-engine-

driven, 50 gpm, 100-foot head (Barnes Models 4059CA

and

9117CA).
	I Jun 53



	10-1135
	Gasoline dispensing unit, portable (Habhegger PD 1/1A).
	15 Jun 45



	10-1140
	Cleaning machine, fuel can and drum (Barnes).
	21 Nov 51



	10-1160
	Petroleum laboratory, mobile.
	28 Mar 52



	10-1304
	Refrigerator, mechanically cooled, electric, 65 cubic foot (Warren,

Model US 65, reach-in refrigerator).
	6 Nov 52



	10-1310A
	Refrigerating unit, gasoline engine driven, ¼-ton capacity (U. S.

Thermo Model Q-15-G).
	23 Nov 51



	10-1310B
	Refrigerating unit, electric motor driven, 35-ton capacity (U. S.

Thermo Model Q-15-E).
	31 Dec 51



	10-1312
	Refrigerating unit, gasoline driven,

5-ton capacity, Keco Model

F-5-G (or F-G-5).
	22 Nov 54



	10-1350
	lh-ton

unit, gasoline

Refrigerating

engine

driven,

capacity

(U. S. Thermo Model MQ-51).
	23 Nov 51



	10-1351
	Refrigerating unit, vertically mounted, electric motor driven,

10,000 Btu capacity (Keco Model F-4E).
	29 Dec 53



	10-1365
	Semitrailer, 7½-ton, 2-wheel, refrigerator, lightweight.
	7 Mar 52



	10-1365A
	Refrigerating unit, gasoline-driven, >-ton capacity (U. S. Thermo

Model K-10).
	16 Feb 52



	10-1367
	refrigerator,

lightweight

Semitrailer,

2-wheel,

(Steel

73-8ton,

Products Model AACR).
	8 Jun 53



	10-1370
	Semitrailer, 7½h-ton, 2-wheel, refrigerator, lightweight (Andrews

Industries Model MIL-SI-201).
	30 Jun 53



	10-1404
	Gasoline dispensing unit, mobile, Gray and Heil100 gallons per

minute.
	15 Jan 45



	10-1405
	Bath unit, field mobile, 24-showerhead, M-1950 (Cleaver-Brooks).
	8 Nov 54



	10-1601A
	Truck, fork, gasoline, 2,000 lb., 130" lift (Buda FB 20-24).
	24 Jul

52
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	10-1602A
	Truck, fork, gasoline, 2,000 lb., 130" lift (Clark-"Clipper" GF

6-305 and GF 6-4513).
	29 Jul

52



	10-1602B
	Truck, fork lift, gasoline (Clark "Utilitruc," "Carloader,"

and

"Cleveland 6000").
	7 Sep

51



	10-1602D
	Truck, fork lift, gasoline (Clark "Planeloader" 1949-1951).
	7 Sep

51



	10-1602E
	Truck, fork lift, gasoline (Clark "Yardlift 60").
	7 Sep

51



	10-1602F
	Truck, fork, gasoline, 15,000 lb., 210" lift (Clark "Yardlift 150").
	30 May 52



	10-16020
	Truck, fork, gasoline, 10,000-pound capacity, 210-inch lift, pneu-

matic-tire, 24-inch load center, Clark Yardlift 100.
	17 Jun 54



	10-1602H
	Truck, fork, gasoline, 4,000 pound, 144 inch lift, Clark "Dynatork"

carloader 4024-RS.
	12 Apr 54



	10-1603A
	Truck, fork lift, gasoline (Gibson GF-3-4012) (Gibson GF-3-4013)

(Gibson GF-4-5012) (Gibson GF-4-5016).
	19 Oct 51



	10-1603B
	Truck, fork, gasoline, 6,000 lb., 168" lift (Gibson Models CE 2024).
	3 Oct

52



	10-1603C
	Truck, fork lift, gasoline (Gibson GF-15-355 and GF-15-3513).
	16 Jun 52



	10-1604B
	Truck, fork, gasoline, 15,000 lb., 210" lift, Hyster RT-150.

150.
	23 Dec 52



	10-16050
	Truck, fork lift, gasoline service caster (Motowlift, Model DP-

4024).
	7 Sep

51



	10-1605D
	Truck, fork lift, gasoline service caster (Motowlift, Model S-4024,

series 8000).
	7 Mar 52



	10-1605F
	Truck, forklift, gasoline, service caster (Motowlift, Model S-4024,

series 10000).

Truck, fork lift, gasoline (Towmotor "LT-40,"

"LT-44,"

and
	18 Feb 54

20 Oct

51



	10-1606A
	"LT-48").
	



	10-1505B
	Truck, fork lift, gasoline (Towmotor LT-60).

Truck, fork gasoline, 15,000 lb., 210" lift (Gerlinger PH-130).
	13 Dec 51

1 Apr 53



	10-1607A

10-1612
	Bath unit, field, portable (Cleaver-Brooks "EC-4").
	7 Aug 47



	10-1621
	Heater, tent, gasoline (Herman Nelson "GT-3000-20").
	2 Sep

47



	10-1627
	Truck, fork lift, gasoline,

LT-46, LT-50,

Towmotor, Models

LT-53, LT-56, LT-62, and LT-72.
	4 May 51



	10-1628
	Tractor, warehouse, gasoline, 4-wheel, pneumatic tire, 4,000-pound

drawbar pull (Northwestern Motor Co., Model J-217).
	20 Oct

54



	10-1629
	Tractors, wheeled, gasoline (Case "LAI")

(mechanical and air

brakes).
	21 Jul

52



	10-1629-1
	Tractor, wheeled, gasoline, 7,500-lb. dbp (Case"LAI") (hydrau-

lie brakes).
	13 Feb 53



	10-1632
	Tractor, wheeled, gasoline (International Harvester "I-6").
	8 Dec 47



	10-1632A
	Truck, fork, gasoline 2,000 lb., 130" (Yale & Towne "Lift King,"

Ka 5IT-20H).
	9 Aug 52



	10-1632B
	Truck, fork lift, gasoline (Yale & Towne "Yardking 40").
	18 Oct

51



	10-1632D
	Truck, fork, gasoline, 4,000-pound, 144-inch lift, solid rubber tire,

Yale & Towne KG51T-40.
	5 Nov 54



	10-1633-1
	Tractor, wheeled, gasoline (International Harvester "I-9").
	22 Aug 47



	10-1637
	(Clark-"Clarktor-60") 1800-5,000

Tractor,

wheeled,

gasoline
	17 Sep

52



	10-1639
	pounds dbp (Models up to year 1950).

Truck, fork, gasoline, 2,000 lb., 130" (Clark "Clipper").
	21 Jul

52



	10-1640
	Truck, fork lift, gasoline (Clark "Planeloader").
	28 Jul

47



	10-1641
	Tractor, wheeled, gasoline (Clark "Clarkat B").
	1 Oct 48



	10-1642-1
	Truck, fork, gasoline, 10,000 lb., 120" lift (Ross Carrier 18HT).
	17 Nov 52



	10-1642-2
	Truck, fork lift, gasoline, Ross Carrier, Models 15HT and 19HT.
	17 Nov 52



	10-1643-1
	Truck, straddle, gasoline, 30,000-pound capacity (Ross Carrier-

"90-7056 & 90-7956").
	24 Feb 53



	10-1643-2
	Truck, straddle, gasoline, 30,000-pound capacity (Ross Carrier-

"90-7056 & 90-7956").
	24 Feb 53



	10-1643A-1
	Truck, straddle, gasoline (Ross-Carrier 92-10856 & 92-108 56RS).
	4 Dee 52



	10-1643A-2
	Truck, straddle, gasoline (Ross-Carrier 92-10856 & 92-108 56RS).
	4 Dec 52



	10-1647-2
	Crane, wheeled, gasoline (Service Supply "W-6-C and W-6-Cl")

on tractor, Case, Dl.
	28 Apr 52



	10-1649
	Tractor, wheeled, gasoline (Case "VAI").
	1S Mar 48



	10-1650
	Crane, wheeled, gasoline (Silent Hoist, Models "A," "AX", and

"AY").
	21 Feb 50



	10-1651
	Truck, fork lift, electric (Automatic Transportation "THTF-L,"

Sparkproof).
	24 Jul

47
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	10-1652
	Tractor, wheeled, gasoline (Case "DI").
	17 May 46



	10-1653A
	Truck, fork, electric, 2,000-pound, 130-inch lift (Baker FSHEG

20/48).
	6 Mar 53



	10-1653B
	Truck, fork, electric, 4,000 lb., 144" lift (Baker FTHEG 40/48).
	24 Jul

52



	10-1654A
	Truck, fork, electric, 2,000 lb., 130" lift (Clark-Clipper ECE 2024).
	31 Oct

52



	10-1654B
	Truck, fork, electric, 4,000 lb., 130" lift (Clark-"Carloader"

ECL 4024).
	31 Dec 52



	10-1654D
	Truck, fork, electric, 6,000-pound, 168-inch lift (Clark EUT "B").
	28 Sep

53



	10-1657A
	Crane, warehouse, mobile, electric, 6,000-lb. capacity, sluing boom

(Yale & Towne "Cable King", K42SH-6-7-78).
	22 Mar 54



	10-1659A
	Truck, fork, electric, sparkproof, solid-rubber tire, 6,000 pound,

168-inch lift, Yale & Towne K51AT-60.
	21 Apr 54



	10-1663-1
	Crane, wheeled, gasoline (Hughes-Xeenan-"MC-4"), on tractor,

International Harvester, 1-9.
	13 Nov 52



	10-1663-2
	Crane, wheeled, gasoline (Hughes-Keenan-"MC-4"), on tractor,

International Harvester, 1-9.
	13 Nov 52



	10-1666A
	Tractor, warehouse, gasoline, 2,600 lb. dbp (Buda TG-26).
	27 Feb 53



	10-1667
	Tractor, wheeled, gasoline (Mercury "Banty").
	9 Apr 51



	10-1669A
	Tractor, warehouse, gasoline, 4-wheel, pneumatic tire, capacity
	8 Jun 53



	
	7,500-pound drawbar pull, Minneapolis-Moline UTIL-M.
	



	10-1671A
	Tractor, wheeled, gasoline (Clark "Clarktor-40").
	22 Oct

52



	10-1671B
	Tractor, warehouse, gasoline, 4-wheel, pneumatic tire, 7,500-pound
	4 Jun 54



	10-1672A
	drawbar pull, (Clark "Clarktor 75").

Tractor, wheeled, gasoline (Mercury

"Super-Huskie")

Model
	20 Mar 52



	
	A-452-54.
	



	10-1673-1
	Refrigeration system (Thermo King CO-Q5).
	21 Jul

52



	10-1680
	Laundry, mobile, 2-trailer (generator).
	25 Jul

49



	10-1680-2
	Laundry, mobile, 2-trailer type (extractor).
	25 Jul

49



	10-1680-4
	Laundry, mobile, 2-trailer type (water heater).
	25 Jul

49



	10-1680A-1
	Laundry, mobile, 2-trailer type, washer trailer, TLMW-51 and

PLMW-51A (washer).
	15 May 52



	10-1680A-2
	Laundrv, mobile, 2-trailer type, washer trailer, TLMW-51 and

PLMW-51A (extractor).
	15 May 52



	10-1680A-3
	Laundry, mobile, 2-trailer type, washer trailer, TLMW-51 and

PLMW-51A (water heater).
	16 May 52



	10-1680A-4
	Laundry, mobile, 2-trailer type, washer trailer, TLMW-51 and

PLMW-51A (water pump).
	15 May 52



	10-1680A-5

10-1680A-6
	Laundry, mobile, 2-trailer type, tumbler trailer, TLMT-51 and

PLMT-S51A (drying tumbler).

Laundry, mobile, 2-trailer type, tumbler, trailer TLMT-S1 and
	15 May 52



	10-1680A-7
	PLMT-51A (engine and generator).

Laundry, mobile, 2-trailer type, washer trailer, TLMW-51 and
	15 May 52

15 May 52



	
	PLMW-51A, and tumbler trailer, TLMT-51 and PLMT-51A

(trailer chassis).
	



	10-1683A
	Tractor,warehouse, electric (Crescent "JN-2").
	21 Nov 51



	10-1683B
	Tractor, warehouse, electric (Crescent "MW-4").
	22 Nov 51



	10-1684A
	Tractor, warehouse, electric, 4-wheel, 2,000-pound drawbar pull

(Yale and Towne, Models K-24F and K-24-JS).
	7 Jun 53



	10-1685
	Truck, pallet, electric lift, Yale & Towne (Worksaver).
	13 Oct

51



	10-1686A
	Tractor, warehouse,

electric, 3-wheel, solid-rubber tire, 2,000-

pound drawbar pull, Mercury A-540-100 and A-540-101.
	22 Mar 54



	10-1688
	Tractor, warehouse, electric, 3-wheel, 2,000-pound drawbar pull,

solid-rubber tire, Baker-Raulang Model TSSA.
	10 Jun

54



	10-1692A-1
	Crane, wheeled, sluing, gasoline, 10,000-pound (Hughes-Keenan

"V-10" and "V-10(RS)").
	27 Jul

53



	10-1692A-2
	Crane, wheeled, sluing, gasoline, 10,000-pound (Hughes-Keenan

"V-10" and "V-10(RS)").
	27 Jul

53



	10-1694A-I
	Crane, warehouse, mobile, sluing boom, gasoline and hydraulic,

10,000-pound capacity, Federal NC-I0-QM.
	3 Mar 54



	10-1694A-2
	Crane, warehouse, mobile, sluing boom, gasoline and hydraulic,

10,000-pound capacity, Federal NC-10-QM.
	3 Mar 54



	10-1699A-1
	Mixing and makeup machinery trailer, bakery unit, mobile,

M-1945 (mixing machine).
	8 Jan

53
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	10-1699A-2
	Mixing and makeup machinery trailer, bakery unit, mobile,

M-1945 (divider).
	29 Dec 52



	10-1699A-3
	machinery trailer, bakery unit, mobile,

Mixing and makeup

M-1945 (molder).
	8 Jan

53



	10-1699A-4
	bakery unit, mobile,

Mixing and makeup machinery trailer,

M-1945 (monorail system and trailer chassis).
	8 Jan 53



	10-16990
	Oven trailer, bakery unit, mobile, M-1945.
	21 Mar 53



	10-1709
	Ice cream plant, portable, 2½-40 gallons (Emery

Thompson

Model 603).
	30 Aug 52



	10-1805
	Crosley engine.
	29 Jan

51



	10-1806-1
	Onan engine, Models CK-S/175J and CK-S/199J.
	6 Apr 53



	10-1t06-2
	Onan engine, Model CK-MS/190J.
	52

18 Sep



	10-1807
	Onan engine generator, Models 5ACK-lM, 299A and 5ACK-4M,

300A, B.
	21 Oct

52



	
	SIGNAL
	



	3029
	Reel, hand axle, RL-27.

Facsimile transceivers FX-1 and FX-IB.
	10 Dec 44

1 Apr 44



	3038

3058
	Power units PE-183 and PU-26.
	6 May 44



	2 3110
	IKohler power unit, Model IM21-A.
	14 Jun 44



	3200
	Power units PE-205-B and PE-207-B.
	7 Jun 44



	2 3204
	Power unit PE-81-E and F.
	19 Jun 44



	23209
	Power unit PE-95-F.
	19 Jun 44



	23216
	Power unit PE-235-A.
	18 Jan

45



	2 3219
	Power unit PE-236-A.
	3 Jul

44



	3220
	Power unit PE-142-D and E.
	9 Aug 44



	3224
	Power unit PE-167.
	3 Jul

44

30 Jun 44



	3227

2 3802
	Power unit PE-79-F.

Projector equipment PH-398 & PH-398A (RCA Models PG-200

& PO-200A).
	5 Apr 44



	3804
	Print dryer PH-405 (Pake Economy Dryer, Model SE).
	17 Feb 44



	3829
	Camera, M. P., 16-mm, PH-430-A (Bell & Howell Co., Model

70DA Filmo).
	4Jul

44



	U 11-Ul
	Printer PH-87 (Eastman Auto-Focus Enlarger, Model C).
	5 Nov 48



	14 11-U3
	H, -J, and -I( (Cum-

Power units PE-85-A, -B, -C, -D, -F, -G,

mins diesel engine, Models HI-400 and HI-600).
	11 Dec 50



	11-U4
	Power unit PH-138/U, Caterpillar diesel electric, Model 44-20-E:

engine, Model D4400.
	11 Dec 51



	11-U5
	Projector PH-405 (35-mm DeVry projector, Model XNOR or

1200).
	6 Jan

52



	11-U6
	Printer, MP (continuous), PH-67 and PH-314; printer, PH-67,

Bell & Howell, Model D, 35-mm; and printer, PH-314, Bell &

Howell, Model J, 16-mm.
	19 Dec 51



	11-U7
	Power units PE-63-C, D, and F and PE-105-A, Hercules engine,

Models IX and IXA.
	10 Dec 51



	11-U8
	Power units HD-24 and HD-40, Witte engine, Models KD-6 and

MD-12.
	31 Dec 51



	11-U9
	Camera, 35-mm, P2E-516/oF, Mitchell, single system, sound.
	10 Oct

53



	11-302-1
	Power unit PE-HO-43 through PE-HH-43 (charging set SCR-

169).
	15 Nov 54



	11-302-2
	Power unit PE-HJ-43 (charging set SCR-169).
	8 Nov 54

15 Oct 54



	11-302-3
	Power unit PE-HK-43 (charging set SCR-169).

Briggs & Stratton engine, Models A, AHL, and AP.
	12 Nov 51



	11-360-1

11-360-2
	Reel unit RL-26-A, B, and C.
	10 Feb 53



	11-362
	Reel units RL-31, RL-31-B, RL-31-C, RL-31-D, and RL-31-E.
	27 Jall

55



	11-370
	Plow, cable, LC-61.
	16 Oct 51



	11-373
	Reeling machine, cable, engine driven RL-118/G.
	27 Sep 54



	11-380
	Converter M-209.
	25 Sep 53



	11-390
	Signal lamp equipment EE-80 and EE-80A.
	12 Dec 51



	11-403
	Identification equipment (field), PH-385, PH-385A, B, C, and D 31 Dec 51

(Folmer-Graflex identification unit).
	





2 No stocks-do not requisition.

a1 Rcsponsibility for this lubrication order has been assigned to the Chief of Engineers.
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	11-405
	Printer (enlarger), PH-129, PH-129-A, PH-129-B, and PH-639/

TF, Simmon Bros, type DII Omega and type DII Omega modi
	11 Dec 51



	11-429
	fied.

Wind equipment AN/GMQ-1 (wind transmitter ML-203-A and

ML-203-B).
	15 Nov 54



	11-434
	Spotting sets PH-32and AN/TVQ-1; viewing attachment PH-98-

( ): rewinder PH-92-( ): and splicer PH-91-( ).
	31 Dee 51



	11-445
	Time interval apparatus EE-86-A.
	19 May 50



	11-900
	Power units PE-75-C through -W, and PE-75-AA through -AE

(Briggs & Stratton engine, Model ZZ).
	15 Feb 45



	11-900A
	Power unit PE-75-AF (Briggs & Stratton engine, Model 23BP).
	21 Jul

52



	11-903
	Power unit PE-77.
	19 Nov 54



	11-904
	Power unit PE-95-G, H, I, and K.
	27 Sep

54



	11-914
	Power units PE-201-A, -B, and -C.
	15 Nov 54



	11-919
	Generator set, gasoline engine, PU-107/U.
	1 Jun 54



	11-920
	Power units PE-49-D, -F, and -G.
	8 Nov 54



	11-925
	Power unit PE-185-A and B.
	11 Sep

53



	11-926
	Power unit PU-104/U (Hercules engine Model ZXB).
	8 Sep

53



	11-933
	Power unit PU-6/TPS-1.
	22 Oct 54



	11-936
	Power unit PE-198-B and C.
	18 Sep

53



	11-940
	Power unit PE-197.
	17 Sep

54



	11-940A
	Generator set, gasoline engine PU-286/G (Hercules Engine, Model

ZXB).
	20 Sep 54



	14 11-941
	Power units PE-215-A, -B, -C, and -E.
	23 Jun 50



	11-941-1
	Power unit PE-215-F (International Harvester Co. engine, Model

UD-61).
	27 Jul

51



	14 11-944
	Power unit PU-30/F (Case engine, Model LAE).
	2 Apr 45



	11-947
	Power units PE-210 and PE-210-A; power units, PE-214-B and

PE-214-C; power unit PU-181/PGC-1.
	5 Feb 51



	11-971
	Power unit PE-162-B.
	6 Jun 45



	14 11-973
	Power units PU-53/FRC and PUT-53A/FRC.
	9 Aug 50



	11-974
	Power unit PU-21/U (Hercules engine, Model ZXB).
	31 Mar 45



	11-975
	Power units PU-32/C and PU-35/U (Hercules engine, Model

ZXB).
	11 Aug 50



	11-976
	Power unit PU-26/U.
	27 Sep 54



	11-976A
	Generating set, gasoline engine, power unit PU-26A/U.
	10 Jul

53



	11-980
	Power unit PU-58/G (Willys-Overland engine, Model MB).
	16 Sep

48



	11-984

I 11-986
	Rotary converters, PU-143/U and PU-143A/U.

Power unit PU-19/FRC (International Harvester Co. engine,

Model UD-9).
	7 Aug 50

29 Jan

51



	11-998-1
	Power units PE-220-A, -B, and -C.
	6 Jul

50



	11-998-2
	Power units PE-220-A, -B, and -0.
	6 Jul

50



	11-1082
	Signal generator 1-222-A.
	31 Jul

50



	11-1167-1
	Radio set AN/TPS-1D; antenna base AB-221/TPS-1D.
	25 Nov 53



	11-1301
	Radar set, AN/SPN-5; antenna, AS-444/SPN-5; radar receiver-

transmitter,

RT-161/SPN-5;

radar indicator-control,

IP-51/

SPN-5.
	11 Oct 50



	11-1303
	Radar set AN/MPQ-10.
	23 Jun 53



	11-1330
	Radar sets AN/SPN-18 and -18X (antenna AS-659/SPN-18).
	18 Oct 54



	11-1335
	Radar sets AN/SPN-11X, -11Y, and -llZ, antenna AS-599/SPN-

11, radar receiver-transmitter RT-268/SPN-11.
	4 May 53



	11-1424-1
	Radio sets SCR-584-A and -B (indicators, BC-1088-A and -B).
	17 Oct

51



	11-1424-2
	Radio sets SOR-584-A and -B; control unit BC-1085; data unit

BC-1075; intake ventilator, gasoline heater, dehydrator, con
	29 Sep

51



	11-1424-3
	trol rack ventilator.

Radio sets SCR-584-A and -B; amplidyne motor-generator, ped-

estal MP-61, elevator platform, induction type voltage adjuster,

servo motor-generator.
	19 Oct

51



	11-1424-4
	Radio sets SCR-584-A and B; modulator BC-984-A and B; and

rectifier RA-68-A and B.
	3 Aug 51





14 Responsibility for this lubrication order has been assigned to the Chief of Engineers.
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	11-1424-5
	Radio sets SCR-584-A and -B; scan mechanisms MC-651 and

transmitter

receiver

assembly

pedestal

MC-697;

BC-1397;

MP-61-A and -B.
	22 Oct 51



	11-1452-2
	Radar set AN/TPL-1; main drive assembly, MX-186/TPL-1.
	50

9 Oct



	11-1452-3
	Radar set AN/TPL-1; pedestal, AB-39/TPL-1.
	50

10 Oct



	11-1454-1
	Radio set SCR-784 (antenna mount, MP-61-B; servo motor-gen-

erator; ventilating motor; line voltage regulator, TF-14; and

data unit, BC-1075).
	9 Jun 45



	11-1466-1
	Radar sets AN/FPG-1 and AN/MPG-1 (tower AB-50/MPG-1;

pedestal AB-8A/GP; rotating feed assembly CU-59/MPG-1;

telescope M-75-C; and servo-motor generator PU-52/MPG-1).
	4 Aug 51



	11-1466-2
	Radar set AN/MPG-1 (azimuth tracking unit C-162/MPG-1).
	4 Aug 51



	11-1466-3
	Radar sets AN/MPG-1 (range tracking unit C-163/MPG-1).
	3 Aug 51



	11-1466-4
	Radar sets AN/MPG-i (indicator unit ID-105/MPG-1, slew scan

unit C-165/MPG-1,

and modulator MD-36/MPG-1).
	4 Aug 51



	11-2258
	Facsimile sets AN/TXC-1, AN/TXC-1A, AN/TXC-1B.
	3 Jun 48



	11-2300
	Enlarger PH-542/UF (E. K. Co., Recordak, Model A, 16-mm or

35-mm).
	9 Dec 50



	11-2304
	Projector, film inspection, 16-mm, PH-543/UF, E. K. Co., Air-

graph Model A.
	21 Nov 53



	11-2305

11-2306-1
	Machine, developing, PH-512/GF (Eastman Kodak, reel type).

Enlarger, 16-mm, PH-511/GF, E. K. Recordak, Model N.
	31 Dec 51

10 Jan

52



	11-2306-2
	Enlarger, 16-mm, PH-511/GF, E. K. Recordak, Model N.
	10 Jan

52



	11-2307
	Enlarger PH-285 (Eastman Kodak Co., Airgraph Model III).
	15 Oct

48



	11-2308
	Machine, processing, PH-286, V-mail, Eastman Kodak Co., Air-

graph Models II and III.
	11 Dec 51



	11-2309
	Reader, 16-mm, PH-284, Eastman Kodak Co., Recordak, Model

10.
	6 Jan

52



	11-2310-1
	Recorder PH-283 and PH-283 Y; Airgraph recorder, Model C-1.
	23 Mar 52



	11-2310-2

11-2312
	Recorder PH-283 and PH-283 Y; Airgraph recorder, Model C-1.

Camera, micro-file, PH-454/PF (Eastman Kodak Co., Recordak,

Model E).
	20 Mar 52

30 Dec 51



	11-2320
	Photographic contact printer PH-649/U.
	4 Aug 54



	11-2347
	PH-399 and AN/TFQ-4

Projectors

(16-mm, Ampro projector,

Model YSA, and Ampro arc projector, Model AA).
	5 Nov 48



	11-2354
	Dryer PH-75 (Pako economy dryer, Model SE).
	5 Nov 48



	11-2355
	Print dryer PH-176, Pako Corporation dryer, Victory Model.
	12 Mar 52



	11-2357
	Projector equipment PH-131-A, -B, -C, -E, -F, -G, -1H, and -J

(Bell & Howell Co., 16-mm projector, Models 138-u, -v, -w, -x,

156-A, -D, -V, -H, and 179-C).
	3 Mar 49



	11-2359
	Printer PH-314-A (Frank Herrnfcld Engineering Corp.).
	15 Jun

53



	11-2363
	Darkroom PH-392 (Hunter Manufacturing Co., Model T-3c).
	21 Sep 48



	11-2364
	Camera, combat, still, PH-501/PF, Simmons Bros. camera, 234 x

334".
	13 Nov 51



	11-2368
	Enlargers PH-275 and PH-276-A (Eastman Kodak Co. portable

miniature enlarger M/l).
	15 Mar 48



	11-2374
	Printers PH-87-A and PH-95-A (Omega enlarger Models NE,

5 x 7, and NF, 8 x 10).
	27 Oct 48



	11-2379
	Film examining machine PH-319, Model UDS, film examining

machine, Model UDX, and film examining machine PH-561/U

(UDCS) Moviola, Models UDS, UDX, and UDCS.
	4 Jan

52



	11-2380
	Camera, M. P., 16-mm, PH-430 (Eastman Kodak Co.,

Cine-

Kodak Special).
	6 Jan

52



	11-2380-1
	Camera, 35-mm-MP, PH-274 and PH-274-A (Mitchell, standard,

silenced, and Mitchell, "NC").
	25 Jan

52



	11i2386-2
	Camera, 35-mm-MP, PH -274 and PH-274-A (Mitchell, standard,

silenced, and Mitchell, "NC").
	25 Jan

52



	11-2388
	Film examining machines PH-97, PH-179, and PH-279, Moviola,

Model D.

Camera PH-430-A (Bell & Howell Co., Model 70DA Filmo).
	2 Jan

52



	11-2390

11-2392
	Splicer (semi-automatic), MP, 35-mm and 16-mm, PU-321, Bell

& Howell No. 6 combination splicer.
	7 Dec 48

23 Nov 51













	NO.
	TITLE
	DATE




	
	SIGNAL-Continued
	



	11-2396-1
	Camera PH-330-A, -B, -C, -D, -E, -F, -G, and KF-2(1) Bell & 28 Dec 53
	



	
	Howell Model 71-K, -L, -M, -N, -O, -P, -Q, Eyemo.
	



	11-2398
	Washer PH-240-A; Pako Corp., washer.
	18 Oct

51



	11-2403
	Radiosonde recorders RD-3/FMQ-1, RD-88/TMQ-5 and AN/
	14 May54



	
	TMQ-5; radiosonde receptors AN/FMQ-1 and AN/FMQ-2.
	



	11-2414-1
	Wind intensity transmitter ML-151; wind direction transmitter

ML-152 (wind indicating equipment, Selsyn type).
	20 Jan

48



	11-2414-2
	Wind recorders MI-144 and ML-174 (wind indicating equipment,

Selsyn type).
	20 Jan

48



	11-2444
	Wind direction and speed recorder RO-2/GMQ

and RO-2A/

GMQ.
	15 Feb 55



	11-2534-1
	Theodolite PH-(BC, BE and BG)-33, and theodolite MX-194/

TVQ-1; parts of spotting sets, PH-32 and AN/TVQ-1.
	31 Dec 51



	11-2534-2
	Theodolite PH-(BD, BD and BH)-33; part of spotting sets PH-32

and AN/TVQ-1.
	30 Dec 51



	11-2568
	Sound ranging set GR-8.
	8 Apr 52



	11-2693
	Timing unit TD-8/GRD-1, gear and synchronizer unit.
	21 Feb 49



	11-5507
	Rotary converter PU-141/A, PU-141B/U and 3K50; rotary con-
	28 Sep

54



	11-5510
	verter PU-140/U, PU-140A/U and lK50.

Motor generators PU-163/U and PU-164/U.

(ESCO type FBC54/
	3Aug 50



	
	FBC54).
	



	
	TRANSPORTATION
	



	55-U4
	Reiner & Co.,

Generating

set,

(John

Models

diesel-electric

MDGHO0, 501, 60C, DGH60, & 60CA).
	31 May45



	5-6U5
	Generating set, cargo pump, diesel engine driven, 25kw (John

Reiner & Co., Model AH50B).
	14 Mar 45



	55-U7
	Generating set, gasoline-electric (John Reiner & Co. MGG 10 and

Bardco 71-G-32-D C-HK) .
	15 Mar 45



	55-U9
	Power unit engine, gasoline (Waukesha 6 WAK, 6 WAL, 145 GK,

145 GZ).
	5 May 45



	55-U10
	Engine, diesel, marine (Caterpillar D8800).
	5 Jul

45



	56-U14
	Power unit engine, gasoline (Climax R41, R61, R81).
	16 Apr 45



	55-U17
	Crane, locomotive, gasoline (Ohio 25 and 35 ton).
	29 May 45



	5S-U21
	Power unit, diesel engine (Caterpillar, Model D13000.
	8 Mar 49



	55-U22
	Engine, diesel, marine (Caterpillar D17000).
	30 May 46



	55-U23
	Generating set, gasoline engine driven, 1)2 to 2 kw (Kohler, Models

K and E-36).
	15 Aug 45



	2 55-U29
	Charging set, battery, gasoline engine driven, 2 kw (Onan 48S4).
	10 Sep

45



	55-U31
	Generating set, steam engine driven, 5 kw (B. F. Sturtevant Co.

Model VS-8).
	15 Aug 45



	55-U35
	Power unit, engine, diesel (Buda, Model 6-DC844).
	1 Sep

45



	55-U36
	Hoist, derrick, 30 ton (American Hoist & Derrick, Model 140-5

drum).
	15 Aug 45



	255-U38
	Power unit, engine, diesel (Buda 6DC-1879, 6DCS-1879).
	17 Oct

45



	255-U39
	Generating set, diesel engine driven, 5kw (R. H. Sheppard, Model

No. 7).
	15 Aug 45



	55-U40
	Engine, gasoline, marine (Gar Wood "V12", Super Marine).
	9 Jul

45



	55-U41
	Auxiliary compressor & generating unit, 1 kw (Kahlenberg, Model

KBAL-1000).
	15 Sep

45



	55-U47
	Engine, diesel, marine (Kernath 2-113 & 2-127).
	13 Aug 45



	2 55-U51-2
	Locomotive, steam, 56)4 inch gage, 80 ton, 2-8-0, tender.
	I Mar 46



	55-Uo4
	Boat, utility, diesel, wood, 26' (designs 207, A, B).
	11 May 46



	5U70
	Generating unit, steam engine driven, 25 kw (Troy-Engberg, type

E-M).
	7 Aug 47



	55-U100
	Boat, utility, gasoline, wood (27 ft., design 311).
	25 Mar 53



	565-U101
	Boat, gasoline or diesel, wood (utility, tunnel stern, 36 ft., design

329).
	14 Apr 53



	55-U102
	Boat, picket, gasoline or diesel (38 ft., design 388).
	20 Apr 53



	55-U103
	Boat, salvage, diesel, wood (50-foot, design 403).
	9 Mar 53



	
	
	14 Apr 53



	55-U104
	Boat, patrol and rescue, gasoline, wood (63 ft., design 416).
	



	55-U105

55-U106
	Boat, patrol, gasoline, wood (42 ft., design 221C).

Boat, utility, diesel, wood (96 ft., design 333).
	19 Nov 52

14Apr 53





2 No stocks--do not requisition.









	NO.
	TITLE
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	55-U107
	Tug, ocean-going, diesel (1,200 hp, 126 ft., design 293A).
	14 Apr 53



	55-U108
	Tug, ocean-going, steanm (1,200 hp, 140 ft., design 254).
	3 Apr 53



	55-U109
	Generator set, diesel-engine-driven (20-kw bogue electric type M,

Buda DTG468).
	10 Apr 53



	55-U110
	Boat, landing, gasoline, wood (36-foot, design 195).
	30 Dec 52



	55-1U 11
	Boat, utility, gasoline, wood (26 ft., design 206).
	5 Feb 53



	55-U112
	Boat, diesel-engine-driven (passenger, 50 ft., design 212).
	14 Apr 53



	55-U114
	Boat, radio-controlled, gasoline, wood (34 foot, design 244).
	2 Feb 53



	55-1U15-1
	Barge, diesel, wood (self-propelled, dry or liquid cargo, 88 ft.,

design 396).
	15 May53



	55-U115-2
	Barge, diesel, wood (self-propelled, dry or liquid cargo, 88 ft., design 15 May 53

396).
	



	55-U116
	Barge, nonpropelled, steel (liquid cargo, 4,280 bbl, 120 ft., design

231).
	26 Mar 53



	5-t1T17
	Boat, patrol, gasoline, wood (42 foot, design 22 1-).
	22 Oct

52



	55-U1118
	Landing craft, mechanized, diesel (56 ft., design LCM6; 50 ft.,

design LCM3).
	6 Feb 50



	55-Ut19
	Barge, liquid cargo, nonpropelled.
	20 Feb 53



	55-U120
	Barge, liquid cargo, self-propelled, diesel (6,500 bbl, 182 ft., design

294A).
	14 Apr 53



	55-U121
	Engine, gasoline, marine (Universal Super-Four, Model LSGR).
	10 Feb 53



	5b-U122
	Barge, deck and liquid cargo (104 ft., non-propelled, steel 375 ton,

and 3,200 bbl, design 348B).
	12 Feb 53



	bs-U124

55-U125
	Pump,

turbine,

gasoline-engine-driven

(Worthington

Model

10-600-QDO-2 .

Pump, rotary, diesel-engine-driven (Viking, Model ZP, Buda
	27 Mar 53

4 Dec 52



	55-U126
	engine Model 6DI691).

Pump, bilge, portable (Stuckeman Pump, Model U300GW, Evin-
	18 Mar 53



	
	rude Motors Engine, Model 4359, Johnson Motors Engine,

Model 200).
	



	55-U128
	Steering gear, manual and air driven (Klingbeil & Oetinger, Model

HD-5475-R11B4-68).
	18 Dec 52



	55-U129
	Steering gear, electric motor driven (Smola Engineering type A,

Electro Dynamic Motor, Model 20-D-9045).
	18 Dec 52



	55-U 130
	Windlass, anchor, diesel engine-driven (Dake, Model special 30W;

Fairbanks Morse engine, Model 36A4-4;

Sheppard engine,

Model 6A).
	2 Jan

53



	55Ut32
	Winch, cargo, electric motor-driven (American Hoist & Derrick,

* Model 101, 96A).
	18 Dec 52



	55-U134
	Hoist, winch type, stationary, single drum, wire rope (Detroit

Hoist Machine Co., Model M9S).
	18 Dec 52



	55U135
	Hoist, chain, electric motor-driven (book suspended, cap. 2 ton,

Yale & Towne, Model 20B).
	2 Apr 53



	55-U138
	Winch, cargo, electric motor-driven (J. D. Christian, Models

30900, 30712).
	7 Mar 53



	55-U139
	Winch, cargo, electric motor-driven (single speed, J. D. Christian,

Model 30711).
	9 Mar 53



	55-U140
	Winch, lifeboat, electric-motor-driven, (two 8" gypsies, 5 hp at

1,200 rpm, J. D. Christian, Model 30714).
	14 Apr 53



	55-1'14t
	Capstan, electric motor-driven (Parkersburg 20).

Capstan, electric, single head (Dake, Model 10VCW).
	6 Mar 53



	55-U 142

55-l143
	Windlass, anchor, electricorhand-driven (Dake, Model 1W).
	30 Dec 52

3 Feb 53



	55-T-144
	Winch, davit, electric-motor-driven (2 winch heads, Montgomery,

Model 6).
	14 Apr 53



	53-U145
	Winch, towing, electric-motor-driven (National Iron model 4600).
	9 Apr 53



	55-t'146
	Capstan, electric-motor-driven (Link Belt, Model WK5503).
	5 Feb 53



	55-U147
	Windlass, anchor, chain-driven (Markey WMD-16).
	15 May 53



	55148
	Windlass, anchor, electric-motor-driven (A. A. Johnson WTM

1M).
	14 Apr 53



	55-U1149
	Windlass, anchor, electric-motor-driven (J. D. Christian 30713).
	14 Apr 53



	55-Ui50
	Windlass, anchor, with capstan (National Iron, Model 4700).
	14 Apr 53



	55-U151
	Crane, jib, traveling, track-mounted, electric-motor-driven, (5,000

lb., Shepard Niles Model RB).
	13 Apr 53













	NO.
	TITLE
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	55-U155
	Railway motor car, maintenance (Fairmont Model A3C-2, Her-

cules ZXB).
	2 Apr 53



	55-U156
	Railway car, maintenance (Fairmont, Model M19 ZU-E-5).
	12 Nov 52



	55-U157
	Railway car, inspection (Kalamazoo, Model 54).
	22 Oct

52



	55-U158
	Railway car, maintenance (Kalamazoo, Model 27-engine, Wis-

consin Model VE-4).
	19 Nov 52



	55-U159
	Crane, floating, diesel-electric (I 10 ton, Dravo, design 264).
	28 Mar 53



	55-U161-1
	Crane, floating, diesel-mechanical (30 ton, design 317A) (Pointer-

Willamette and Washington Iron Works).
	22 Apr 53



	55U161-2
	Crane, floating, diesel-mechanical (30 ton, design 317A) (Pointer-

Willamette and Washington Iron Works).
	19 Apr 53



	55-U162
	Pump, rotary, electric motor-driven (Viking ZK and ZKK).
	19 Jan

53



	55-U163
	Pump, transfer, electric motor-driven (5 stage turbo-centrifugal,

Fairbanks Morse, fig. 6920).
	11 Feb 53



	555-U164
	Pump, centrifugal, diesel-engine-driven (Bardco DP500).
	2 Mar 53



	55-66165
	Pump, reciprocating, electric motor-driven (Deming figure 1809-

4 x 4/).
	Mar 53

l



	55-U167
	Pump, rotary, electric motor-driven (Walter H. Eagan, L212S;

Viking LQ212).
	4 Feb 53



	55-U168
	Pump, centrifugal, diesel engine-driven (Gardner Denver type

"D", Buda 6LD468).
	18 Mar 53



	55-U169
	Pump, rotary, electric motor driven (Viking ZJI 34).
	27 Mar 53



	55-U171
	Boat, fire, diesel, wood (65 ft., design 259B).
	14 Apr 53



	55-U172
	Barge, liquid cargo, self-propelled (diesel, steel, 6,500, bbl, 180 ft.,

design 294).
	14 Apr 53



	55-U173
	Barge, refrigerated, cargo, nonpropelled (steel, 60,000 cu ft., 210 ft.)

design 230 modified to 7016).
	14 Apr 53



	5-1U175
	Tug, ocean going, diesel, 1,225 hp, steel (123 ft., design 228).
	14 Apr 53



	55-U176

55-U178
	Tug, diesel, wood (46 foot).

Generator set, diesel-engine-driven (Cummins, Model A6MDG,

30 kw).
	25 Mar 53

7 Mar 53



	55-U179
	Barge, dry and liquid cargo (self-propelled, diesel, wood, 100 ton

and 1,200 bbl., 105 ft., design 291).
	5 Mar 53



	55-U180
	Generator set, diesel, with bilge pump (United States Motor

Corp. M5DAC12-E).
	14 Apr 53



	65-U181
	diesel (New England Trawler Equipment Co.,

Winch, cargo,

Model 668-60).
	24 Mar 53



	55-U182
	Windlass, anchor,

electric-motor-driven

(Ideal

Windlass

Co.

BCW-3).
	7 Mar 53



	5566-U183
	Windlass, anchor, electric-morot-driven

(Ideal Windlass Model

TW2CB).
	14 Apr 53



	55-U184
	Pump, centrifugal, gasoline-engine-driven (Carver Model A3815;

Wisconsin engine type AHH).
	10 Jul

53



	55-U185
	Winch, horizontal, hand-operated

(Marine Manufacturing

Supply Co. DWG. C-5988).
	& 10 Jul

53



	65-U186
	Railway motor car, maintenance (Northwestern

Model 539R,

Briggs & Stratton Engine Model 23B).

Railway motor car, maintenance (multigage, 8 man, 4 wheel,
	10 Jul

53

11 Jul

53



	55-U187
	Fairmont Model A5ZU-C-3).
	



	65-U188-1

55-U188-2
	Tug, oceangoing, diesel-electric (1,530 hp, 143 ft., design 377 A).

Tug, oceangoing, diesel-electric (1,530 hp. 143 ft., design 377 A).
	8 Aug 53

8 Aug 53



	55-U189-1
	Vessel, supply, aircraft repair, diesel (steel, 180 ft., design 427).
	30 Jul

53



	55-U189-2
	Vessel, supply, aircraft repair, diesel (steel, 180 ft., design 427).
	30 Jul

53



	55-U190-1
	Vessel, supply, diesel (steel, 180 ft., design 330DA).
	30 Jul

53



	55-U190-2
	Vessel, supply, diesel (steel, 180 ft., design 330DA).
	30 Jul

53



	55-U191-1
	Vessel, salvage, diesel (steel, 150 ft., design 210).
	14 Aug 53



	55-U191-2
	Vessel, salvage, diesel (steel, 150 ft., design 210).
	14 Aug 53



	55-1001
	Generator set, diesel-engine-driven (Cummins,

Models H, HI,

HBI, and HBIS600).
	24 Mar 53



	55-1005
	Engine, gasoline, marine (Ball-Scott & Hudson Invader 168).
	2 Jul

45



	55-1006
	Engine, gasoline, marine (Hall-Scott "Defender").
	2 Jul

45



	55-1007
	Engine, steam, marine (Skinner, Unaflow 1,200 hp).
	2 Jul

45



	55-1010
	Engine, gasoline, marine (Packard, Model 4M2500).
	3 Feb 53
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	55-1025
	Engine,

Imperial,

diesel,

marine

(Atlas

Models

6HM1558,

6HM2124, 6HM1021).
	16 Jul

45



	55-1032
	Engine, diesel (Hercules, Model DJXC) (generating unit, John

Reiner, Models MDGH-25, MDGH-25-1) (auxiliary unit, John

Reiner, Model AH-30-S).
	7 Aug 47



	55-1033-1
	Generating unit, diesel-engine-driven

(Hercules, Model DOOC)

(John Reiner,

Models DGH-10, MDGH-10-K, MDGI-734,

MDGH-74).
	1 Aug 47



	55-1033-2
	unit,

Auxiliary

diesel-engine-driven

(Hercules, Model DOOC)

(John Reiner, Models MDOC-10, MDGC-10-1, AH-30, AH

30-1).
	7 Aug 47



	55-1036
	Engine, diesel, marine (Buda-Lanova, Model 4-DTMR-212).
	15 Aug 45



	55-1047
	Engine, diesel, power unit (Caterpillar, Model D-8800) (power-

takeoff, Twin Disk, Model D-114P).
	2 Sep

47



	55-1048
	Engine, diesel, marine (Caterpillar, Model D 4600).
	2 Sep 47



	55-1055
	Engine, diesel, marine (Kahlenberg, Models BF, B5 and B6).
	5 Sep 47



	55-1058
	Power unit engine, gasoline (Buda JK6).
	16 Apr 45



	2 55-1065
	Engine, diesel, marine (GMC 6-278A).
	10 Oct

45



	2 55-1066
	Generating set, diesel-engine-driven, 100kw (GMC 3-268A).
	1 Aug 45



	2 55-1067
	Engine, diesel-electric, marine, 605 kw (GMC 12-278A) (Farrel-

Birmingham reduction gear, serial U-14).
	15 May45



	55-1069
	Generator set, diesel-engine-driven (20, 30, and 60 kw, GMC 2-71,

3-71, 6-71).
	15 Mar 53



	55-1070
	Engine, diesel, marine (Buda 6-DCMR-844).
	2 Apr 45



	55-1071

55-1072
	Engine, diesel, marine (Buda 6-DCMR-1879, 6-DHMR-1879).

Engine, diesel, marine (Buda, Models 6-DTMR-317, 6-DTMR-

468).
	20 Apr 45

5 Sep 47



	55-1072-1
	Engine, diesel, marine (Buda 6-DHMR-691).
	23 Apr 45



	55-1081
	Engine, gasoline, marine (Sterling "Admiral" 12 cyl.).
	5 Apr 45



	55-1082
	Engine, gasoline, marine (Sterling Petrel L-6).
	6 Apr 45



	2 55-1085
	Engine, diesel, marine (Clark MD4 & MD6).
	1 Jul

45



	2 55-1090
	Engine, diesel, marine (Cooper-Bessemer, JS6, JS8DR).
	15 Aug 45



	2 55-1091
	Engine, diesel, marine (Cooper-Bessemer, FW-6-DR).
	13 Sep

45



	55-1100
	Engine, gasoline, marine (Chris Craft, Models B, K, M, W).
	15 Jul

45



	55-1105
	Engine, diesel, marine (Enterprise DMQ 36, DMQ 38).
	16 Aug 45



	55-1106
	Engine, diesel, marine (Enterprise DMG 6, DMG 38 and DSG 6).
	15 Mar 53



	55-1110
	Power unit, engine, gasoline (Briggs & Stratton, Model B).
	15 Oct

48



	55-1115
	Engine, diesel, marine (Fairbanks-Morse 35-F-8 94, 4, and 6 cyl-

inder).
	25 Mar 45



	55-1116
	Engine, diesel, marine (Fairbanks-Morse, Model 35-F-14, 6 cyl-

inder).
	25 Mar 45



	55-1117-1
	Generator set, diesel-engine-driven, 5-kw (Fairbanks-Morse 36A4

3/ DE, I cylinder).
	31 Mar 45



	55-1117-2
	Generating unit, diesel-engine-driven,

20 kw (Fairbanks-Morse,

Model 36A4 /4, 3 cylinder).
	7 Aug 47



	55-1118
	Generating

80 kw

(Fairbanks-Morse

set,

diesel-engine-driven,

36A5 36 E, 8 cylinder).
	2 Apr 45



	2 55-1119
	Engine, diesel, marine (Fairbanks-Morse, Model 35-F-10, 6 cyl-

inder).
	15 Apr 46



	55-1120
	Engine, diesel, marine (Fairbanks-Morse, Model 37-E-14, 6 cyl-

inder).
	5 Sep

47



	55-1122
	Engine, diesel, marine (Fairbanks-Morse Models 37E16, 37F16,

and 33F16, 4, 5, 6, 7, 8, and 10 cylinder).
	19 Apr 53



	2 55-1126
	Engine, diesel, marine (Superior, Model VDSS-8).
	15 Oct

45



	55-1132
	Engine, diesel, marine (Superior, Models MDR-8 and MDRB-8)

(reverse gear, Snow Nabstedt, Models 665 and 666) (reduction

gear, Snow Nabstedt, Models 1577 and 1577W) (power-takeoff,

Twin Disk, Model C-106PS).
	29 Dee 47



	55-1136
	Generating set, diesel-engine-driven, 50-kw (Superior GD-4).
	8 May 45



	55-1140
	Engine, diesel, marine (Busch-Sulzer 6DFMT-17).
	15 Oct 45



	55-1145
	Engine, gasoline, marine (Chrysler, Models M7, M8).
	2 Sep 47



	55-1148
	Engine, gasoline, marine (Kermath Sea Raider 6 and Sea Wolf 6).
	2 Apr 45





2 No stocks-do not requisition.
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	55-1150
	Engine, gasoline, marine (Sea Raider 12, Sea Raider Special 12).
	3 Apr 45



	55-1152
	Engine, diesel, marine (Kermath, Model 4-226).
	5 Sep 47



	55-1157
	Engine, diesel, Atlas-Lanova, Model 3LN29.
	7 Aug 47



	55-1201
	Crane, locomotive, steam (Browning 4 and 8 wheel).
	15 May 45



	2 55-1204
	Derrick, floating, diesel, steel, 30 ton, design 314, knockdown
	25 Aug 45



	
	(American Hoist & Derrick, hoist Model 140-5 drum) (Cater

pillar power unit, Model D-13000).
	



	55-1205
	Derrick, stiff leg, 30-ton, design C-25, Wiley, Model F (J. D.

Christian hoist, Model 31600, 30-ton double drum) (Buda, Model

6-DC-844).
	25 Sep

45



	2 55-1207
	Crane, railway, steam wrecker, 75 ton (Industrial Brownhoist,

Model P, 12 wheel).
	1 Feb 46



	55-1207-2
	Crane, railway, steam wrecker, 75 ton (Industrial Brownhoist,

Model P, 12 wheel).
	1 Feb 46



	2 55-1208
	Crane, railway, steam, 20 ton, 56k" gage (Industrial Brown-

hoist, Model 4).
	15 Jan 46



	55-1209
	(American Hoist & Derrick,

Crane, railway,

gasoline, 25-ton

Model 825).
	10 Mar 49



	55-1210-1
	Crane, floating, steam, 60-ton, design 256 (American Hoist & 17 Mar 49

Derrick).
	



	55-1210-2
	Crane, floating, steam, 60-ton, design 256 (American Hoist & 18 Mar 49

Derrick).
	



	55-1211-1
	Crane, floating, revolving,

design 413

diesel-electric,

60-ton,

(power unit, Atlas Imperial 6EN668).
	16 May 49



	55-1211-2
	Crane,

floating, revolving,

diesel-electric,

60-ton,

design

413;

fresh water and fuel pump, Viking, Model ZJ Iy"; portable

bilge and ballast pump, Marlow, Model 415-EL; air compressor,

Westinghouse, Model 2-CY B-25; deck winch, Dravo Special.
	16 May49



	55-1250
	Electric 44-ton BB88/88,

Locomotive,

diesel-electric

(General

45 ton BB90/90,

47 ton BB94/94-380 hp, 4GE-733) (Caterpillar

D17000).
	10 Apr 45



	55-1251
	Locomotive, diesel-electric (General Electric 45-ton BB90/90' 25 Apr 45

300 hp, 2GE-733) (Cummins HBI-600).

Car, railway, hospital unit (American Car & Foundry Co.).
	



	55-1254

55-1255
	Car, railway, maintenance, 60-hp gasoline engine, multigage, 8

man (Willys engine, Model MB).
	28 May 45

16 Jul

45



	55-1256
	Car, railway, inspection, gasoline,

multigage, 4-man, 4-wheel

(Briggs and Stratton engine, Model ZZP).
	7 Aug 47



	55-1257
	Locomotive, diesel-electric, 127-ton, 1000 hp, std. gage (American

Locomotive, Model RDSW).
	8 Mar 49



	55-1258
	(American Car and Foundry,

Car, railway, hospital kitchen

56Y2" gage, 50-ton, 8 wheel).
	1 Aug 45



	55-1260
	Locomotive, diesel-electric (120 ton, Baldwin, 1,000 HP).
	27 Mar 53



	2 55-1262
	Car, railway, maintenance, gasoline engine driven, multigage,

8-man (International engine, Model GRD 175A).
	16 Oct

45



	55-1263
	Locomotive,

(General

Electric,

diesel-electric

65-ton

engine,

Cummins

Model

UBIS-600).

[Locomotive,

diesel

electric]

(General Electric, 65 ton, 56Y2" gage, 0-4-4-0) (H. K. Porter,

65-ton, 56j"' gage, 0-4-4-0, Spec 7283).
	18 Mar 53



	55-1264
	Locomotive,

diesel-electric (General Electric Models B-B-160/

160-4GRM833 and B-B-160/160-4GE747, 80 ton)

(Cummins

engine models LI-600 and NHBIS-600).
	16 Mar 53



	55-1265
	Locomotive,

diesel-electric

(ALCO, 100-ton,

(ALCO,

660-hp)

115 ton, 1,000 hp).
	9 Oct 52



	55-1266
	Locomotive, steam, oil burning (80-ton, 0-6-0, Lima); locomotive,

steam, coal burning (80-ton, 0-6-0, Alco).
	6 Feb 53



	55-1268
	Locomotive,

diesel-electric

(General Electric Models

B-46/46-

IGE733 and B-50/50-IGE733,

23 and 25 ton, 150 hp, Cummins

HB 1-600).
	14 May 53



	55-1269
	Locomotive, gasoline-mechanical (8 ton, Fate-Root-Heath, Plym-

outh, Model DLB).
	28 Mar 53





2 No stocks-do not requisition.
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	55-1270
	Locomotive,

Fate-Root-Heath,

gasoline-mechanical

(5-ton,

Plymouth, Model FLH).
	16 Mar 53



	55-1271-2
	Locomotive, diesel electric (Electro-Motive,

Model GP7L, 120

ton, 1,500 HP).
	28 Mar 53



	55-1272
	Locomotive, diesel-electric (Whitcomb Model 25DE26, 25 ton,

150 HP, Cummins HBI600).
	25 May 53



	55-1275
	Locomotive, diesel-electric (56½" gage, 120 tons, electro-motive

MRS-1, 1 and MRS-1, III).
	28 May 53



	55-1276
	Locomotive, diesel-electric (56X" gage, 120 ton, 0-4-4-0, 1200 hp,
	11 Jul

53



	55-1277
	Fairbanks-Morse Model H12-44).

Locomotive, diesel-electric (56½", 60", 63" and 66" gage, 120 ton,

0-6-6-0, 1600 hp, General Electric Models GE19B238GI and

G2).
	14 Aug 53



	55-1279
	Locomotive, diesel-electric (5632" gage, 44 ton, 0-4-4-0, 400 hp,

Davenport Besler).
	8 Sep

53



	55-1280
	Locomotive, diesel-electric (56½4" gage, 80 ton, 0-4-4-0, Daven-

port Besler Model 112-5708).
	8 Sep 53



	55-1700
	Crane, locomotive, gasoline (Industrial Brownhoist, Model No.

5, 25-ton; Model No. 8, 35-ton).
	28 Mar 53



	55-1701-1
	Crane, railway,

locomotive,

diesel-electric

ton

American

(40

Hoist & Derrick Model 840 DE).
	15 May 53



	55-1701-2
	Crane, railway,

locomotive,

diesel-electric

(40 ton

American

Hoist & Derrick Model 840 DE).
	15 May 53



	55-1701-3
	Crane,

railway,

ton American

locomotive,

diesel-electric

(40

Hoist & Derrick Model 840 DE).
	15 May 53



	55-1701-4
	Crane, railway, locomotive, diesel-electric (40 ton American

Hoist & Derrick Model 840 DE).
	15 May 53



	55-1702
	Crane, locomotive, diesel (30 ton, Ohio, Model EFA).
	17 Feb 53



	55-2000
	Railway car, maintenance (Buda, Model R1).
	19 Nov 52



	55-2002
	Railway motor car, maintenance (Kalamazoo Model 39, Ford

V8 engine).
	15 Mar 53



	55-2003
	Railway motor car, maintenance (Northwestern

Model 561-

IHC 85, International Harvester Engine Model ORD 233).
	2 Apr 53



	55-2004
	Railway motor car, maintenance (Fairmont, Model A5-ZU-A-

2, Waukesha FC86F).
	17 Mar 53



	55-2008
	Railway motor car, maintenance

(Fairbanks-Morse,

Model

40B),
	27 Feb 53



	55-2009
	Railway car maintenance (Fairmont, Models S2F-3, S2E-4).
	19 Nov 52



	55-2011
	Railway car, maintenance (Fairmont, Model ST2G-3).
	21 Nov 52



	55-2012
	Railway car, maintenance (Northwestern, Model 532R, Briggs

& Stratton engine, Model 23B).
	28 Oct

52



	55-2013
	Railway motor car, maintenance (Kalamazoo, Model 27 AW,

Hercules Engine Model IXB5).
	7 Apr 53



	55-2014

55-2015
	Railway motor car, maintenance (Buda, Models 19L and 11911).

Railway motor car, maintenance (42" gage, Fairmont, Model

A3Z42D2).
	15 Mar 53

27 Feb

53



	55-2017
	Railway motor car, maintenance (Northwestern, Model 561V8-

85, Ford Engine Model V8-85 H. P.).
	28 Mar 53



	55-2019
	Railway, car, kitchen,

troop-hospital (Saint Louis Car Co.,

56½" gage, 50 ton, 8 wheel).
	54

28 Sep



	55-2020
	Railway car, hospital unit (56 H-in. gage, 8 wheel, St. Louis Car

Co.).
	21 May 53



	55-2300
	Generator set, gasoline engine-driven (I kw Universal Model

M500-MS).
	19 Nov 52



	55-2301
	(800 watt, 32 volt, Delco

Generating set, gasoline-engine-driven

Appliance, Model 8EW-3),
	8 Dec 52



	55-2501-1
	Generator set, diesel-engine-driven, (Kurz & Root ES, Nordberg

4FS2, Viking L-124).
	13 Apr 53



	55-2501-2
	Pump, diesel-engine-driven (Weinman JC, Nordberg 4FS3).
	18 Apr 53



	55-2502
	Generator set, diesel-engine-driven (Fairbanks,

Morse genera-

tor, Model TGZDJ; Fairbanks, Morse engine, Model 45B3-

1/8).
	18 Mar 53













	NO.
	TITLE
	DATE




	
	TRANSPORTATION-Continued
	



	55-2504
	Generator set, diesel-engine-driven

(30 kw, Columbia, Model

SO-19535; Westinghouse, Model SO-3B9508; Caterpillar, en

gine, Model D318).
	5 Mar 53



	55-2505
	Generator

(Delco Products,

set, diesel-engine-driven

Model

13670, Sterling Engine, Model GAB-2).
	15 Mar 53



	55-2506
	Generator set, diesel-engine-driven (Palmer Generator, Model

20-3P-12, International

larvester Engine, Model UD-9).
	18 Mar 53



	55-2507
	Generator set, diesel-engine-driven (10-kw generator Kurz & Root,

Model ES-G08504; Lister, Blackstone engine, Model CE401).
	23 Dec 52



	55-2508
	Generator set, diesel, with bilge pump.
	3 Nov 54



	55-2514
	Generator set, diesel engine-driven (Sheppard Model 8, 2-kw, 32-

volt, de).
	22 Jun

53



	55-2515
	(Lenard type A545;

Generator set, diesel-engine-driven

40-kw,

120-volt, de; Cummins engine Model HIP 600; Waterous Pump

Model P-1118).
	10 Jul

53



	55-2518
	Generator pump unit, diesel-engine-driven (Reiner Model BH-

15A, 10-KW).
	9 Sep

54



	55-2900
	Generator set, steam-turbine-driven.
	6 Nov 52



	55-2928
	Pump, transfer, bilge, 3 lobe rotary (Waterous, Model HD-643-

HP).
	9 Mar 53



	55-2937
	Pumps, steam reciprocating, vertical duplex (Worthington LO).
	27 Mar 53



	55-2939
	Pump, centrifugal, diesel-engine-driven

(Allis-Chalmers Pump

Type SJS, Hercules Engine Model DWXDS).
	22 Jun

53



	55-2942
	Pump, centrifugal, turbine-driven (Ingersoll-Rand 10AFV).
	19 Jan

53



	55-2946
	Pump, centrifugal,

Four

driven

(Carter-Weil

gasoline-engine

Stage, Model 700-2-1/2EM).
	7 Mar 53



	55-2952

55-2953
	Pump, rotary, diesel-engine-driven

(Viking Model P332; Buda

Engine Model 4DC645).

Pump, rotary, diesel engine-driven (Viking pump, Model P332;
	15 Jun 53

19 Jun 53



	55-3000
	GM engine, Model 4030C):

Auxiliary pump and generating set, gasoline-engine-driven, 2/i & 10 Aug 45
	



	55-3004
	5-kw (Kermath "Sea Chief").

Generating set, diesel-engine-driven, 30 and 40-kw (Bardeo Model
	23 Apr 45



	55-3006
	DD-30 and DD-40).

Generating

set, gasoline-engine-driven,

1N to 2-kw (Kohler,
	15 Aug 45



	55-3007
	Models DP-32 and LP-140).

Generating set, gasoline-engine-driven, 5 to 10 kw (Kohler, Models
	1.5 Aug 45



	55-3008
	5M3-1, 10A-U, 10M3-1) (Waukesha, Model FCL):

Generating set, gasoline-driven, Onan, Models OTC-15-BE and
	9 Jul

53



	
	OTC-15-GN.
	



	55-3009
	Generating set, diesel-engine-driven, 25-kw (Superior GAB-4).
	30 Apr 45



	55-3010-3
	Generating set, diesel-engine-driven, 30-kw (Superior IA-4).
	14 May 45



	55-3017
	Generating set, gasoline-engine-driven (Bardco GD-15, Chrysler

engine, Model T-118).
	10 Apr 45



	55-3022

55-3024
	Pump, centrifugal, gasoline-engine-driven

(Carter,

Model 701-

2j-4).

Generating unit, aiesel-engine-driven, 125 and 150-kw (Atlas Im-
	31 May 46

7 Aug 47



	55-3500-1
	perial 6EN668).

(50-ton American Hoist & 14 May 53

Derrick, floating, diesel-mechanical
	



	55-3500-2
	Derrick design 50 CE, Caterpillar Model D17000).

Derrick, floating, diesel-mechanical (50-ton American Hoist & Der-
	15 May 53



	55-3700
	rick design 50 CE, Caterpillar Model D17000).

Towing machine,

steam-engine-driven

A. Johnson Model

(A.
	9 Apr 53



	55-3701
	238-1B).

Towing machine, electric-motor driven (Globe Hoist, Model TME
	24 Mar 53



	55-3702
	3152).

Steering gear, electric-motor driven (Almon A. Johnson Benson
	28 Mar 53



	55-3703
	Type T).

D.

Christian, Model

Steering

gear,

electric-motor-driven

(J.

30799).
	28 Oct

52



	55-3,04-1
	Steering device, electro-mechanical

(Sperry

Gyroscope Model

640929-1).
	15Jun

53





2 N o stocks-do not requisition.
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	55-3705
	Steering gear, electro-mechanical (C. H. Wheeler, Model SM-U).
	19 Jan 53



	55-3708
	Towing machine, electric-motor-driven (A. A. Johnson 244).
	14 Apr 53



	55-3714
	Winch, towing, electric-motor-driven (Globe Hoist, Model TME-

7175).
	18 Mar 53



	55-3716
	Windlass, anchor, electric motor-driven (Marine Manufacturing

& Supply, Model D6340).
	15 Jun 53



	55-3717
	Propelling unit, marine, outboard, diesel (165-hp, design 9002,

Murray & Tregurtha Harbormaster Model OA6 (TC)).
	14 Aug 53



	55-3718
	Steering device, electric motor-driven

(American Engineering

Model 3" Ram).
	10 Jul

53



	55-3719
	Steering device,

electric motor-driven

(American

Engineering

Model 54" Rain).
	10 Jul

53



	55-3720
	Capstan, electric motor-driven (Marine Manufacturing & Supply

Co. Model R-6293).
	19 Jun 53



	55-3759
	Steering gear, electric motor-driven (Montgomery Elevator Co.

Models -P2006, -P2955, -P3002).
	9 Sep

54



	55-4000
	Tug, harbor, diesel, steel, 45 foot.
	9 Dec 47



	55-4002-1
	Vessel, supply, diesel, steel, 176', design 381.
	3 May 49



	55-4002-2
	Vessel, supply, diesel, steel, 17b', design 381.
	3 May 49



	55-4002-3
	Vessel, supply, diesel, steel, 176', design 381.
	3 May 49



	55-4002-4
	Vessel, supply, diesel, steel, 176', design 381.
	3 May 49



	55-4003-1
	Tug, harbor, diesel, steel, 86', design 327.
	19 Apr 48



	55-4003-2
	Tug, harbor, diesel, steel, 86', design 327.
	19 Apr 48



	55-4007
	Boat, passenger, diesel, wood, 40', design 186.
	8 Mar 49



	55-4010
	Boat, passengerand cargo, diesel, wood, 65', design 259and 259A.
	15 May48



	55-4011
	Boat, patrol, gasoline, wood 37', design 243.
	18 Mar 49



	55-4013
	Engine, diesel, marine (Detroit diesel, Models

6071A,

6072A,

6073A).
	13 Nov 52



	55-4014
	Engine, diesel, marine (Gray, Models 64 and 65).
	2 Apr 53



	55-4016
	Engine, diesel (Continental, Model RD-572).
	12 Oct

54



	55-4024
	Engine, diesel, marine (Caterpillar, Models D-364 and D-375).
	20 Apr 53



	55-4028
	Engine, diesel, marine (Kermath, Model 6-298).
	1 Oct 53



	55-4034
	Engine, diesel, marine and industrial (Detroit diesel series 6-110).
	14 Aug 53



	55-4041
	Engine, diesel (Fairbanks, Morse, Model 49A43O).
	3 Nov 54







6. MODIFICATION WORK ORDERS (MWO).










	NO.
	TITLE
	DATE
	



	CW
	CHEMICAL
	
	




	8
	Flame thrower, portable, M2-2, and kit, service, for flame thrower,

portable, M2-2.
	Jan
	45



	9
	Flame thrower, portable, M2-2, safety head plug assembly and

pressure regulator assembly.
	Apr 45
	



	10

CML
	Generator, smoke, mechanical, M2 (50-gallon).
	Jun 45
	



	13
	Tank, fuel, portable flame thrower, M2; and gun, portable flame

thrower, M2, for flame thrower, portable, M2-2; and kit, service

for portable flame thrower, M2 -2.

Changes 1
	4 Sep 52
	



	14
	Clusters, aimable, incendiary bomb, M19 and M20.
	3 May 50
	



	15
	Generator, smoke, mechanical, M2; and set, accessories.
	31 Jul
	52



	17
	Kit, fuel filling, flame thrower, M10.
	22 Dec 54
	



	18
	Decontaminating

apparatus,

power-driven,

truck-mounted,

M3A1; to provide for mounting on M45 chassis.
	7 Jan 55
	



	19
	Decontaminating

apparatus,

truck-mounted,

power-driven,

M3A2; to provide for mounting on M45 chassis.
	7 Jan
	55



	20
	Decontaminating apparatus, power-driven, truck-mounted, M4;

to provide for mounting on M45 or M207 chassis.
	29 Jul
	54



	21
	Truck, chemical service, M1; to provide for mounting on M35 or

M211 truck.
	1 Oct
	53













	NO.
	TITLE
	DATE




	ENG
	ENGINEER
	



	263-1
	Bridge, floating, pneumatic float, class 60, steel superstructure.
	30 Sep

54



	277-1
	Pin, panel, for panel bridge, Bailey type.
	28 Feb 47



	295-1
	Tank, storage, glass fabric, GR-S coated, water, 3,000-gallon.
	Jun 45



	1002-1
	Mixer, asphalt, diesel, travel or central plant, trailer-mounted, 110
	5 May 53



	
	to 200 tons per hour, Barber-Greene, Models 848, heavy duty.
	



	1004-1
	Elevator, aggregate, bucket inclosed, chain driven, 80 to 150 tons

per hour, Barber-Greene Model 834-78.
	10 Nov 54



	1004-2
	dual-drum, travel or central plant, trailer-

Dryer, aggregate,

mounted, 80 to 150 tons per hour, Barber-Greene, Model 833.
	13 Feb 53



	1006-1
	Loader,

bucket,

crawler-mounted,

gasoline-engine-

aggregate,

driven, 3 cu yds, Barber-Greene, Models 82-AM, 82-AT, and

82-AD.
	6 May53



	1008-1
	Finisher, asphalt, crawler-mounted, 12 ft., Barber-Greene, Model

879-A.
	7 May 53



	1013-1
	tandem-drive, 12,500 to

Grader, road, motorized, diesel-driven,

14,475 lb pull at blade, 12 ft moldboard with scarifier, Warco

Model 4D-100.
	29 Mar 55



	1014-1
	Heater, asphalt, trailer-mounted, 3-car capacity, 42-hp, Cleaver-

Brooks, Model DS-3.
	10 Nov 54



	1018-1
	Grader, road, motorized, diesel, 12-foot moldboard, Caterpillar,

Model 12.
	9 Feb 53



	1018-2
	Grader, road, motorized, diesel, 12-foot moldboard, Caterpillar,

Model 12.
	9 Mar 53



	1020-1
	Grader, road, motorized, 12-foot moldboard, Galion, Model 101

and 101D.
	28 Apr 53



	1020-2
	Grader, road, motorized, 12-foot moldboard, Galion, Models 101

and 101-D.
	2 Mar 53



	1026-1
	Pump, asphalt, trailer-mounted with distributor attachments,

Littleford Model US-3c.
	12 Jun

54



	1027-1
	Grader, road, motorized, 4 x 4, all wheel steer, 14,500- to 17,000-lb

pull at blade, 13 ft moldboard, with searifier, Austin-Western

Model 99-H.
	25 Mar 55



	1032-1
	Ditching machine, ladder type, crawler-mounted, gasoline, Barber-

Greene, Model 44C.
	14 May 53



	1034-1
	rotary

Mixer,

tiller, soil,

stabilization,

gasoline-driven,

self-

powered, trailer-mounted, Seaman Model MHD-72.
	21 Dec 54



	1042-1
	Heater, asphalt, trailer-mounted, -2-car, 28-hp,

Cleaver-Brooks,

Model DS.
	1 Jun

54



	1060-2
	Roller, road, towed-type, sheepsfoot, 2 and 3 drums in line, Le-

Tourneau, Models W-2 and W-3.
	21 Dec 54



	1072-1
	Paver, concrete, crawler-mounted, gasoline-driven, single-drum,

34-cubic foot, Foote Model 34-E.
	15 Jun

54



	1077-1
	Heater, asphalt, trailer-mounted, 3-car, 40-hp boiler, Bros Model

SG-41-T.

Changes 1
	17 Jun

54



	1086-1
	Plow, tractor, with standing cutter and single plain share, Deere

Model 11.
	19 Jun 54



	1088-1
	Plow, bottom, towed-type, four 14-inch bottoms, John Deere,

Model 7.
	21 Dec 54



	1090-2
	Le Tourneau,

Models

Rooter,

road, cable-operated,

3-tooth,

H-3 and K-30.
	11 Feb 55



	1092-1
	Grader, road, towed-type, leaning-wheel, hand-controlled, 10- to

12-foot moldboard, Adams, Models 104, 124, and 124S.
	16 Feb 53



	1102-2
	Washing and screening plant, sand and gravel, trailer-mounted,

tons per

hour,

pneumatic-tired,

gasoline-engine-driven,

75

Pioneer, Model 412-VW.
	9 Feb 53



	1126-1
	Mixed, rotary tiller, soil stabilizer, power-takeoff, trailer-mounted,

Seaman Model ABT-48.
	10 Nov 54



	1130-2
	Distributor, bituminous material, trailer-mounted, 1,250 gallon,

Etnyre Model MX, style RE.
	26Jun

54



	1140-1
	Roller, road, towed-type, wheeled, 13 pneumatic tires, Wm. Bros.

Model 67-W.
	11 Mar 53













	NO.
	TITLE
	DATE




	ENG
	ENGINEER-Continued
	



	1142-1
	Roller, road, gasoline-driven, tandem, 2-axle, 5- to 8-ton, Buffalo-

Springfield Model KT-16.
	16 Jun 54



	1142-2
	Roller, road, gasoline, driven, tandem, 2-axle, 5- to 8-ton, Buffalo

Springfield Model KT-16.
	13 May54



	1154-1
	Kettle, asphalt repair, trailer-mounted with gasoline-driven hand

spray, 165-gallon-capacity,

Littleford, Model 84-HD-3.
	14 Jan

55



	1157-1
	Kettle, asphalt repair, trailer-mounted, with gasoline-driven hand

spray, 165-gal capacity, Aeroil Model 7-XSP.
	14 Oct

53



	1159-1
	Crane-shovel, power unit, revolving, wheeled, pneumatic tired,

6 x 4, 5-ton capacity at 10 ft. radius, 9s cu. yd., Koehring Model

205-WC.
	28 May53



	1165-2
	Crane, revolving, crawler-mounted, 134- to 2-cubic yard, 30- to

40-ton, class V, Northwest, Model 78.
	3 Dec 51



	1168-2
	Crane, revolving, crawler-mounted, 34 cubic yard, 7- to 10-ton,

class III, Koehring, Model 304.
	3 Dec 51



	1170-1
	Crane-shovel, power unit, revolving crawler, 4- and 5-ton capacity

at 12-ft. radius, Bucyrus Erie Models 15B and 22B.
	29 Apr 53



	1174-1
	Crane, revolving, truck-mounted,

pneumatic-tired,

2- engine-

drive, 4- to 8-ton, class X, Quickway-Brockway, Model E.
	3 Dec 51



	1175-1
	Crane, revolving, crawler-mounted,

34-cubic yard, 7- to 10-ton,

class III, Thew-Lorain, Model L-49-A.
	3 Dec 51



	1180-1
	Ditchingmachine, wheel-type, crawler-mounted, gasoline,digging

depth 5 ft. 6 in., width 23 in., Cleveland, Model 110.
	27 Feb 53



	1182-1
	Roller, road, gasoline, tandem, three-axle, 10- to 15-ton, Buffalo-

Springfield, Model TX-21.
	9 Mar 53



	1184-1
	Roller, road, gasoline, tandem, 3-axle, 9- to 14-ton, Buffalo-Spring-

field, Model KX16.
	26 Feb 53



	1195-2
	Crane-shovel, power unit, revolving, crawler, 25-ton capacity at

12-ft. radius, 1½ cubic yard, Koehring, Model 604.
	14 May53



	1202-2
	Scraper, road, motorized, cable-operated, 12-cubic yard.

11-cubic yard, size 1, 22 Apr 54

Scraper, road, motorized, cable-operated,
	10 Jul

46



	1205-1

1206-2
	LeTourneau Model C Tournapull, with Model E-16 Carryall.

Scraper, road, towed-type, cable-operated, 374 cubic yard, Le-
	3 Dec 51



	1208-1
	Tourneau, Model X or Model D.

road, towed-type,

cable-operated,

yard,

Scraper,

6-cubic

Le-
	16 Feb 53



	
	Tourneau, Model M.
	



	1210-IC1
	Scraper,

road, towed-type,

cable-operated, 8-cubic

yard,

Le-

Tourneau, Model LS.
	16 Feb 53



	1212-1
	road, towed-type,

12-cubic yard,

Scraper,

cable-operated,

Le-

Tournean, Model LP.
	27 Feb 53



	1212-2
	Scraper,

road, towed-type, R. G.

LeTourneau, 8-cubic

yard,

Model LS, and 12-cubic yard, Model LP.
	26 Feb 46



	1213-1
	Scraper, road, towed-type, cable-operated,

open-bowl, 12-cubic

yard, 4 wheels, LeTourneau Model LPO.
	16 Feb 55



	1230-1
	Plow, disk, towed-type, five 28-inch disks, John Deere, Model 205.
	14 Feb 55.



	1275-1
	Crane, revolving, crawler-mounted,

4I-cubic yard, 7- to 10-ton,

class III, diesel-driven, type 30, General Model 307.
	3 Dec 51



	1278-1
	Roller, road, towed type, smooth drum, 5-ton water load, Little-

ford Bros., Model C and CS.
	3 Dec 51



	1280-2
	Asphalt and soil aggregate mixing plant, gasoline-driven, 25 tons

per hour.
	6 May 53



	1312-2
	Crane, revolving, crawler-mounted, 34-cubic yard, 7- to 10-ton,

class III, Lima, Model 34.
	3 Dec 51



	1316-1
	1- to 1½l-cubic yard, 20- to

Crane, revolving, crawler-mounted,

30-ton, class IV, Bay City, Model 65.
	3 Dec 51



	1319-2
	Crane, revolving, crawler-mounted,

194- to 2-cubic yard, 30- to

40-ton, class V, Lima, Model 802.
	3 Dec 51



	1322-1
	truck-mounted,

Crane,

revolving,

pneumatic-tired,

1-engine-

drive, 14- to 18-ton, class XII, Michigan, Model TLDT-20.
	3 Dec 5



	1323-1
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic-

tired, 4 x 2, 1-engine-drive, 6-ton capacity at 10-ft radius, 96

cubic yard, Michigan Model T-6-K.
	11 Feb 655














	ENG

ENGINEER-Continued

Crane, revolving, crawler-mounted, ,4-cubic yard, 7- to 10-ton,

3 Dec 51

1458-1

class III, Link Belt, Model 75.

Grader, road, motorized, diesel-driven, tandem, drive, 12,500- to

1520-1

14,475-lb. pull at blade, 12-foot moldboard, with scarifier, Adams

Model 511.

Installation of lubrication guide holder on Engineer equipment.

1999-1

All engineer equipment (vehicles).

3 Jul

1999-2

Trailer-lighting adapter kit. 6-, 12-,

and 24-volt, with 6-, 12-,

25 Mar 54

1999-3

and 24-volt intervehicular harnesses.

Tractor, wheeled type, pneumatic tires, 4 x 2, gasoline-driven,

14 May 54

3022-1

3,725- to 5,175-lb drawbard pull, size 4, with mower, highway,

side-mounted, 5-ft. cutter bar, Minneapolis-Moline ZASI.

Tractor, full-tracked,

7 Mar 55

low-speed, diesel-engine-driven,

conven-

3040-1

tional-type transmission, 24,100- to 32,000-lb drawbar pull, oscil

lating type track, integral grouser shoes, 74-inch minimum gage,

Caterpillar Model D8, 97%-inch track length on ground, 78-

inch gage.

dbhp,

28 Jun 46

Tractor,

crawler-type,

diesel-engine-driven,

91- to 140-

3040-2

Caterpillar D-8.

Tractor, full-tracked, low-speed, diesel-driven, conventional-type

3040-3

transmission, 24,100- to 32,000-lb drawbar pull, oscillating-type

track, integral grouser shoes, 74-inch gage, Caterpillar Model

D-8, 975i-inch track length on ground, MIL-T-12229, size 5.

Tractor,

full-tracked,

low-speed,

17 Feb 55

3068-1

diesel-engine-driven,

conven-

tional-type transmission, 17,100- to 24,000-lb drawbar pull, oscil

lating-type track, integral grouser shoes, 74-inch-minimum gage,

2

with power control

unit, cable operating, rear-mounted,

drums, Caterpillar Model D7, 93Y4-inch track length on ground,

MIL-T-12229, size 4, with

attachments: Angledozer, earth

moving, cable-operated;

power control unit, cable-operating,

front-mounted, 1-drum; winch, reversible type, rear-mounted,

1 drum.

Tractor, crawler, diesel-engine-driven, 61- to 90-dbhp, with power-

19 Jul

3068-2

control unit, cable-operated, 2-drum, rear-mounted, Caterpillar,

Model D-7, auger, earth, skid-mounted. gasoline-engine-driven,

Highway, Model HDMS.

Tractor, crawler-type, diesel-driven, 17,100- to 24,100-lb drawbar

3068-6

pull, with power-control unit, cable-operating,

front-mounted,

1-drum, Caterpillar D-7, bulldozer, rigid-cable-operated, inside

tractor frame mounting.

Changes 1

Tractor, crawler type, diesel-engine-driven,

with bulldozer, by-

3 Jul

3092-1

draulic-operated, Caterpillar D-7 and D-8.

Tractor, crawler type, diesel- or gasoline-engine-driven,

36- to 45-

Jul

3226-1

dbhp, International TD9 or T9.

Crane, revolving, tractor-mounted, crawler type, diesel-engine-

8 Jul

3270-1

46

driven, 6,000-pound capacity at 8-foot radius, 12- to 18-loot boom,

International

Harvester

TD-14,

telescopic,

Hughes-Keenan

MC-IR.

Tractor, wheel type, pneumatic tires, 4 x 4, 20,025 to 27,000 lb

3300-1

drawbar pull with bulldozer, rigid, cable operated; power con

trol unit, cable operating, front mounted, 1 drum; power con

trol unit, cable operating, rear mounted, 2 drum Le Tourneau

Model Super C Tournadozer.

Tractor, wheel-type, pneumatic tires, 4 x 4, 20,025 to 27,000 lb

3300-2

drawbar pull, with bulldozer, rigid, cable-operated; power con

trol unit, cable operating, front mounted, 1-drum; power con

trol unit, cable-operating, rear-mounted, 2-drum; Le Tourneau

Model Super C Tournadozer.

Tractor, wheel-type, pneumatic tires, 4 x 2, diesel-driven, 14,025

3302-1

to 20,000 lb drawbar pull, M-R-S Model 150.

Tractor, crawler type, diesel-driven, with winch, nonreversible,

3378-2

front mounted, 1 drum, Allis-Chalmers Models HD-7.
	NO.
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	ENG
	ENGINEER-Continued
	



	3516-1
	Truck, fire, powered, pumper, class 750, 4 x 2, 750 gpm.
	25 Mar 55



	4056-1
	Sharpener, chain saw, gasoline driven, Lofstrand Model GLS-lOl.
	11 Mar 55



	5006-1
	Generator set, electric, portable, gasoline driven, skid-mounted,
	5 Oct

54



	
	liquid-cooled, 60 cycles, 120 volts, 3-phase, 30 kw, International
	



	
	Fermont

Model M30GCT-SH6,

and HD-10, International
	



	
	Harvester Models TD-14 and TD-18.
	



	5006-2
	Generator set, electric, portable, gasoline driven, skid-mounted,
	7 Dec 53



	
	liquid cooled, 60 cycles, 120 volts, 3 phase, 30 kw, International

Fermont Model M30GCT-SH6.
	



	5006-3
	Generator set, electric, portable, gasoline driven, skid-mounted,
	7 Dec 53



	
	liquid cooled, 60 cycles, 120 volts, 3 phase, 30 kw, International
	



	
	Fermont Model M30GCT-SH6.
	



	5006-4
	Generator set, electric, portable, gasoline driven, skid-mounted,
	2 Dec 54



	
	liquid cooled, 60 cycles, 120 volts, 3-phase, 3-wire, 30-kw, Inter
	



	
	national Fermont Model M 30GCT-SH6.
	



	5006-5
	Generator set, electric, portable, gasoline-driven, skid-mounted,
	7 Apr 55



	
	liquid-cooled, MIL-G-10236, type II, class A, 60 cycles, 120-
	



	
	208, 240-416 volts, 3-phase, 4-wire, convertible to 50 cycles, 240-
	



	
	416 volts, 3-phase, 4-wireat 83 percent of 60 cycles, full load ca
	



	
	pacity, 30-kw, International Fermont Model M30 GCT-SH-6.
	



	5012-1
	Generator set, electric, portable, gasoline-driven, skid-mounted,

liquid-cooled, 60 cycles, 120-208

volts, 1- and 3-phase, 4-wire,
	28 Sep 54



	
	3-kw, Hollingsworth Model JH3.
	



	
	Changes 1
	



	5031-1
	Generator set, electric, portable, gasoline-driven, skid-mounted,
	30 Sep

54



	
	liquid-cooled, direct current, 120 volts, 2-wire, 5-kw, Hollings
	



	
	worth Model CE-51DC/WK-2.
	



	
	Changes 1
	



	5042-1
	Compressor, air, trailer-mounted, 4 wheels, diesel-driven, 500 c. f.
	8 Apr 55



	
	m., Chicago Pneumatic Model 500 PO-8, winterized.
	



	5045-1
	Generator set, portable,

gasoline-driven,

skid-mounted,

5-kw,

120 volts, I phase, 60 cycles, Onan Models WC4-7.5S.
	29 Mar 54



	5053-1
	Generator set, electric, portable, gasoline-driven, skid-mounted,
	8 Oct 54



	
	liquid-cooled, 60 cycles, 120 volts, 3-phase, 3-wire, 30-kw, Reiner
	



	
	Model GGC-30AC.
	



	5053-2
	Generator set, electric, portable, gasoline-driven, skid-mounted,
	7 Dec

54



	
	liquid-cooled, 60 cycles, 120 volts, 3-phase, 3-wire, 30-kw, Reiner
	



	
	Model GGC-30AC.
	



	5053-3
	Generator set, electric, portable, gasoline-driven, skid-mounted,
	24 Mar 55



	
	liquid-cooled, 60-cycle, 120-208, 240-416 volts, 3-phase, 4-wire,
	



	
	convertible to 50 cycles, 240-416 volts, 3-phase, 4-wire, at 83 per

cent of 60 cycles full load capacity, 30-kw, Reiner Model QGC
	



	
	30 AC.
	



	5060-1
	Compressor, air, truck-mounted, gasoline-driven,

105 c. f. m.,
	13Jul

54



	
	LeRoi Models 105GA.
	



	5072-2
	Generator set, electric, portable, gasoline-driven, skid-mounted,
	7 Oct 54



	
	liquid-cooled, 400 cycles, 120-208, 240-416 volts, 3-phase, 4-wire,
	



	
	30-kw, Hobart Model HF 30G.
	



	5072-8
	Generator,

electric,

portable,

gasoline-driven,

skid-mounted,
	13 Apr 55



	
	liquid-cooled,

400 cycles, 120-208 and 240-416 volts, 3-phase,
	



	5081-1
	4-wire, 30-kw, Hobart, Model HF 30G.

Generator set, electric, portable, gasoline-driven, skid-mounted,
	19 Jun 54



	
	liquid-cooled, 60 cycles, 120-208 volts, 1- and 3-phase, 4-wire,
	



	
	5-kw, Kohler Model 5MH81.
	



	
	Changes 1
	



	
	Generator set, electric, portable, gasoline-driven, skid-mounted,

liquid-cooled,

120-208 volt,

60-cycle,

3-phase,

4-wire, 5-kw,
	



	5081-2
	Kohler Model 5MH81.
	10 Nov 54



	5090-1
	Generator set, portable, diesel-driven, base-mounted, 30-kw, 127-
	17 Feb 55



	
	220 volts, 3-phase, 60 cycles or 230-400 volts, 3-phase, 50 cycles,
	



	5120-1
	Buda, Model 6-DTG-317.

Welder, electric are, gasoline, engine-driven,

300-amp, Hobart
	16 Jun

54













	NO.
	TITLE
	DATE




	ENO
	ENGINEER-Continued
	



	5131-1
	Welder, electric are, gasoline-driven, 300-amp, skid-mounted, with

3-kw, 115 volts, dc, auxiliary generator, OS-56-95-3, type I, Ho

bart Model GR-3153S, without accessories.
	1 Nov 54



	5146-1
	Generator set, electric, portable, gasoline-driven, skid-mounted,

liquid-cooled, 60 cycles, 120-208 volts, 1- and 3-phase, 4-wire,

5-kw, Hollingsworth Model CE-50-AC/WK2.

Changes 1
	5 Oct 54



	5149-1
	Generator

set, electric, portable, diesel-driven,

skid-mounted,

liquid-cooled, 60 cycles, 120-208, 240-416 volts, 3-phase, 4-wire,

convertible to 50 cycles, 240-416 volts, 3-phase, 4-wire, at 83 per

cent of 60 cycles full load capacity, 15-kw, Buda Model BD

15A3-CE, Models Y-69 and PY-69.
	7 Dec 53



	5166-1
	Magneto, Fairbanks, Morse Model FME6B16.

Changes I
	15 May 54



	5193-1
	Engine, gasoline, Wisconsin, Model V series.
	20 Jan 55



	5194-1
	Engine, gasoline, air-cooled,

Wisconsin Models AHH, AHHD, 21 Jan

and AGII.
	55



	5197-1
	Engine, gasoline, Wisconsin Models AE and AEH.
	20 Jan

55



	5221-1
	Engine, gasoline, aerojet-General (Crosley) Models 1 through 12.
	1 Nov 54



	5232-1
	Engine, gasoline, Briggs & Stratton, Model N series.
	21 Jan 55



	5256-1
	Engine, gasoline, Briggs & Stratton, Model Z series.
	20 Jan 55



	5257-1
	Engine, gasoline, Briggs & Stratton, Model A series.
	20 Jan 55



	5313-1
	Generator set, electric, portable; lightweight,

gasoline-driven,

tubular skid frame mounted, liquid-cooled, 400 cycles, 120-208

volts, 1- and 3-phase, 4-wire, 7.5-kw,

Changes 1, 2
	14 May54



	5355-1
	Generator

set, electric, portable,

diesel-driven,

skid-mounted,

liquid-cooled, 60 cycles, 120-208, 240-416 volts, 3-phase, 4-wire,

convertible to 50 cycles, 240-416 volts, 3-phase, 4-wire, at 83 per
	31 Mar 54



	
	cent of 60 cycles full-load capacity, 30-kw, Ready-Power Model

RD14A12, type AE, winterized.
	



	5357-1
	Generator set, electric, portable, dolly mounting, gasoline-driven,

liquid cooled, 5 kw, 120 volt, direct-current, 2-wire, winterized,

Master Model EG-110.

Changes 1
	30 Sep 54



	5405-1
	Engine, gasoline, 75 to 80 hp, Chrysler Model IND-9-C-36.
	26 Jun 52



	5420-1
	Engine, gasoline, Continental, Model Y-69 series, engine.
	Mar 4'



	5421-1
	Engine, gasoline, 15 to 20 hp, Continental, Models F-162 and PF-

162 series.
	Jan

45



	5424-1
	Engine, gasoline, Continental, Models 33-R and PR-501-series.
	Jan 15



	8004-2
	Boat, storm, plywood.
	



	8021-1
	Boat, utility, gasoline-powered, 25-foot.
	7 Dec 53



	8025-1
	Boat, bridge erection, gasoline-powered, aluminum, Twin Screw,

2-section, 27-foot, serial Nos. 50-1 through 50-194.
	29 Jan

51

4 Sep 53



	8058-1
	Truck, cargo, treadway, 6-ton, 6 x 6, 4-dt, 220-inch wheelbase, with

front-mounted winch, with hydraulic crane.
	10 Jun 46



	9017-1
	Dolly, 4-wheel tandem, 4-dt, M-1 (for 2-ton semitrailer, low bed,

front loading).
	4 Oct 45



	9028-1
	Lubricator, trailer-mounted, Stewart-Warner Model 2430B.

Changes 1
	54

28 Oc';



	9036-1
	Tank, water, steel, semitrailer-mounted, 1,500-gallon, Columbia

Steel Tank Co.
	5 Jaa 55



	9050-1
	Semitrailer, low-bed, front loading, 20-ton.
	4 Oct

45



	9057-1
	Trailer, chassis, generator, 2-wheel, heavy, M-200.
	25 Mar 55



	9062-1
	Power control unit, cable operating, rear mounting, 1 drum, 8,600

to 12,000 lb. drawbar pull tractor, for Caterpillar D4.
	4 Sep

53



	9065-1
	Truck, bolster body, 2Y2-ton, 6 x 6, with 11:00 x 18 tires, 164-inch

wheelbase, with front-mounted winch, Engineer Board Drawing

D5266.
	13 kug 47



	9211-1
	Trailer, full, low-bed, 60-ton, make and model unspecified.
	25 Mar 55



	9220-2
	Semitrailer, low bed, front loading, 20 ton, all makes and models.
	28 Aug 53



	9226-1
	Dolly, 4-wheel, tandem axle, d. t., for 25-ton semitrailer, low-bed,

rear loading, all makes and models.
	1 Nov 54













	NO.
	TITLE
	DATE




	ENG
	ENGINEER-Continued
	



	9255-1
	Truck, garbage, Load Packer, 14-cu-yd minimum capacity, 5-ton,

4 x 2, two d. t., Gar Wood Model.
	54

28 Sep



	9340-1
	Sniperscopes M1 and M2.
	* 28 Jul 47



	9342A-1
	Rack "Tom Jones" and rack, battery charging, sniperscope, M2.

Changes 1
	4 Feb 54



	9465-2
	Air-conditioning unit, trailer-mounted, self-contained type, air-

cooled, gasoline-driven, 26,500 Btu per hour, refrigeration en

gineering Model TA 5226.
	10 Mar 55



	9467-1
	Air-conditioning unit, trailer-mounted, self-contained type, air-

26,500 Btu per hour,

Ready-Power

cooled, gasoline-driven,

Model R60C21.
	17 Mar 55



	9491-1
	Crane-shovel, power unit, revolving, crawler, 10-ton capacity at

12-ft radius,

4 cubic yard, Harnischfeger Model 255A.
	1 Mar 54



	9492-1
	Crane-shovel, power unit, revolving, crawler, 30-ton capacity at

12-ft radius, 13 cubic yard, Harnischfeger Model 655A, diesel- or

gasoline-driven.
	1 Mar 64



	9494-2
	Crane, power unit, revolving, crawler, 65-ton capacity, at 12-foot

radius, Manitowoc Model 3900, diesel-driven.
	7 Dec 53



	9508-1
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic-

tired, 6 x 6, 2-engine drive, 20-ton capacity at 10-ft radius, 4 cu

yd, Thew-Loraine Model E-6620, gasoline-driven.
	19 Jun 54



	9510-1
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 6 x 6, 2-engine drive, 20-ton capacity at 10-ft radius, 4 cubic

yard, Harnischfeger Model 255A-TC.
	9 Mar 54



	9517-1
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic

tires, 6 x 6, 2-engine drive, 20-ton capacity at 10-foot radius, %

cu yd, Gar Wood Buckeye, Model M-20-A, gasoline drive.
	12 Nov 52



	9517-2
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic-

tired, 6 x 6, 2-engine drive, 20-ton capacity at 10-ft radius,

4 cu

yd, Gar Wood Buckeye Model M-20-A, gasoline-driven.
	18 Jun 54



	9582-1
	Catwalk, piledriver, telescoping, 3 sections, 8 to 23 ft.
	6 Dec 54



	9818-1
	Lubricator, trailer-mounted, Graco Model 225036.
	25 Oct

54



	9852-1
	Crane-shovel, power unit, revolving, truck-mounted, pneumatic-

tired, 2-engine drive, Thew-Lorain Models MC-3, MC-4, and

M C-416.
	9 Mar 54



	MED
	MEDICAL
	



	2
	X-ray field unit, fiuoroscopic, foreign body localization, complete.
	28 Oct 44



	5
	Anesthesia apparatus and anesthesia apparatus, portable.
	Mar 45



	6
	Ophthalmoscope, electric; otoscope and ophthalmoscope,

com-

bined, electric; case, diagnostic, eye, ear, nose and throat, com

plete.
	3 Aug 45



	7
	Leg bath and arm bath.
	12 Dec 45



	8
	Anesthesia apparatus.
	2 Feb 46



	9
	Anesthesia apparatus and anesthesia apparatus, portable.
	2 Feb

46



	10
	Modification of cardiograph,

vacuum tube amplifier,

mobile;

Sanborn Co., Instomatic Cardiette.

Changes I
	10 Mar 52



	11
	Modification of table, instrument and dressing, CRM, 33 by 18

inches.
	28 Jul

53



	12
	Modification of anesthesia apparatus gas, nitrous oxide, oxygen

and ether, 4-cylinder capacity.
	15 Apr 55



	ORD
	ORDNANCE
	



	AS-W16
	Cal30 Browning machine gun M1917A1; elimination of stop-

pages.

Changes 1
	24 Sep 53



	A6-W12
	Gun, machine, cal30, Browning, M1919A6.

To install the new

design, M7 flash hider (B, fig. 3) and provide a heavier locking

ring to secure bipod head on front barrel bearing.
	19 Aug 49



	A6-W13
	Gun, machine, cal30 Browning, M1919A4 (fixed and flexible)

and M1919A6.

To provide improved method of adjusting and
	24 Oct 52













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	A6-W14
	Cal30 Browning machine guns M1919A4, flexible, M1919A4EI,

and M1919A6; elimination of stoppages.

Changes 2
	24 Sep

53



	A6-WV15
	Cal30 Browning machine gun M1919A6; to provide a positive

lock for flash hider M7.
	27 Aug 54



	A29-W11
	Mount, combination gun, M54.

To provide high and low track-

ing speeds in traversing mechanism.

Changes 1
	8 Jul

49



	A29-W13
	Combination gun mount M54; replacing computing sight M14 or

sighting system M5 with ring sight 7686254.

Changes 1
	26 Mar 53



	A29-W14
	37-mm automatic gun MIA2.

Providing means of checking the

correct seating of gun tube in tube extension.
	9 Mar 53



	A33-W2
	Mount, mortar, 81-mm, MI.

To improve operating characteris-

tics of the traversing mechanism by substituting a new travers

ing mechanism assembly which will thus convert the mount,

mortar, 81-mm, M1, to the mount, mortar, 81-mm, M4.

Changes 1
	21 Dec 44



	A38-Wll
	Gun, machine, cal50, Browning, AN-M2, aircraft, basic.

To

positively eliminate accelerator jams in the breech lock recess

of the bolt.
	16 Jul

45



	A38-W12
	To install

Gun, machine, cal50 Browning, M2, aircraft, basic.

split belt holding pawl assembly in all aircraft machine guns,

thereby improving the feeding and, in certain installations, in

creasing the belt lifting capacity.
	22 Aug 45



	A39-W13
	Gun, machine, cal50, Browning, M2, heavy barrel, fixed and

To reduce the possibility of unintentional changes in

flexible.

'head space adjustment during firing by providing an improved -

method of locking the rotational movement of the barrel.

Changes 1
	16 Mar 49



	A43-W3
	Mount, mortar, 60-mm, M2.

To improve operating characteris-

tics of the traversing mechanism by substituting a new travers

ing mechanism assembly which will thus convert the 60-mm

mortar mount M2, to the 60-mm mortar mount M5.

The

mount M2 can be identified

by the open traversing screw,

·whereas the mount M5 shows a closed tube between the arms

of the yoke.

Changes 1
	2 Aug 45



	A43-W4
	Mortar, 60-mm, M19; conversion of mortar M2 to the mortar,

To increase the effectiveness of the weapon by

60-mm, M19.

substituting a new firing mechanism which is a combination

base cap and firing mechanism which will convert the 60-mm

mortar M2 to the 60-mm mortar M19.

Changes 2
	2 Oct

47



	A43-W5
	Mortar, 60-mm, T18E6.

To convert the 60-mm mortar T18E6 to

the 60-mm mortar M19 by substituting a new firing mechanism

and modifying the base plate.
	28 Oct

52



	A50-W3
	Gun, automatic, 40-mm, M1. To stencil top cover with the words

"CAUTION:

LOCK COVER BEFORE FIRING."
	18 Feb 44



	A50-W12
	Gun, automatic, 50-mm, M1.

To lessen damage

to materiel

and injury to personnel.
	28 Jan 44



	A50-W13
	Carriage, gun, 40-mm, Ml and M2 (AA); carriage, twin-gun, 20-

To provide for proper lubrication of shackle bush

20-mm, M4.

ings and crossheads.
	31 Aug 43



	A50-W14
	Carriage, gun, 40-mm, M1 and M2 (AA).

To prevent front and

rear cover locks from becoming accidentally disengaged from

compensating spring arcs when gun is in firing position.

Changes 1
	30 Aug 43



	A50-W15
	To prevent link

Carriage,

gun, 40-mm, M1 and M2 (AA).

B198564 from becoming disengaged from lever A228864 when

emergency hand brakes are applied.
	6 Sep

43













	NO.
	TITLE
	DATE




	ORD

A50-W18
	ORDNANCE-Continued

Gun, automatic, 40-mm, Ml; carriage, gun, 40-mm, M2 aid M2A1
	3 Apr 44



	
	(AA); mount, gun, 40-mm, M5 (airborne).

To remove sighting

system M3 and install computing sight M7A1.

Changes 1
	



	ASO-W20
	To permit

Carriage, gun, 40-mm, M1, M2, and M2A1 (AA).

360-degrees traverse when carriage is in traveling position.
	30 May 44



	A50-W23
	Carriage, gun, 40-mm, M2A1.

To add foot guards to the platform

and to prevent interference between the recess of the rear firing

pedal and accumulated expended clips on the platform by weld

ing 2 plates to the side of the rear firing pedal.
	27 Mar 46



	A50-W27
	To provide a safety device in the

Carriage, gun, 40-mm, M2A1.

front and rear chassis compensating spring mechanism in order

to prevent releasing the axle locks when the wheels are off the

ground.

Changes 2
	6 Jul

49



	A50-W28
	Carriage, gun, 40-mm, M2A1. To provide a watertight seal for

the front and rear chassis compensating spring mechanism.
	13 Dec 50



	A50-W29
	Gun, automatic, 40-mm, M1; gun, dual, automatic, 40-mm, M2.

To eliminate difficulty in removing stop pads by replacing the

set screws A222669 which secure breech ring stop pad screws in

the breech casing.
	22 Jun 51



	A50-W30
	Gun, dual, automatic, 40-mm, M2, To install permanent caution

plate on breech casing assembly to insure that top covers are

locked before firing the gun.
	51

12 Sep



	A50-W31
	Gun, automatic, 40-mm, M1 and gun, dual, automatic, 40-mm,

To provide a method of storing side cover key 41-K-82-900

M2.

on the breech casing.
	9 Aug 51



	A50-W32
	Mount, gun, twin, 40-mm, M4 (on twin 40-mm gun motor carriage

Toprovidethe traversing mechanism coupling with

M19A1).

longer head bolts drilled for locking wire.
	28 Jun 52



	A50-W33
	40-mm antiaircraft gun carriage M2A1, 40-mm gun mount M3,

and twin 40-mm gun mount M4; to provide the firing mechanism

rod casing with a lubrication fitting and 2 drain holes.
	14 May 53



	A50-W34
	40-mm antiaircraft gun carriages M2A1 and M2A3; providing

reinforcements for the footrests to eliminate bending.
	3 Dec 53



	A50-W36
	40-mm antiaircraft gun carriages M2A1, M2A3, and M27, and 30 Jun 53

radar equipment trailer V-62/MPQ-10; providing a means of

operation with a prime mover having either a 24- or a 6-volt

electrical system.
	



	A50-W37
	40-mm gun mount M3; providing reinforcements for the footrests

to eliminate bending.
	3 Dec

53



	A50-W39
	40-mm antiaircraft gun carriages M2A1, M2A3, and M27; and

radar equipment trailer V-62/MPQ-10; providing the steering

connecting link tubes with flanges to eliminate hand injury to

personnel during movement of materiel at night.
	1 Dec 53



	A55-W13
	Mount, machine gun, cal30, D76459 (bow mount for M24 light

To improve functioning of the machine gun by adding a

tank).

bronze lip to the mount swivel feedway.
	18 May 45



	A55-W14
	Mount, ball, cal30 (bow mount for M26 medium tank).

To

provide means of collecting emptied ammunition clips by at

taching clip chute and bag to the carrier, which will result in

conversion of cal30 ball mount (7058104) to cal30 ball mount

(7722408).

Changes I
	4 Jun

51



	A55-W15
	Mount, machine gun, cal. 30, D76459 (bow mount for M24 light

To provide means of collecting emptied ammunition

tank).

clips by installing clip chute and bag to the mount swivel.
	14 Aug 51



	A55-W16
	Mount, machine gun, cal30 (7387769, 6551070, and 7008929) (bow

mounts in medium tank M4 series with 75-mm or 76-mm gun).

To provide a means of collecting emptied ammunition clips by

attaching clip chute and bag and adapter assembly to gun mount

bracket in M4 series tanks with 75-mm or 76-mm gun.
	2 Nov 51













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	A55-W17
	*

Mount, machine gun, AA, cal50 (6580030).

To eliminate ammu-

nition jamming at the feed tray of the ammunition box con

tainer-B297425.
	5 Feb 52



	A55-W18
	Truck mount M36; modifying truck mount M36 to M36AI or

M36A2.
	22 Jul

53



	A55-W20
	Pedestal truck mount M24A3; conversion of pedestal truck mount

M24A2 to M24A3 for mounting on Y4-ton, 4 x 4, cargo truck

M37.
	24 Sep

53



	A55-W21
	Cal50 AA machine gun mount (6580030); providing a gun travel-

ing lock.
	23 Feb 54



	A58-W3
	Cal45 submachine guns M3 and M3AI; installing an improved

sear for safety of using personnel.
	5 Nov 54



	A59-W2
	Gun, machine, cal50, Browning, M2, heavy barrel.

To reduce

the possibility of unintentional changes in head space adjust

ment during firing by providing an improved method of locking

the rotational movement of the barrel.

Changes 1
	22 Mar 49



	A61-W1
	Mount, machine gun, multiple, cal50, M45, on carriage, multiple

To provide a more suitable means of carrying

gun, motor, M 16.

cannoneers by adding to platform to rear of mount.
	7 Jun

45



	A61-W2
	Mount, machine gun, multiple cal .50, M45 series.

To eliminate

ammunition jamming as it passes through the feed tray located

on the forward mounts and supports.
	4 Feb 52



	A61-W3
	Trailer, 1-ton, 2-wheel, machine gun mount, M20 (component. of

multiple cal .50 machine gun trailer mount M55).

To install an

auxiliary lunette underneath the drawbar to facilitate the load

ing of the mount on the 2iton, 6 x 6 cargo truck
	15 Feb 52



	A61-W4
	Mount, machine gun, multiple cal50, M45 series.

To replace

the Model 1 (12 volt) Mark IX illuminated sight 6269182 or ring

sight 7651457 with the improved-design reflex sight M18-759799

and sight mount 7675757.

Changes 1
	24 Nov 52



	A61-W5
	Multiple cal50 machine gun mount M45F; providing armor

shields for protection of cannoneer operating cal50 guns on mul

tiple gun motor carriage M16A1.
	29 Apr 53



	A61-W6
	Multiple cal50

machine gun mount, M45 series; providing

of clamping mount dust shield strips securely to the

mean

mount base.
	14 Apr 53



	A61-W7
	Multiple cal50 machine gun mount M45 series; preventing water

from accumulating in the mount.
	10 Nov 54



	A61-W8
	Multiple cal50 machine gun mounts M45D and M45F only;

providing a manual system of controls for the mounts M45D

and M45F on multiple gun motor carriages M16, M16A1, and

M16A2.
	6 Jan

55



	A61-W9
	Multiple cal50 machine gun mount M45 series; replacing the

cal50 ammunition chest M2 with an ammunition box tray to

improve ammunition handling facilities and increase mount

firing efficiency.
	23 Dec 54



	A70-WI
	To provide a stop which will prevent the

Mortar, 4.2-inch, M2.

disengagement of the elevating screw from the support when

elevating mortar.
	22 Sep

50



	A70-W2
	4.2-inch mortar M2; modification of baseplate assembly M2A1.
	20 Mar 53



	A85-W1
	Mount, mortar, 4.2-inch, M24.

To prevent injury to the hands of

using personnel by welding a rod in the rear carrying handle of

the bridge assembly.
	16 Feb 53



	A85-W2
	4.2-inch mortar mount M24 (T61); providing handles on outer

base-ring.
	8 Jul

53



	A85-W3
	4.2-inch mortar mount M24 (T61); replacing the magnesium bridge

base body with a steel bridge base.
	Nov 54



	A85-W4
	4.2-inch mortar mount M24 (T61); replacing magnesium base-plate

assembly with steel baseplate assembly; and changing model

designation to 4.2-inch mortar mount M24A1.
	11 Dec 54













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	A86-W1
	Weapon tripod mount M74: facilitating ease of mounting and dis-

mounting the weapon.
	13 Dec 54



	B21-W4
	To prevent loss of parts in the

Rifle, U. S., cal.30, M1 and M1C.

rear sight assembly, and to permit greater ease of operation.
	1 Dec 50



	B25-W1
	Rifle, cal .22, Remington, Model 513T.

To assure proper clear-

anee between the cartridge seat in the bolt and the rear of the

barrel when the bolt is closed.
	28 Mar 49



	B25-W2
	Cal.22 Remington Rifle Model 513T.

To enable rifleman to sight

the rifle with a greater degree of comfort.
	14 Apr 53



	B28-W3
	Carbine, cal .30, M1, MIAl, M1A3.

To replace leaf type rear

sight with a sight that is adjustable for both windage and eleva

tion.

Changes 1, 2
	44

11 Sep



	B28-W4
	Cal .30 carbines M1, M2, and M3; installation of new type maga-

zine catches to provide additional support for 30 round capacity

magazines.
	25 May 54



	B28-W5
	Carbine, cal .30, Mi, MlAl.

To provide means for attaching

bayonet-knife.
	7 Jul

45



	B28-W6
	To provide a safety operated by rotary

Carbine, cal .30, M2.

movement.

Changes I
	10 Dec 47



	B28-W7
	Carbine, cal .30, M2 and M3.

To prevent loss of disconnector

spring plunger assembly when removing trigger housing group

from barrel and receiver assembly.
	11 Apr 51



	B42-WI
	Launcher, rocket, 3.5-inch, M20.

To install reflecting sight as-

sembly 7141999 with ladder-type retlcle 7677491 (fig. 1) for im

proved accuracy and simplification of sighting procedure.
	8 May 51



	B42-W2
	3.5-inch rocket launchers M20 and M20B1; installing new contac-

tor latch group assembly and providing bore sighting notches.
	2 Mar 55



	C20-W18
	Carriage, pack howitzer, 75-mm, Ml.

To provide means for draft.
	26 Jan

44



	C20-W22
	Carriage, howitzer, (pack), 75-mm, M1; carriage, howitzer, 75-mm,

To provide a locking arrangement for the trail hinge pin

M8.

locking mechanism.

Changes 1
	22 Aug 44



	C20-W26
	Howitzer, pack, 75-mm, MIA1; carriage, howitzer, 75-mm, MS.

To replace the original lunette and cable with a drawbar and

hold-down cable of the latest approved design.
	25 Aug 44



	C20-W27
	To provide new supports

Carriage, howitzer (pack), 75-mm, MS.

for the securing of cleaning staffs to rear trail in such a position as

to prevent interference between cleaning staffs and drawbar as

sembly.
	28 Sep

45



	C20-W28
	Carriage, howitzer (pack), 75-mm, M8; flask, front trail, assembly.

To install a permanent type cradle hold-down device, and trav

ersing handwheel locking strap, to be used when towing mate

riel.
	19 May 49



	C20-W29
	Mechanism, recoil, 75-mm, M1A4, for carriage, howitzer (pack),

To provide a more effective stop for the piston rod

75-mm, MS.

on return to battery, thus changing the recoil mechanism model

number from M1A4 to MiA6.

Changes 1
	15 Aug 49



	C20-W30
	Howitzer, carriage, 75-mm, M8 (airborne equipment).

To facili-

tate the handling of loaded paracrates, parachests, and paracais

sons by the installation of eight handles to each of these con

tainers; and to obtain suitable suspension of the loaded para

covers, paracrates, parachests, and paracaissons when using the

monorail aerial delivery system.
	10 Jan

50



	C20-W31
	75-mm pack howitzer carriage MS; providing means of salvaging

the upper elevating gear case by installing a bushing.
	10 Jan

55



	C21-W10
	Mechanism, recoil, 105-mm howitzer, M2 (carriage M2 or M2A1).

To provide recoil mechanism with a respirator.

Model desig

nation of the mechanism is changed to M2A1 status by this

modification,

Changes 1
	10 Aug 43













	NO.
	TITLE
	DATE



	
	ORDNANCE-Continued
	



	ORD

C21-W13
	Carriage, howitzer, 105-mm, M2, M2AI, and M2A2.

Section A:
	30 May 44



	
	To increase the extent of the contacting surface of the pawl from
	



	
	36 inch to 96 inch and provide a more positive method of holding
	



	
	firing shaft bracket bushing of firing mechanism in place.

Sec
	



	
	tion B: To provide retaining pins to secure the drawbar bush
	



	
	ings.
	



	C21-W16
	To provide bushings in the

Carriage, howitzer, 105-mm, M2A2.
	3 Aug 45



	
	equalizing support to eliminate the elongation of the trail hinge
	



	
	pin holes.
	



	C21-W17
	To increase safety of personnel by

Howitzer, 105-mm, M2A1.
	20 Jul

50



	
	counterboring muzzle of howitzer.
	



	C21-W18
	To relocate the panoramic

Carriage, howitzer, 105-mm, M2A2.
	28 Feb 51



	
	telescope case on the shield assembly in order to prevent damage
	



	
	to telescope and telescope case.
	



	C21-W19
	Carriage, howitzer, 105-mm, M2A1 and M2A2; mount, 105-mm
	2 Nov 51



	
	howitzer, M4 and M4A1.

To raise the telescope mount M21 or
	



	
	M21A1 to permit sighting above the shield by providing an ex
	



	
	tension bracket, thus eliminating the requirement for the 6-inch
	



	
	and 12-inch panoramic telescope extension when laying the bat
	



	
	tery with an aiming post or aiming circle.
	



	C21-W20
	105-mm howitzer carriage M2A2 and 105-mm howitzer mount M4
	16 Feb 53



	
	and M4A1; adding lubrication points to equilibrator-spring-rod
	



	
	bearing and cradle-lock-strut piece.
	



	C21-W21
	105-mm howitzer M2A1 and 105-mm howitzer carriage M2A1 and
	21 Dec 54



	
	M2A2; providing overall cover Mll5Al with a pocket to fit over
	



	
	telescope mount.
	



	C21-W22
	105-mm howitzer carriages M2A1 and M2A2; relocating lower

strut traveling latch body setscrew.
	7 Apr 55



	C31-W2
	[Cancellation of FSMWO C31-W2, 14 Jul 38, including C I and
	22 Feb 44



	
	C 2].
	



	C39-W9
	Howitzer, 155-mm, Ml.

To improve functioning of the loading
	29 Aug 44



	
	tray for 155-mm howitzer by substituting a thicker loading tray
	



	
	stop, which raises slide surface of the loading tray and eliminates
	



	
	the possibility of damaging the gas check seat with the rammer.
	



	C39-W10
	Carriage, howitzer, 155-mm, MlAl; howitzer, 155-mm, MI.

To
	1 Sep

44



	
	provide trail airlines with locking-type dummy air brake hose
	



	
	couplings.

To gain additional clearance

for inserting firing
	



	
	mechanism M1 by positioning the percussion hammer, when
	



	
	lowered, to rest parallel to axis of tube.
	



	C39-Wll
	Mechanism, recoil, 155-mm, howitzer, M6.

[To replace antifric-
	6 Nov 44



	
	tion gland of recoil rod stuffing box to correct excessive leakage.]
	



	C39-W12
	Carriage, howitzer, 155-mm, MlAl and M1A2.

To strengthen
	12 Apr 48



	
	spades and to provide for better flotation when used with a log.
	



	C39-W13
	Carriage, howitzer, 155-mm, MIA1 and MIA2; mount, howitzer,
	31 Oct

50



	
	To convert replenisher,

assembly D37634 or

155-mm,

M14.
	



	
	7119406 to replenisher, assembly 7133000 ("O"-ring type).
	



	C39-W14
	155-mm howitzer carriage MIA1 and M1A2; 155-mm howitzer
	23 Mar 53



	
	mount M14; installing a plug for draining water or oil from the
	



	
	traversing-mechanism housing.
	



	
	155-mm howitzers Ml and MIA1; improving function of percus-
	



	
	sion hammer by relocating lanyard lug.
	



	
	Combination gun mounts M34 and M34A1; providing a means of 29 Jan
	



	
	collecting empty ammunition belt links.
	



	
	Gun, 75-mm, M3.

To provide an improved method for securing
	17 Jul



	
	the breechlock operating handle to the splined shaft by locking
	



	
	of the operating handle screw.
	



	
	Changes 1
	



	
	Mount, gun, 76-mm, M1 (used on the 76-mm gun motor carriage
	



	
	To prevent the possibility of pinching the gunner's

M18).
	



	
	shoulder when the gun returns to battery.
	



	C39-W15

C44-W8

C44-W9

C58-W3

C58-W5
	Mount, gun, 76-mm, M1 (used on the 76-mm gun motor carriage

To provide a means of lubricating gun trunnion bearings

M18).
	20 Dec 54

54

52

15 Feb 45

24 Feb 45













	NO.
	TITLE
	DATE




	ORD

C59-Wi
	ORDNANCE-Continued

Ammunition trailer M10; reinforcing the trailer frame drawbars to

prevent distortion.
	8 Jan 54



	C63-WI
	Howitzer, 105-mm, M4.

To provide a breech operating handle

which will not be unlatched by inertia forces occurring during

firing.
	I Nov 49



	C63-W2
	To increase the safety of personnel by

Howitzer, 105-mm, M4.

counterboring muzzle of howitzer.
	20 Jul

50



	C64-WI
	Mount, combination gun, M62 (T80); gun, 76-mm, MIAIC and

To provide a

M1A2 (used on the medium tank M4 series).

muzzle brake which deflects the muzzle blast and prevents dust

clouds from obscuring the gunner's vision.

Changes 1
	11 Aug 49



	C64-W2
	Mount, combination gun, M62, used on the medium tank M4

series (76-mm) and medium tank T23.

To reinforce present

elevating mechanism mounting, thereby eliminating excessive

blacklash.
	2 Jan 45



	C64-W3
	Mount, combination gun, M62.

To provide means of collecting

emptied ammunition clips by attaching clip chute and bag to

the machinegun cradle elevating rack 7067059.
	27 Jun 51



	C-W4
	Gun, 76-mm,

MIACiC and M1A2.

To provide an improved

method for securing the breechblock

operating handle to the

splined shaft by locking of the operating handle screw.

Changes 1
	17Jul

52



	C66-Wi
	Mount, gun, combination, M64.

To provide the concentric recoil

mechanism M22 (T33EI) using support cylinder 7111135 with a

support cylinder of improved structure.
	29 Mar 51



	C66-W2
	Mount, combination gun, M64.

To provide means of collecting

emptied ammunition clips by installing clip chute and bag to

cal30 machinegun pintle bracket 7051404.
	11 Sep

51



	C66-W3
	Providing an improved method for locking the

75-mm gun M6.

screw securing the breech ring key.
	5 Aug 52



	C67-W1
	4.5-inch multiple rocket launchers T66E3 and T66E4; modifying

yoke frame assembly.
	13 Dec 54



	C69-WI
	Gun, 90-mm, M3, retainer, firing spring.

To correct the breakage

of automatic cocking lever and the battering of the M4-in. pin

used to locate the firing spring retainer.

Changes 1
	7 Apr 50



	C69-W2
	Gun 90-mm M3 and M3A1.

To reduce extractor breakage by

machining a fiat surface on the extractor lug.
	18 Aug 52



	C69-W3
	90-mm guns M3 and M3A1; providing metallurgically improved

breech ring capable of being retubed up to four times.

Changes 1
	17 Dec 53



	C73-Wi
	To install a modified extendible handle,

Rifle, 57-mm, TISE13.

assembly B7231849 equipped with a positive lock (fig. 2).
	8 Oct 48



	C73-W2
	To obtain positive sear actuation by install-

Rifle, 57-mm, M18.

ing a new sear lever in 57-mm rifles M18 manufactured prior to

April 1950.
	26 Jun 51



	C 73-W3
	57-mm rifle M18AI; to increase safety and facilitate opening and

closing of breech mechanisms.
	19 Jun 53



	C73-W4
	57-mm rifle T15E13; to increase safety and ease of operation, thus

changing model designation to 57-mm rifle TS1E16.
	23 Mar 54



	C73- W5
	57-mm rifles M1SA1 and T15E16; modification ofchamber fulcrum.
	11 Feb 54



	C74-W1
	To prevent incorrect assembly of 21 Jun 29

Rifle, 75-mm, T21, M20, (T25).

hammer.

Changes 1
	



	C74-W2
	Rifle, 75-mm, T21 and M20.

To prevent loss of spring 7229127

when weapon is disassembled.
	23 Mar 50



	C76-W1
	Mount, 105-mm howitzer, MS, pedestal pin.

To provide proper

lubrication for the pintle roller bearing surfaces and to provide

adequate water drainage from inside the pedestal.
	13 Jun 50



	C77-W2
	105-mm rifles M27 and M27A1; relocating breechblock operating

lever assembly.
	21 Dee 54













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	C82-W1
	76-mm gun T9lE3; eliminating interference between the ejector

cam and the operating crank.
	2 Jun 53



	C82-W2
	76-mm gun T91E3; increasing speed and clearance in the ejection

of steel cartridge case.
	28 May 53



	C82-W3
	76-mm gun, M32 (T9lE3); providing an improved operating crank

to reduce excessive wear on the operating-crank lug.
	24 Mar 54



	C91-W1
	Tripod mount M1917A2; conversion of cal30 machinegun, tripod

mount M1917A1 for use with 57-mm and 75-mm recoilless rifles.

Changes 1
	3 Apr 53



	D24-W16
	Carriage, gun, 155-mm, MI.

To provide interchangeability of

equilibrators.
	26 Apr 44



	D24-W18
	Carriage, gm, 155-mm, Ml; limber, carriage, heavy, M2.

Section

A: To provide new locking type couplings for air brake lines on

above carriage and limber M2.

Section B: To provide 6 strap

loops for anchoring

the overall cover M102 to the bottom

carriage.
	7 Jun 44



	D24-W19
	Gun, 155-mm, M1 and MiA1, carriage, gun, 155-mm, MI.

Sec-

tion A: To provide caution plates on the breech ring lug and the

recoil mechanism cradle to warn against removal of the piston rod

nuts before the cradle lock is engaged.

Section B: To provide
	19 Jun 44



	
	handles for the front spades and traveling lock frame.

Section

C: To provide a drain plug for the traversing gear housing.

Section D: To gain additional clearance

for inserting firing

mechanism MI by positioning the percussion hammer, when

lowered, to rest parallel to axis of tube.
	



	D24-W21
	Gun, 155-mm, M1, MlA1, and M2 and carriage, gun, 155-mm, M1.

To provide the gun and gun carriage with eye brackets which

will permit the use of a new gun retracting hoist.

Changes 1, 2
	23 Sep

44



	D24-W23
	Limber, carriage, heavy, M5.

A: To reduce the tendency of the

lunette to rotate and to facilitate interchangeability of lunettes.

B: To protect the air brake hose from damage while traveling.

C: To provide fitting for proper lubrication of lunette.
	8 Jun

45



	D24-W24
	Mechanism, recoil, M3 or M3A1; mechanism, recoil, M21.

To

convert replenishers D36815 or D54403 to replenisher D7107150

("O" ring type).
	22 Sep

50



	D24-W25
	155-mm gun carriage M1; reinforcing trail alinement plates; and

heavy carriage limber MS; relocating air hose on drawbar, in

stalling modified lunette, and modifying lunette assembly.
	22 Mar 54



	D24-W26
	155-mm guns M2 and M2AI; improving function of percussion

hammer by relocating lanyard lug.
	21 Dec 54



	D28-W3
	Mount,

gun, antiaircraft,

90-mm, M1 and M1AL.

To install

auxiliary sighting equipment for use against mechanized forces

and other ground targets.
	29 May44



	D28-W6
	Mount, gun, AA, 90-mm, M1 and MIAI.

To provide a safety

measure to protect the using personnel, in case of a chain break

age, by preventing equilibrator head from being knocked off.

Changes 1
	2 Sep

43



	D28-W9
	Mount, gun, antiaircraft, 90-mm, M1 and MIAL .Removal

fender assemblies to prevent damage to tires.

Improved covers

are provided for protection during traveling.
	of 21 Aug 43



	D28-W10
	Mount, gun, antiaircraft, 90-mm, M1 and MiA1.

To install re-

coil data plate on recoil valve control bar.
	21 Aug 43



	D28-Wll
	Ml and MiAI.

Mount, gun,

antiaircraft, 90-mm,

To equip

mounts with breech light.
	24 Feb 44



	D28-W14
	Mount, gun, antiaircraft, 90-mm.

To place the firing lever in such

a position as to eliminate accidental firing of the gun, and to pro

vide new firing lever.

Changes 1
	16 Oct

44



	D28-W15
	Gun, 90-mm, M1.

To provide astrongerdetent and a moresecure

lock for retaining the operating shaft.
	16 Oct

44



	D28-W17
	Mount, gun, antiaircraft, 90-mm, Ml and MIAI.

To provide a

handhold for gunner.
	I Feb 44













	NO.
	TITLE
	DATE




	ORD

D28-W2n
	ORDNANCE-Continued

Mount, gun, antiaircraft, 90-mm, Ml and M1AL.

To protect
	16 Oct

44



	D.28-W21
	equilibrator cylinder against damage from being hit by bogies.

Gun, 90-mm, Ml, and mount, gun, antiaircraft, 90-mm, Ml and

To improve the functioning of the gun when it is used

M1AI.

against mechanized and other ground targets by replacing tele

scope mount M29 with M54.

Changes 1, 2
	26 Apr 44



	D28-W22
	Mount, gun, antiaircraft, 90-mm, MIAL.

To provide a more

adequate footrest to protect the feet of the elevation operator.

Changes 1
	26 Apr 44



	D28-W24
	To install auxiliary

Mount, gun, antiaircraft, 90-mm, MAIL.

sighting equipment on those gun mounts which are assigned a

primary AMTB mission.
	3 Aug 45



	D28-W26
	90-mm antiaircraft gun mount M1Al; providing cable reel mount-

ing for data transmission cable.

Changes 1
	4 Mar 46



	D28-W27
	90-mm guns MiA1 and M1A2, 90-mm antiaircraft gun mounts

MIAI and M1A2, spring rammer M8A1.

To remove spring

rammer M8A1 and to provide for proper balance of the tipping

parts.

Changes 1, 2, 3
	3 Oct 50



	D28-W28
	Mount, gun, antiaircraft, 90-mm, MA1l; to provide the out-rigger

assemblies with drain plugs.
	5 Nov 51



	D28-W29
	To prevent excessive travel of the hand

Gun, 90-mm, MIA2.

cocking lever handle.
	2 Nov 51

30 Jan

52



	D28-W30
	Gun, 90-mm, Ml, M1Al, and M1A2.

To reduce extractor break-

age by machining a surface on extractor lug.

Changes 1
	



	D28-W31
	90-mm antiaircraft gun mount MIAI; providing means of install-

ing a clamp assembly for holding the end of the data transmis

sion cable when wound on cable reel fixture.
	28 Sep 53



	D28-W32
	90-mm antiaircraft gun mount MiAI and 90-mm guns Ml, MiAl,

M1A2, and MlA3; to adapt gun and mount for use with anti

aircraft fire-control system M33C (T33C).

Changes 1
	7 Dec &3



	D28-W33
	90-mm antiaircraft guns M1 and MiA2 on 90-mm antiaircraft gun

mount MIAI; to improve equilibration and proper balance of

the tipping parts.
	7 May 53



	D28-W35
	90-mm antiaircraft gun mounts M1Al and M1A2; providing a

means of operation with a prime mover having either a 24- or a

6-volt electrical system.
	10 Jun

53



	D28-W36
	90-mm antiaircraft gun mounts MIAl and MiA2; to modify arm

6160804 and rod 5147791 in order to provide a means of lubricating

rod 5147791.
	4 Aug 54



	.D28-W37
	90-mm antiaircraft gun mounts M1A1 and M1A2; providing the

fuze setter operating bracket with a stop that will eliminate

damage to the fuze setter seat when the gun is elevated.
	11 Jun

53



	D28-W38
	90-mm antiaircraft gun mounts MlA1 and M1A2; to modify the

bogie engaging eye handle guide bracket.
	19 Mar 54



	D28-W39
	90-mm antiaircraft gun mounts MiAl and M1A2; providing a

means to facilitate removal of the hinge pin from the fuze setter

and seat bracket assembly.
	18 Mar 54



	D29-W6
	Carriage, howitzer, 8-in., M1.

To provide additional grease fit-

tings to the top carriage to insure adequate lubrication for the

bearing strip and roller bearing between the top and bottom

carriage.
	19 Jun 44



	D29-Wll
	Carriage, howitzer, 8-in., Ml.

To provide interchangeability of

equilibrators.
	26 Apr 44



	D29-W13
	Carriage, howitzer, 8-in., M1; limber, carriage, heavy, M2.

Sec-

tion A: To provide new locking-type couplings for air brake lines

Section B: To provide 6

on above carriages and limber M2.

strap loops for anchoring the overall cover M101 to the bottom

carriage.
	7 Jun

44













	NO.
	TITLE
	DATE




	ORD

D29-W14
	ORDNANCE-Continued

Howitzer, 8-inch, Ml, carriage, howitzer, 8-i' ch, Ml.

Section A:

To provide caution plates on the breech ring lug and the recoil

mechanism cradle to warn against removal of the piston rod nuts

Section B: To provide han

before the cradle lock is engaged.

Section C: To provide a drain plug for the

dles for front spades.

Section D: To gain additional clear

traversing gear housing.
	19 Jun 44



	D29-W18
	ance for inserting firing mechanism Ml by positioning the per

cussion hammer, when lowered, to rest parallel to axis of tube.

Mechanism, recoil, M4 and M4A1; mechanism, recoil, M23.

To

convert replenishers D36815 or D54403 to replenisher D7107150
	25 Sep

50



	D29-W19
	(O-ring type).

8-inch howitzer carriage Ml; reinforcing trail alinement plates;

and heavy carriage limber M5; relocating air hose on drawbar,

installing modified lunette, and modifying lunette assembly.
	26 Mar 54



	D29-W20
	8-inch howitzers M2 and M2A1; improving function of percussion

hammer by relocating lanyard lug.
	27 Dec 54



	D31-W27
	Wagon, transport, cannon, M2 and M2AI; wagon, transport, car-

riage, M3 and M3Al.

To replace the nonlocking couplings with

couplings of the self-locking type.
	25 May 44



	D31-W28
	Carriage, howitzer, 240-mm, MI.

To add an additional support

bracket in telescope case for the sight extension and to increase

the height of the jack arms.
	19 Jun 44



	D31-W29
	[To replace defective

Mechanism, recoil, 240-mm, howitzer, M8.

glands in recoil and counterrecoil stuffing boxes to prevent mal

funtion of counterrecoil regulator valve.]
	6 Nov 44



	D31-W30
	Wagon, carriage transport, M3A1 (used with 240-mm howitzer).

A: To increase lift of wagon (built-in) jack 1 foot.

B: To in

crease flotation of jack base, using float D47747 in place of base

C: To provide shelf for stowage of longer cable and

C97644.
	15 Mar 45



	D31-W31
	equalizer when in traveling position.

Wagon, cannon transport, M2A1 (240-mm howitzer); wagon, car-

riage transport, M3AI (240-mm howitzer). 'A: To reduce the

tendency of the lunette to rotate and to facilitate interchange

ability of lunettes.

B: To protect the air-brake hose from dam

age while traveling.

C: To provide fitting for proper lubrica

tion of lunette.
	8 Jun

45



	D31-W32
	cannon transport, M2AI;

wagon, carriage transport,

Wagon,

To provide drain holes in the upper section of the skid

M3A1.

pans located on front axle (wagon M2AI, M3A1).

To provide

drain holes in the platform frame to prevent water from remain

ing around the spade securing bolts (wagon M3A1).

To install

a rubber boot on the brake diaphragm assembly to prevent cor

rosion of the diaphragm interior components.
	17 Oct

51



	D31-W33
	Carriage, howitzer, 240-mm, Mi.

To provide drain hole and plug

in bottom of each trail to eliminate the accumulation of water.
	26 Sep

51



	D31-W34
	240-mm howitzer carriage M1; to improve lubrication of hinge pins,

liners, and pintle; drainage of carriage; and relief of strain on

struts and trails and cannon transport wagon M2A1; protection

of air hose.
	2 Apr 53



	D31-W35
	240-mm howitzer carriage Mi; to provide recoil mechanisms M8

and M8A1 with larger type replenishers.
	31 Dec 53



	D31-W36
	Cannon transport wagon M2A1 (240-mm howitzer Mi) and car-

riage transport wagon M3A1 (240-mm howitzer Mi); installing

modified lunette on transport wagons M2A1 and M3A1, modify

ing lunette assembly.
	6 Apr 54



	D31-W37
	Cannon transport wagon, M2A1; providing spare tire and wheel

carrier.
	28 Oct

53



	D31-W38
	240-mm howitzer Mi; improving function of percussion hammer

by relocating lanyard lug.
	20 Dee 54



	D31-W39
	Cannon transport wagon M2A1; Providing means of operation

with a prime mover having either 24-volt or 6-volt electrical

system.
	25 Mar 55













	NO.
	TITLE
	DATE




	ORD

D32-W1
	ORDNANCE-Continued

Gun, 120-mm, Ml, and mount, gun, antiaircraft, 120-mm, MI. A:

To prevent further use of the indicator rod, since it gives false

readings.

B: To prevent the stop dog from slipping out of en

gagement with the cam.
	26 Apr 44



	D32-W2
	Gun, 120-mm, Ml; mount, gun, antiaircraft, 120-mm, MI.

Sec-

tion I: To prevent gun rails from being damaged by breech

Section II: To install plates giving directions on the

clamps.

setting of the recoil throttling valve.

Section III: To install

outrigger warning plates.

Section IV: To add on S-hook to the

breech operating spline shaft detent to facilitate removal of the

Section V: To add a loading tray to the breech

spline shaft.

ring to facilitate the loading of the projectile.

Section VI: To

install a breakaway chain guide to insure application to the

brakes in case the drawbar falls clear while moving on a down

grade.
	4 May44



	D32-W3
	Gun, 120-mm, Ml; mount, gun, AA., 120-mm, Ml.

To add in-

terlocks and safety stops to 120-mm materiel.
	21 Nov 44



	D32-W6
	Mount, gun, antiaircraft, 120-mm, Ml and MIAl.

To provide

non-skid surface for firing platform.

Changes 1
	22 Jun 49



	D32-W7
	Mount, gun, antiaircraft, 120-mm, Ml and MIAI.

To prevent

damage to power rammer by installing slip clutch in place of di

rect coupling and to allow quicker release of rammer brake.

Changes 1
	22 Jun 49



	D32-W9
	120-mm antiaircraft gun mount MI; incorporating latest improve-

ments and design changes pertaining to the hydraulic jack as

sembly, elevating mechanism, traversing mechanism, and recoil

mechanism M19.
	6 Jul

53



	D32-W10
	Mount, gun, antiaircraft, 120-mm, Ml and MIA1.

To provide

monel equilibrator cylinders on those mounts now equipped

with steel cylinders and to provide information concerning the

installation of new chevron-type piston packing whenever the

existing silver ring type packing becomes unserviceable.

Changes 1
	27 Jun 49



	D32-Wll
	120-mm gun Ml and 120-mm antiaircraft gun mount Ml; incorpo-

ration of latest improvements in design.

Changes 1
	17 Aug 51



	D32-W12
	Mount, gun, antiaircraft, 120-mm, M1, MIAI.

To provide direct-

fire sighting equipment.

Changes 2
	20 Feb 52



	D32-W13
	Mount, gun,antiaircraft, 120-mm, Ml and MIAI.

To strengthen

the front bogie drawbar.
	13 Jun 49



	D32-W14
	Ml, MIAL.

Mount, gun,

antiaircraft, 120-mm,

To install a

splash shield under the elevating housing which will prevent

water and oil from splashing on the elevation brake.
	26 Sep

51



	D32-W15
	Ml, MIAL.

Mount,

antiaircraft,

To provide

gun,

120-mm,

means of checking the oil level in the intermediate gear case of

the elevating mechanism.
	17 Oct

51



	D32-W16
	Mount, gun, 120-mm, Ml and MIAI.

To provide the outrigger

assemblies with drain holes.
	19 Sep

51



	D32-W18
	120-mm antiaircraft gun mounts MIAl and MIA2: modifying hy-

draulic jack assemblies to provide improved lifting action at all

temperature ranges.
	16 Jul

54



	D32-W19
	120-mm antiaircraft gun mount MIAI: To provide an automatic

firing lock to operate with antiaircraft fire control system M33D

(T33D).
	18 Feb 53



	D32-W20
	gun mount Ml and MiAI.

Providing a

120-mm antiaircraft

means of lubrication for the gun traveling lock screw.
	28 Aug 52



	D32-W22
	120-mm antiaircraft gun mount Ml, MiAl, MIA2.

To prevent

jamming of solenoid actuating rod by addition of spring retain

ing washer.
	16 Jan

53













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	D32-W24
	120-mm antiaircraft gun mounts M1Al and M1A2; providing a

means of operation with prime movers having either a 24- or

6-volt electrical system.
	4 Jan

54



	D33-W27
	Wagon, cannon transport,

transport,

MIA1; wagon,

carriage

To replace the nonlocking couplings with couplings of

M3A1.

the self-locking type.
	20 Jun 44



	D33-W28
	To add an additional support bracket

Carriage, gun, 8-in., M2.

in telescope case for the sight extension and to increase the height

of the jack arms.
	19 Jun

44



	D33-W29
	Mechanism, recoil, 8-in.,gun, M7.

[To replace defective glands in

recoil and counterrecoil stuffing boxes to prevent malfunction of

counterrecoil regulator valve.]
	6 Nov 44



	D33-W30
	Wagon, carriage transport, M3A1 (used with 8-inch gun).

A: To

B: To increase flota

increase lift of wagon (built-in) jack 1 foot.

tion of jack base, using float D47737 in place of base C97644.

C:

To provide shelf for stowage of longer cable and equalizer when

in traveling position.
	15 Mar 45



	D33-W31
	Wagon, cannon transport, MIA1 (8-inch gun); wagon, carriage

transport, M3Ai (8-inch gun). A: To reduce the tendency of the

lunette to rotate and to facilitate interchangeability of lunettes.

B: To protect the air brake hose from damage while traveling.

C: To provide fitting for proper lubrication of lunette.
	8 Jun

45



	D33-W32
	cannon transport,

MIAI;

transport,

Wagon,

wagon,

carriage

To provide drain holes in the upper section of the skid

M3A1.

pans located on front axle (wagon M1Al, M3A1).

To provide

drain holes in the platform frame to prevent water from remain

ing around the spade securing bolts (wagon M3AI).

To install

a rubber boot on the brake diaphragm assembly to prevent cor

rosion of the diaphragm interior components (wagon M1AI,

M3A1).
	5 Feb 52



	D33-W33
	To provide drain hole and plug in

Carriage, gun, 8-inch, M2.

bottom of each trail to eliminate the accumulation of water.
	26 Sep 51



	D33-W34
	8-inch gun carriage

M2; to improve lubrication of hinge pins,

liners, and pintle; drainage of carriage; and relief of strain on

struts and trails and cannon transport wagon MIAl; protection

of air hose.
	1 Apr 53



	D33-W35
	8-inch gun carriage M2; to provide recoil mechanisms M7 and

M7A1 with larger type replenishers.
	9 Dec 53



	D33-W36
	Cannon transport wagon MIAI (8-inch gun M1) and carriage,

transport wagon M3A1 (8-inch gun M1); installing modified

lunette on transport wagons MlAl and M3AI modifying lu

nette assembly.
	19 Mar 54



	D33-W37
	Cannon transport wagon, MA1l; providing spare tire and wheel

carrier.
	27 Oct

53



	D33-W38
	8-inch gun M1; improving function of percussion hammer by re-

locating lanyard lug.
	13 Dec 54



	D37-W1

D38-W1
	Mount, gun, 90-mm, M3.

To improve equilibration.

Mechanism, recoil, M17 (on mount, gun, antiaircraft, 90-mm, M2).

To provide grease fittings for lubrication of recoil mechanism.
	2 May44

31 Jul

45



	D38-W2
	Mount, gun, antiaircraft, 90-mm, M2,

To provide the right and

left shield traveling latch plunger with a positive coil cam fol

lower pin and valve operating arm pin-locking pin.
	8 Feb 49



	D38-W3
	Fuze

setter-rammer,

combination, M20.

To provide

heavier

dowel pins in cover body D49846 to eliminate the shearing of the

pins and subsequent damage to related parts.
	13 Jul

51



	D38-W4
	Mount, gun, antiaircraft, 9u-mm, M2.

To provide a cable reel

mounting for the plug and receptacle cable assembly, B173320.
	1 Feb 52



	D38-W5
	Gun, 90-mm, M2, M2A1, on mount, gup, antiaircraft, 90-mm, M2.

To provide a fuze setter drive shaft bypass clutch assembly for

use when firing AP or PD ammunition.
	13 Sep 51



	D38-W6
	Mount, gun, antiaircraft, 90-mm, M2.

To provide a moisture

seal for the contact ring assembly.
	22 Sep

50













	NO.
	TITLE
	DATE




	ORC
	ORDNANCE-Continued
	



	D38-W7
	Mount, gun, antiaircraft,

To install larger and

90-mm, M2.

stronger studs in the wheel assembly.
	7 Jun 49



	D38-W10
	Mount, gun, antiaircraft, 90-mm, M2.

To strengthen the drawbar.
	18 Jun 51



	D38-Wll
	Mount, gun, antiaircraft, 90-mm,

To provide outrigger

M2.

assemblies with drain plugs.
	5 Oct

51



	D3S-W12
	To prevent excessive travel of hand cocking

Gun, 90-mm, M2A1.

lever handle.
	16 Oct

.51



	D38-W13
	Gun, 90-mm, M2; and mount, gun, antiaircraft, 90U-mm, M2.

To

provide the combination fuze setter-rammer M20 with a positive

method of securing the coupling nut of the fuze setter drive shaft

to the coupling.
	22 Oct

51



	D38-W14
	Gun, 90-mm, M2, M2A1, on mount, gun, antiaircraft, 90-mm, M2.

To facilitate removal of ramming rolls by replacing peened stop

with removable stop.
	14 Nov 51



	D38-W15
	Mount, gun, antiaircraft, 90-mm, M2.

To facilitate removal of

left- and right-welded shields.

Changes 1
	13 Mar 62



	D38-W16
	Gun, 90-mm, M2 and M2A1.

To reduce extractor breakage by

machining a flat surface on the extractor lug.

Changes 1
	25 Feb 52



	D38-Wi8
	Mount, gun, antiaircraft, 90-mm. M2 and M2AI.

To provide the

sight boxes with drain holes to eliminate the accumulation of

water.

Changes 1
	20 Mar 52



	D38-W19
	Modification of 90-mm antiaircraft gun mount M2.

To modify

90-mm antiaircraft gun mount M2, recoil mechanism M17 and

fuze setter rammer M20, for use with FCS, AA, M33C (T33C).

Changes I
	8 Dec 52



	D38-W20
	90-mm antiaircraft gun mounts M2 and M2AI; providing a means

of operation with prime movers having either a 24- or a 6-volt

electrical system.
	24 Sep

53



	D38-W24
	Shell crimper assembly for 90-mm antiaircraft gun mounts M2 and

M2AI; reinforcing the cam end of the cam handle extension.
	19 Mar 54



	D39-WI
	Mount, gun, 90-mm, M4, M4A1; mount, combination gun, T99,

To restore automatic operation of the

T99EI, M67 (T99E2).

breech.
	26 Jul

48



	D39-W2
	Mount, gun, combination, M67 (for medium tank M26).

To pro-

vide means of collecting emptied ammunition clips by attaching

clip chute and bag to the machine gun mount, which will result

in cal30 or cal50 machine gun mount 7054188 being modified

to cal30 machine gun mount 7723144.
	26 Jun 51



	D47-W1
	90-mm combination gun mount M73; providing buffer adjustment

for temperature variations in recoil cylinders.
	1 Sep 53



	D47-W2
	90-mm combination gun mount M73; providing an improved re-

coil piston buffer regulator assembly chain linkage and prevent

ing chain from jumping sprockets.
	31 Aug 53



	D48-Wi
	75-mm antiaircraft gun mount T69; modifying recoil throttling

cam and bracket; providing connecting rod with lubrication

fittings and providing recoil indicator with improved striking

plate.
	1 Jun

54



	D48-W2
	75-mm gun T83 series on 75-mm AA gun mount T69; to provide

a stronger breech interlock.
	26 Aug 54



	D48-W3
	75-mm antiaircraft gun mount T69; modifying and relocating

receptacle box bracket on axle of rear bogie assembly.
	15 Jun 54



	D48-W4
	75-mm gun T83 series on 75-mm AA gun mount T69; to modify

the muzzle thread protector.
	4 Aug 54



	D48-W5
	75-mm antiaircraft gun mount T69; providing batteries which will

insure operation of the breakaway system at all temperatures.
	9 Aug 54



	[CM] D48-W8

D49-W1
	See MWO ORD F350-WI and D48-W8.

155-mm gun T80 and 8-inch howitzer T39; eliminating the per-

cussion firing function in the firing lock T8.
	23 Mar 54



	D52-WI
	90-mm gun T119E1; inscribing notches for bore sighting gun with

counterweight attached.
	13 Oct

53













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	D54-W1
	Combination gun mount M78; providing the latest type followers,
	2 Dec 53



	
	packing, and oil seals to correct excessive oil leakage and provid

ing a means of locking follower lock nuts.
	



	
	Changes 1
	



	D57-W1
	280-mm gun T131; eliminating the percussion firing function in the
	23 Mar 54



	
	firing lock T8.
	



	D57-W2
	280-mm gun T131; 280-mm gun carriage T72; incorporating the

latest improvement in design.
	18 Jan

55



	D58-W1
	90-mm gun M41 (T139); providing improved manual-type cocking
	8 Jan 54



	
	lever.
	



	D58-W2
	90-mm gun M41 (T139); inscribing notches for bore sighting gun

with counterweight attached.
	15 Jan

55



	F35-WI
	Aiming post M10; to facilitate field replacement of broken point.
	17 Feb 54



	F101-WI
	To reinforce tube to prevent damage when the

Tripod, M5.
	20 Apr 44



	
	tripod legs are folded.
	



	F106-W2
	Mount, telescope,

To increase the elevation movement

M3.

from 45 degrees to 65 degrees; to remove the range drums; and
	21 May51



	
	to change the designation of the major item from mount, tele
	



	
	scope, M3 to mount, telescope, M3A1.
	



	F148-W1

F173-W1
	Sight M4; repositioning of open-sight wire.

To assign distinguishing nomen-

Telescope, observation, M4.
	53

30 Sep

26 Feb 43



	
	clature to observation telescope M4.
	



	F180-WV2
	Telescope mount M75; separate storage and issue of telescope
	8 Jul

53



	
	mount assembly 7691930 and telescope mount M18A1.

Changes 1
	



	F197-W1
	To apply locking device to elevation

Mount, telescope, M21.
	29 May45



	
	worm and change designation to M21A1.
	



	F197-W3
	Section I: Telescope, elbow, M16, mount, telescope, M23; on 105-
	22 Nov 44



	
	mm howitzer M2 and M2A1 on carriages M2A1 and M2A2.

Section II: Telescope, elbow, M16; mount, telescope,

M42;
	



	
	on 105-mm howitzers M2A1 on motor carriage M7 and M7B1.
	



	
	Section III: Telescope, elbow, M29; mount, telescope, M23; on
	



	
	3-inch gun, M5 on carriages M1, MlA1, and M6.

A: To pro
	



	
	vide reticle illumination, B: To provide support for instrument

C: To change the designation of the elbow telescopes as

light.
	



	
	II: M16 to

I: M16 to M16AID;

Section

follows:

Section
	



	
	M16AIC; Section III: M29 to M29A1.
	



	F197-W4
	To remove range drum from elevating

Quadrant, range, M4.

mechanism, and to change designation of major item from range
	13 Jun 49



	
	quadrant M4 to range quadrant M4A1.
	



	
	Changes 1
	



	F197-W5
	Telescope mount M41A2; conversion to telescope mount M21A1.
	18 Sep

53



	F197-W6
	Telescope mount M21A1; alteration of bracket to facilitate instal-

lation of mount.
	25 May 53



	
	Changes 1
	



	F204-W1
	Elevation quadrant M1; elongation of slot on bracket assembly
	2 Jun

54



	
	for cross level vial.

Light, instrument, M19, M31, M34, and M35.

To eliminate inter-
	3 Jul

52



	F205-W2
	ference between the azimuth knobs of the M12A7 series pano
	



	
	ramic telescopes and instrument lights M9 M31, M34, and M35,
	



	
	by modifying the instrument lights to provide greater clearance.

System, remote control, M2, M6, M12, and M13.

To prevent
	8 Oct 47



	F207-W3
	failure of demodulator resulting from overloading 1,000-ohm,
	



	
	1-watt resistor.
	



	F207-W7
	System, remote control, M2 and M13.

To prevent unnecessary
	27 Jan 47



	
	operation of the amplifier by connecting amplifier power leads

to load side of motor switch.
	



	F207-W8
	System, remote control, M12; drive, hydraulic, M1.

To replace
	10 Feb 49



	
	drain plug A203687 with headless hexagon socket pipe plug
	



	
	500719.

System, cable, Mi.

To seal plugs and receptacles against the
	10 Feb 49



	F207-W9
	entrance of moisture.
	



	
	Changes 1
	













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	F207-W10
	Remote control system, M6 and M6A1.

To increase the sensi-

tivity and accuracy of the elevation side of the remote control

systems M6 and M6A1.
	13 Feb 50



	F207-WVll
	Remote control system M6A1; to modify the remote control

system M6A1 for use with antiaircraft fire control system

M33D (T33D).

Changes 1
	22 Jun 53



	F207-VW12
	120-mm antiaircraft gun mount Ml; to incorporate

the latest

improvements and design changes and to modify the remote

control system M6 to M6A1.
	3 Apr 53



	F207-W13
	90-mm antiaircraft gun mount M2.

To modify remote control

system M12 for use with fire control system, AA, M33C (T33C).

Changes 1
	14 Nov 52



	F207-WV14
	90-mm antiaircraft gun mount MiA1; to modify remote control

system M2 for use with antiaircraft fire control system M33C

(T33).

Changes 1
	27 Dec 53



	F207-WV17
	Remote control systems M2Al and M6A2; changing polarity of

receptacles to prevent improper connection of data and gun

cables.
	9 Jul

53



	F207WV19
	Remote control system M12A1; replacing toggle switch on gun

junction box assembly to prevent water seepage caused by

deterioration of protective seal.
	22 Dec 54



	F208-WV1
	To prevent moisture from entering

System, remote control, M5.

the contact ring assembly.
	1 Apr 49



	F208-W3
	To replace oil gears M1 with oil

System, remote control, M5.

gears M3 which changes the remote control system M5 to M15

status.

Changes 1, 2
	14 Apr 44



	F208-W4
	To provide a safe and rapid means

System, remote control, M15.

of engaging the elevation of oil gear clutch.
	22 Nov 44



	F208-W5
	System, cable, M8. To seal plugs against the entrance of moisture.

Changes 1
	10 Feb 50



	F208-W7
	System, remote control, M15.

To prevent frequent damage to

flexible shaft 7584539 on computing sight M7A1 when the gun is

elevated.
	4 Dec 50



	F208-W8
	Remote control system M15; adding desiccator and cover to oil

gear M3.
	11 Dec 53



	F210-W1
	Binocular, M3, M8, M9, M13, M13Al.

To modify binoculars

M3, M8, M9, M13, and M13A1 to accommodate filter M1.
	2 Feb 50



	F210-W2
	To modify objective adapters

Binocular, M3; binocular M8.

to accommodate washer A204753.

To provide washer A204753

in the objective assembly so as to prevent accidental rotation

of parts when tightening the locking ring after collimation

adjustment.

Changes 1
	18 Jun 51



	F210-W3
	Binoculars M3, MO, M, , M13 , M13A1 and carrying case M17;

camouflage by painting external surfaces with olive-drab paint.
	23 Feb 55



	1211-Wi
	To prevent the M43A5 fuze from becoming

Setter, fuze, M13.

caught in the adjusting ring.
	27 Apr 44



	F211-W2
	Setter, fuze, M13, and setter, fuze, M18.

To prevent malfunction

of repeater assembly due to the repeater retaining clips working

loose.

Changes 1
	9 Aug 51



	F211-W3
	120-mm antiaircraft gun mount MiAl; modification of fuze setter

M18 to M18A1 for use with antiaircraft fire control system

M33D (T33D).
	27 May 53



	F211-W4
	90-mm antiaircraft gun mount M2; MIAL. To provide means of

modifying the fuze setter M13 for use with fire control system,

AA, M33C (T330).

Changes 1
	27 Oct

52



	F214-W2
	Panoramic telescope M12 series; changing panoramic telescope

M12 series to M12A7 series.
	27 Oct

53













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	F214-W3
	Panoramic telescope M12-series; waterproofing of rotating head.
	20 May53



	F219-W1
	To prevent slipping of level assembly B174648

Compass M2.

caused by level vial support A185534 striking magnetic needle

lifting lever B174658.

Changes 1
	16 Feb 44



	F219-W2
	Compass M2.

To improve the needle lifting mechanism.
	19 Feb 44



	F219-W3
	Compass M2; waterproofing.
	24 Mar 55



	F224-WI
	Telescope, elbow, M24; telescope, elbow, M26; mount, telescope,

M28; mount, telescope, M54 (on 90-mm guns MI and MIAI).

B: To provide support for

A: To provide reticle illumination.

instrument light.

Changes 1
	21 Nov 44



	15 F226-W2
	Unit, generating,

M7; unit, generating, M15.

To secure auto-

matic voltage regulation.
	3 Apr 44



	F231-WI
	To prevent the eyepiece assembly from

Telescope, elbow, M17.

unscrewing from the adapter when the eyepiece is being focused.
	19 Aug 43



	F235-W2
	Periscope, M6 and M9.

To securely fasten locking knob to peri- 21 Feb 44

scope body.
	



	F235-W4
	To prevent breakage and shifting of erect-

Periscope, M10 series.

ing prism assembly due to shocks, by installing new parts which

provide a more stable erecting prism holder assembly.
	19 Sep

52



	F235-W5
	Telescope, M71G.

To convert telescope M71G to telescope M71K

by changing the reticle and nameplate.
	5 Nov 51



	F235-W6
	T130E2 to telescope

Telescope T130E2; conversion of telescope

M86F.
	7 Apr 53



	F235-W7
	To convert telescope M86C to telescope M86F by

Telescope, M86C.

substituting a stadia type reticle and by changing the nameplate.
	16 Jan 53



	F235-W8
	Periscope M20 (T35); installing reticle of improved design.
	4 May 54



	F235-W9
	Periscope M4Al; replacementof cam in telescope adjusting control

assembly.
	30 Oct

53



	F235-W10
	Periscope M19; changing headrest assembly.
	31 Mar 55



	F235-Wll
	Telescope T156 (M97); installation of gasket.

Changes 2
	28Jan

54



	F235-W12
	Periscope M19; installing warning decalcomania.
	24 Sep

53



	F235-W13
	Periscope M19; providing washers to prevent screws from vibrat-

ing loose.
	31 Aug 53



	F235-W14
	Periscope M19; to adapt periscope to redesigned tank rotor plate.
	14 Feb 55



	F235-W15
	Periscope M19; install receptacle cap.
	17 Mar 55



	F235-W16
	Periscopes M17 and T36; modifying mounting lugs.
	31 Mar 54



	F235-W18
	Periscope T25; cementing of gasket.
	14 Oct

54



	F238-W1
	Binocular, M7; binocular, M15; binocular, M16; binocular, M17.

A: To modify binocular M15 and M17 to accommodate filter

M1 and to change the designation of binocular M15 to MI5A1

and binocular M17 to M17A1.

B: To modify binocular M7

and M16 to accommodate filter Ml.

No change of designations

of these binoculars results from this modification.
	30 Jan 50



	F238-W2
	Binocular M17 and M17Ai.

To permit removal and installation

of left prism shelf assembly 7670776 and reticle assembly 7636815

as a unit.
	7 Feb 52



	F238-W3
	Binoculars M7, M15, M15AI, M16, M17, M17AI, MK 21, and

MK 21AI and carrying cases M24 and M44: Camouflage by

painting external surfaces with olive-drab paint.
	8 Apr 55



	F242-W1
	Reflex sight M18; protection of reflector.
	21 Apr 53



	F243-W1
	Director, A. A., MO; director, A.A., M10.

To install a cord clamp

inside the wire pan of fuze servo D45243 to prevent abrasion of

the cord assembly D163098.
	16 Feb 44



	F243-W2
	Director, A. A., M9.

To convert computer M3 to computer

M3A1 (this makes director M9 director M9A1) by installing

servos equipped with correct ballistic cards, installing improved

type servo motors and oil pans, and installing azimuth slip rings

and slip ring wiper spring assembly made of No. 1 contact metal.

Changes I
	20 Apr 44





16 Responsibility of this MWO has been assigned to the Chief of Engineers.









	NO.

I
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	F243-W3
	Director, A. A., M9; director, A. A., M9AI; director, A. A., M10.

To install cloud switch assembly in cable system M7.
	13 Dec 44



	F423-W4
	System cable, M7.

To seal plugs and receptacles against the

entrance of moisture.

Changes 1
	11 Feb 49



	F244-W1
	System, cable, M3.

To seal plugs and receptacles against the

entrance of moisture.

Changes 1
	16 Feb 49



	F244-W2
	Cable systems M1A2 (MIE3) and M3A1; changing polarity of

plugs and receptacles to prevent improper connection of data

and gun cables.
	16 Jul

53



	F256-W3
	Mount, telescope, M42; replacing short type telescope holder as-

sembly with long type telescope holder assembly.
	23 Mar 54



	F262-W1
	Adapter, telescope,

To eliminate play between azimuth

M9.

worm housing assembly and telescope holder assembly.
	17 Apr 44



	F271-W1
	Telescope mount M44; modifying telescope mount M44 to tele-

scope mount M44A1.

Changes 1
	31 Mar 54



	F274-W3
	90-mm antiaircraft gun mount M2 for modifying the MIA1 ampli-

fier and M2A1 motor drive to operate with the fire control sys

tem, AA, T33C.

Changes 1
	3 Dec 52



	F276-W1
	Sight, computing, M7Al.

To provide a quick method of moving

front grids in and out of line of sight.
	20 Jun 50



	F276-W2
	40-mm antiaircraft gun carriage M2Ai: To reduce elevation back-

lash error in computing sight M7A1.
	28 Oct 52



	F288-W2
	Setter, fuze, M19.

To insure proper energizing of the solenoid.
	13 May 49



	F288-W3
	120-mm antiaircraft gun mount MIAl; modification of fuze setter

M19 to M19AI for use with antiaircraft fire control system M33D

(T33D).
	26 Mar 53



	F288-W4
	Fuze setters M19 and M19A1; eliminating breather from main

housing assembly.
	15 Oct

52



	F288-W5
	Fuze setters M19 and M19A1: Modifying the planetary gear as- 29 Mar 55

sembly.
	



	F293-W2
	Fuze setters M22 and M23: insuring correct position of stop pawl.
	30 Nov 54



	F312-W1
	Periscope mounts M66, M66C, M67, M68, M73, M83. and Tl16;

providing improved headrests and covers for periscope mounts.
	8 Apr 53



	F312-W2
	Periscope mount M66; conversion of periscope mount M66 to

M66C.
	4 Feb 54



	F312-W3
	Periscope mounts M66, M66C, M67, M68, M73, M83, and T116;

installing wiper.
	16 Feb 64



	F320-W1
	Sight mount, M74 and T120E2; to provide new calibrated sight

leaf for new ammunition round.

Changes 1
	24 Sep

53



	F321-Wi
	Computing sight M19A1 on 40-mm gun carriage M2A3; to provide

means for removing stop pad without removing computing sight

M19A1.
	16 Sep

54



	F342-W1
	Antiaircraft fire control systems M33C, M33D, T33C, and T33D;

applying field changes to correct deficiencies and to insure opti

mum performances of the systems.
	6 Aug 54



	F343-W1
	To change designation of telescope T152 (serial

Telescope, T152.

No. 1 to 1448) to telescope M91C by replacing name plate.
	15 Jan

53



	F344-W1
	Telescope mount M87 (T173); conversion of telescope mount M87

(T173) to telescope mount M87A1.
	5 Aug 54



	[CM] F350-Wl &
	Fire control system T38 and 75-mm antiaircraft gun mount T69;
	24 Nov 54



	D48-W8
	applying field changes Nos. 1 through 6 to adapt system for use

of IFF equipment.
	



	F350-W2
	Fire control system T38; insuring proper positioning of periscope

T33 when it is rotated from the stowed to the operating position.
	10 Sep 54













	ORD

F350-W3

F350-W4

F350-W5

F350-W6

F350-W7
	ORDNANCE-Continued

Fire control system T38; applying field change No 8 to power con-

trol T21E1, serial numbers 1, 3, 4, 6 through 13, 15 through 20, 22

through 76, and 82, to permit the operator to view directly the

azimuth gun dials on the azimuth power control main case dur

ing the system orientation procedure.

Changes 1

Fire control system T38; applying field change No. 50 to radar

tracker T9, serial Nos. 1 through 500, to increase the rise time of

the magnetron drive pulse.

Changes 1

Fire control system T38; applying field change No. 9 to corn-

puter T27E2, radar tracker T9, and power control T21E1 to

provide a location for the mounting of field change nameplates.

Fire control system T38; applying field change No. 12 to computer

T27E2 to provide protection for the periscope "A" harness when

the periscope is rotated from the stowed to the operative posi

tion, or vice versa.

Fire control system T38; applying field change No. 15 to radar

tracker TO to prevent the loosening, under the vibration, of the

clamps used to secure the scanner in its folded position.
	21 Jun 54

4 Aug 54

7 Dec 54

7 Dec 54

7 Dec 54




	F350-W8
	Fire control system T38; applying field change No. 16 to radar

tracker TO to add safety wiring to all subassemblies secured

with wing nuts or similar devices.
	7 Dec 54



	F350-WO
	Fire control system T38; applying field change No. 17 to radar

tracker TO to prevent damage to the microswitch of the foot

switch assembly (deadman) by limiting the travel of the pedal.
	7 Dec 54



	F350-W10
	Fire control system T38; applying field change 28 to radar tracker

T9 to eliminate leakage of r-f energy in the section of waveguide

which connects to the slip ring assembly.
	8 Dec 54



	F350-Wll

F350-W12
	Fire control system T38; applying field change 34 to power control

T21E1 to replace the switch actuator of switch assembly-7626208.

Fire control system T38; applying field change 40 to radar tracker
	7 Dec 54

8 Dec 54



	
	T9 to prevent the grounding of high voltage leads in the PPI

range indicator while operating during high humidity condi

tions.
	



	F350-W13
	Fire control system T38; applying field change No. 11 to com-

puter T27E2 to provide a more secure mounting for the rate

selector switch.
	8 Dec 54



	F350-W14
	Fire control system T38; applying field change No. 13 to radar

tracker TO to prevent the azimuth and elevation handwheel

shafts from freezing in the bearing plates.
	9 Dec 54



	F350-W15
	Fire control system T38; applying field change No. 19 to radar

tracker T9 to change the type of resolver synchros used in the

indicator synchro assembly.
	10 Dec 54



	F350-W16

F350-W17
	Fire control system T38; applying field change No. 20 to prevent

sticking of the range slew buttons.

Fire control system T38; applying field change No. 21 to comn-
	9 Dec 54

8 Dec 54



	F350-W18
	puter T27E2 to provide access to the inside of the periscope base

and thereby facilitate servicing of periscope T33.

Fire control system T38; applying field change No. 24 to power
	9 Dec 54



	
	the power control synchronizing

control

T21EI to decrease

time and to reduce the power control starting load on the 3-phase

power supply.
	



	F350-W19

F350-W20
	Fire control system T38; applying field change No. 29 to radar

tracker T9 to permit finer tuning of the local oscillator.

Fire control system T38; applying field change No. 31 to power
	10 Dec 54

10 Dec 54



	F350-W21
	control T21E1 to limit the travel of the amplifier clamp screw

assemblies in the loosened position.

Fire control system T38; applying field change No. 39 to radar

tracker T9 to insure more positive action of the magnetron tun
	13 Dec 54













	NO.
	TITLE
	DATE




	ORD

F350-W22
	ORDNANCE-Continued

Fire control system T38; applying field change No. 41 to com-

puter T27E2 to provide increased timing accuracy when check

ing the revolutions per minute of the constant speed motor with
	10 Doc 54



	F350-W23
	a strobe light.

Fire control system T38; elimination of range port cover on radar
	21 Jan

55



	F352-W1
	tracker T9.

Telescopes T127E3 and M90C; change in designation.
	3 Apr 53



	F353-WI
	Telescope mount T158; changing designation to telescope mount

M85 (T158).
	28 Sep 53



	F354-W1

F358-Wi
	Sight mounts T155 and M86; change in designation.

Periscope mount M89 (T177); installation of improved padded
	6 Apr 53

10 May54



	F358-W2
	shield over gun linkage in 90-mm gun tank M47.

Periscope mount T176; conversion of periscope mount T176 to

periscope mount M88.
	15 Jan

55



	F358-W3
	Periscope mount T177; conversion of periscope mount T177 to

periscope mount M89.
	15 Jan

55



	F359-Wi
	T23, and T23E2: Elimination of

Ballistic drive M3 (T23E1),

shutter.
	31 Aug 53



	F360-W1
	Elevation quadrant T21; conversion of elevation quadrant T21

to elevation quadrant M13.
	17 Jan

55



	F365-W1
	transmitter

conversion of superelevation

Superelevation

T13;

tansmitter T13 to superelevation transmitter M22.
	6 Jan 55



	F367-W1
	Local control system M22; adding desiccator and covet to oil gear

M3A1.
	4 May 54



	G1-W14
	Vehicle; landing, tracked: (unarmored), Mk II, LVT (2); (ar-

mored), Mk II, LVT (A) (2); (armored), Mk I, LVT (A) (1);

(unarmored), Mk IV, LVT (4); (armored), Mk IV, LVT (A)

To eliminate differential failures by installing pressure

(4).

lubricating system.
	18 Jul

44



	Gl1-W17
	Tank, light, M24 (T24).

Tank, medium: MI, M4AI,

M4A2,

M4A3, M4A4, M4A6 (75-mm gun, dry); M4 (105-mm howitzer);

T23; T25E1; T26E1; M4, M4A1, M4A2, M4A3 (76-mm gun,

Carriage, motor: 3-inch gun,

wet); M43A (75-mm gun, wet).

M10 (tank, medium, M4A2. chassis) (Fisher); 76-mm gun M18

(tank, medium, M4A3, chassis)

(T70); 3-inch gun, M1OAI

To provide azimuth indicator

(Ford); 90-mm gun, M36 (T71).

with dust and moisture seals, new dials, and gunner's aid.

Changes 1
	-23 Aug 44



	G1-W18
	Tank, medium: M4; M4 (105-mm howitzer); M4AI; M4Ai (76-

mm gun, wet); M4A2; M4A2 (76-mm gun, wet); M4A6; M4A3;

M4A3 (75-mmn gun, wet); M4A3 (76-mm gun, wet); M4A3E2;

Tank, heavy, T26E1.

M4A3 (105-mm howitzer); T23; M4A4.

Tank, light M5; MSA1; M24; M3A3.

Carriage, motor: 30-in.

gun, M10; MlOA1; 90-mm gun, M36; M36B1; 76-mm gun, M18;

105-mm howitzer, M7; M7B1; 155-mm gun, M12; 75-mm howitz

Car, armored:light, M8; utility, M20.

Truck, tractor,

er, M8.

TI0.

tank

Tractor,

shop,

recovery:

M31;

M26.

Vehicle,

To

M31B1; M31B2; M32; M32B1; M32B2; M32B3; M32B4.

provide a quick method for fastening tow cable.
	22 Nov 44



	GI-W19
	Tank, medium: M4, M4Al, M4A2 (75-mm gun, dry); M4 (105-

mm howitzer); M4Ai, M4A2, M4A3 (76-mm gun, wet); M4A3

(75-mm gun, wet); M4A6 (75-mm gun, dry); M4A3 (105-mm

To provide a satisfactory hatch door hold-open lock

howitzer).

pin on vehicles with large type hatches.
	11 Aug 44



	Gl-W20
	Truck, 6-ton, 6 x 6, prime mover (Corbitt); truck, 6-ton, 6 x 6,

Installation of larger tires to permit

prime mover (White).

greater mobility through increased flotation.
	14 May 45



	01-W21
	Truck, 6-ton, 6 x 6: prime mover (Corbitt); prime mover (White);

crane (Brockway and Ward La France); bridge erecting (White)

Installation of larger tires to permit greater mobility through

increased flotation (dual tires).
	28 May 45














	NO.
	TITLE
	DATE
	




	ORD

G1-W25
	ORDNANCE-Continued

To pro-

Vehicle, tank recovery: M32; M32B1; M32B2; M32B3.

vide for coupling and retrieving a vehicle disabled in battle

without necessity for crew members to expose themselves to
	30 Apr 45
	



	G1-W28
	enemy fire by equipping the M32 series, tank recovery vehicles

with an automatic tow hook and bridle assembly.

Vehicle, landing, tracked: (armored), Mk I, LVT (A) (1); (un-

armored), Mk II, LVT (2); (armored), Mk II, LVT (A) (2);

(unarmored), Mk IV, LVT (4); (armored), Mk IV, LVT (A)

To install waterproof radio cabinet to prevent damage to

(4).
	14 Dec 44
	



	G1-W30
	radio from salt water.

Vehicle, landing, tracked: (armored), Mk I, LVT (A) (1); (un-

armored), Mk II, LVT (2); (armored), Mk II, LVT (A) (2);

Mk IV, LVT (4); (armored), Mk IV, LVT (A) (4).

To install

M12 periscope to provide wider and clearer vision.
	8 Mar 45
	



	Gl-W31
	Tank, medium, M4A1, 76-mm gun, wet; tank, medium, M4A3,

76-mm gun, wet.

To provide a satisfactory gun traveling lock

and loop.
	28 Feb 49
	



	G1-W33
	Vehicle, landing, tracked: (armored), Mk I, LVT (A) (1): (un-

armored), Mk II, LVT (2); (armored), Mk II, LVT (A) (2);

Mk IV, LVT (4); (armored), Mk IV, LVT (A) (4).

To change

final drive gear ratio from 2.57:1 to 3.15:1 to improve performance

and prevent gear failures.
	27 Jun 45
	



	G1-W34
	Vehicle, landing, tracked: (armored), Mk I, LVT( A)(1); (unarm-

ored), Mk II, LVT(2); (armored), Mk II, LVT(A)(2); Mk IV,

LVT(4); (armored), Mk IV, LVT(A)(4).

To rearrange trans

mission oil line to prevent excessive oil temperatures.
	8 Jun 45
	



	G1-W35 V4-
	and Y-ton, 4 x 4, truck and 2M- and 5-ton, 6 x 6, trucks, "M"

Models; provision of positive polarizing device for trailer-coupling

receptacle.
	16 Feb 53
	



	Gl-W36
	Vehicles equipped with fifth wheel assemblies; lubrication of walk-

ing beam and rocker shaft.
	20 Mar 53
	



	Gl-W37
	Medium tanks M46 and M46A1 and 90-mm gun tank M47; replace-

ment of fuel lines to prevent leakage.
	31 Aug 53
	



	G1-W38
	Medium tanks M46 and M46A1, 90-mm gun tanks M47 and

M48(T48), 155-mm self-propelled gun T97, and 8-inch self-pro

polled howitzer T108; installation of new engine center-section in

take manlifold.
	28 Sep
	53



	Gl-W39
	Medium tanks M46 and M46A1 and 90-mm gun tank M47; instal-

lation of new engine oil cooler line clamp.
	28 Aug 53
	



	G01-W40
	Cargo tractor M8E2, self-propelled twin 40-mm gun T141, 76-mm

gun tank T41E1, self-propelled 105-mm howitzer T98EI, and

155-mm howitzer T194; replacement

of engine

self-propelled

throttle-control linkage bearings.
	9 Nov 53
	



	G01-W41
	76-mm gun tanks T41E1 and T41E2, cargo tractor M8E2, self-

propelled twin 40-mm gun T141, self-propelled 105-mm howitzer

T194, self-propelled 105-mm howitzer T99E1, and tracked ar

mored infantry vehicle M75; replacement of engine cooling-fan

rotor.
	8 Dec 53
	



	Gl-W42
	76-mm gun tanks T41E1,T41E2; cargo tractor M8E2; self-propelled

twin 40-mm gun T141; self-propelled 155-mm howitzer T194; self

propelled 105-mm howitzer T98E1; decrease in transmission

converter lock-up speed.
	1 Feb 54
	



	Gl-W43
	X-ton, 4 x 4, utility trucks M38and M38A1; removal of axlelubrica- 12 Jan

tion fitting.
	
	54



	Gl-W44
	4-ton, 4 x 4, utility trucks M38 and M38A1; welding rear shock

absorber brackets.
	12 Jan
	54



	G1-W45
	Medium tanks M46, M46A1, and 90-mm gun tank M47: Installa-

tion of thrust plates on floor access covers.
	13 Apr 55
	



	G01-W46
	Full-track armored infantry vehicle T59 and 2½i-ton, 6 x 6, trucks 26 Mar 54

M135, M211, M215, M217, M220, M221, and M222; installation

of new transmission control-valve outer body.

Changes 1
	
	













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	Gl-W47
	Self-propelled twin 40-mm gun T141, self-propelled 105-mm how-

itzer T98EI, self-propelled 155-mm howitzer T194, 76-mm gun

tank T41EI, and cargo tractor M8E2; replacement of super
	2 Jun

54



	Gl-W48
	charger drive shaft bearings.

Medium tanks M46 and M46A1, and 90-mm gun tank M47; instal-

lation of relay box with 6.4-ohm resistor.
	Jul

54



	Gl-W49
	90-mm gun tank M47 and medium tanks M46 and M46AI; instal-

lation of new auxiliary engine mounting base and alteration of

rear bilge pump strainer.
	24 Aug 54



	G1-W50
	34-ton, 4 x 4, utility trucks M38 and M38AI; anchorage of front

passenger seat.
	9 Aug 54



	G01-W51
	Self-propelled twin 40-mm gun M42 (T141); 76-mm gun tanks M41

(T41EI) and M41A1 (T41E2); installation of an additional crow

bar stowage bracket.
	30 Jul

54



	Gl-W52
	90-mm gun tank M47; medium tank M46A1; preventing carbon

monoxide from entering crew compartment and installation of

auxiliary engine oil drain handle, retaining spring, and fire ex

tinguisher nozzle bracket.
	30 Jul

54



	G01-W53
	Medium tanks M46 and M46A1 and 90-mm gun tank M47; drain

holes for hull telephone box.
	30 Jul

54



	G1-W54
	K-ton, 4 x 4, utility trucks M38 and M38A1; installation of new

engine timing indicator.
	15 Sep

54



	Gl-W55
	Medium tanks M46, M46A1; 90-mm gun tank M47; installation of

auxiliary generator engine high heat shroud and modified fire

extinguisher system.
	8 Nov 54



	Gl-W56
	76-mm gun tank M41 (T41E1),

M41A1 (T41E2); cargo tractor

M8E2; self-propelled twin 40-mm gun M42 (141); self-propelled

105-mm howitzer T98EI; self-propelled 155-mm howitzer M44

(T194); and tracked armored Infantry vehicle M75 (T18EI);

installation of new tappet in suspension arm cushion stop as

sembly, 7984870.
	10 Nov 54



	Gl-W57
	76-mm gun tank M41 (T41El), M41A1 (T41E2); self-propelled

twin 40-mm gun M42 (T141); installation of new battery clamps.
	18 Jan

55



	G1-W58
	Medium tank M46, M46A1; 90-mm gun tank M47, M48, and T67;

reinforce oil cooler assemblies to reduce vibration.
	14 Dec 54



	G01-W59
	2

-ton, 6 x 6, gasoline tank trucks M49 and M217; installation of

2

fuel segregator kit.
	7 Feb 55



	Gl-W60
	Self-propelled twin 40-mm gun M42 (T141), 76-mm gun tank M41

(T41E1), and self-propelled 155-mm howitzer M44 (T194); instal

lation of new spring pins in range selector control assembly.
	24 Mar 55



	Gl-W61
	Medium tanks M46 and M46A1; 90-mm gun tanks M47 and M48;

120-mm gun tank T43E1; self-propelled 155-mm gun T97; self

propelled 8-inch howitzer T108; armored engineer vehicles T39EI;

conversion of screw holes in oil cooler cradle into vertical slots.
	8 Apr 55



	G102-W46
	Carrier, personnel, half-track M3 and M3A1.

To make the rear-

axle "U" bolt nuts more accessible for removal and installation.
	29 Oct

52



	G104-W73
	Tank, medium, M4 series.

To aid in opening and closing driver's

and assistant driver's doors by counterbalancing the weight of the

doors with equilibrator springs.
	22 Feb 44



	G104-W75
	Tank, medium, M4, M4A1, M4A2, M4A3, and M4A4.

To pro-

vide a positive lock to hold driver's and assistant driver's doors

in open position and prevent the doors from self-locking when

doors are closed.
	15 Feb 44



	G104-W108
	Tank, medium, M4, M4AI, M4A2, M4A3, A: To provide a satis-

factory cal50 antiaircraft machinegun mount, outside machine

gun and barrel stowage, and cal50 ammunition box stowage.

B: To install blanket roll rack to provide stowage.
	17 Jul

44



	0104-W112
	Tank, medium, M4, M4A1, M4A2, M4A3, M4A4; tank, medium,

M4 (105-mm howitzer).

To install a commander's vision cupola

vision for tank commander without ex

to provide 360-degree

posing himself to enemy fire and to provide a pedestal mount

for cal50 antiaircraft machinegun.
	27 Sep

44













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	G104-W113
	Tank. medium, M4 series (equipped with bulldozer blade).

To

improve driver's vision by installing a periscopeT18 (wide vision)

in driver's batch door on bulldozer-equipped tanks only.
	20 Sep

44



	G116-W4 -
	Truck, wrecking, heavy, M1 and M1Al, series 2, 3, 4, and 5.

In-

stallation of larger tires to permit greater mobility through in

creased flotation.
	20 Dec 44



	G128-W16
	Carriage, motor, 105-mm howitzer, M7 (medium tank chassis).

To provide stowage brackets for bore brush M12 and rammer

M5, and to relocate fire extinguisher brackets.
	28 Feb 44



	G128-W22
	Carriage, motor, 105-mm howitzer, M7 (tank, medium, M3, chas-

To provide a dustproof, waterproof, and convenient loca

sis).

tion for stowing small arms, cal45 ammunition containers and

first aid kit.
	22 Jun 44



	G136-W5
	To install armor plate on floor in driv-

Car, armored, light M8.

er's compartment and weld floor in fighting compartment, to

afford protection for personnel against land mines.
	11 Aug 44



	G136-W6
	Car armored, light MS.

To provide greater oil inlet capacity to

transmission oil pump.
	14 Jul

44



	G136-W7
	Car, armored, light Ms.

To provide additional stowage for 37-

mm ammunition, rations, signal flares, cal30 ammunition and

relocate the mounting for the signal flare box.
	18 Feb 46



	G150-W2
	Tractor, high-speed, 18-ton, M4 (Allis-Chalmers).

I. To provide

ventilators in front panel of cab.

II. To remedy excessive heat

condition by providing hinged windshields in cab.
	20 Mar 45



	0150-W3
	Tractor, high-speed, 18-ton, M4

To provide

(Allis-Chalmers).

front mounted pintle to facilitate emplacing gun and to provide

additional cooling for driver's cab on early production tractors

without ventilators.
	17 Jul

44



	G150-W5
	Tractor, high-speed, 18-ton, M4.

To provide adequate stowage

for steel eased 90-mm and 3-inch ammunition.

Changes 1
	31 May 45



	G150-W6
	Tractor, high-speed, 18-ton, M4, M4AI.

To provide for lubrica

tion of steering brake lever on cross shaft.
	7 Feb 94



	G150-W7
	Tractor, high-speed, 18-ton, M4.

To improve the combat effi-

ciency and operating effectiveness of the tractor by eliminating

the possibility of cutting the light and brake cables while towing

antiaircraft and field-artillery pieces that are equipped with elec

tric or air brakes.
	4 Nov 42



	G150-W$
	Tractor, high-speed, 18-ton, M4, M4A1, M4Ai1C, and M4C.

To

improve the combat efficiency and operating effectiveness of the

tractor by installing the new heavy-duty standard pintle and

auxiliary lunette to function with antiaircraft and field artillery

materiel.
	17 Feb 53



	2 G160-Wi
	Truck, tractor, M26 and M26AI and semitrailer, M15 and M15AI

(truck-trailer, 40-ton, tank transporter, M25).

To convert semi

trailer M15 to M15A1, to provide transportation for the heavy

tank M26E1,T26E2, and T26E3.

Changes 1
	2 Mar 45



	0160-W2
	Truck, trailer, 40-ton, tank recovery, M25.

To install larger and

stronger studs in the 10 x 24 split-type wheel.
	17 Jul

52



	0160-W3
	Truck, 12-ton, 6 x 6, tractor, M26 and M26A 1 (component of truck,

trailer, 40-ton, tank recovery, M25).

To permit the replacement

of switch PF-SO-1-6 with switch 7088753 without interference

and to allow interchangeability of manufacturer's models.
	13 Nov 52



	G162-W3
	Tractor, high-speed, 13-ton, MS.

To provide cal50 machinegun

mount.
	25 Nov 44



	G162-W4
	Tractor, high-speed, 13-ton, M5.

To permit adjustment of the

engine clutch brake without removing the shell box assembly.
	5 Jun 50





No stocks-do not requisition.










	NO.
	TITLE
	DATE
	




	ORD
	ORDNANCE-Continued
	
	



	G162-W5
	Tractor, high-speed, 13-ton, M5.

To provide a front towing pintle
	3 Apr
	51



	
	assembly that will improve the combat efficiency and operating
	
	



	
	effectiveness of the tractor by permitting the driver to have
	
	



	
	direct observation of the limber or trail when emplacing the field
	
	



	
	and antiaircraft artillery pieces.
	
	



	
	Changes 1
	
	



	0162-W6
	Tractor, high-speed, 13-ton, M5 and M5A1.

To improve the com-
	4 Nov 52
	



	
	bat efficiency and operating effectiveness of the tractor by elimi
	
	



	
	nating the possibility of cutting the light and brake cables while
	
	



	
	towing antiaircraft and field-artillery pieces that are equipped
	
	



	
	with electric or air brakes.
	
	



	2 G163-W5
	To install Signal Corps inter-

Carriage, motor, 76-mm gun, M18.
	12 Oct 44
	



	
	phone reel assembly RL106/VI to allow commander to observe
	
	



	
	targets from outside of vehicle and to direct gun fire.
	
	



	G 163-W6
	75-mm gun motor carriage, M18 and armored utility vehicle, M39;
	17 Jul
	52



	
	replacing the siren with a horn.
	
	



	
	Changes 2
	
	



	G176-W3
	Car, armored, utility, M20.

To install armor and weld on floor in
	12 Aug 44
	



	
	driver's compartment and weld existing floor in fighting com
	
	



	
	partment, to afford protection against land mines.
	
	



	G176-W4
	Car, armored, utility, M20.

To provide greater oil inlet capacity
	14 Jul
	44



	
	to transmission oil pump.
	
	



	G179-W3
	Carrier, light cargo, M29; carrier, light cargo, M29C.

To install
	3 Jul
	44



	
	55-ampere generator to provide additional current for radios.
	
	



	G179-W9
	Amphibian cargo carrier M290 and cargo carrier M29; providing
	28 Aug 54
	



	
	accelerator control that will not freeze and become inoperative at
	
	



	
	low temperature.
	
	



	0184-W1
	To provide for lubrication of the

Tractor, high-speed, 38-ton, M6.
	11 Feb 49
	



	
	steering brake lever on cross shaft.
	
	



	G184-W2
	38-ton high-speed tractor M6; installation of new towing and gun
	16 Nov 54
	



	
	emplacing pintles.
	
	



	G184-W3
	38-ton high-speed tractor M6; to provide greater interchangeability
	21 Apr 53
	



	
	of tracks and to increase vehicle traction.
	
	



	G154-W4
	38-ton high-speed tractor M6: Provide means of draining water
	8 Apr 55
	



	
	from box frame.

Tank recovery

M32AIB1, M32A1B3,

vehicles

M32,

M32A1,
	8 Sep
	52



	G185-W1
	
	
	



	
	To provide a heavy-duty standard pintle

M32B1, and M32B3.

to eliminate pintle failures.
	
	



	
	Changes 1
	
	



	G200-W1
	Light tank M24; replacing the siren with a horn.
	20 Jan
	55



	G200-W2
	To reduce fan vibration to a minimum, thus

Tank, light, M24.
	16 Feb 53
	



	
	eliminating excessive fan bearing wear and subsequent failure.
	
	



	G204-Wi
	Tank, medium, M4A3 (75-mm gun, wet).

To install a com-
	18 Dec 44
	



	
	mander's vision cupola to provide 360-degree vision for tank com
	
	



	
	mander without exposing himself to enemy fire and to provide a
	
	



	
	pedestal mount for the cal50 antiaircraft machinegun.
	
	



	G210-W1
	To install Signal Corps inter-

Carriage, motor, 90-mm gun, M36.
	3 Nov 44
	



	
	phone reel assembly RL106-VI to allow commander to observe
	
	



	
	targets from outside of vehicle, and to direct gun fire.
	
	



	G210-W2
	90-mm gun motor carriage M36; substitution of horn for siren.
	6 Apr 53
	



	G213-W1
	4-ton 2-wheel ammunition trailer M21; to replace studs in wheel
	9 Apr 53
	



	
	assembly.
	
	



	G226-W2
	Tank, medium, M26.

To provide greater under vehicle resistance
	25 Apr 52
	



	
	against land mine detonation.
	
	



	G232-Wi
	155-mm gun motor carriage, M40 and 8-inch howitzer motor car-
	10 Jun 53
	



	
	riage, M43; hand starter crank guide.
	
	



	G236-W1
	Carriage, motor, 155-mm howitzer, M41. A: To provide a more
	25 Sep 50
	



	
	satisfactory brake band and re-aline the winch assembly on the
	
	



	
	mounting plate. B: To lower front and side hand rail to eliminate
	
	



	
	interference with line of sight from the panoramic telescope at
	
	



	
	low elevations.
	
	





2 No stocks-do not requisition.









	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	G236-W2
	To reduce fan vibration

Carriage, motor, 155-mm, howitzer, M41.

to a minimum, thus eliminating excessive fan bearing wear and

subsequent failure.
	16 Feb 53



	G238-W1
	Carriage, motor, 105-mm Howitzer, M37.

To reduce fan vibration

to a minimum, thus eliminating excessive fan bearing wear and
	12 Feb 53



	G244-WI
	subsequent failure.

Tank, medium, M46.

To provide a more secure fastening of the

telephone box door handle to the telephone box door.
	18 Sep

51



	G244-W2
	Tank, medium, M46. To provide a mounting bracket for the AN/

VRC radio antenna base.
	18 Sep

51



	G244-W3
	Tank, medium, M46. To equip turret traversing mechanism with

a positive lock that will prevent turret reactionary movements

from rotating the hand traversing crank.

Changes 1
	8 Nov 51



	G244-W4
	Tank, medium, M46.

To provide greater under-vehicle resistance

against land mine detonation.
	17 Oct

51



	G244-W5
	Tank, medium, M46.

To provide a means of obstructing muffler

To protect personnel from burns.

glow from aerial observation.
	1 Apr 52



	G244-W6
	Tank, medium, M46.

To provide a switch controlled circuit

which will allow batteries to be charged when the line voltage

drops below 16 volts.
	9 May52



	G244-W7
	Tank, medium M46.

Group I: To provide improved auxiliary-

generator-engine lubrication at low temperatures and on grades

and slopes, better crankcase ventilation, and a combined crank

case and gear-case filler pipe.

Group II: To provide improved

auxiliary-generator-engine lubrication at low temperatures and

on grades and slopes, better crankcase ventilation, a combined

crankcase and gear-case filler pipe, and to limit the 3-way oil

drain valve to 2-way operation.
	1 Jul

52



	G244-W8
	Medium tank M46; replacement of brake cam box assembly with

a new cam assembly.
	30 Jun 54



	0244-W9
	Tank, medium, M46 and M46A1.

To provide a new-type primer

nozzle that prevents the orifice plate from being ejected by

primer-pump force into the manifold and cylinders of the engine

and causing engine failure.

Changes 1
	1 Jul

52



	G244-W10
	Tank, medium, M46. To provide improved bearing material and

lubrication at the fan-driven bevel gear bearing.
	30 Jun 52



	G244-W11
	Tank, medium, M46.

To provide a quick disconnect coupler of

improved design in the fuel line to prevent failure from vibration

and potential fire hazard.
	11 Jul

52



	G244-W12
	Tank, medium, M46 and M46A1.

To relocate battery cable to

prevent short circuit.
	21 Jul

52



	G244-W13
	Tank, medium, M46. To provide for improved engine warm-up

in cold weather.
	4 Nov 52



	G244-WV14
	Tank, medium, M46.

To prevent failure of cooling fan drive

clutch due to water corrosion.
	15 Aug

52



	G244-W15
	Tank, medium, M46.

To eliminate engine smoking on excessive

grades.
	5 Nov 52



	G244-W17

G244-W19
	Tank, medium, M46.

To improve the rigidity of the fan rotor

housings.

Tank, medium, M46 and M46A1.

To prevent the possibility of
	8 Sep

52

12 Jan 53



	
	damage to the transmission-oil-filler

cap when the engine

compartment grille door is closed.
	



	G244-W20
	Tank, medium, M46.

To replace the transmission and engine

rubber oil lines with metallic oil lines.
	10 Oct

52



	G244-W21
	Tank, medium, M46.

To eliminate excessive breaking of the

stator retainer screws by replacing the slotted-type screws with

socket-type hardened screws at the time of rebuild of CD 850

transmissions.
	4 Nov 52



	G244-W22
	Tank, medium,

a hand refueling

To provide

M46,

M46A1.

pump, and to relocate space for the combat packs.
	10 Dec 52













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	G244-W24
	Tank, medium, M46 and M46A1.

To eliminate excessive final-

drive-output-shaft breakage by replacing the present final- drive

output shaft with a shot-peened, induction-hardened,

final
	10 Dec 52



	G244-W25
	drive output shaft.

Tank, medium, M46A1; elimination of oil-line failures.

Changes 1
	52

28 Oct



	G244-W26
	To install a new engine roof shroud with

Tank, medium, M46.

seal assembly, which will eliminate overheating of the engine

due to recirculation of air within the engine compartment.
	9 Mar 53



	0244-W27
	Medium tank M46; converting cross-drive transmission Allison

Model CD-850-3 to cross-drive transmission Model CD-850-4.
	3 Apr 53



	0244-W28
	Medium tanks M46 and M46A1; installation of new multiple-type

no-back springs in hand-traversing mechanism.

Changes 1
	10 Dec 52



	0244-W30
	Medium tank M46; incorporation of polaroid sight.
	2 Apr 53



	G244-W31
	Medium tank M46; to provide new standard pintle for all towed

loads.
	7 May 53



	G244-W32
	Medium tanks M46 and M46A1; replacement of ballast lamps,

wear and subsequent failure.
	3 Mar 53



	0244-W35
	Medium tanks M46 and M46A1; replacement of servo lever shafts

in cross-drive transmissions CD-850-4 and CD-850-4A.
	29 Mar 55



	0244-W36
	Medium tanks M46 and M46A1; replacement of electrically con-

trolled fan drive with mechanical fan drive in theaters of opera

tion.

Changes 1
	53

29 Oct



	G244-W37
	Medium tank M46; Fabrication of drilling template and drilling of

AV-1790-5A engine crankcase.
	13 Apr 55



	G245-WI
	Amphibious cargo carrier M76 (T46E1); installation of new trans-

mission and engine oil filler pipes and modification of crankcase

breather pipe.
	11 Mar 55



	G248-Wi
	Carriage, motor, twin 40-mm gun, M19A1.

To install auxiliary

starting relay in auxiliary engine starting circuit to prevent burn

ing of contact points on the pilot relay of the auxiliary engine

reverse current relay.
	12 Sep

52



	G248-W2
	Carriage, motor, twin 40-mm, M19A1.

To reduce fan vibration to

a minimum, thus eliminating excessive fan bearing.
	18 Feb 53



	G251-W1
	gun tank

replacement

T41E1

(engine AOS-895-3);

of

76-mm

impeller drive shaft.
	25 May53



	0251-W2
	76-mm gun tank T41E1; removal of engine hotspot tube orifice

plates.
	18 Jun 53



	G251-W3
	76-mm gun tank M41 (T41E1); replacement of the 76-mm hull

ammunition rack primer cover.

Changes 1
	15 Mar 54



	G251-W4
	76-mm gun tanks M41 (T41E1) and T41E2; reworking periscope

stowage box.
	15 Feb 54



	G251-W5
	76-mm gun tank M41 (T41E1); replacement of auxiliary engine

support assemblies.

Changes 1
	17 Feb 54



	G251-W6
	76-mm gun tank M41

installation of hand refueling

(T41E1);

pump.
	7 Jul

54



	G251-W38
	76-mm gun tank M41 and M41A1: Installation of deflector screen

for ejected 76-mm cartridge cases.
	8 Apr 55



	G252-W1
	Cargo tractor M8A1 (M8E2); modification of air system to provide

manual control of electric brakes on towed vehicles.
	11 Mar 55



	0253-W1
	Self-propelled twin 40-mm gun T141; installation of hand-refueling

pump.
	23 Mar 54



	G254-W1
	90-mm gun tank M48 (T48); provide new spring for shifting con-

trol handle assembly.
	15 Jan

55



	0260-W1
	Full-track armored infantry vehicle M75 (T18E1); removal of

personnel seat back rest cushions.
	14 May 53



	0260-W2
	Tracked armored infantry vehicle M75 (T18E1); installation of

stronger torsion-bar anchor frames.
	10 Dec 53













	NO.
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	G260-W3
	Tracked armored infantry vehicle M75 (T18E1); installation of

steel fuel lines and new air cleaner oil reservoir.

Changes 1
	2 Nov 53



	G260-W4
	Tracked armored infantry vehicle M75 (T18EI); replacement of

periscope storage box shock mounts and installation of footman
	27 Nov 53



	G260-r5
	loops (strap fasteners) for caliber .50 ammunition boxes.

Tracked armored infantry vehicle M75 (T18E1); replacement of 10 Nov 53
	



	G260-W6
	engine throttle control linkage bearings.

Tracked armored infantry vehicle M75 (T18E1); reinforcement of
	21 Dec 54



	G260-W7
	internal hull structure and personnel compartment floor plates.

Tracked armored infantry vehicle M75 (T18E1); replacement of

final drive components and attaching parts.
	13 May 54



	G260-W8
	Tracked armored infantry vehicle M75 (T18E1); installation of air-

cleaner-oil-reservoir-latch cable.
	19 Feb 54



	G260-W9
	Tracked armored infantry vehicle M75 (T18E1); replacement of

drain plugs, fuel filler cap, fuel pump cover, primer pump com

ponents, and steering and shifting control rods; installation of

fuel filler cover lock and fuel tank shutoff valve; and staking of

brake pedal.
	13 Jan

54



	G260-W10
	Tracked armored infantry vehicle M75 (T18EI); replacement of

track wheel and roller static suppression springs.
	30 Nov 53



	G260-Wll
	Tracked armored infantry vehicle M75 (T18E1); installation of

fuel primer pump latch assembly.
	21 Dec 53



	G260-W12
	Tracked armored infantry vehicle M75 (T18E1); installation of

fuel primer pump handle retaining latch; exhaust airduct rein

forcement; and exhaust-pipe reinforcement.
	4 Mar 54



	G260-W13
	Tracked armored infantry vehicle M75 (T18E1); installation of

new fuel tank supports.
	25 Mar 54



	G260-W14
	Tracked armored infantry vehicle M75 (T18E1); hull modifi-

cations.
	16 Sep

54



	G260-W15
	Tracked armored infantry vehicle M75 (T18E1); provide door

stops and eliminate safety hazard when opening hull roof doors.
	15 Sep

54



	G260-W16
	Tracked armored infantry vehicle M75 (T18E1); installation of

new engine frame support pins; prevention of engine jack shaft

screws from bending and breaking; elimination of muffler and

tail pipe failures; installation of new oil level gage; installation of

new exhaust manifold cover; and prevention of lower front hull

door cap screws from shearing.
	20 Dec 54



	G260-W17
	Tracked armored infantry vehicle M75 (T18E1); installation of

infrared driving components.
	25 Jan

55



	G260-W18
	Tracked armored infantry vehicle M75 (T18E1): Modification of

fixed fire extinguisher remote control line to prevent accidental

discharge.
	8 Apr 55



	G262-W1
	To prevent the possibility of damage to

Tank, 90-mm gun, M47.

the transmission oil filler cap when the engine compartment

grille door is closed.
	16 Jan

53



	G262-W2
	90-mm gun tank M47; replacement of final-drive output shaft.

Changes 1
	1 Apr 53



	G262-W3
	To reinforce the ready-round ammuni-

Tank, 90-mm gun, M47.

tion racks to prevent damage when racks are loaded and the tank

is traversing rough terrain.
	16 Jan

53



	G262-WS
	90-mm gun tank M47.

To replace unsatisfactory radio guard.

Changes 1
	10 Mar 53



	G262-W6
	90-mm gun tank M47; prevention of generator overload when

operating turret.
	2 Dec 53



	G262-W7
	90-mm gun tank M47; correction of miles-per-hour reading of 11 Dec 53

speedometer.
	



	G262-W8
	90-mm gun tank M47; replacement of servo lever shafts in cross-

drive transmissions CD-850-4 and CD-850-4A.

Changes 1
	26 May 53



	G262-W9
	90-mm gun tank M47; installation of auxiliary engine hand choke

and throttle controls.
	18 May 54













	NO.
	TITLE
	DATE




	ORD

0262-W10
	ORDNANCE-Continued

90-mm gun tank M47; elimination of oil cooler fan clutch failures.

Changes 1, 2
	29 Jan

54



	G262-Wll
	90-mm gun tank M47; alteration of cal50 machinegun cradle to

receive cal30 gun, providing storage for cal30 ammunition,
	10 Jun

54



	G262-W12
	and removal of loaders' firing reset safety components.

90-mm gun tank M47; converting turret control systems to 180

degree, 140-mil-per-second system.

Changes 1
	15 May 54



	G262-W13
	90-mm gun tank M47; installation of new locking washers inturret

manual traversing differential.

Changes 1
	25 Mar 54



	G262-W14
	gun tank M47; removal

of turret ventilating blower

90-mm

damper.
	18 Feb 54



	G262-W15
	90-mm gun tank M47; installation of gunner's foot guard.
	18 Feb 54



	G262-W16
	90-mm gun tank M47; providing means of closing cal30 coaxial

machinegun cover, to prevent interference when range finder is

operated.
	6 May 54



	G262-W17
	90-mm gun tank M47; installation of an emergency hand elevating

mechanism, with stowage facilities, and a bleeder system for the

hy

draulic elevating mechanism.
	7 May 54



	G262-W18
	90-mm gun tank M47; installation of periscope protective guards.

Changes 1
	10 Jun

54



	G262-W19
	90-mm gun tank M47; elimination of interference between loader's

periscope housing and range finder.
	15 Jul

54



	G262-W20
	90-mm gun tank M47; installation of air blower system for peri- 21 Dec 54

scope T35.
	



	G262-W21
	90-mm gun tank M47; bracket installation for air-to-ground radio.
	10 Nov 54



	0266-WI
	Tractor-mounting bulldozer T8E4; installation of lifting eyes on

bulldozer moldboard assembly.
	7 Jul

54



	G268-W
	4 x 4, heavy gun-lifting front truck M249 and 4 x 4, heavy gun-

lifting rear truck M250; adding neutral stop to shift control

bracket.
	24 Mar 54



	G268-W4
	4 x 4 heavy gun-lifting front truck M249 and 4 x 4 heavy gun-

lifting rear truck M250: Drilling drain holes in cab doors.
	13 Apr 55



	G501-W28
	Truck, 2yj-ton, 6 x 6, amphibian (GMC DUKW-353).

To install

brackets to protect the front brake hose from damage by wire

or brush.
	19 Aug 44



	G501-W29
	Truck, 2

1

M-ton, 6 x 6, amphibian.

To install litter stop assemblies

to retain litters in position when placed crosswise on top edge of

cargo coaming, when conditions necessitate the transportation

of casualties in theaters of operations. '
	12 Aug 44



	G501-W30
	Truck, 2Jh-ton,

6 x 6, amphibian, Model (DUKW-353).

To

improve power tire pump lubrication system; to provide a

deeper crankcase to increase oil capacity; to provide oil filler

cap incorporating oil level dip stick which indicates proper oil

level; to install oil pump body assembly to permit pump to

draw oil from deeper crankcase.
	16 Scp 44



	G501-W31
	Truck, 23-ton, 6 x 6, amphibian (OMC DUKW-353).

To remove

existing corrosion and prevent future corrosion on areas inclosed

by the side panel rub rails.

Changes 1
	7 Nov 49



	G501-W32
	Truck, 2h-ton, 6 x 6, amphibian (GMC DUKW-353).

To permit

the transportation of 105-mm howitzer equipped with combat

tires.

Changes 1
	5 Jun 50



	G502-Wil
	4-ton, 4 x 4, truck (Dodge); interchangeability of winch parts.
	15 Apr 53



	G503-W7
	Truck,

4 -ton, 4 x 4 (Ford and Willys).

To convert electrical sys-

tem for 6 volts to 12 volts on certain specified vehicles.

Changes 1, 2, 3
	27 Apr 48



	0503-W9
	Truck, h-ton, 4 x 4 (Ford and Willys).

Installation of large tires

to permit greater mobility through increased flotation.

Changes 1
	12 Oct 44
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	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	G507-WI
	3l-ton, 6 x 6, personnel and cargo truck (Dodge-T223).
	17 Apr 53



	0508-Wll
	Truck, 23-ton, 6 x 6 (GMC) Model CCKW-353, LWB, cargo,

dump, wrecker, compressor,

750-gal. gas tank, and 700-gal.

water tank; truck, 23-ton, 6 x 6 (GMC) Model CCKW-352,

tires to permit greater

SWB, cargo.

Installation of larger

mobility through increased flotation.

Changes 1, 2, 3
	4 Apr 45



	G508-W15
	Truck, 2/-ton, 6 x 6 (GMC), dump and G-508 cargo with Hell

hoist.

To reinforce Heil dump hoist mechanisms.
	9 Nov 45



	G508-W16
	Truck, 23-ton, 6 x 6, machine shop, M16 and M16AI; truck,

234-ton, 6 x 6, electrical repair, M18, M18AI, and M18A2.

To

eliminate possible fire hazard by moving the power unit exhaust

pipe away from chassis fuel tank filler spout.
	19 Jun

52



	G508-W17
	2M-ton, 6 x 6, cargo trucks (GMC Models AFKWX 353, CCKW

352, CCKW 353, CCKWX 353 with split-type axle); alteration

of transfer front axle output shaft shifter (declutch) lever.
	30 Mar 55



	0509-W5
	*

Truck, 4-ton, 6 x 6 (Diamond T), cargo LWB, cargo SWB, dump

and wrecker.

Installation of large tires to permit greater mobil

ity through increased flotation.
	2 Apr 45



	G514-W1
	Truck, 6-ton, 6 x 6 prime mover (White Model 666).

To convert

6-ton, 6 x 6 prime mover truck to 6-ton, 6 x 6 tractor truck.

Changes 3
	11 Oct

50



	G525-WI
	6-ton, 2-wheel semitrailer (Highway Model SKD-1815) (Highway

Model SKD-2215); installation of dual-type standard tires.

Changes 1
	10 Oct 52



	G540-W1
	Truck, 134-ton, 4 x 2 (2dt) (Ford) (Models 2GT and G8T).

To

install latest type service engine assembly in place of original

equipment.
	11 Oct 50



	0660-Wl
	Ammunition trailer M10; providing means of operation with a

prime mover having either a 24-volt or 6-volt electrical system.
	3 Feb 55



	G716-W1
	Power unit (Signal Corps Models PE-95-F, -G, -H, -K, PE-182,

and PU-107-U);

PE-183-A, PU-26-A,

PU-26-U, PU-58-A,

converting Willys vehicle type engine (WO-804440)

to indus

trial type engine (WO-807532).
	9 Dec 53



	G740-Wi
	Truck,

4-ton, 4 x 4, utility, M38.

To relocate circuit breaker so

as to avoid damage to circuit breaker and connecting wires by

inadvertent kicking by the driver.
	3 Dec 51



	G740-W2
	Truck, Y4-ton, 4 x 4, utility, M38.

To deactivate the primer

pump.
	13 Nov 52



	G740-W3
	Truck, 34-ton, 4 x 4, M38.

To install a baffle on the rear-axle-

housing cover to eliminate leakage of lubricant at rear-axle 'ent.
	5 Nov 52



	G740-W4
	Truck, utility,

To prevent mud from enter-

4-ton, 4 x 4, M38.

ing the bell housing.
	24 Nov 52



	G740-W5
	Truck, 3-ton, 4 x 4, utility, M38.

To identify ON and OFF

positions on ignition switch, reducing possibility of leaving

switch in ON position when vehicle is parked, resulting in

discharged batteries.
	27 Oct 52



	G740-W6
	34-ton, 4 x 4, utility truck M38; reinforcement of body panels.
	14 May 53



	0740-W7
	34-ton, 4 x 4, truck M38; installation of front hub oil seals.
	15 Jul

53



	G740-W8
	34-ton, 4 x 4, utility truck M38; alteration of battery hold-down

frame.
	12 Jul

54



	G741-Wl
	Truck, 3-ton, 4 x 4, M37, M42, M43, and V-41 ( )/GT.

To de-

activate the primer pump.
	14 Nov 52



	G741-W2
	s3-ton, 4 x 4, M37, M42, M43, and V-41 ( )/GT: To relocate vent-

tube holes in air-cleaner elbow.
	10 Mar 53



	G741-W3
	3-ton, 4 x 4, ambulance truck M43; prevention of entrance of

engine carbon-monoxide fumes into patients' compartment.

S4-ton, 4 x 4, trucks M37, M42, M43, and V-41 ( )/GT; to elim-
	5 Nov 53

29 Oct 53



	G741-W4
	inate damage to transmission caused by failure of the reverse

shifter shaft lug latch plunger snap ring.
	



	G741-W5
	4-ton, 4 x 4, trucks M43 and M201; installation of exhaust muffler

tail pipe extension pipe.

Changes I
	2 Apr 54













	NO.
	|

TITLE
	| DATE




	ORD
	ORDNANCE-Continued
	



	G741-W6
	Y-ton, 4 x 4, ambulance truck M43; installation of swing-type

spare wheel carrier.
	5 Nov 54



	0742-W1
	2½-ton, 6 x 6, cargo trucks M34, M35, and M36; to prevent the

grounding of the positive battery cable to the battery holddown

frame.

Changes 1
	9 Nov 51



	G742-W2
	2½-ton, 6 x 6, cargo trucks M34, M35, and M36; chassis trucks

M44, M45, and M46; crane truck M108; dump trucks M47 and

M59; gasoline tank truck M49; shop van truck M109; tractor

truck M48; and water tank truck M50.

To reinforce the cab

assembly.

Changes 1
	2 Jun 52



	G742-W3
	2½-ton, 6 x 6, cargo trucks, M34, M35, and M36; to provide a

double overrunning clutch in the transfer assembly to improve

the efficiency and operating characteristics of the vehicle.

Changes 1, 2
	19 Jun 62



	0742-W4
	Truck, 2½2-ton, 6x 6, M34, M35, M36, M44, M45, M46, M47, M48,

M49, M50, M59, M108, and M109.

To eliminate interference

between fan blades and radiator core.
	14 Nov 52



	G742-W5
	2½-ton, 6 x 6, dump trucks M47 and M59; modification of hydrau-

lie-hoist pump and control box,
	11 May 54



	G742-W,6
	Truck, cargo, 2½-ton, 6x 6, M34, M35, M36, M44, M45,M46, M47,

To deactivate the

M108, and M109.

M48, M49, M50, M60,

primer pump.
	14 Nov 52



	G742-W7
	2½-ton, 6 x 6, cargo truck M34; installation of caution plate on,

cover of winch.
	9 Mar 53



	G742-W8
	2½/-ton, 6 x 6, cargo truck M34; modification of defrosters used

with personnel heater kits.
	2 Apr 53



	G742-W9
	2½-ton, 6 x 6, trucks M34, M35, M36, M47, M48, M49, M50, M59,

M108, and M109: Replacing sintered-bronze fuel filter with

treated-paper-type fuel filter.

Changes 1
	5 Mar 63



	G742-W10
	2½2-ton, 6 x 6, cargo trucks M34 and M35; to provide drainage for

cargo body.
	2 Apr 53



	G742-W11
	2½-ton, 6 x 6, trucks M34, M35, M44, M45, M46, M47, M48, M49,

M50, M59; M60, M108, M109, M275, V17A/MTQ, and V18A/

MTQ; replacement of service-brake-shoe guide pins.

Changes 1, 2
	3 Apr 54



	G742-W12
	2½2-ton, 6 x 6, dump trucks M47 and M59; modification of thrust

blocks on the dump body.
	29 Apr 53



	G742-W13
	2½2-ton, 6 x 6, trucks, M34, M35, M44, M45, M46, M47, M48, M49,

M50, M59, M108, M109, Mtl0, and M275; improved lubrication

of transfer idler shaft front bearing.

Changes 1
	29 Apr 64



	G742-W14
	2½-ton, 6 x 6, trucks M34, M35, M44, M45, M46, M47, M48, M49,

M50, M59, M108, M109, XM275, V17A/MTQ, and V18A/MTQ;

installation of splash guard at battery compartment.
	7 May 54



	G742-W15
	2½-ton, 6 x 6, trucks M34, M35, M44, M45, M46, M47, M49, M50,

M59, M108, M109, and M275; installation of support brackets

for trailer air brake hose couplings.
	7 May 54



	0742-W16
	2½2-ton, 6 x 6, trucks M34, M35, M47, M49, Ms0, M59, M108, M109,

V17A/MTQ, and VISA/MTQ; truck chassis M44, M45, and

M46; truck-tractors M48 and M275; installation of a support for

transfer case top cover gasket.
	4 Aug 54



	0742-W17
	2½2-ton, 6 x 6, truck chassis M44, M45, and M46; 2½-ton, 6 x 6,

cargo trucks M34 and M35; 2½-ton 6 x 6, crane truck M108;

2½-ton 6 x 6, dump trucks M47 and M59; 2½-ton, 6 x 6, earth

boring machine and pole setter truck V-18A/MTQ

(Signal

Corps); 2½2-ton, 6 x 6, shop van truck M109; 2½-ton, 6 x 6, gaso

line tank truck M49; 2½j-ton, 6 x 6, water tank truck MW0;

22-ton, 6 x 6 telephone construction and maintenance truck

V-17A/MTQ (Signal Corps); and 2½-ton, 6 x 6, truck tractor

M48 and M275; improvement of oil control in engine Model

331-OA.
	14 Sep 54













	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	G742-W18
	2H-ton, 6 x 6, trucks M34, M35, M47, M49, M50, M59 N M108,

M109, M110; truck chassis M44, M45, and M46; truck'-tractors

M48 and M275; prevention of accidental engagement of front

wheel drive.
	15 Sep 54



	
	Changes 1
	



	G742-W19
	2½-ton, 6 x 6, truck chassis M44, M45, and M46; 2M-ton, 6 x 6,

cargo trucks M34 and M35; 2h-ton, 6 x 6, crane truck M108;

2ton, 6 x 6, dump trucks M47 and M59; 2Aton, 6 x 6, earth

boring machine and pole setter truck V-18A/MTQ

(Signal

Corps); 2½-ton, 6 x 6, shop van truck M109; 24-ton, 6 x 6, water

tank truck M50; 2½-ton, 6 x 6, telephone construction and

maintenance truck V-17A/MTQ (Signal Corps); 2½-ton, 6 x 6,

tractor truck M48; installation of special muffler for exhaust

noise control.
	9 Dec 54



	G742-W20
	2½-ton 6 x 6 truck chassis M44, M45, and M46; 2½-ton 6 x 6 cargo
	8 Apr 55



	
	trucks M34 and M35; 2Y2-ton 6 x 6 crane truck M108; 2H-ton

6 x 6 dump trucks M47 and M59; 2½-ton 6 x 6 gasoline tank

truck M49; 2½-ton 6 x 6 shop van truck M109; 2½/-ton 6 x 6 water

tank truck M50; 2½-ton 6 x 6 tractor truck M48 and M275;

Installation of lubrication fittings in hand brake shoe.
	



	0744-W1
	5-ton, 6 x 6 trucks M40, M41, M51, M52, M54, M61, M62, M63,

M64, and M139; reinforcement of cab for machinegun mount

M36A1.
	4 Jan

54



	G744-W2
	Truck, 5-ton, 6 x 6, M41, M51,.M52, M54, M55, M62, and M64;

to deactivate the primer pump,
	14 Nov 52



	0744-W3
	5-ton, 6 x 6, trucks M40, M41, M51, M52, M54, M55, M59, M61,

M62, M63, M64, M139, and M246;

to remove winch-roller

bracket tie rod.
	2 Apr 53



	G744-W4
	5-ton, 6 x 6, truck chassis M40, M61, M63, and M139; 5-ton, 6 x 6,

cargo trucks M41, M54, and M55; 5-ton, 6 x 6, cargo van truck

M64; 5-ton, 6 x 6, dump truck M51; 5-ton, 6 x 6, medium wrecker

truck M62; 5-ton, 6 x 6, tractor wrecker truck M246; and 5-ton,

6 x 6, truck tractor M52; new transmission oil filler hole.
	27 Aug 54



	G744-W5
	5-ton, 6 x 6, dump truck M51; modification of thrust blocks on the

dump body.
	28 Apr 53



	G744-W7
	5-ton, 6 x 6, dump truck M51; modification of hydraulic-hoist

pump and control relay.
	26 May 54



	G744-W8
	5-ton 6 x 6 truck chassis M40, M61, M63, and M139; 5-ton 6 x 6

cargo truck M41, M54, and M55; 5-ton 6 x 6 cargo van truck

M64; 5-ton 6 x 6 dump truck M51; B-ton 6 x 6 medium wrecker

truck M62; 5-ton 6 x 6 wrecker truck tractor M246; 5-ton 6 x 6

truck tractor M52; providing circuit for blackout clearance lights

on towed vehicles.
	13 Apr 55



	G744-WO
	5-ton, 6 x 6, cargo trucks M41, M54, and M55; cargo van truck

M64; dump truck M51; medium wrecker truck M62; truck

tractor M52; and wrecker truck tractor M246; prevention of

hydrostatic lock of hydraulic control valve.
	15 May 54



	G744-WlI
	5-ton, 6 x 6, trucks M40, M41, M51, M52, M54, M55, M61, M62,

M63, M64, M139, and M246; modification of crankcase and

distributor ventilating systems on Continental R6602 engines.

Changes I
	23 Apr 54



	0-744-W12
	5-ton, 6 x 6, trucks M40, M41, M51, M52, M54, M61, M62, M63,

M64, and M139; winch-lever lock.
	13 May 54



	0744-W13
	5-ton, 6 x 6, dump truck M51; reinforcement of dump body and

hinge bracket.
	24 Aug 54



	G744-W14
	5-ton, 6 x 6, truck chassis M39, M40, M61, M63, and M139; 5-ton,

6 x 6, cargo trucks M41, M54, and M55; 5-ton, 6 x 6, cargo van

truck M64; 5-ton, 6 x 6, dump truck M51; 5-ton, 6 x 6, medium

wrecker truck M62; 5-ton, 6 x 6, tractor-wrecker truck M246;

and 5-ton, 6 x 6, truck tractor M52; installation of lubricating

fittings in power-takeoff and transfer hand control levers.
	4 Aug 54













	NO.
	TITLE
	DATE




	ORD

G744-W15
	ORDNANCE-Continued

5-ton, 6 x 6, truck chassis M40, M61, M63, and M139; 5-ton, 6 x 6,

cargo trucks M41, M54, and M55; 5-ton, 6 x 6, cargo van truck

M64; 5-ton, 6 x 6, medium wrecker truck M62; 5-ton, 6 x 6,

tractor-wrecker truck M246; and 5-ton, 6 x 6, truck tractor M52;

installation of lock nuts to prevent loosening of clutch release

lever adjusting nuts.

Changes 1
	13 Sep

54



	G744-W16
	5-ton, 6 x 6, truck chassis M40, M61, M63, and M139; 5-ton, 6 x 6,

cargo trucks M41, M54, and M55; 5-ton, 6 x 6, cargo van truck

M64; 5-ton, 6 x 6, dump truck M51; 5-ton. 6 x 6 medium wrecker

truck M62; 5-ton, 6 x 6, tractor-wrecker truck M246; and 5-ton,

6 x 6, truck tractor M52; providing means of preventing trans

mission lubricant from entering clutch housing.

Changes 1
	5 Nov 54



	G744-W17
	5-ton, 6 x 6, truck chassis M39, M40, M61, M63, and M139; 5-ton,

6 x 6, cargo truck M41, M54, and M55; 5-ton, 6 x 6, cargo van

truck M64; 5-ton, 6 x 6, dump truck M51; 5-ton- 6 x 6, medium

wrecker truck M62; 5-ton, 6 x 6, wrecker truck tractor M246;

5-ton, 6 x 6, truck tractor M52; installation of lubrication fitting

in handbrake shoe.
	30 Mar 55



	0744-W18
	5-ton, 6 x 6, medium wrecker truck M62; provide means of lubri-

cating boom swing motor without removing swing motor cover.
	1 Apr 55



	G744-W19
	5-ton, 6 x 6, truck chassis M39, M40, M61, M63, and M139; 5-ton,

6 x 6, cargo truck M41, M54, and M55; 5-ton, 6 x 6, cargo van

truck M64; 5-ton, 6 x 6, dump truck MS51; 5-ton, 6 x 6, medium

wrecker truck M62; 5-ton, 6 x 6, wrerker truck tractor M246;

5-ton, 6 x 6, truck tractor M52; relocation of shifter fork set screw

hole in transfer input shifter shaft.
	25 Mar 55



	G748-W1
	94-ton, cargo 2 wheel trailer M101; removal of shock absorber

endplay

Changes 1
	11 Feb 54



	G749-W2
	Truck, cargo, 2½-ton, 6 x 6, M135, M211, M215, M217 and M221.

To deactivate the primer pump.
	28 Oct

52



	G749-W3
	To eliminate oil leaks at the

Truck, cargo, 2H-ton, 6 x 6, M135.

front oil pump discharge line assembly.
	11 Dec 52



	G749-W4
	2½-ton, 6 x 6, cargo truck M135; modification of transmission

oil-filler tube assembly in certain vehicles.
	6 Mar 53



	G749-W5
	2½-ton, 6 x 6, cargo truck M135; replacement of regulator-valve

spring to increase transmission oil pressure.

Changes 1, 2
	9 Mar 53



	0749-W6
	Truck, 2½-ton, 6 x 6, M135.

To reduce the possibility of oil leaks

at the reduction-unit output-shaft front-bearing support.
	15 Jan 53



	G749-W7
	Truck, 2½-ton, 6 x 6, M135.

To reduce the possibility of leakage

at the reduction unit output shaft in transmission.
	13 Jan 53



	0749-W8
	Truck, 2½-ton, 6 x 6, M135.

To increase front clutch life in hydra-

matic transmission.
	15 Jan

53



	G749-W9
	2½2-ton, 6 x 6, cargo truck M135; installation of caution plate on

cover of winch.
	2 Mar 53



	G749-W10
	2½-ton, 6 x 6, cargo truck M135; improvement of front clutch life

and 3-to-2 downshift in transmission.
	9 Mar 53



	G749-W11

G749-W12
	2h-ton, 6 x 6, cargo truck M211; to provide drainage for cargo body.

2½j-ton, 6 x 6, cargo trucks M135 and M211; dump truck M215;

gasoline tank truck M217; shop van truck M220; truck tractor

M221; and water tank truck M222; replacement of rear band

actuating lever in rear servo of transmission.

Changes 3
	3 Apr 53

53

3 Sep



	G749-W13

G749-W14
	2½-ton, 6x 6, cargo truck M135; wiring changes at trailer receptacle.

2y-ton, 6 x 6, cargo truck M135; elimination of interference be-
	29 Oct 53

10 Dec 53



	G749-W15
	tween oil seals and faces of front steering knuckle spindles.

2M-ton, 6 x 6, trucks M135, M211, M215, M217, M220, M221 and

M222; installation of new lock plates on front brake backing

plate bolts.
	5 May 54














	ORDNANCE-Continued

ORD

2'2-ton, 6 x 6, trucks M135, M211, M215, M217, M220, M221, and

15 May 54

G749-W16

M222; removal of reverse clutch release spring and retaining

washer.

234-ton, 6 x 6, cargo trucks M135 and M211; 2'-ton, 6 x 6, dump

24 Aug 54

G749-W17

truck M215; 234-ton, 6 x 6, shop van truck M220; 2/-ton, 6 X 6,

gasoline tank truck M217; 234-ton, 6 x 6, water tank truck M222;

234-ton, 6 x 6, truck tractor M221; hydramatic transmission re

duction pump discharge line clip installation.

234-ton, 6 x 6, trucks M135 and M211; dump truck M215; gasoline

23 Dee 54

G749-W19

tank M217; shop van truck M220; truck tractor M221; and

water tank truck M222; modification

of reverse center gear

thrust washer and installation of new oil pressure test gage hole

plug in transmission case.

24 Mar 55

234-ton, 6 x 6, truck M135, M211, M215, M217, M220, M221, and

G749-W23

M222; installation of drain plug in flywheel housing cover.

134-ton, 2-wheel water tank trailer M106; to prevent damage to

25 Sep 53

G754-W1

tank bulkheads by water surge.

1'/-ton, 2-wheel cargo trailer M104 and water tank trailer M106;

G754-W2

16 Aug 54

reinforcement of cargo floor and chassis frame.

l3-ton, 2-wheel,

9Aug 54

trailer chassis

M102A1 (M102E1 and

G754-W3

M102,

M102E2), M102A2 (M102E3), M103A1 (M103E3 and M103E4),

and M103A2 (M103E5); i34-ton, 2-wheel, cargo trailers M104,

M104A1 (M104EI), and MIOSA1 (M105E3); and l4-ton, 2-wheel,

water tank trailers M106, M106Al (M106E 1 and M106E2), M107,

and M107A1 (M107E1 and M107E2); installation of handbrake

cable support spring.

13'-ton, 2-wheel, cargo trailer M104; I-ton, 2-wheel, water tank

7 Jan 55

G754-W4

trailer M106; reinforcement of caster fork and mounting brackets.

4-ton, 4 x 4, utility truck M38A1; installation of new battery box

24 Mar 55

G758'W2

tray hanger brackets.

[Truck, utility,

i-ton, 4 x 4, M38AI.]

Modification to provide for

4 Feb 55

G758- W3

installation of 106-mm rifle M40 with mount M79.

234-ton, 4 x 4, dump truck (IHC Model L-171); reinforcement of 10 Nov 52

G768-W1

cab protector.

Changes 1

2'-ton, 4 x 2, dump truck (IHC); alteration of cab protector to

2 Jul

G768-w2

53

prevent injury to operators.

5-ton 4 x 2 truck tractor (White Model WC 22 PLT): Installation

13 Apr 55

G770-W1

of new engine mounting bolts.

5-ton 4 x 2 truck tractor (White Model WC 22 PLT): Fabricate

12 Apr 55

G770-W2

and install an insulating plate to prevent burning of insulation

on engine cowl.

37-passenger, 4 x 2, integral bus (ACF-Brill Model C-37M); instal-

17 Mar 55

G784-W1

lation of protective shield for generator.

16 Jan 53

Bus, integral, 37-passenger, 4 x 2, (GMC Model PGA-3301).

To

G786-W1

reduce wear on electric fuel pumps by discontinuing constant

fuel circulation through return line from carburetor.

37-passenger, 4 x 2, integral bus (GMC Model PGA 3301); im-

20 May53

G786-W2

proving accessibility of radiator shutter air cylinder for lubri

cation.

37-passenger, 4 x 2, integral bus (Twin Coach Model F-32-F); to

28 Nov 52

G788-W1

improve speedometer operation.

Changes I

Bus, integral, 36-passenger, 4 x 2 (Twin Coach, Model F-32-F)

24 Nov 52

G788-W2

USA Reg No. 20933033-20934541 inclusive.

To relocate engine

oil-filter return line and eliminate leakage of the crankshaft

front seal.

36-passenger, 4 x 2, integral bus (Twin Coach Model F-32-F);

7 Jul

G788-W3

54

rerouting water pump bleed line and installation of new com

pressor water line.

4 x 2, 36-passenger, integral bus (Twin Coach Model F-32-F);

24 Aug 54

G788-W4

replacement of distributor air cleaner (breather) with a vent line.
	NO.
	TITLE
	DATE














	NO.
	TITLE
	DATE




	ORD
	ORDNANCE-Continued
	



	G788-W5
	4 x 2, 36-passenger, integral bus (Twin Coach Model F-32-F); to

provide improved lubrication of camshaft sprocket hub needle

bearing.
	8 Oct 54



	J3-W1
	Tool, ramming and extracting (D7231655): Eliminating possible

contact of the ramming and extracting tool plates when seating

a cartridge case in the 105-mm howitzer M2Al or M4.
	21 Aug 53



	J63 W1
	Converting lifting sling 41-S-3832-46 to sling 41-S-3832-23.
	28 Aug 54



	J6-W2
	Single end box wrench 7950489; installation of steel blocks.
	31 Mar 55



	J16-W1
	Vulcanizer, full circle mold type, tire recapping and retreading,

steam operated.

To provide improved method of opening and

closing and locking vulcanizer.
	22 Mar 45



	15 J402-W2
	Compressor, air, portable, gasoline engine-driven, 5-hp, 16 cu ft

To replace present vacuum unloader system when it be

cap.

comes unserviceable or when the air compressor is rebuilt.
	17 Jan 51



	YS-Wi
	Launcher-loader, guided missile, XM26; applying field changes

to correct deficiencies and to insure optimum performance of the

launcher-loaders.
	30 Mar 55



	Y15-WI
	maintenance and assembly special tool set for

Organizational

NIKE guided missile XSAM-A-7; correcting deficiencies and

insuring optimum performance.
	30 Mar 55



	Y18-W1
	Guided missile radio frequency test set, XM19; applying field

changes to correct deficiencies and to insure optimum perform

ance of the test sets.
	18 Jan

55



	FSMWO
	may be requisitioned from AG Depots in the same manner as WD and DA MWO's.

remain in force until superseded, specifically rescinded or canceled.

In order to replenish depot stocks

and bring publications into line with latest format requirements, some FSMWO's have been converted and

republished as WD and DA MWO's without internal change and without superseding earlier publication.

Further information concerning conversion of FSMWO's to WD and DA MWO's is contained in SB 9-38.
	These FSMWO's



	C21-W12
	To provide a new type main

Carriage, howitzer, 105-mm, M2A1.

and auxiliary shield for the carriage, howitzer, 105-mm, M2A1,

changing the designation to M2A2.
	5 Oct 43



	C39- W8
	Carriage, howitzer, 155-mm, Ml and MiA1.

To provide handles

for spades and modify holding brackets for spades in traveling

position.
	6 Jan

44



	F196-W1
	To insure

proper functioning of

Telescope,

panoramic, MS.

panoramic telescope M8.
	22 Nov 43



	G104-W97
	Tank, medium, M4, M4AI, M4A3.

Modification of 75-mrm gun

firing solenoid to prevent accidental firing.
	15 Nov 43



	G104-W100
	Tank, medium, M4 series.

To relocate fuel filter and shut-off

valve on Ilomelite auxiliary generator fuel tank.

To prevent

breakage of ~4-inch pipe nipple on fuel filter and to prevent a

major fire hazard.
	30 Sep 43



	G128-W6
	Carriage, motor, howitzer, 105-mm, M7 (tank, medium, chassis)

(Ordnance serial Nos. 0 to 663 inclusive).

To install bracket

and box to permit stowage of panoramic sight.
	27 Feb 43



	QM
	QUARTERMASTER
	



	10
	Reinforcing drawbar of trailer, laundry.
	12 Sep 51



	33
	Modification of jacket, wool, OD, M50, to permit wearing the

cord, shoulder, infantry-blue.
	3 Aur 53



	34
	Conversion of liner, helmet, M-1 (stock number 74-L-72), to make

Aggressor forces combat headgear.
	3 ADr 53





type, Model 50-SM.

fasteners.

35 Modification of bag, duffel. 28 Sep 53 36 Modification of jacket, wool, taupe, shade No. 121, women's, and 8 Jan 54 coat, wool, taupe, shade 121, women's; installing new snap

37 Modification of machine, dishwashing, manually operated, spray 18 San 54

38 Modification of carrier, club, policeman's, leather, russet. 26 Jan 54

15 Responsibility of this MWO has been assigned to the Chief of Engineers.










	NO.
	TITLE
	DATE
	



	QM
	QUARTERMASTER-Continued
	
	




	39
	Modification of jacket, utility, cotton, 00G 107; jacket, shell, field,

G00 108 and parka-shell, M1951; at

M1951; shirt, field, wool,
	30 Jul
	54



	41
	taching the insignia, distinguishing, "U. S. Army."

Modification of trailer, platform, 6,000-pound capacity, fifth wheel
	16 Jul
	54



	
	steer, relocation of pintle coupler.
	Mar 55
	



	42
	Modification of Vulcan-Hart liquid petroleum gas-fired ranges.

Modification of G-1 parachute pack cover and static line.
	8

28 Mar 52
	



	10-2300C-1
	Troop-type parachutes; addition of lock pin to static line snap
	13 Jul
	54



	10-501-1
	fastener.
	3 Feb 53
	



	10-501-2
	Troop-type parachutes; removal of V-rings from harness lift webs.

Canopy and pack assembly, 24-foot chest reserve; installing para-
	14 May 53
	



	10- 501-3
	chute pack opening spring bands.
	17 Jul
	



	10-501-4
	Modification of pack assembly personnel parachute, chest.

Changes 1, 2
	
	53



	10-501-5
	Canopy and pack assembly, 24-foot chest reserve; installing new

webbing reinforcement.

Changes 1
	13 Oct
	53



	10-501-6
	Modification of parachute, troop type, T-7A; relocation of eyes on

pack assembly.
	1 Jul
	54



	10-501- 7
	Installation of safety device on snap, pack connector, for chest

type parachutes
	15 Jun 54
	



	10-501-8
	Modification of canopy, personnel parachute, 28 feet; conversion

to cargo type parachute.
	21 Dec 54
	



	10-502-1
	Modification of pack tray, personnel parachute, troop, soft type.
	18 Mar 54
	



	10-502-2
	Modification of bag, deployment; replacement of static line.
	28 May 54
	



	10-502-3
	Modification of bag, deployment for T-10 parachute, installation

of woven type stow loops.
	7 Jun 54
	



	10-502-4
	Modification of extension, static line, troop personnel parachute.
	4 Jun 54
	



	10 504-1
	G-11 and 0-11A cargo parachutes; installation of reefing equip-

ment and bridle loop.
	6 Oct 52
	



	10-505-1
	Modification of G-12 cargo parachute; attachment of skirt hesitater

and additional pocket bands.
	14 Aug 52
	



	10-505-2
	Modification of cargo parachutes, type G-12A and G-12B, con-

version to type G-12C.
	10 Jun 54
	



	10-508-1
	Back, seat, and chest-type personnel parachutes; removal of over-

age conventional harness and installation of jettisonable canopy

harness.

Changes 1
	7 Oct
	53



	10-508-2
	Back-type personnel parachute; modification of nylon pack as-

sembly, P/N 47R3190.
	20 Oct
	53



	10-508-3
	installation of longer ripcord

Back-type

personnel parachute;

assembly.
	27 Nov 53
	



	10-509-1
	Seat-type personnel parachute; installation of ripcord housing on

S-4 harness.
	16 Oct 53
	



	10-509-2
	Seat-type personnel parachute; correction of inverted risers.
	8 Oct
	53



	10-560-1

10-560-2
	Heavy-drop platforms; numbering of tie-down rings.

Extraction bar assembly for aerial delivery kit; relocation of de-
	2 Jan

19 Mar 53
	53



	
	ployment line pin.
	
	



	10-561-1
	Modification of kit, aerial delivery, M55 gun, type E-1.
	26 Mar 54
	



	10-565-1
	Aerial delivery kit, K3-ton truck, type A-i; modification of crash

frame and hood protector and addition of component items.
	9 Apr 53
	



	10-592-2
	individual

parachutist's,

adjustable;

Case,

weapons,

M1950,

installation of tie-down loops and tapes.
	30 Mar 53
	



	10-592-3
	Modification of bag, equipment, parachutists', adjustable; relo-

cation of link chapes and pocket, lowering strap.
	28 Oct 54
	



	10-594-1
	Modification of pack assembly P/N 47R7637.
	2 Oct 53
	



	10-594-3
	Modification of bag, deployment, personnel parachute; reversal

of break strap loop.
	17 Mar 54
	



	10-595-1
	Modification of parachute, extraction, 15-foot canopy installation

of removable reefing line,
	7 Dec 53
	



	10-595-2
	Modification of parachute, cargo, type G-11; conversion to type G11-A.
	7 Sep 54
	



	
	Modification of 100-foot diameter canopy cargo parachute; affixing
	16 Sep 54
	













	NO.
	TITLE
	DATE




	QM
	QUARTERMASTER-Continued
	



	10-597-1
	Modification of kits, aerial delivery; replacement of clevis pin and

cotter pin with bolt and nut.
	26 Jun 54



	10-730-1
	Installation of ventilating fan on heater, tent, gasoline, 250,000 Btu.
	1 Feb 54



	10-751-1
	Change to preset combinations of organ, Hammond, Model G
	21 Feb 52



	
	(electric organ, AN/TNP-1).
	



	10-1053-1
	Installation of modification set (Quartermaster stock no. 66-M-

1338) for machine, dishwashing, Faspray Model 165 DA.
	12 Apr 54



	10-1311-1
	Modification of refrigerating unit Thermo Control Model Q-15-G;

installation of accessible drain plug in fuel tank.
	7 Sep

54



	10-1350-1
	Installation of drain plugs in fuel tanks for refrigerating unit,

Thermo King Model MQ-51.
	4 Feb 54



	10-1351-1
	Modification of defrost circuit for Keco Model F-4-E refrigerating

unit.
	9 Mar 55



	10-1365-1
	Modification of roof of semitrailer, 71-ton, 2-wheel, refrigerator,

lightweight (Brown, Model QST-120).
	11 Dec 52



	10-1365-2
	Modification to skid plate of semitrailer, 73/-ton, 2-wheel, refrig-

erator, lightweight (Brown, Model QST-120).
	31 Mar 53



	10-1405-1
	Replacement, conversion, and addition of various parts, compo-

nents, and tools to bath units, M-1950.
	7 Apr 52



	10-1405-2
	Reinforcement of drawbar on bath unit, field, mobile, 24-shower-

head, M-1950.
	6 Oct

52



	10-1602E-1
	Relocation of clutch release bearing grease cup on truck, fork lift,

gasoline, Clark Yardlift 60.
	28 Apr 52



	10-1602E-2
	Modification of transmission on truck, fork, gasoline, 6,000-pound,

168-inch lift (Clark-"Yardlift 60").
	10 Nov 52



	10-1602E-3
	Modification of engine hood on truck fork lift, gasoline, 6,000-

pound, 168-inch lift (Clark "Yardlift 60").
	8 Jul

53



	10-1602F-1
	Providing access opening for clutch release bearing cup on truck, 29 May52

fork, gasoline, 15,000-Ib, 210" lift (Clark, "Yardlift 150").
	



	10-1602H-1
	Modification and installation of kit, safety cable release on Clark

Dynatork fork trucks.
	28 Mar 54



	10o-1605A-1
	Installation of 10-inch clutch on truck, fork, gasoline (service caster

Motorlift Model S-3015 and Model S-4015).
	31 Oct

52



	10-1605D-1
	Installation of reinforcement bar in transmission linkage of truck,

fork, gasoline, 4,000-pound, 144-inch lift service caster Motor

lift, Model S-4024.
	8 Dec 52



	10-1605D-2
	Increasing clearance between toe boards and mast assembly on

truck, fork, gasoline, 4,000 lb, 144-inch lift, service caster S-4024.
	28 May 53



	10-1605D-3
	Modification of truck, fork, gasoline, service caster, Model S-4024;

elevation of mast assembly.
	6 Jan 55



	10-1606A-1

10-1619-1
	Truck, fork, gasoline, Towmotor Model LT-48.

Installation of hour meter on powered materials handling equip-
	22 Oct

53

27 Mar 52



	
	ment.

Changes 1
	



	10-1629-1
	Installation of partial fenders on tractor, warehouse,

gasoline,

7,500-pound drawbar pull, 4-wheel pneumatic tires (Case LAI

and LAI-RS).
	27 Jul

53



	10-1652A-1
	Increasing clearance between lift carriage and drive wheels on

truck, fork, electric, 4,000 pounds, 130-inch lift, automatic trans
	8 Jul

53



	10-1680A-1
	portation, Model BF-40.

Replacement of idler pulley on the laundry, mobile, two-trailer

type.
	28 Apr 52



	10-1680A-2
	Removal of fuel cutoff valves and conversion of fuel supply and

fuel return lines at heater of tumbler, laundry, mobile, 2-trailer

type (Models TLMT-51 and PLMT-51A).
	3 Dec 52



	10-1680A-3
	Installation of tarpaulin guards on laundry, mobile, 2-trailer type.
	28 Jan

54



	10-1699A-1
	Modification of trailer, machinery, mobile bakery, M-1945, comn 12 Oct

plete.

Changes 1, 2
	53



	10-1699A-2
	Modification of draw bar assembly on trailer, machinery, mobile

bakery, M-1945 and trailer, oven, mobile bakery, M-1945.
	12 Apr 54



	10-1699D-1
	Replacement of redesigned spindle bearing housing and lower

spindle bearing for flour sifter.
	23 Apr 52













	NO.
	TITLE
	DATE




	SIG
	SIGNAL
	



	PE-49-D-I
	Modification of power unit PE-49-D.
	30 Mar 44



	13
	Installation of retardation coil in panel BD-90.

Changes 1
	22 Jul

44



	14
	Modification of power units PE-120-A and PE-120-B.

Changes 1, 2
	3 Oct

44



	16
	Prevention of arcing between mast base MP-47 and antenna

mounting plate of shelter 1HO-17.
	25 Oct

44



	17
	Modification of switchboard BD-74 (combinations "7" and "K").
	11 Nov 44



	18
	Modifications of key J-45.

Changes 1
	18 Nov 44



	21
	Modification of headsets IHS-30A, B, C, D, E, F, G, H, J, K, L,

M, N, O, R, and U.

Changes 1
	Jan 45



	22
	Modification of radio equipment RC-192-A and radar sets AN/

TPX-1 and AN/TPX-3 for use with antenna tower kit AS

134/TPX.
	23 Jan 45



	23
	Modification of cords CD-318 and CD-318-A.

Changes 1
	Jan

45



	24
	Modification of handset TS-13 for conversion to handset H-22/U.
	Feb 45



	25
	Modification of handsets TS-15-A and C for conversion to hand-

set H-23/U.

Changes 1
	Feb 45



	27
	Modification of antenna input circuit of radio receivers BC-312,

A, C, D, E, F, G, HX, M, N, and NX, BC-342, C, D, F, H, L,

M, and N.

Changes 1
	Feb 45



	32
	Modification of radio transmitters (press wireless types PW-15A,

PW-40A, PW-40B, and PW-40A) to prevent arcovers.
	Mar 45



	33
	Modification of radio transmitter (press wireless type PW-2.5A)

to prevent arcovers.
	Mar 45



	34
	Modification of panel BD-90 in telephone central office sets TC-1

and TC-10 to prevent damage in handling and shipping.
	Mar 45



	35
	Modification of telephone input circuit in radio set AN/MRQ-2.

Changes 1
	Apr 45



	36
	Modification of radio equipments RC-145A, RC-148-C, RC-182-

A, RC-184, and RC-282-A; replacement of capacitor C33 in radio

receiver and transmitter BC-1267-A.
	Apr 45



	38
	Modification of frame FM-19 in telephone central office sets TC-1

and TC-10 to prevent damage in handling and shipping.

Changes 1
	Apr 45



	40
	Modification of case CS-111 (battery) to prevent shipping damage

to batteries BB-55.
	Apr 45



	42
	Modification of semiautomatic tape relay teletypewriter equip-

ment using modification kit for new tape retaining lid.
	12 Oct 45



	43
	Modification of radio receiver R-100/URR to prevent damage in

handling and shipping.

Changes 1
	Jul

45



	44
	Modification of cords CD-318 and CD-318-A and B, to remove

lock-on feature from switch SW-141.
	Jul



	45
	Modification of mountings FT-317-A and -B, to provide mount-

ing for power supply unit PE-120-B or case CS-79-N employing

recessed cable connector socket.
	Jul

45



	48
	Modification of rectifier-modulator (Wilcox Model No. 26B) start-

stop switch S9.
	19 Sep 45



	49
	Modification of radio transmitters BC-610-A, BC-610-B, BC-160-

D, and BC-610-E to prevent insulation failure in plugs and

sockets.
	6 Dec 45



	50
	Semitrailer V-9/MPG-1; removal of lifting brackets.
	2 May 46



	51
	Modification of radio receiver (Scott Model SLRF) to prevent

blocking on strong signals.
	10 Jul



	53
	Modification of aerograph equipment AN/AMQ-2 and aerograph

calibrator TS-407/AMQ-2; installation of improved temperature

scales.
	8 Apr 48














	NO.
	TITLE
	DATE
	




	SII
	SIGNAL-Continued
	
	



	54
	of headset HS-30-(*) when furnished with cord

Modification

CD-608, CD-605, CD-033, or CD-874.
	3 Oct
	47



	55
	Modification of Wilcox Type 96C transmitting system to provide

improved interlock switches.
	21 Jun 48
	



	56
	teletypewriter

of teletypewriter

Model No. 15,

Modification

Model No. 19, typing reperforator, tape printer, and teletype

equipment Q-102, having fractional type keyboards to make

them equivalent to standard items, teletypewriter TT-5/FG,

reperforator TT-16/FG, teletype

TT-7/FG,

teletypewriter

transmitter

set AN/FGC-4

and typing reperforator

writer

TOG-26-A, respectively.
	10 Sep
	48



	57
	system series

Modification

of dictograph

intercommunication

3800 to provide for replacement of obsolete tubes.
	13 Dec 49
	



	58
	Modification of weather keyboard teletypewriter equipment.
	29 Mar 51
	



	59
	Modification of teletypewriter TT-4TG, P/O teletypewriter set

the unshift-on-space

AN/PGC-1, and TT-61/FG to disable

function.
	21 May 51
	



	60
	Modification of teletypewriter page printers to disable the unshift-

on-space function.
	14 May 51
	



	61
	Modification of carrier terminal OA-4/FC, OA-5/FC, and OA-11/

FC, and OA-12/FC, telegraph repeater OA-6/FC and carrier

repeater OA-9/FC to provide an improved time-delay relay.
	7 Jan
	52



	63
	Modification of radio set AN/ARC-3 to permit retransmission

operation in conjunction with radio sets AN/CRC-3 through -8

ground-air communications.
	17 Aug 53
	



	64
	Modification of radio set AN/ORC-26A to provide the same

netting facilities as available in radio set AN/GRC-26.
	19 Sep
	52



	65
	Modification of steel Signal Corps cable reels to prevent damage in

handling and shipping.

Changes 1, 2, 3
	9 Jun 52
	



	66
	Modification of radio transmitters BC-610-F and BC-610-G and

radio transmitter T-213/GRC-26 to prevent failure of reactor L4

by providing a spark gap across its terminals.

Changes 1
	24 Apr 52
	



	67
	Modification of mounting FT-317-A and FT-317-B to replace

existing shock mounts with Improved shock mounts.

Changes 1
	11 Jul
	52



	68
	Modification of mountings FT-250-A, B, C, E, F, G, H, J, and

K to replace existing shock mounts with improved shock mounts.
	13 Aug 52
	



	69
	Modification of vibrator power supply PE-237 to eliminate parts

failures and chassis breakage.

Changes 1, 2, 3
	30 Sep
	52



	70
	Modification of mounting FT-172 to replace existing shock mount

with improved shock mount.
	28 Nov 52
	



	71
	Modification of mounting FT-151-A, B, C, and D to replace

existing shock mounts with improved shock mounts.

Changes 1
	16 Dec 52
	



	72
	Modification of reel DR-15-A to provide an improved method of

securing the cable connectors to the reel.
	9 Dec 52
	



	73
	Modification or radio receivers BC-779-A and -B, BC-794-A and

-B, BC-1004-A, -B, -C, and -D, R-270/FRR, R-129/U, R-274A/

FRR and R-274C/FRR, power supply units, RA-74-B, -C, and

-D, RA-84-A and -B, and RA-94-A; to provide handles.

Changes 1
	5 Dec 52
	



	74
	Modification of axles RL-27-B and RL-27-C to accommodate reel

RL-159/U.
	28 Jul
	53



	75
	H-33/PT, H-33A/PT,

H-33B/PT,

of handsets

Modification

H-33C/PT, and H-33D/PT to prevent breakage of leads in

special purpose cable WM-70/U.
	15Jun
	53













	NO.
	TITLE
	DATE



	SIG
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	76
	Modification of radio receiver R-274A/FRR (Hammarlund Model

SP-600-JX) and radio receivers R-483/FRR and R-320A/FRC

(Hammarlund Model SP-600-J) to provide more adequate fus

ing of the power transformer and to provide better accessibility

to the B minus fuse.

Changes 1
	23 Jul

53



	77
	Modification ofradio transmitters BC-610-F, BC-610-G, BC-610-

i, BC-610-I, and T-213,'GRC-26 and tuning unit BC-939-A

to prevent entrance of dust, insects, and other foreign matter.

Changes 1
	20 Jul

53



	78
	Modification of radio sets AN/GRC-3 through 8 and radio sets

AN/VRC-13, 14, -15, -16, -17, -18, -20, -21, and -22 to provide

monitoring facilities at the front panels of the radio sets.
	8 Jun 53



	80
	Modification of rawin set AN/GMD-1A; installation of parts loca-

tion label on components case CY-1157 ( )/GMD-IA.
	17 Aug 53



	82
	of printers TG-7-A and -B, reperforator trans-

Modification

mitters TG-26-A and -B, reperforator transmitter TO-27, and

teletypewriter TG-37-B to permit 20 or 60 ma operation.
	20 Oct

53



	83
	Modification of telephone central office sets, TC-1 and TC-10; to

reinforce the terminal board assembly.

Modification of rawin set AN/GMD-1A, to provide additional
	21 Sep 53

28 Sep

53



	84
	filtering of the ave voltage of rawin receiver R-301B/GMD-IA.
	



	85
	Modification of handsets TS-13-B, TS-13-C, TS-13-E, and TS-

13-F to provide an improved method of securing the handset

cord to the handset assembly.

Changes 1
	12 Oct

53



	86
	SB-18/GT to provide

Modification of emergency switchboard

improved type spring clips.

Changes 1
	53

12 Oct



	87
	Modification of radio receiver LD-R1 (Western Electric Co.) to

extend the upper frequency limit from 23 to 28 megacycles.
	14 Oct 53



	88
	Modification of telephone terminal AN/TCC-3 to prevent damage

to equipment due to incorrect fusing of amplifier power supply

AM-682/TCC-3.

Changes 1, 2
	2 Dec 53



	89
	R-274A/FRR,

R-274C/FRR,

Modification of

radio receivers

R-483/FRR, R-483A/FRR and Hammarlund

R-320A/FRC,

radio receivers SP-600-JX and SP-600-JLX to improve signal

to-noise ratio on age or mge operation and to prevent blocking

of first mixer tube.
	21 Dec 53



	90
	Modification of rectifier power units RA-133, RA-133A,

and

RA-133B, to permit use with frequency meters TS-174/U, TS

174A/U, TS-174B/U, TS-175/U, TS-175A/U, and TS-175B/U.
	21 Oct



	91
	Modification of radio set AN/ARC-27 to provide for retransmis-

sion with radio sets AN/GRC-3 through AN/GRC-8.

Changes 1
	12 Oct



	92
	Modification of telephone terminal AN/TCC-3 topreventdamage

to the meter circuit calibrating resistors and test probe.
	12 Oct



	93
	Modification of frequency meter AN/TSM-9 to improve internal

cooling and to prevent failure resulting from excessive internal

temperatures.
	29 Oct



	94
	Modification of radar sets AN/MPQ-10 and AN/MPQ-1OA to

improve afc performance, prevent double triggering of 2,000-yard

gate, increase life of tube type 2D21 and remove spurious oscilla

tions from the J-scope.
	16 Oct



	95
	Modification of projector equipment PH-131-L (Bell and Howell

projector Model No. 185) to prevent excessive failures of tube

6S17.
	13 Oct



	96
	Modification of radar sets AN/MPQ-10 and AN/MPQ-1OA to

improve the dial lighting in control panel SB-212/MPQ-10.
	16 Oct



	97
	Modification of teletypewriters TT-6/FG, TT-8/FG and TG-37-B

to provide a remote bell system for air weather stations.
	13 Nov 53














	SIGNAL-Continued

BIG

Modification of L-19A aircraft to install radio set AN/PRC-8,

98

-9, or -10, using amplifier power supply AM-598/U.

Changes 1

Modification of amplifier-power supply group AN/TRA-19 to

13 Oct

99

protect tube 4X150A from overheating due to failure of blower

and to prevent stray r-f pickup being indicated on meter M1.

Modification of radar set AN/TPS-1D, modification of receiver-

29 Oct

100

transmitter RT-212/TPS-1D to accommodate TR tube type 6322.

transmitters TS-26-A,

TO-26-B,

Modification

of reperforator

101

and TG-27-A to permit the use of either lei6-inch or N-ineh

tape.

Modification of radio sets AN/FRC-20, AN/FRC-21, and AN/

29 Oct

102

VRC-23 to replace commercial crystals with standard military

crystals.

Modification of printers P3H-67 and PH-67-A, PH-299 and PH-

103

299-A, PH-313, PHE-314 and PH-314-A, to eliminate a safety

hazard caused by the film guide when in the extended position.

Modification of laboratory darkroom AN/TFQ-7 to provide for

104

proper drainage of the water conditioner cartridges and to im

prove other water system operating controls.

Changes 2

Modification of battery BB-46 to provide replacement terminals.

105

Modification of rectifier RA-43-A and rectifier RA-43-B to sim-

29 Oct

106

plify the interchangeability of maintenance parts.

of the

Modification of rawin set AN/GMD-1A;

replacement

15 Oct

107

solenoid coils in control recorder C-577B/GMD-1.

Modification of radio transmitters T-158A/FRT, T/158B/FRT,

29 Oct

108

T-158C/FRT, T-171/FRT, T-171A/FRT, T-171B/FRT, and

Wilcox Electric types 96K, 96C, 96C3, 96D, 96-200A, 96-200B,

and 96-200C

to provide a more positive high voltage disconnect

in the high voltage switch box.

Modification of countermeasures receiving set AN/TLR-1; re-

30 Oct

109

placement of gears in tnming drive gear assembly.

99

Modification of radiac detector chargers PP-630/PD and P.P-630A/

15 Oct

110

PD; replacement of capacitors C 1 and C 2 with hermetically

sealed type.

Changes 1

Modification of rawin sets AN/GMD-1 and AN/GMD-1A by

29 Oct

111

the installation of a time duration relay in control recorders

C-577A/GMD-1 and C-577B/GMD-1.

Changes 1

Modification of radio receiver D-99945 (Western Electric) to pro-

112

vide an improved 1st beating oscillator circuit.

Modification of mountings MT-297/GR, MT-298/GR, MT-300/

18 Jan

113

OR, and MT-327/GR to replace locking strips with new and

improved type locking strips.

Changes 1

Modification of power units PE-214-B, -C, -D, and engine gen-

21 Oct

114

erator PU-181/PGC by relocating output terminals to prevent

breakage.

Changes 2

Modification of radar sets AN/MPQ-10 and AN/MPQ-10A to

30 Oct

115

reduce current in drive motor during sector scan.

Modification of radio receiver R-369/FRC-1o (Western Electric

116

Co. LD-RI) to provide an improved automatic gain control

circuit for multiplex teletypewriter operation.

Modification of power units PE-197 and PE-197-A to reduce wear

27 Oct

117

on accessory drive Cam.

Modification of rawin set AN/GMD-1A; installation of thyratron

118

test jacks on antenna control C-578A/OMD-1.

Modification of badge press assembly PI-529/UF to provide for

29 Oct

119

assembly of either l1-inch diameter or 24-inch diameter badges.
	NIO.
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	120
	Modification of telephone repeater AN/TCC-5 to prevent dam-

age to equipment due to incorrect fusing.
	19 Nov 53



	121
	Modification of radiac set AN/MDQ-1 to improve the interior

air conditioning.
	30 Dee 53



	122
	Modification of radio receiver R-369/FRC-10 or WECO LD-R1I

to eliminate frequency shift in first and second beat oscillator.
	17 Nov 53



	123
	Modification of radiosonde recorder AN/TMQ-5 to increase the

speed of response.

Changes 1
	21 Dec 53



	124
	of rectifier power units,

Fansteel Metallurgical

Modification

Corp. Nos. 1161 and 1152 to minimize shock hazard.
	18 Dee 53



	125
	interrogator sets AN/TPX-19,

AN/TPX-20,

Modification

of

AN/TPX-22, and AN/TPX-23; addition of resistor to relay

K403 circuit of coder KY-97/TPX and KY-97A/TPX.
	30 Mar 55



	126
	Modification of operations center AN/MTQ-1 to provide for

emergency switching of power sources.
	12 Jan



	127
	Modification of cable assemblies CX-1065/G and CX-1606/G to

prevent entrance of moisture into body of connector.
	25 Jan



	128
	Modification of power unit PU-26A/U and gasoline engine gen-

erator set PU-107/U to install safety guard on tool tray.

Changes 1
	18 Jan



	129
	Modification of rawin sets AN/GMD-1 and AN/GMD-1A; re-

placement of auto print switch on control recorder

C-577A/

GMD-I and C-577B/GMD-1.

Changes 1, 2
	1 Mar 54



	130
	Modification of af amplifier AM-65/GRC, receivers R-108/GRC,

R-109/GRC and R-110/GRC, receiver transmitters RT-70/GRO

to provide connector caps for the audio

and RT-70A/ORC

connectors.
	18 Mar 54



	131
	Modification of Western Electric Co. Model KS-5988 rectifier,

part of teletypewriter repeater-mixer AN/FGQ-1 and commer

cial prototype, Western Electric Co. Model 131B2 subset.
	13 Jul



	132
	Modification of rawin sets AN/GMD-1A to permit transport in

trailer M104-A1 or M105-A1.

Changes 1
	2 Apr 54



	133
	Modification handset H-33E/PT to replace the existing trans-

mitter contacts with improved contacts.

Changes 1
	2 Apr 54



	134
	Modification of L-19A aircraft to prevent damage to cables of

radio sets under observers' seat.
	12 Apr 54



	135
	Modification of mountings MT-297/GR, MT-298/GR, MT-300/

OR, and MT-327/GR to provide connector retainers, caps and

covers for cable connectors.
	29 Apr 54



	136
	Modification

microphone

switches

in

helicopter

selector

of

H-19s.

Changes 1
	4 Jun 54



	137
	Modification of control boxes R-3001, R-3002, R-3002-1,

and

R-3003 in helicopters H-19C, iH-19D, and H-25A to prevent

entrance of foreign matter.
	27 May54



	138
	Modification of radiae detector chargers PP-30/PD and PP-

modification of the backplate to include battery

630A/PD;

polarity marking.

Changes 1
	25 May 54



	139
	Modification of helicopter H-19D to lock selector switch in inter-

phone position.
	3 Jun 54



	140
	Modification of tube socket adapter kit MX-949/U, installation

of caution plate.
	8 Jun 54



	141
	Modification of electrical equipment cabinets CY-1221/G

and

to provide a common ground with associated

CY-1221A/G

equipment.

Changes 1
	7 Jun














	NO.
	TITLE
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	142
	Modification of dynamotors DY-86/ARN-30 and DY-90/ARC
	7 Jun 54
	



	
	to prevent breakage of leads from dynamotor to dynamotor jack,
	
	



	
	when used in helicopters.
	
	



	
	Changes 1
	
	



	143
	Modification of control box C-37.5/VRC, remote control C-433/
	14 Jn
	54



	
	GRC, local control C-434/GRC, control C-435/GRC and inter
	
	



	
	phone control C-665/VIA-1 to provide connector caps for the
	
	



	
	audio connectors.
	
	



	144
	Modification of radio sets AN/VRC-6, -6X, -6Y and radio sets
	14 Jun 64
	



	
	AN/VRC-19, -19X, -19Y to prevent failure of receptacle con
	
	



	
	nector J804 in electrical equipment cabinet CY-938/VRC.

Changes 1
	
	



	
	
	14 Jun 54
	



	145
	Modification of telephone TA-105/FTC (Kellogg Type 4901-A) to

eliminate transmitter packing and receiver trouble.
	
	



	
	Modification of rawin set AN/GMD-1 and AN/GMD-1A, modi-
	14 Jun 54
	



	146
	fication of pedestals AB-159/GMD-1, AB-159A/GMD-1, AB
	
	



	
	and AB-159C/GMD-1 to eliminate excessive

159B/GMD-1
	
	



	
	moisture.
	
	



	
	Changes 1
	
	



	147
	Modification of special purpose cable assemblies CX-1211/U and
	19 Jun 64
	



	
	CX-1213/U to eliminate failures caused by vibration.
	
	



	148
	Modification of rectifier power unit PP-219( )/FTR to provide
	21 Jun 54
	



	
	for storage and preheating of crystal ovens for use in radio trans
	
	



	
	mitters

T-158A/FPT (Wilcox

T-158B/FRT

96C),

(Wilcox
	
	



	
	96C-3), T-158C/FRT, T-158D/FRT.
	
	



	149
	Modification of oscilloscope AN/USM-24 to improve the syn-
	26 Jun 54
	



	
	chronization, intensity, sweep, and attenuation circuits.
	
	



	150
	Modification of battery BB-402/U to provide improved instruc-
	21 Jun 54
	



	
	tions and vent cap.

Changes 1
	
	



	151
	sets AN/TPX-19,

AN/TPX-20,

Modification of interrogator
	26 Jun 54
	



	
	AN/TPX-22, and AN/TPX-23; modification of receiver-trans
	
	



	
	mitters RT-211/TPX and RT-264/UPX-6.
	
	



	152
	Modification of teletypewriter TT-6/FG and TT-6/FG (Model
	8 Jul
	54



	
	15 teletypewriter), or teletypewriter TT-7/FG and TT-8/FG
	
	



	
	(Model 19 composite set), to provide automatic carriage return
	
	



	
	and line feed operation at end-of-line.
	
	



	153
	Modification of modulator-power supply group AN/URA-14 (fre-
	28 Jul
	64



	
	quency shift keyer type 105, Models 4 and 4A) to cover 1.75 me
	
	



	
	to 4.5 me frequency range.
	
	



	
	Changes 1
	
	



	154
	Modification of installation of radio sets AN/PRC-8, -9 and -10;

radio set AN/VRC-7 and radio sets AN/VRC-8, -9 and -10, in
	13 Aug 54
	



	
	truck utility M38 and M38A1 to prevent damage to vehicle
	
	



	
	sponson due to shock and vibration.
	
	



	
	Changes 1
	
	



	155
	Modification of radar sets AN/MPS-501 and AN/MPS-501A for
	22 Jul
	54



	
	installation of interrogator set AN/TPX-23.
	
	



	156
	Modification of film examining machines PH-179 and P1-179-A,
	26 Jul
	54



	
	PH-279, P1E-319, and PH1-561/U to install new intermittent
	
	



	
	assembly.
	
	



	
	Modification of the VHF antenna (A. R. C. type A-12) in hell-
	22 Jul
	



	
	copter H-25A to prevent damage to the rotor blades.
	
	



	
	Changes 1
	
	



	
	Modification of antenna AT-382/ARC (A. R. 0. L-10 loop an-
	13 Dec 54
	



	
	tenna).
	
	



	157

158

159
	KE-11 (1) to provide

Modification of microfilm cameraviewer
	22 Oct
	54



	
	a means of monitoring the light output during operation.
	
	



	160
	Modification of electron tube test set TV-2/UI to correct the roll
	1 Nov 64
	



	161
	chart.

Modification of marker beacon receiver AN/ARN-12 external
	20 Oct
	54

54













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	162
	Modification of power units PE-162-B, PE-210, PE-214-B, and

engine generator PU-181/PGC-1 to provide integrally shielded
	17 Nov 54



	163
	and suppressed spark plugs.

Modification of engine GE-12-(*) (part of power units PE-162-(*),

PE-210(*),

PE-214(*),

and engine generator

to

PU-181-(*))
	1 Nov 54



	164
	provide an improved method of securing the flywheel housing.

Modification of direction finder set AN/TRD-4 to replace radio

receivers R-274C/FRR with radio receivers R-390/URR.
	19 Nov 54



	165
	AN/FCC-3 and

Modification of

telegraph

carrier terminals

AN/FCC-7 to improve the transmitter DC amplifier and re

ceiver output keyer circuits; to install higher wattage resistors
	4 Feb 55



	166
	in the electronic frequency converters and the receivers.

Modification of teletypewriter repeater-mixer AN/FGQ-1, tele-

typewriter TT-7/FG, and teletypewriter model 19 to prevent

accidental transmission of classified tape in clear text.

Changes 1
	16 Nov 54



	167
	Modification of radar set AN/CPS-9, modification of radar modu-

lator MD-91/CPS-9 to install a clipper diode across the pulse
	17 Nov 54



	168
	output.

' Modification of oscilloscopes AN/USM-24 and AN/USM-24B to

install surge resistors in the power supply of oscilloscopes OS

26/USM-24 and OS-26A/USM-24.
	3 Feb 55



	169
	Modification of rectifier power units PP-193/TRA-7 and PP-

193A/TRA-7 (part of dual diversity converters CV-31/TRA-7,

CV-31A/TRA-7, CV-31B/TRA-7, CV-31D/TRA-7 and CV

and PP

31D/TRA), and power supplies PP-712/GRC-26A

712A/GRC-26A (used with frequency shift converters CV-182/

GRC-26A and CV-182A/GRC-26A); to replace tube and tube

clamp.

Changes 1
	24 Nov 54



	170
	Modification of wind direction and speed recorder RO-2/GMQ

to provide for recording of wind speed in miles per hour.
	21 Jan

55



	172
	Modification of reel unit RL-128/G to permit use of abnormally

large open wire coils.
	7 Jan

55



	173
	Modification of radar set AN/CPS-9; modification of hydraulic

transmission MX-1464/CPS-9 to provide for ventilation and to

improve the bearings of drive motor B1601.
	17 Jan

55



	174
	Modification of still picture camera PH-691/U (aircraft camera

type K-20) to install more rugged taper pin in winding sector

gear.
	20 Jan

55



	175
	Modification of radio set AN/TRC-42 (Schutting Model 14A) to

eliminate audio howl in the receiver when the transmitter is

energized.
	11 Feb 55



	176
	Modification of power units PE-95-G, -H, -I, and -K and power

unit PU-26Ak/U and gasoline engine generator set PU-107/U to

prevent failure of automatic choke.
	11 Mar 55



	177
	Modification of case CY-1181/TT used with telephone EE-8 to

provide protection for handset TS-9.
	29 Mar 55



	178
	Modification of radio transmitters T-278/U and T-416/GR to pre-

vent loosening of the C washer retainer on the FINAL PLATE

TUNE shaft.
	13 Apr 55



	11-235-2
	Modification of radio sets SCR-536-A, B, and C to prevent break-

age of antenna guide.
	18 Jun 51



	11-235-4
	Replacement of chassis mounting bracket with improved bracket,

radio set SCR-536, A, B, C, D, and E.
	18 Jun 51



	11-235-5
	Modification of radio sets SCR 536-A, B, C, D, E, and F, to permit

use of homing modification kit MC-619.
	25 Jan

45



	11-235-6
	Replacement of microphone and earphone caps on radio sets SCR-

536-A, B, and C.
	25 Jun 51



	11-235-7
	Modification of radio set SCR-536-A, B, C, D, E, and F, to pro-

vide adequate ground system for ground Plates.
	Jun 45



	11-235-8
	Modification of radio sets SCR-536-A, B, C, D, and E, to permit

use of high activity receiver crystals.
	25 Jul

51














	NO.
	TITLE
	DATE
	




	SIG
	SIGNAL-Continued
	
	



	11-242-1
	Modification of radio set SCR-300-A.

Changes I
	21 May 61
	



	11-242-2
	Replacement of clip catches; radio set SCR-300-A.

Changes 2, 3
	14 Jun 51
	



	11-242-3
	Modification of receiver squelch circuit of radio set SCR-300-A.

Changes 1, 2
	Jan
	45



	11-243-1
	of radio set SCR-291-A to provide an indicator

Modification

alidade to bearing indicator.
	24 Oct
	44



	11-243-2
	Modification of bearing indicator BC-1159-A, part of radio set

SCR-291-A.
	Jun 45
	



	11-243-3
	Modification of control panel PN-31-A used in radio set SCR-

291-A.
	8 Aug 45
	



	11-243-4
	Modification of radio set SCR-291-A; installation of bearing indi-

cator kit MC-551.

Errata sheet
	18 Feb 48
	



	11-244-1
	Modification of radio set SCR-281-D to provide specified fre-

quency coverage of 1,700 to 2,750 kilocycles.
	15 Apr 52
	



	11-263-1
	Modification of radio set AN/ORC-9 to provide an improved mer-

cury bias cell.
	13 Oct
	53



	11-263-2
	Modification of radio set AN/ORC-9 to correct error in production

of antenna AT-101/ORC-9.
	2 Dec 53
	



	11-263-3
	Modification of radio set AN/GRC-9 to prevent detuning of

receiver-transmitter RT-77/GRC-9 antenna tuning coils due to

shock and vibration.
	9 Dec 63
	



	11-263-4
	Modification of generators ON-58 and ON-58-A

(p/o radio set

AN/GRC-9) to overcome failure of bearing seals and to improve

front leg attachment.

Changes 1
	20 Oct
	53



	11-263-5
	Modification of dynamotor-power supply DY-88/GRC-9 to pro-

vide increased cooling capacity for dynamotor.

Changes 1
	9 Apr 54
	



	11-263-6
	Modification of generator GN-58 and early models of generator

ON-58-A to provide a plug-in voltage regulator unit.
	22 Dec 54
	



	11-264A-1
	Modification of radio set AN/GRC-26A to provide facilities for

break-in operation.
	3 Sep
	53



	11-264A-2
	Modification of radio sets AN/GRC-26A to prevent overheating

of power transformer T-108 in radio receiver R-388/URR.
	29 Dec 53
	



	11-264A-3
	Modification of radio set AN/GRC-26A to provide for remote-

control operation.
	8 Jan
	54



	11-264A-4
	Modification of shelter S-69/GRC used with radio set AN/GRC-

26A and AN/ORC-38 to provide reinforcement for the accessory

storage cabinet.

Changes 1
	13 Apr 54
	



	11-264A-5
	Modification of radio set AN/GRC-26C to insure proper operation

when equipped with reperforator-transmitter

teletypewriter

TT-76/GGC.

Changes 1
	23 Jul
	54



	11-269-1
	Modification of radio set AN/TRT-1, radio transmitter T-87/

TRT-1, filament power input circuit.
	Jul
	45



	11-271-1
	Modification

of rawin set AN/OMD-1 to provide

additional

filtering of the AVC voltage of rawin receiver R-301A/GMD-1.
	12 Jan 53
	



	11-271-2
	Modification of rawin set AN/GMD-IA; replacement of mixer

assembly on rawin receiver R-301B/OMD-lA.
	24 Sep
	53



	11-271-3
	Modification of rawin set AN/OMD-1 and AN/OMD-1A; elim-

ination of interference by control recorders C-577A/GMD-1 and

C-577B/GMD-1.
	12 Oct
	53



	11-271A-1
	Modification of rawin set AN/OMD-1A, modification of rawin

receivers R-301B/GMD-IA and R-301C/GMD-1A

to improve

local oscillator assembly.
	17 Jun 54
	



	11-271A-2
	Modification of rawin set AN/GMD-IA; modification of antennas

AS-462A/GMD-1 and AS-462B/GMD-1 to improve scanning

mechanism.
	27 Aug 54
	













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-271A-3
	Modification of rawin set AN/OMD-IA; modification of rawin re-

ceivers R-301B/GMD-1 and R-301C/GMD-1 to improve the

bias circuit of amplifier tube V1009 and to remove the second

sine amplifier stage.
	21 Jan

55



	11-273-2
	Modification of cabinet CH-60, used with radio sets SCR-193-('*)

to provide method of holding microphone T-17.
	Jul

45



	11-273-3
	Modification of radio set SCR-193 to provide for 24-volt d-c

operation.
	28 May53



	11-278-1
	Modification of dual diversity converters

CV-31/TRA-7

and

CV-31A/TRA-7 to prevent free grid conditions of the limiter

stages in the absence of an input signal.
	23 Aug 50



	11-281-2
	Modification of radio sets SCR-399-A and SCR-499-A in mount-

ing of rectifier tubes VT-46-A to prevent flashover.

Changes 1
	23 My 44



	11-281-65
	Replacement of neutralizing high voltage isolation capacitor in

radio sets SCR-399-A and SCR-499-A.

Changes 1
	14 Sep

44



	11-281-6
	Modification of radio sets SCR-399-A and SCR-499-A to im-

prove operation of high-voltage control circuit in radio trans

mitter BC-610-E.
	6 Dee 44



	11-281-9
	Modification of radio sets SCR-399-A and SCR-499-A to prevent

entrance of dust, insects and other foreign matter into radio

transmitter BC-610-E and tuning unit BC-939-A.
	12 Apr 45



	11-281-10
	Modification of tail-gate and ventilator fan motor on trucks used

to carry radio set SCR-399-A.
	May 45



	11-284-1
	Modification of control

C-435/GRC

to eliminate false meter

readings.

Changes 1
	28 Oct 53



	11-284-2
	Modification of installation of radio sets AN/GRC-3 through -8

to eliminate acoustical feedback in noninterphone vehicles.
	12 Feb 54



	11-286-1
	Modification of mounting MT-299 GR to prevent damage to

equipment due to the breaking of the locking strips and shock

mounting brackets and to provide retainers for the cable con

nectors.

Changes 1
	28 Jan

54



	11-289-1
	Modification of receiver transmitters RT-66/GRC, RT-67/FRC,

and RT-68/GRC to reduce feedback.

Changes 1
	28 Oct 53



	11-289-2
	Modification of receiver-transmitters RT-66/GRC, RT-67/GRC,

and RT-68/GRC to replace the existing 9-pin amphenol con

nector J312 with an improved connector.

Changes 2
	14 Jun 54



	11-289-3
	Modification of receiver transmitters RT-66/GRC, RT-67/GRC,

and RT-68/GRC to provide improved type spring locking clips

on r-f coils.
	23 Oct 53



	11-289-4
	Modification of receiver transmitters RT-66/GRC and RT-67/

GRC to install or replace capacitor C79.
	53

30 Oct



	11-289-5
	Modification of receiver-transmitters

RT-66/GR,

RT-67/GRC,

and RT-68/GRC

to prevent breakage of the transmitter an

tenna tuning cam assembly.

Changes 1
	21 Dec 53



	11-289-6
	Modification of receiver-transmitters RT-66/GRC, RT-67/GRC,

and RT-68/GRC to improve retransmission operation by reduc

ing relay flip-flop.
	9 Apr 54



	11-289-7
	Modification of receiver-transmitters RT-66/GRC, RT-67/GRC,

and RT-68/GRC to reduce excessive filament voltages in the

r-f and driver stages.
	19 Mar 54



	11-289-8
	Modification of receiver-transmitters RT-66/GRC, RT-67/GRC,

and RT-68/GRC to provide connector caps for audio connectors.
	4 Jun 54



	11-289-9
	Modification of receivers-transmitters RT-66/GRC, RT-67/GRC,

and RT-68/GRC to eliminate breakage of solid-wire RF bus

leads.
	15 Mar 55














	NO.
	TITLE
	DATE
	




	SIG
	SIGNAL-Continued
	
	



	11-290-1
	Modification of receiver transmitter RT-70/GRC to provide a

tube guard for protection of tubes V106, V107, and V108.
	23 Oct
	53



	11-290-2
	Modification of receiver transmitter RT-70/GRC to provide im-

proved type spring-locking clips on r-f coils.
	20 Oct
	53



	11-290-3
	RT-70/GRC

Modification

of receiver-transmitter

to prevent

audio feedback.
	19 Oct
	53



	11-290-4
	Modification of receiver-transmitter RT-70/GOR

to replace the

9-pin amphenol connector J203 with an improved

existing

connector.

Changes 1
	21 Sep
	54



	11-290-5
	Modification of receiver

transmitter RT-70/FRC to prevent

erratic limiting action in the receiver.
	29 Oct
	53



	11-290-6
	Modification of receiver-transmitter RT-70/GRC to increase the 11 Feb 54

amplitude of the beat note of the crystal calibrator.
	
	



	11-290-7
	Modification of receiver-transmitter RT-70/GRC to provide the

RT

characteristics as receiver-transmitter

same operational

70A/GRC.

Changes 1
	26 Feb 54
	



	11-296-1
	Modification of radio set AN/PRC-6 to replace incorrectly marked

radio tube retainer.
	19 Dec 52
	



	11-296-2
	Modification of radio set AN/PRC-6, to prevent failure of push-

to-talk switch.
	26 Mar 53
	



	11-296-3

11-296-4
	Modification of radio set AN/PRC-6 to provide a battery retainer.

Modification of radio set AN/PRC-6 to provide a pressure relief

valve.
	15 Oct

22 Oct
	53

53



	11-297-1
	Modification of radio set AN/VRC-19 to maintain interchange-

ability with later production sets.
	16 Jul
	54



	11-300-2
	Modification of frequency meter set SCR-211-A, B, C, D, E, or

F, for use with crystal units DC-9-M, DC-9-AD, DC-9-P and

DC-9-AJ.
	Apr 45
	



	11-303-2
	Modification of high-voltage circuit of volt-ohm tester, component

of test sets I-56-C, D, H, and J.
	Apr 45
	



	11-303-3
	Modification of combination tester, Triplett, Model 1183-SO

(part of test set I -56-C);

installation of additional mounting

plate for 9-lever selector switch.
	Jun
	45



	11-304-1
	Modification of frequency meter sets I12 1-12I-129-A, and I-129-B

to provide a resonance indicator within the frequency meter.
	1 Apr 54
	



	11-307-1
	Modification of signal generators 1-72-G, H, J, K, L, and M to

prevent damage to the main tuning drive gears.
	28 Oct
	53



	11-311-1
	Modification of test case CS-81-A, B, D, and E (part of test equip-

ment IE-17-A, B, C, D, and E) to permit alinement of radio

receiver and transmitter BC-611-F (part of radio sets SCR

536-F).
	May 45
	



	11-317-1
	Modification of signal generator 1-208, 1-208-A, and I-208-B to

facilitate r-f alinement and to replace the connector SO2.
	23 Jun 52
	



	11-333-1
	Modification of telephone EE-8-B; replacement of lockwasher

on battery contacts.
	Feb 45
	



	11-333-2
	Modification of telephone EE-8-(*).

Changes 1, 2
	7 Jan 52
	



	11-333-3
	Modification of telephone EE-8-( ) to improve low temperature

performance.
	21 Aug 53
	



	11-333-4
	Modification of telephone EE-8-(*) to provide an improved

method of securing the handset cord to the body assembly.

Changes 1
	3 Sep
	53



	11-338-1
	Modification of telephone central office set TC-10-A to provide

improved reception on operator's monitoring circuit.

Changes 1
	29 Oct
	53



	11-340-2
	Modification of panel BD-98 in telephone central office set TC-2

to prevent damage in handling and shipping.
	Apr 45
	



	11-340-3
	Modification of panel BD-98 to provide a now improved source

of ringing current upon failure of a major component part of

interrupter PE-248.
	12 Feb 53
	













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-352-1
	Modification of printer TG-7-A, and teletypewriters TG-7-B

and TG-37-B.

Changes 1
	12 Oct 44



	11-352-2
	teletype Models

Modification

of teletypewriters,

15 and 19

(weather communication symbols) to provide an end-of-line

printing and spacing cutout mechanism.
	7 Dec 53



	11-353-1
	Installation of power leads filter in printer TG-7-A.

Changes 1
	28 Jul

44



	11-355-2
	Modification of telegraph terminal CF-2-A to provide an im-

proved time-delay relay.

Changes 1, 2
	7 Jan

52



	11-355B-1
	Modification of telegraph terminal CF-2-B (carrier) to prevent

deterioration of polar relay contacts.

Changes I
	19 Feb 48



	11-355B-2
	Modification of telegraph terminal CF-2 to provide an improved

time-delay relay.
	7 Jan

52



	11-356-1
	Modification of radioteletype terminal equipment AN/FGC-1 to

provide an improved time-delay relay in the rectifier.

Changes 1
	7 Jan

52



	11-358-1
	Modification of switchboard BD-100.
	:Dec 44



	11-358-2
	Modification of switchboard BD-100 in telegraph central office
	Jul 45



	11-360-1
	set TC-3 to eliminate marking bias.

Modification of reel units RL-26, RL-26-A, RL-26-B, RL-26-C,
	5 May 52



	11-360-2
	and RL-26-E to prevent breakage of engine starter pedal.

Modification of reel units RL-26, RL-26-A, RL-26-B, and RL-

26-C to provide a positive disengagement of the clutches.
	24 Sep

52



	11-360-3
	Modification of reel units RL-26, RL-26-A, RL-26-B, and RL-

26-C to provide integrally shielded and suppressed spark plugs.
	10 Nov 54



	11-362-1
	Modification of installation kit used with reel units RL-31, RL-

31-B, RL-31-C, RL-31-D, RL-31-E, and installation of reel

units in trucks M38 and M38A1.
	26 Mar 54



	11-367-1
	Modification of vulcanizing equipments TE-54-A,

TE-54-B,

TE-55-A and TE-55-B to prevent damage to the power cord.

Changes 2
	20 Mar 53



	11-375B-(1)
	Modification of facsimile set AN/TXC-1A to provide an external

loudspeaker.
	19 May 47



	11-375B-2
	Modification of facsimile equipment RC-120 and RC-120-B to

provide a motor test circuit.
	19 May 53



	11-394-1
	Modification of spotlight set AN/PVQ-1; installation of flasher

device.
	23-0Oct

53



	11-406-A-1
	Modification of projector equipment PH-398-A for cordomatic

reel.

Changes 1
	44

15 Sep



	11-406-A-2
	Modification of projector equipment PH-398-A for a-c and d-c

operation.

Changes 1
	Nov 44



	11-406-2
	Modification of projector equipments PH-398 and PH-398-A from

60-cycle to 50-cycle a-c operation.
	17 Jun 44



	11-406-3
	Modification of projector amplifier in projector equipment PH-398.
	Jan 45



	11-423-1
	Modification of theodolites ML-47-(*)

and ML-247; change of

wiring harness assembly.
	16 Dec 48



	11-429-2
	Modification of wind equipment AN/GMQ-1 cable connecting

assembly, wind transmitter.

Changes 1
	Feb 45



	11-429-3
	Modification of wind equipment AN/GMQ-1; relocation of guide

pin on support ML-206-A.
	3 Sep

52



	11-436-1
	Modification of reproducing equipment MC-364-D

to reduce.

shock hazard.
	6 Jun 50



	11-436-2
	Modification of reproducing equipment MC-364-D to reinforce

the transit case.
	9 Nov 50



	11-441-2
	Modification of recorder BC-1016 to replace original pen and

pen-drive assembly with a new improved pen and pen-drive

assembly.
	9 Dec 52













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-514-1
	Modification of radio set AN/CRD-2 and radio set AN/CRD-2A;

replacement of knobs on modulating voltage generator 0-15/

CRD-2 and AF oscillator 0-138/CRD-2A.
	17 Jul

53



	11-600-5
	Modification of radio sets SCR-508-A, C, D, AM, CM, and DM,

and SCR-528-A, C, D, AM, CM, and DM.

Changes 1
	30 Oct

44



	11-600-6
	Modification of interphone systems of radio sets SCR-508-A, C,

D, AM, CM, DM, and SCR-528-A, C, D, AM, CM, DM to

increase power output.
	Dec 44



	11-600-7
	Modification of interphone system for radio sets SCR-508-A, C,

D, AM, CM, DM, and SCR-528-A, C, D, AM, CM, DM, in

landing vehicles, tracked, LVT-(A)-I,

LVT-2, (LVT-A)-2,

LVT-4, LT-(A)-4, and LVT-(A)-5, to match audio output im

pedance to headset of headset-microphone assembly AN/URA-1.

Changes 1
	Jan

45



	11-600-8
	Modification of interphone control boxes BC-606-A, B, C, D, E,

F, G, and wiring of interphone system for radio sets SCR-508-A,

C, D, AM, CM, DM, and SCR-528-A, C, D, AM, CM, DM,

in tank and light armored car M8 installations.

Changes 1
	Jan 45



	11-600-9
	Modification of radio sets SCR-508-A,

C, and D, and SCR-

528-A, C, and D to prevent radio interference with interphone

operation.

Changes 1
	Apr 45



	11-600-10
	Modification of radio sets SCR-508-A, C, D, AM, CM, and DM,

and SCR-528-A, C, D, AM, CM, and DM, to prevent filament

burn-out of tubes VT-164 and VT-165.
	Jun 45



	11-605-2
	Modification of radio sets SCR-509-A, SCR-509-B, SCR-510-A,

and SCR-510-B.

Changes 1
	5 May44



	11-605-3
	Modification power cables in radio sets SCR-509-A and B and

SCR-510-A and B.
	24 Jul

44



	11-605-7

11-605-8
	Modification of radio sets SCR-509-A and B, SCR-510-A and B;

filament voltage regulation and resistor mounting bracket.

Replacement of draw-pull catches in radio set SCR-509-( ), A
	Dec 44

Mar 45



	
	and B, and SCR-510-( ) and A.
	



	11-605-10
	Modification of radio sets SCR-509-A and -B and radio sets

SCR-510-A and -B to replace unsatisfactory fixed capacitors

with improved capacitors.
	21 Jul

52



	11-607-1
	Modification of radio set AN/VRC-2 to eliminate instability of

the first r-f stage in radio receiver R-237B/VR.
	7 Jan

52



	11-607-2
	Modification of radio set AN/VRC-2 to eliminate excessive trans-

mitter loading.
	6 May 53



	11-607-3
	Modification of radio set AN/VRC-2 to permit interchangeability

of radio receiver R-237(')/VR with radio receiver R-237B/VR

and radio transmitter T-193(*)/VRC-2 with radio transmitter

T-193B/VRC-2, and to provide improved antenna connectors,

cables and receptacles.

Changes 1, 2
	6 Oct

52



	11-607-4
	Modification of radio set AN/VRC-2 to replace the vibrator power

supply with a dynamotor power supplv upon failure of a major

component in the vibrator power supply.
	21 Nov 52



	11-607-5
	Modificationofradio sets AN/VRC-2and AN/VRC-2X to provide 20 Aug 53

an improved chassis fastener.

Changes 1
	



	11-607-6
	Modification of radio set AN/VR C-2 to increase its sensitivity.
	14 Oct

53



	11-607-7
	Modification of power supply of radio receivers R-237/VR, R-

237A/VR, and R-237B/VR to provide for suppression of r-f noise

radiation from power supply.

Changes 1
	15 Oct

53



	11-607-8
	Modification of radio set AN/VRC-2X to provide suppression of

r-f noise radiation from the receiver power supply.
	23 Dec 53













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-612-1
	Modification of radio receiver-transmitter

RT-176/PRC-10

to

prevent the phenolic inserts of the battery connectors from
	11 Mar 52



	11-612-2
	separating from the shells.

Modification of radio sets AN/PRC-8, AN/PRC-9, and AN/PRC-

10 to replace antenna jacks J1 and J2.
	2 Apr 53



	11-612-3
	Changes 1, 2

Modification of radio sets AN/PRC-8, AN/PRC-9, and AN/PRC-

10 to prevent damage to the dial pointer adjust mechanism.
	53

3 Sep



	11-612-4
	Changes 1, 2

Modification of radio sets AN/PRC-8, AN/PRC-9, and AN/PRC-

10 to eliminate sources of frequency drift and to prevent the

runners from becoming disengaged from the battery case.

Changes 1, 2
	6 Nov 53



	11-612-5
	Modification of radio sets AN/PRC-8, AN/PRC-9, and AN/PRC-

10 to permit use of tube 1AD4 in the receiver local oscillator (V8)
	19 Oct

53



	11-612-6
	when tube 5676 fails.

Modification of radio sets AN/PRC-8, AN/PRC-9, and AN/PRC-

10 to install a temperature compensating capacitor in the trans

mitter oscillator

transmitter

stage and

maintenance spare
	8 Nov 54



	11-612-7
	oscillator subassemblies.

Modification of early production radio sets AN/PRC-9 and AN/

PRC-10 to prevent battery drain during retransmission operation.

Changes 1
	16 Nov 54



	11-614-1
	Modification of radio set AN/GRC-10 to eliminate interruption of

wide band input.
	13 Dec 54



	11-614-2
	Modification of radio set AN/GRC,10 to provide an improved dis-

criminator in the transmitter monitor receiver.

Changes 1
	14 Jan

55



	11-615-3
	Modification of radio sets SCR-609-A and SCR-610-A.

Changes 1
	14 Mar 44



	11-615-6
	Modification power cables in radio sets SCR-609-A and SCR-

610-A and B.

Changes 1
	22 Jul

44



	11-615-9
	Modification of radio sets SCR-609-A and B, SCR-610-A and B;

filament voltage regulation and resistor mounting bracket.
	Dec 44



	11-615-10
	Replacement of draw-pull catches in radio sets SCR-609-A and

B, and SCR-610-( ), A and B.
	Apr 45



	11-615-13
	Modification of radio sets SCR-609-A and -B and radio sets

SCR-610-A and -B to replace unsatisfactory fixed capacitors

with improved capacitors.
	8 Dec 52



	11-618-1
	Modification of radio set AN/TRC-8, radio terminal set AN/

TRC-11, and radio relay set AN/TRC-12 (Espey Mfg. Co.

Order No. 25456-Phila-49) to permit operation with telephone

carrier terminal AN/TCC-3.

Changes 1
	25 Mar 53



	11619-1
	Modification of radio set SCR-619 to provide for portable dry

battery operation.

Changes 1, 2
	13 Oct

50



	11-619-2
	Modification of radio set SCR-619 to eliminate mechanical insta-

bility of coil counter mechanisms.
	9 May 52



	11-620-1
	Modification of radio sets SCR-608-A and B, and SCR-628-A

to install speaker shutter and to moistureproof and fungiproof

speaker cone.

Changes 1
	30 Oct 44



	11-620-2
	Modification of radio sets SCR-608-A and B and SCR-628-A

and B to prevent filament burn-out of tubes VT-164 and VT-165.
	Jun 45



	11-624
	Modification of radio set AN/MRC-2B to provide disabling fune-

tion in radio receiver BC-312.
	6 Sep 52



	11-625-2
	and SCR-

Modification of radio sets SCR-543-A, SCR-543-B,

543-C.

Changes 1
	5 Apr 44



	11-625-6
	Modification of crystal circuit, radio sets SCR-543-A, B, and C

Changes 1
	25 Oct

44













	NO.
	TITLE
	DATE



	SIG
	SIGNALContinued
	




	11-625-7
	Modification of remote control units RM-21-A, B, and C to per-

mit use of microphone T-45 and headset US-30.
	Dec 44



	11-625-9
	Modification of radio sets SCR-543-A, SCR-543-B, and SCR-543-

C to prevent damage in handling and shipping.
	Apr 45



	11-630-1
	Modification of radio set SCR-506-A.
	17 Jul

51



	11-630-3

11-630-4
	Modification of radio set SCR-506-A to reduce frequency shift.

Modification

of radio

dynamotor DM-42-A

set SCR-506-A
	3 Oct

44

Jan

45



	11-630-5
	mounting.

Modification of radio set SCR-506-A to prevent damage in han-

dling and shipping.

Changes 1
	Apr 45



	11-630-7
	Modification of radio set SCR-506-A to prevent damage in han-

dling and shipping.
	14 Jun 46



	11-630-8
	Modification of mounting FT-253-A, p/o radio set SCR-506-A to

replace existing shock mounts with improved shock mounts.

Changes 1
	9 Dec 52



	11-631-1
	Modification of radio set AN/TRC-6 (XC-2) and radio set AN/

TRC-6 (XC-3) to improve instrumentation.

Changes 1
	12 Oct 49



	11-637-1
	Modification of radio-interphone control system for radio set AN/

VRC-3 installed in tanks, gun motor carriages, and landing

vehicles, tracked.
	Jul

45



	11-637-2
	Modification of mounting per SC-D-7398-B used with radio set

AN/VRC-3 to replace existing shock mounts with improved

shock mounts.
	22 Jul

52



	11-704-1
	Modification of auxiliary interphone equipment AN/VIA-1 to

prevent grounding of the

transmitter element in handsets

MTS-1 and telectro TIS-215.
	9 Oct 52



	11-704-2
	Modification of auxiliary interphone equipment AN/VIA-1 to

correct operational deficiencies in cable reel RL-149/VIA-1.

Changes I
	12 Apr 54



	11-800-1
	Installation of tube clamp for tube VT-25, in radio transmitters

BC-191-A, B, C, D, E, and F.

Changes 2
	28 Oct 44



	11-801-2
	Modification of rectifier RA-22-H to prevent damage to primary

voltage control switch.
	27 Jun 52



	11-801-3
	Modification of amplifier group AN/FRA-2 to eliminate flashover

of capacitor C1 and inductors L2-1 and L2-2 in power amplifier

BC-340-1, to improve action of switch SW1 in power amplifier

BC-340-I, to eliminate water leaks at the power amplifier tube

jackets in power amplifier BC-340-I and to facilitate lubrication

of water cooling unit RU-2-C.
	1 Dec 53



	11-801-4
	Modification of power amplifier B C-340-I to provide adequate fuse

protection for water cooling unit RU-2-C.
	30 Dec 53



	11-802-1
	Modification of Wilcox transmitters types 96-200A

(T-171/FR)

and 96-200B (T-171A/FR) to eliminate safety hazard by replac

ing the existing interlock switches with improved interlock

switches.
	28 Apr 54



	11-818-1
	Modification of remote control circuits of radio transmitters (West-

ern Electric 33A and 34A).
	15 Mar 45



	11-820-1
	Modification of power rectifier PP-1/FRC to prevent burnout of 21 May 52

filter chokes.
	



	11-820-2
	Modification of radio transmitter TA4/FRC to provide an auto-

matic high-voltage disconnect switch in the R-F power amplifier.
	3 Dec 52



	11-820-3
	Modification of radio transmitter T-5/FRC to provide an auto-

matic high-voltage disconnect switch in the R-F power amplifier.
	2 Dec 52



	11-820-4
	Modification of radio transmitter T-4/FRC to provide a mechani-

cal stop and a front panel control for the antenna coupling coil.
	31 Aug 53



	11-820-5
	Modification of radio transmitter T-4/FRC to eliminate parasitic

oscillations.
	13 Nov 53



	11-820-6
	Modification of radio transmitter T-5/FRC to eliminate parasitic

oscillations.
	2 Nov 53













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-826-1
	Modification of radio transmitter BC-610-H to prevent failure of 18 Jan
	54



	
	high voltage protect-normal switch SW4.
	



	11-827-1
	Modification of radio transmitter BC-447-A, B, C, D, and E to
	27 Jan 45



	
	operate channel 2 in frequency range 2-8 me.
	



	11-836-1
	Modification of radio transmitter BC-339-N to eliminate flash-
	9 Dec 53



	11-850-1
	over of capacitor C16 and improve action of switch SW2.

Replacement of capacitors in radio receivers BC-312-N and BC-
	3 Jul

44



	
	342-N.
	



	
	Changes 1
	



	11-850-2
	Replacement of capacitors in radio receivers BC-314-G and BC-
	15 Jul

44



	
	344-D.
	



	
	Changes 1
	



	11-850-3
	Modification of radio receivers BC-312, A, C, D, E, F, G, HX,

M, N, NX; BC-342, C, D, F, H, M, N; BC-314-C, D, E, F, a;
	Feb 45



	
	and BC-344-D to prevent leakage in AVC circuit.
	



	
	Changes 1
	



	11-850-4
	Modification of radio receivers BC-312, BC-342, R-182/MRC-2,
	10 Feb 53



	
	R-182A/MRC-2, R-336/GRC-26, and radio receiver assemblies
	



	
	OA-65/MRC-2 and OA-65A/MRC-2 to replace unsatisfactory
	



	
	fixed capacitors with improved capacitors.
	



	
	Changes 1

Modification of radio receivers BC-314 and BC-344 to replace un- 30 Jan
	



	11-850-5
	satisfactory fixed capacitors with improved capacitors.
	53



	
	Changes 1
	



	11-850-6
	Replacement of mounting FT-162 and modification of mounting
	16 Aug 54



	
	FT-178 used with radio receivers BC-312-(*), BC-314-(*), BC
	



	
	342-(*), and BC-344-(*) to provide new and improved shock
	



	
	mounts.
	



	11-866-1
	Modification of radio receiver BC-779-A (Super pro receiver,

Howard Model) to prevent excessive failures of bypass capaci

tcrs.
	Apr 45



	11-866-2
	Modification of power supply units RA-74, -B, and -C, and RA-
	May 45



	
	94 and -A to prevent damage in handling and shipping.
	



	
	Changes 1
	



	11-866-3
	Modification of radio receivers BC-779, -A and -B; BC-794, -A,
	May 45



	
	and -B; BC-1004, -B, -C, and -D; power supply units RA-74,

-B, -C; RA-84, -A, and -B; RA-94 and -A to prevent damage to
	



	
	radio equipment in vehicular installations by providing shock
	



	
	mounts.
	



	11-866-4
	Modification of radio receiver BC-779-(*), BC-794-(*) and BC-
	19 May47



	
	1004-(*) to provide for improved stability of the high frequency
	



	
	oscillator circuit.
	



	
	Changes 1
	



	11-884-1
	Modification of radio receiver (WE Type D-99945) changing time

constant of AVC circuit.
	Jun 45



	11-884-2
	Modification of radio receiver (WE Type D-99945) replacing the
	20 Aug 45



	
	batteries with voltage regulator tubes for controlling rectifier
	



	
	output voltage.
	



	11-892-1
	Modification of radio receiving equipment AN/GRR-1.
	17 Nov 51



	11-898-1
	Modification of radio receivers R-108/GRC,

R-109/GRC, and
	12 Oct 53



	
	R-110/GRC to prevent damage to wiring.
	



	11-898-2
	Modification of radio receivers R-108/GRC, R-109/GRC,

and

R-110/GRC to prevent i-f instability at low temperatures.
	15 Oct 53



	11-898-3
	Modification of radio receivers R-108/GRC,

and

R-109/GRC,
	22 Dec 53



	
	R-110/GRC to replace the existing 4-pin and 9-pin amphenol con
	



	
	nectors J6 and J8 with improved connectors.
	



	
	Changes 1, 2
	



	11-900-2
	Modification of grease cup assembly used on power unit PE-75-(*).
	Apr 45



	
	Changes 1, 2

Modification of power units PE-75-C, -D, -J, -K, -P, -S, -T
	



	11-906-3
	-U, -W, -AA, -AB, -AC, and -AE to install new type of sup
	2 Nov 53



	
	pressor spark plug assembly.

Changes 1
	













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-900-4
	Modification of power units PE-75-C, D, G, H, J, K, L, M,

N, P, S, T, U, W, AA, AB, AC, AD, and AE to replace open

type armature shaft bearing with double shielded bearings and
	29 Jan

54



	11-900OA-1
	to remove grease cups.

Modification of power unit PE-75-AF to relocate fuel control

valve.

Changes 1
	28 Oct

53



	11-904-1
	Modification of power units PE-95-G and H; installation of

manifold heater for prevention of ice formation in carburetor.
	1 Apr 49



	11-904-2
	Modification of power units PE-95-G and -H to permit starting

and operating under Arctic conditions.

Changes 1
	3 Feb 53



	11-904-3
	Modification of power units PE-95-G and PE-95-H to strengthen

the shock mounting system of the control panel to include

protection from vertical loads.
	28 Oct

53



	11-904-4
	Modification of power units PE-95-G, -H, and -I to eliminate

overheating of battery charging resistor assembly.
	5 Nov 53



	11-919-1
	Modification of gasoline engine generator set PU-107/U to pro-

vide improved starting instruction plate.
	12 Apr 55



	11-919-2
	Modification of gasoline engine generator set PU-107/U to pro-

vide circuit breaker in the battery charging circuit.
	54

20 Sep



	11-919-3
	Modification of gasoline engine generator set PU-107/U to im-

prove mounting of de generator.
	10 Sep

54



	11-920-1

11-926-1
	Modification of power units PE-49-D and PE-49-F.

unit

Modification

of power

PU-104/U

to

replace

oil

strengthen frame, repair condenser, waterproof ignition, and

replace low water safety switch.

Changes 1
	Jan

45

lines, 29 Dec 53



	11-927-1
	Replacement of muffler and resistor in power unit, PE-108-A,

B, and C, part of radio set SCR-543-A, B, and C.

Changes 1
	5 Oct

44



	11-927-2
	Modification of power units, PE-108-A, PE-108-B, PE-108-C,

PE-108-D, PE-108-E.

Changes 1
	Dec 44



	11-927-3
	Modification of power units PE-108-A, -B, -C, -D, and -E

to eliminate frequent costly repairs on the exhaust system

and to convert all the control boxes to the improved type used

on power unit PE-108-E.

Changes 2
	15 Oct 53



	11-940-1
	Modification of choke valve in Marvel Schebler carburetor No.

TCX-39-A used in power unit PE-75.

Changes 1
	May 45



	11-940-3

11-947-1
	Modification of power unit PE-197 to replace voltage regulator.

Modification of power unit PE-210 to prevent meter dial break-

age.
	26 Oct

53

9 Jun

52



	11-957-1
	Modification of rectifier RA-87 to improve fuse protection and to

provide mounting for spare fuse.
	Jul

45



	11-959G-1
	Modification of rectifiers RA-34-E, F, and G.

Changes 1
	18 Oct

44



	11-959G-2
	Modification of rectifiers RA-34-B, C, D, F and G.

Changes 1, 2
	3 Nov 44



	11-961-1
	Modification of rectifier RA-34-H; electrical relocation of control

circuit breakage coils.

Changes 1
	3 Nov 44



	11-961-2
	Modification of rectifier RA-34-H; installation of tube clamps

and high-voltage insulators.

Changes 2
	17 Nov 44



	11-961-3
	Modification of rectifier RA-34-H to prevent damage to capaci-

tors 933.1 and 933.2 during handling and shipping.
	Apr 45



	11-961-4
	Modification of rectifier RA-34-H to strengthen mountings for

transformer

and tube shelf and to eliminate power switch

failure.

Changes 1, 2
	8 May52













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-961-5
	of rectifiers RA-34-E, RA-34-F, RA-34-G, and

Modification

RA-34-J to eliminate power switch failures.
	20May52



	11-963-1
	Changes 1

Modification of rectifiers RA-83 and RA-83-A

to strengthen

mounting for transformer.
	21 May51



	11-964A-1
	Changes 1

Modification of rectifier RA-91-C to correct the wiring of output

plug on 108 units manufactured on order 40993-Phila-52.
	22 Jul

54



	11-989-1
	Changes 1

of battery chargers PP-775/U

and PP-775AfU

Modification
	24 Jan

55



	11-1122-1
	to provide caps for the outlet receptacles and caution plates.

B, C, D, and E to

Modification of detector sets SCR-625-A,

remove polarizing voltage.
	22 Jun

51



	11-1122-2
	Modification of detector sets SCR-625-A, B, C, D, and E to

permit operation of equipment with resonator M-356 or head

set HS-30.
	25 Jun

51



	11-1158A-1
	Modification of radio set SCR 658 to provide improved counter-

weight support arms for support FT-478.
	9 Jul

46



	11-1158A-2
	Modification of radio set SCR-658 and radiosonde transmitter

T-69 ( )/AM-2; change in operating frequency.
	27 Aug 47



	11-1158A-3
	Modification of radio set SCR-658; modification of receiver in-

dicator BC-1364.
	12 May50



	11-1160-1
	Modification of radar set AN/TPX-4; installation of drive shaft

collar on transmitter tuning capacitor.
	27 Jul

45



	11-1162-1
	Modification of radar surveillance central AN/GSS-1 to provide

telephone ringing facilities.
	2 Mar 55



	11-1167-1
	Modification of radio set AN/TPS-ID to reduce hum pickup in

the local oscillator.

Changes 1
	20 May 54



	11-1167-2
	Modification of radio set AN/TPS-1D to improve local oscillator

and deletion of automatic frequency control.
	17 Sep

54



	11-1167-3
	Modification of radio set AN/TPS-1D to incorporate manufactur-

ing changes.

Changes 1
	20 Dec 54



	11-1167-4
	Modification of radio set AN/TPS-1D and radar surveillance

central AN/OSS-1 to provide an oil level indicator in antenna

base AB-221/TPS-ID.
	10 Nov 54



	11-1250-1
	Modification of test set AN/MPM-23; modification of power

supply PP-674/TPS-1D

to delete the automatic frequency

control.
	7 Feb 55



	11-1303-1
	of radar sets AN/MPQ-10

and AN/MPQ-1OA

Modification

to incorporate manufacturing changes.
	23 Feb 55



	11-1303-2
	Modification of radar sets AN/MPQ-10 and AN/MPQ-1OA to

reduce handwheel sensitivity and to provide improved center

ing of the "B" scope.
	22 Jul

54



	11-1303-3
	of radar sets

AN/MPQ-10

and AN/MPQ-1OA

Modification

installation of cable clamps in frame MT-900/MPQ-10 or radar

set group OA-465/MPQ-10A.
	22 Oct

54



	11-1303-4
	Modification of radar set AN/MPQ-10 to replace the mechanical

altitude converter with an electronic altitude converter.
	18 Jan 55



	11-1303-5
	of radar sets AN/MPQ-10 and AN/MPQ-10OA;

Modification

modification of control panel SB-212/MPQ-10 to improve the

dial lighting.
	7 Dec 54



	11-1303-7
	Modification

of radar sets AN/MPQ-10

and AN/MPQ-10A

to provide for operation with azimuth-elevation-range-recorder

RD-54/TP.
	11 Feb 55



	11-1303-8
	Modification of power supply PP-888/MPQ-O1

A to provide for

simultaneous removal of bias and plate voltages.
	16 Mar 55



	11-1303-9
	Modification

of radar set AN/MPQ-10;

installation of hold-

down clamps in radar modulator MD-142/MPQ-10.
	29 Mar 55



	11-1324-2
	Modification of radio sets SCR 584-A and SCR 584-B; instal-

lation of hand crank kit MC-589.

Changes 1
	18 Feb 45













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-1324-3
	of radio sets SCR-584-A,

SCR-584-B,

pedestal

Modification
	8 Mar 45



	
	MP-61; installation of improved telescope mounting bracket
	



	
	FT-511.

Changes 1
	



	11-1324-6
	Modification of radio sets SCR-584-A and SCR-584-B, pedestal
	Jun 45



	
	MP-61, pin and lever of mechanical elevation stops.
	



	11-1324-7
	Modification of radio sets SCR-584-A and SCR-584-B; installa-
	46

4 Sep



	
	tion of test line assembly CU-108/UP.
	



	
	Changes 1
	



	11-1332-1
	Modification of radio equipment R S-184.
	31 Jan

50



	11-1335-1
	Modification of radar set AN/SPN-II; installation of protective
	28 Sep

53



	
	spark gaps.
	



	11-1335-2
	of radar sets AN/SPN-11X,

and -11Z

to

Modification

-11Y,
	9Jun 54



	
	illuminate the generator output voltmeter dial.
	



	
	Changes 1
	



	[C] 11-1362-1
	[Classified].
	26 Jul

45



	11-1366-1
	Modification of interior lighting of trailer V-9/MPG-I.
	29 Aug 47



	11-1501-1
	Modification of radar set AN/SPN-5; installation of an improved
	13 Feb 51



	
	hermetically sealed relay.
	



	11-1502-1
	Modification of radar receiving set AN/SPN-7
	7 Jun

51



	11-1524-1
	Modification of air-cooling system for keyer tube 6C21, radio set
	Jun 44

21



	
	SCR-584.
	



	11-1524-2
	Modification of radio set SCR-584.
	24 Jun



	11-1524-3
	Modification of radio set SCR-584.
	24 Jun 44



	11-1524-5
	Modification of radio set SCR-584.
	13 Jul



	11-1524-7
	Modification of radio set SCR-584-A, driver unit BC 1080-A.
	Dec 44



	11-1524-8
	Modification of radio sets SCR-584-A and SCR-584-B; installa-
	4 Sep



	
	tion of gate modification kit MC-581.
	



	11-1524-9
	Modification of radio set SCR-584, pedestal MP-61; installation
	25 Sep



	
	of azimuth Selsyn cable clamp.
	



	11-1524-10
	Modification of radio sets SCR 584-A and SCR 584-B; relocation
	Feb 45



	
	of PPI focus control.
	



	11-1524-11
	Modification of radio sets SCR 584-A and SCR 584-B, range units
	Mar 45



	
	BC-1062-A and BC-1062-B; narrow gate delay control circuit.
	



	11.1524-12
	Modification of radio sets SCR-584-A and SCR-584-B, driver
	May45



	
	units BC-1080-A and BC-1080-B, resistor strip.
	



	11-1524-13
	Modification of radio sets SCR-584-A and SCR-584-B, junction
	May 45



	
	boxes JB-71-A and JB-71-B, dehydrator power input circuit.
	



	11-1524-14
	Modification of radio sets SCR-584-A and SCR-584-B, rectifiers
	May 45



	
	RA-69-A and RA-69-B, transformer T-1505.
	



	
	Changes 1
	



	11-1524-15
	Modification of radio sets SCR-584-A, and SCR-584-B, modu-
	May 45



	
	lators BC-984-A and BC-984-B; replacement of suppression
	



	
	resistors.
	



	
	Changes 1
	



	11-152416
	Modification of radio sets SCR-584-A and SCR- 584-B, stabili-
	8 Mar 46



	
	zation of a trigger delay, range units BC-1062-A and B C-1062-B.
	



	11-1524-18
	Modification of radio sets SCR-584-A and SCR-584-B, spinner
	Jun 45



	
	motor; replacement of bearing in high-speed rotating joint.
	



	
	Changes 1
	



	11-1524-19
	Modification of radio sets SCR-584-A and SCR-584-B,

range
	Jul



	
	units BC-1062-A and BC-1062-B; removal of capacitor C-661.
	



	11-1524-20
	Modification of radio sets SCR-584-A and SCR-584-B, amplifiers
	28 Jul



	
	BC-1074-A and BC-1074-B, plan position units BC-1058-A and
	



	
	BC-los058-B; PPI video and range marker circuits.
	



	
	Changes 1
	



	11-1524-22
	Modification of radio sets SCR-584-A and SCR-584-B,

range
	15 Mar 46



	
	units

and

elimination

of multiple

BC-1062-B;

BC-1062-A
	



	
	gating.
	



	11-1524-23
	Modification of radio sets SCR-584-A and SCR-584-B; voltage
	23 Jan



	
	corrections in modulators BC-984-A and BC-984-B.
	



	11-1524-24
	Modification of radio sets SCR-584-A and SOR-584-B; installa-
	



	
	tion of secton scan kits MC-645 and MC-645-A.

Changes I
	12 May49













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-1524-25
	Modification of radio sets SCR-584 A and SCR-584-B; installa-

tion of modification kit MX-1056/MP.

Changes 1, 2, 3
	27 Nov 50



	11-1524-26
	Modification of radio sets SCR-584-A and SCR-584-B; installa-

tion of echo boxes TS-270/UP, TS-270A/UP, and TS-270B/UP.
	31 Jul

52



	11-1524-27
	of radio set SCR-584-('),

installation of chests

Modification

CY-i4A/U and CY-250A/U.
	3 Oct

52



	11-1524-28
	Modification of radio sets SCR-584-A andl SC-584-B; installa

tion of main line switch.
	17 Oct

50



	11-1524-29
	Modification of radio sets SCR-584-A and SCR-584-B to provide

for replacement of Evans heater Model HIV 203440 with space

heater, Signal Corps stock No. 6Z5058-5, in trailer IK-78-A and

K-78-B.

Changes 2
	28 Jun 52



	11-1524-30
	Modification of radio sets SCR-584-A and SCR-584-B to provide

additional drainage in trailers K-78-A and K-78-B.

Changes 1
	12 May 52



	11-1524-31
	Modification of radio sets SCR-584-A and SCR-584-B, installa-

tion of tube clamps in modulators BC-984-A and BC-984-B.
	6 Mar 53



	11-1524-32
	Modification of radio set SCR-584-B; replacement of ground strap

in modulator BC-984-B.

Changes 1
	5 Jun 53



	11-1524-33
	Modification of radio set SCR-584-A and SCR-584-B; modifi-

cation of range power supply rectifier RA-72-A and RA-72-B.
	15 Jan

55



	11-1540-3
	set AN/TPS-3, power unit PU-21/U,

Modification of radio

installation of modulator MD-35-TPS-3.

Changes 1
	15 Jun 45



	11-1554-1
	Modification of radio set SCR-784; stabilization of trigger delay,

range unit BC-1062-C.
	7 May 46



	11-1554-2
	RA-69-A, trans-

Modification

of radio set SCR-784, rectifier

former T-1505.
	6 Sep 49



	11-1554-3
	Modification of radio set SCR-784; installation of modification kit

MX-1056/MP.

Changes 1, 2, 3
	6 Jun 51



	11-1554-4
	Modification of radio set SCR-784; installation of tube clamps

in modulator of transmitter frame assembly BC-1373.
	24 Mar 53



	11-1554-5
	Modification of radio set SCR-784; modification of range power

supply rectifier RA-72-A and RA-72-B.

Changes 1
	2 Nov 53



	11-1561-2
	Modification of radio set SCR-682-A; installation of directional

coupler M-454.

Changes 1
	11 Jul

46



	11-1566-1
	Modification of radar set AN/MPG-1, servo

motor generator

PU-52/MPG-1; modification of brush holder.
	18 Jul 46



	11-2004-1
	Modification of repeater TO-30 (terminal) to prevent damage in

handling and shipping.
	21 May 52



	11-2004-2
	Modification of repeater set TC-18 (terminal) to replace existing

shock mounts with improved shock mounts to prevent damage

to equipment resulting fron shock and vibration.

Changes 1
	27 Jul

53



	11-2005-1
	Modification of repeater TC-19 (intermediate) to replace existing

shock mounts with improved shock mounts to prevent damage

to equipment resulting frbm shock and vibration.
	27 Jul

53



	11-2005-2
	Modification of repeater TG-31 (intermediate)

to provide for

connection to intermediated telegraph terminal equipment.
	27 Aug 53



	11-2009-1
	Modification of telegraph terminal CF-6 to prevent deterioration

of the polar relay contacts.

Changes 1, 2
	2 Apr 48



	11-2009-2
	Modification of telegraph terminal CF-6 to provide an improved

time delay relay.
	7 Jan

52



	11-2014-1
	Modification of telephone EE-105-(')

to provide an improved

method of securing the handset cord to the body assembly.
	20Aug 53














	NO.
	TITLE
	DATE
	




	SIG
	SIGNAL-Continued
	
	



	11-2032-1
	Modification of regenerative repeater OA-3/FC to prevent trans-

mission of false signals under certain operating conditions.
	Jul
	45



	11-2053-1
	Modification

automatic

of

telegraph-service

monitoring

set

TS-577/F G to provide an improved time-delay relay in rectifier.

Changes 1
	7 Jan
	52



	11-2057-1
	Modification of test set TS-27/TSM to improve a-c circuit opera-

tion.

Changes 1, 2
	Apr 45
	



	11-2059-1
	Modification of telephone TP-9 to provide an improved method

of securing the handset cord to the body assembly.

Changes 1
	23 Oct
	53



	11-2062-1
	Modification of test sets 1-142, T-142-A, and 1-142-B to prevent

oscillation in the amplifier circuit.
	29 Nov 54
	



	11-2084-1
	Modification

of telephone switchboards SB-55/FTC and SB-

55A/FTC to replace operation instruction label.

Changes 2
	8 Jun 54
	



	11-2132-1
	Modification of radio set AN/FRC-10 to permit the use of 3-kc

telephone lines, by relocating the channel shifter equipment to

the transmitter site.
	7 Apr 54
	



	11-2146-1
	Modification

of manual telephone

switchboard

SB-249/TTC

(serial Nos. 1 through 321), and truck relay telephone circuit

TA-226/TTC (serial Nos. 1 through 107) part of manual tele

phone central office AN/TCC-7, to provide additional dialing

and operating facilities.
	12 Apr 55
	



	11-2150-1
	Modification of power supply PP-826/U and power supply PP- 18 Mar 55

827/U, part of telephone terminal AN/TCC-7, telephone repeater

AN/TCC-8, and telephone repeater AN/TCC-21, to prevent

charring of wiring insulation.
	
	



	11-2202-1
	Modification of manual telephone switchboard SB-22/PT to pro-

vide an improved hand ringing generator and a non-retractable

operator's switchboard cord.

Changes 2, 3
	5 Jan 54
	



	11-2202-2
	Modification of manual telephone switchboard SB-22/PT to facili- 23 Mar 55

tate repair of the cover latches.
	
	



	11-2203-2
	Modification of teletypewriter sets AN/TOC-1 and AN/TGC-1A

to minimize motor and drive mechanism maintenance by adding

motor control circuits and to provide a break-lock feature to

prevent transmission into an open line.

Changes 2
	22 Jan
	53



	11-2203-3
	Modification of teletypewriter set AN/TGC-1B (Edison) to re-

place resistor R-25, with a 10,000-OHM resistor.
	27 Apr
	55



	11-2203-4
	Modification of teletypewriter set AN/TGC-1B to prevent coast-

ing of the number transmitter-distributor.
	14 Jun
	54



	11-2203-5
	Modification of teletypewriter sets AN/TGC-1, -1A,

-1B, and

-1C to permit the use of synchronous motors.
	18 Aug 54
	



	11-2203-6
	Modification of teletypewriter sets AN/TGC-1, AN/TGC-1A,

AN/TGC-1B and AN/TGC-IC to permit the use of either

s o- or M6-inch wide tape in the multiple transmittcr-distributor.
	8 Dec 54
	



	11-2204-1
	Modification of dual diversity receiving equipment (Wilcox type

CW3-D) involving replacement of capacitors and resistors.
	Apr 45
	



	11-2205-1
	Modification of exciter units 0-5/FR and 0-5A/FR and RF oscil-

later 0-86/FRT to permit interchangeability with exciter unit

0-SB/FR.

Changes 1
	30 Jul
	53



	11-2205A-1
	Modification of exciter unit 0-5B/FR to correct deficiencies caused

by excessive hum and improper operation of the modulator cir

cuit.

Changes 1, 2
	4 Jan
	54



	11-2205A-2
	Modification of exciter unit 0-SB/FR to permit operation with

carrier terminals 0A-4FC or OA-5/FC or telegraph carrier ter

minals AN/FCC-3, AN/FCC-7, or AN/FCC-8.
	4 Jun 54
	



	11-2205A-3
	Modification of exciter unit 0-SB/FR to provide additional crys-

tals.
	23 Jun 54
	













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-2206-1
	Modification of telegraph terminal TH-l/TCC-1.
	May45



	11-2212-1
	Modification of postal telegraph tape winder No. 925-A p/o tele-

typewriter central office set AN/TGC-4 to provide a friction

clutch.

Changes 1
	4 Jun 53



	11-2212-2
	Modification of teletypewriter central office set AN/TGC-4 to 24 Nov 54

fis- or 7 -inch wide tape in the trans

permit the use of either

mitter-distributors.
	



	11-2220-1
	Modification of transmitter distributor in reperforator transmitter

TG-26-A to provide break lock mechanism.
	May45



	11-2222-1
	Modification of transmitter-distributors

TT-12/FGQ-1, TT-13/

FGQ-1, TT-21/FG, TT-25/FG, TT-26/FG, and TT-52/FG to

permit the use of either 1.4 or 54-inch wide tape, as required

in fixed plant equipment.
	30 Nov 54



	11-2222-2
	Modification of transmitter-distributors

TT-12/FGQ-1, TT-13/

FGQ-i, TT-21/FG, and TT-25/FG to include an end-of-tape

stop mechanism.
	14 Jan 55



	11-2222-3
	Modification of transmitter distributors TT-12/FGQ-1, TT-13/

FGQ-i, TT-21/FG, and TT-25/FG to include a torn-feed-hole

tape stop assembly.
	4 Apr 55



	11-2223-1
	Modification of teletype Model 14 typing reperforatcrs to disable

the unshift-on-space function.
	29 May 51



	11-2235-1
	Modification of power cord used in teletypewriter set AN/PGC-1.

Changes 1
	12 Jun 53



	11-2238-1
	Modification of telegraph terminal set AN/FGC-5 to permit selec-

tion of blank character recognition, circuit continuity indication,

and a more positive relay action.
	6 Apr 53



	11-2238-2
	Modification of telegraph terminal set AN/FGC-5 to provide 100

wpm operation.
	16 Oct 53



	11-2238-3
	Modification of telegraph terminal set AN/FGC-5 to provide

automatic manual phasing in the telegraph receiving group.

Changes 1
	21 Oct 53



	11-2238-4
	Modification of telegraph terminal set AN/FGC-5 to provide

means for troubleshooting individual channels without disrup

tion of other channels.
	30 Nov 53



	11-2238-5
	Modification of telegraph terminal set AN/FGC-5 to provide im-

proved ventilation.
	1 Nov 54



	11-2238-6
	Modification of telegraph terminal set AN/FGC-5 to provide

improved firing of the code indicating lamps.
	18 Jan 55



	11-2252-1
	Modification of converter CV-2/TX and CV-2A/TX to provide

for operation on either 1,500-2,300 cps subcarrier frequency modu

lation band, or 1,800-3,000 cps subcarrier frequency modulation

band.

Changes 1
	25 Sep

53



	11-2258-1
	Modification of fascimile set AN/TXC-1 to provide an audible

signaling device.

Changes 1
	27 Oct

48



	11-2258-2
	Modification of facsimile sets AN/TXC-1 and TXC-IA to elimi- 28 Oct

nate motor and tube failure and to improve voltage regulation.
	48



	11-2258-3
	Modification of KBA-1 facsimile motor to provide a replaceable

worm and gear.
	26 Oct

51



	11-2258-5
	Modification of facsimile transceiver TT-1C/TXC-l by the instal- 30 Jul

lation of an improved motor.
	53



	11-2258-6
	Modification of facsimile sets AN/TXC-1, -1A,

-iB, and -10C to

provide an exhaust system for the removal of dust and odor.

Changes 1, 2
	I Dec 53



	11-2258-7
	Modification of facsimile sets AN/TXC-1, -1A,

-lB, and -1C to

provide an automatic end-of-copy-stop and protection against

shock hazard.

Changes 1, 2
	14 Oct 53



	11-2308-1
	Modification of air conditioner (York Model V70SC) used with

laboratory darkroom AN/TFQ-7 to provide new improved

brackets for mounting motor compressor.
	20 Apr 54













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-2323-1
	Modification of projector PH-637/PFP to prevent damage to
	8 Oct

53



	
	projector lens, Fresnel Condenser, and glass cover.
	



	11-2331A-1
	Modification of projector set AN/PFP-1 to identify each transit

case.
	18 Dec 53



	11-2331A-2
	Modification of projector sets AN/PFP-1 and AS-2 (1) to reduce

hazard of electrical shock.

Changes 1
	31 Aug 53



	11-2331A-3
	Modification of projectors PH652/PFP-1 and PH-652A/PFP-1

by installation Of elapsed time meter.

Changes 1
	29 Oct 53



	11-2331A-4
	Modification of projector sets AN/PFP-1 and AS-2 (1) to provide

a positive means of polarizing the power connectors.
	22 Oct

54



	11-2331A-5
	Modification of projector set AS-2 (1) to relocate the amplifier

fuseholder.

Changes 1
	21 Jul

54



	11-2339-1
	Modification of printers PH1-129 and PH-129-A to provide an

improved carriage lock.
	29 Jul

53



	11-2339-2
	Modification of printers PH-129, PH-129-A,

PH-129-B,

and

PH-639/TF to prevent chipping of the 6ji-inch condenser lenses.
	12 Jun 54



	11-2345-1
	Modification of projector PH-405 to provide direct current to the

exciter lamp.
	16 Jun 54



	11-2346-1
	AN/TFQ-5; relocation of mercury

Modification of projector

switch.
	3 Oct

47



	11-2357-1
	Modification of projector equipments PH-131-A through PH1- 12 Jun 45

131-H for large outdoor audiences.
	



	11-2380-1
	Modification of tripod PH-520/U to accommodate camera PH-

430.

Changes 1
	Feb 45



	11-2400-1
	Modification of generators ML-185, ML-185-A, and ML-185-B

(hydrogen) to permit use of aluminum and sodium hydroxide

process.

Changes 1, 3
	1 Mar 45



	11-2400-2
	Modification of generators ML-185, ML-185-A, ML-185-B, and

ML-185-C to provide a new-type safety device.
	19 May53



	11-2403-1
	Installation of accessory light on radiosonde receptor AN/FMQ-1.

Changes 1
	25 Oct

44



	11-2403-2
	Modification of radiosonde receptor AN/FMQ-1 to provide pro-

tection against lightning.
	15 Nov 44



	11-2403-3
	Modification of radiosonde recorders RD-3/FMQ-1 and RD-3A/

FMQ-1

to provide improved performance

of ribbon drive

mechanism, modification kit MX-636/FMQ-1.

Changes 1
	25 Jun 46



	11-2403-4
	Modification of radiosonde receptor AN/FMQ-1 or AN/FMQ-1A

to provide aural monitoring of radiosonde AN/AMT-2 signals.
	19 Nov 47



	11-2403-5
	Modification of radiosonde receptor AN/FMQ-1; circuit revision

of frequency meter TS-29/FMQ-1.
	18 Mar 49



	11-2403-6
	Modification of radiosonde receptor AN/FMQ-1 to eliminate

bunching and slippage of the recorder tape.
	21 May 52



	11-2416-1
	Replacement of lamp focusing mounts in ceiling light projector

Crouse-Hinds No. DCE-8.
	Apr 45



	11-2419-1
	Modification of ceilometer equipment AN/GMQ-2; installation

of heaters.
	4 Nov 53



	11-2430-1
	modulators MI-310/AMT-1, ML-

Modification of radiosonde

310A/AMT-1, and ML-310B/AMT-1; installation of modifica

tion kit MX-830/AMT.

Changes 1
	12 Nov 47



	11-2434-1
	receptor AN/FMQ-2, radiosonde

Modification

of radiosonde

receiver R-228]FMQ-2.
	50

13 Sep



	11-2440-1
	Modification

of radiosonde

check set AN/GMM-1;

baseline

rewiring of sensitive switches S3 and S4 in control unit.
	53

28 Sep



	11-2440-2
	Modification of radiosonde baseline check sets AN/GMM-1 and

AN/GMM-1A; installation of new test plugs P1 and P3.

Changes 1
	2 Apr 54













	NO.
	TITLE
	DATE




	SIG

11-2443-1
	SIGNAL-Continued

Modification of wind measuring set AN/GMQ-11, modification

of wind direction and speed indicator ID-373/GMQ-11 to indi
	21 Dee 54



	11-2531-1
	cate wind speed in miles per hour.

Modification of public address set AN/TIQ-3 to permit direct

interchangeability of major components with public address

set AN/TIQ-3A.

Changes 1
	13 Oct

53



	11-2534-1
	Modification of theodolite PH-BG-33 and PH-B G-33 (modified)

to provide mil scale reticle on elbow telescope M-17.
	19 Nov 48



	11-2534-2
	PH-BD-33; installation of resistor

Modification of theodolite

across relay.
	9 Nov 51



	11-2534-3
	Modification of theodolite PH-BD-33 to accommodate junction

box JB-40.
	20 Mar 53



	11-2537-1
	Modification of sound reproducers RD-117/U and RD-117A/U to

replace the existing transcription arm and pickup cartridges

with a universal tone arm kit and a lightweight tone arm kit.
	6 Jan

55



	11-2548-1
	Modification of recorder-reproducer RD-31A (GE Model 51) to

permit the use of stainless steel wire

Changes 1
	18 Jul

52



	11-2552A-1
	Modification of sound locating set GR-6-A; replacement of tape

tension pulley arm pivot screw in recorder BC-1323-A.

Changes 1
	9 Oct

53



	11-2552A-2
	Modification of sound locating set GR-6-A for use with radio set

AN/PRC-10.

Changes 1
	27 Oct

53



	11-2566-1
	Modification of public address set AN/PIQ-1 to provide drycell

battery operation.

Changes 1
	30 Oct

53



	11-2568-1
	Modification of sound ranging set GR-8 by modification of micro-

phone T-23.
	17 Oct

50



	11-2568-2
	Modification of sound ranging set GR-8; modification of plate

supply-timer unit PE-244.
	29 Oct 53



	11-2568-3
	Modification of sound ranging set GR-8; modification of micro-

phone T-23 ( ) for use with external batteries.

Changes 1
	14 Jun 54



	11-2571-1
	Modification of battery tester TS-183B/U to provide correct volt-

age indication of the no load position of the no load-test load

switch by rewiring the switch.
	12 Aug A2



	11-2577-1
	Modification of public address set AN/SIQ-1 to prevent burning

out of speaker units by accidental connection of a-c power source

to loudspeaker connectors.
	28 Sep

53



	11-2586-1
	Modification of public address set AN/TIQ-2 to prevent bum-out

of power transformer in turntable MX-39/TIQ-2 and damage to

vibrator pack PP-31/TIQ-2.
	3 Mar 48



	11-2586-2
	Modification of loudspeaker stand MT-128/TIQ-2 to prevent

accidental collapse of legs.

Changes 1
	8 Jun 51



	11-2586-3
	Modification of public address sets AN/TIQ-2, AN/TIQ-2A, and

AN/TIQ-2B to provide adequate fusing.

Changes 1, 2, 3
	8 Dec 54



	11-258S-4
	Modification of public address sets AN/TIQ-2 and AN/TIQ-2A

to permit the use of microgroove records.
	26 Nov 52



	11-2586-5
	Modification of public address set AN/TIZ-2B to correct error in

wiring of power cord connector P-3.
	26 Mar 53



	11-2590-1
	112/U to eliminate breakage of the pull cord on the channel
	15 Dec 50



	11-2590-2
	Modification of audio distributing central AN/FIA-I to relocate

output transformers T301 in the driver amplifiers, input trans

formers T1 in the power amplifiers; and to provide additional
	21 May 51



	11-2590-3
	Modification of audio distributing central AN/FIA-1 to provide a

replacement for the crystal arm assembly (brush PL-20).
	8 Sep

52



	
	Modification of outlet box J-175/FIA-1 and loudspeaker LS-

selector switch.

ventilation for components.
	













	NO.
	TITLE
	DATE




	SIG

11-2590-4
	SIGNAL-Continued

Modification of audio distributing central AN/FIA-I to provide a
	19 Nov 54



	11-2596-1
	means of controlling the sound output of individual loudspeakers

LS-112/U.

Modification of vibrator power supplies PP-31/TIQ-2, PP-31A/
	22 Oct 53



	
	TIQ-2, and PP-31B/TIQ-2 to provide a 5-ampere fuse in the

filament circuit.

Changes 1
	



	11-2601-3
	Modification of radio sets AN/TRC-1, AN/TRC-lA, AN/TRC-

1B, and AN/TRC-1C, radio terminal sets AN/TRC-3, AN/

TRC-3A, AN/TRC-3B, and AN/TRC-3C, and radio relay sets
	17 Dec 53



	11-2601-4
	AN/TRC-4, AN/TRC-4A, AN/TRC-4B, and AN/TRC-4C.

Rhombic antenna for use with radio set AN/TRC-1, 1A, 1B, 1C,

ID, 1E; radio terminal set AN/TRC-3, 3A, 3B, 3C, 3D, 3E; and

radio relay set AN/TRC-4, 4A, 4B, 4C, 4D, 4E.

Changes 1
	19 Apr 45



	11-2601-5
	Modification of radio sets AN/TRC-1A, AN/TRC-1B, AN/TRC-

1C, AN/TRC-1D, and AN/TRC-IE; radio terminal sets AN/

TRC-3A,

AN/TRC-3B,

AN/TRC-3C,

AN/TRC-3T),

and

AN/TRC-3E; radio relay sets AN/TRC-4A, AN/TRC-4B,

AN/TRC-4C, AN/TRC-4D, and AN/TRC-4E; and amplifier

equipment AN/TRA-lA, AN/TRA-1B, and AN/TRA-IC to

reduce distortion, to reduce spurious radiation, and to improve

audio frequency response and crystal oscillator operation.
	8 Jun 50



	11-2601-6
	R-19A/TRC-1, R-19B/TRC-I,

Modification

of radio receivers

and R-19C/TRC-1 to provide a means of calibrating the indi

cating meter.
	21 Aug 53



	11-2601-7
	Modification of radio sets AN/TRC-1A, -1B, -1C, -1D, -1E, and

-lG; radio terminal sets AN/TRC-3A, -3B, -3C, -3D, -3E, and

-3G; and radio relay sets AN/TRC-4A, -4B, -4C, -4D, -4E, and

-4G, to permit operation with telephone terminal AN/TCC-3,

and to reduce r-f feedback and power line radiation.

Changes 1, 2, 3
	53

29 Sep



	11-2602-1
	Modification of frequency standard TS-65/FMQ-1; modification

kit MX-635/FMQ-1.
	27 May46



	11-2619-1
	Modification of ringing, key, and drop circuits in radio control

central AN/TRQ-1.
	Apr 45



	11-2628-1
	Modification of test set TS-284/UR.

Changes 1
	24 Aug 50



	11-2632-1
	Modification of remote control equipment RC-261 to provide a

battery box with improved contacts for remote control unit

RM-52.
	14 Apr 53



	11-2632-2
	Modification of remote control equipment RC-261; to prevent

breakage of the rotary switch in control unit RM-53.
	20 May53



	11-2667-1
	Modification of remote control equipment RC-289 to permit re-

mote transmission by utilizing handswitch on handset.
	5 Oct

53



	11-2671-2
	Modification of radio transmitter (Wilcox Electric type 96C) to

replace unsatisfactory type capacitors with a better quality

capacitor.
	5 Nov 45



	11-2671-3
	Modification of radio transmitter T-158A/FRT (Wilcox Electric

type 96C) and radio transmitter T-158B/FRT (Wilcox Electric
	14 Jun 54



	11-2671-4
	type 96C-3) to prevent breakage of coil L8.

M edification of radio transmitters T-158A/FRT (Wilcox 96C) and

T-158B/FRT (Wilcox 96C-3)

to permit operation within the

FCC requirement of .003 percent frequency tolerance.
	17 Jun 54



	11-2693-1
	Modification of static direction finder AN/GRD-lA; installation

of timing unit TD-8/tGRD-1A.

Changes 1
	14 Aug 52



	11-2693-2
	Modification of static direction finder AN/GRD-IA, installation

of radio receiver R-333/GRD-lA.

Changes 1
	15 Dec 52



	11-2693-3
	Modification of static direction finder AN/GRD-1A; modification

of timing unit TD-8/GRD-1A.
	23 Oct

53













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-4024-1
	BC-100-A and -B,

Modification of radio receiver-transmitter

part of radio set SCR-300-A and -B and radio set AN/VRC-3

unsatisfactory

with

improved

to replace

capacitors

fixed

capacitors.

Changes 1
	24 Apr 51



	11-4057-1
	Modification of radio transmitters BC-610-E and BC-610-F to

reduce plate and screen voltage of buffer-doubler stage.
	6 Jun 50



	11-5011-1
	Modification of radio receiver R-206/PR to provide characteristics

suitable for radio range checking.

Changes 1
	22 Apr 49



	11-5014-1
	Modification of test sets TS-538/U, TS-538A/U, and TS-538B/U;

replacement of output cable.
	5 May 54



	11-5030-1
	Modification of signal generators TS-497/URR, TS-497A/URR,

and TS-497B/URR to provide a tuning dial lock.
	22 Sep

54



	11-5034-1
	Modification of radio transmitter T-158/FRT to prevent detuning

of the power amplifier; to prevent failure of capacitor C-29 and

resistor R-21; and to eliminate a drop in plate efficiency at the

higher frequencies.
	7 May 54



	11-5034-2
	Modification of radio transmitters T-158C/FRT

and T-158D/

FRT to permit operation within the FCC requirement of .003

percent frequency tolerance.
	26 Jun

54



	11-5036-1
	Modification of power supplies PP-109/GR and PP-112/GR to

improve operation and prolong component life.
	7 Dec 53



	11-5036-2
	Modification of power supplies PP-109/GR and PP-112/GR to

replace the existing 4-pin amphenol comnector J1 with an im

proved connector.
	14 Jun 54



	11-5036-3
	Modification of power supplies PP-109/GR and PP-112/GR to

prevent failure of metal case and to provide additional chassis

support.
	21 Jan 54



	11-5036-4
	Modification of power supplies PP-109/GR and PP-112/GR to

eliminate possibility of keying receiver-transmitter inadvertent

ly and to provide additional transformer support.
	18 Jan 54



	11-5039-1
	Modification of af amplifier AM-65/GRC to provide a retaining

clamp for capacitor C-1.
	23 Oct

53



	11-5039-2
	Modification of af amplifier AM-65/GRC to replace the existing

4-pin and 9-pin amphenol connectors J2, J3, J4, and J6 with im

proved connectors.

Changes 1, 2, 3
	9 Dee 53



	11-5039-3
	Modification of af amplifier AM-65/GRC to provide improved-

type power supply clamp.
	10 Dec 53



	11-5040-1
	Modification of power supplies PP-281/GRC, PP-282/GRC and

PP-448/GR to prevent capacitor from shaking loose and resistor

from shorting on chassis.
	18 Jan

54



	11-5055-1
	Modification of amplifier power supply AM-598/U to permit

operation with all models of radio set AN/PRC-8, -9, -10.
	13 Dec 54



	11-5059-1
	Modification of channel alinement-indicator ID-292/PRC-6, to

insure proper calibration.
	8 Oct 53



	11-5083-1
	Modification of test set, electron tube TV-7/U; installation of 18 Jan 54

capacitor and resistor in the shorts test circuit.
	



	11-5083-2
	Modification of electron tube test set TV-7/U; replacement of 20 Apr 54

test jacks.

Changes 1
	



	11-5083-3
	Modification of electron tube test set TV-7/U, installation of

caution plate.
	8 Jun 54



	11-5083-4
	Modification of electron tube test set TV-7/U to replace the circuit

label.
	29 Jul

54



	11-5087-1
	Modification of electron tube test set TV-6/U to improve me-

chanical construction.
	13 Apr 54



	11-5302-1
	Modification of sound recorder RD-126/TFH-3 to prevent break-

age of receiver wires in headset I1-96/U.
	5 Nov 54



	11-5501-1
	Modification cf sound recording set, AN/UNQ-1B to permit the

use of reverse type of recording tape.
	21 Sep

53













	NO.
	TITLE
	DATE




	SIG
	SIGNAL-Continued
	



	11-5506-1
	Modification of radio set AN/FRC-6 to remove the "A" power

relay from the radio transmitter.
	51

10 Oct



	11-5511-1
	Modification of electronic multimeter TS-505/U to provide a new

and improved dc-rf probe.
	20 Apr 54



	11-5514-1
	Modification of radiae training sets AN/PDR-T1, AN/PDR-

T1A, and AN/PDR-T1B; replacement of selector switch.

Changes 2, 3
	30 Oct 53



	11-5528-1
	Modification of recorder-reproduce, RS-74/U and RD-74A/U to

remove power from the motor and solenoid circuits during

standby operation.

Changes 1
	12 Jan

54



	11-5539-1
	Modification of storage battery BB-401/U to provide improved

connection leads.
	8 Nov 54







SECTION II — RESCISSIONS, SUPERSESSIONS, REDESIGNATIONS


7. RESCISSIONS. Publications rescinded since 8 October 1954.












	No.
	Date
	Rescinded by
	No.
	Date
	Rescinded by




	a. Technical Manuals.
	
	
	11-1461
	24 Jul

44
	Cir 310-8-V-55



	1-03-5DA-13
	23 Jun 54
	Cir 136-III-54
	11-1508
	14 Sep

44
	Cir 310-8-V-55



	1-03-10-32
	1 Apr 54
	Cir 136-III-54
	11-1540
	1 Mar 44
	Cir 310-8-V-55



	1-03-30AA-2
	17 May 54
	Cir 136-III-54
	11-1561
	31 Aug 44
	Cir 310-8-V-55



	1-5P2-2-1-51
	1 Apr 54
	Cir 136-III-54
	11-2206
	18 Oct 44
	Cir 150-III-54



	1-6R9-10-1-41
	1 Apr 54
	Cir 310-12-II-55
	11-2407
	4 Nov 44
	Cir 310-8-V-55



	5-3220
	Jul

44
	Cir 310-16-II-55
	11-2502
	31 Aug 43
	Cir 150-III-54



	5-5480
	17 Aug 43
	Cir 310-16-II-55
	11-2503
	1 Mar 44
	Cir 310-8-V-55



	5-7108
	26 Nov 52
	Cir 310-16-II-55
	11-2516
	24 Oct 44
	Cir 150-III-54



	8-624
	1 Sep

44
	Cir 310-5-IV-55
	11-2532
	13 Dec 44
	Cir 150-III-54



	9-227
	1 Jun 43
	Cir 310-16-II-55
	11-2553
	18 Dec 44
	Cir 310-8-V-55



	9-240
	7 May 45
	Cir 310-16-II-55
	11-2561
	18 Dec 44
	Cir 310-8-V-55



	9-241
	22 Apr 44
	Cir 310-16-II-55
	11-2609
	29 May 44
	Cir 310-8-V-55



	0-246
	10 Aug 44
	Cir 310-16-II-55
	12-255
	1 Nov 42
	Cir 310-16-II-55



	9-293
	15 Jun 44
	Cir 310-16-II-55
	19-250
	19 Nov 45
	Cir 127-III-54



	9-294
	1 Mar 46
	Cir 310-16-II-55
	30-230
	3 Mar 41
	Cir 117 54



	9-305
	18 May 42
	Cir 310-16-II-55
	b. Technical Bulletins.
	
	



	9-326
	21 Dec 43
	Cir 310-16-II-55
	3-300-5
	10 Feb 45
	Cir 136-III-54



	9-335
	1 May 47
	Cir 310-16-II-55
	5-9469-1
	10 May 45
	Cir 150-III-54



	9-340
	6 Apr 44
	Cir 310-16-II-55
	5-9473-1
	10 May 45
	Cir 136-III-54



	9-371
	21 Dec 42
	Cir 310-16-II-55
	MED 227
	28 Jun 47
	Cir 310-8-V-55



	9-373
	24 Mar 43
	Cir 310-16II-55
	9-3027-1
	10 May 54
	Cir 310-16-II-55



	9-720
	3 Aug 45
	Cir 310-16-II-55
	11-1340-1
	14 Nov 44
	Cir 310-8-V-55



	9-726
	15 Jul

42
	Cir 310-16-II-55
	11-1540-2
	11 Sep

44
	Cir 310-8-V-55



	9-790A
	15 Dec 42

15 Dec 42
	Cir 310-16-II-55

Cir 310-16-II-55
	11-1540-3

SIG 54
	Dec 44

13Jun
	Cir 310-8-V-55



	9-790B
	22 Apr 43
	Cir 310-16II-55
	SIG 77
	44

8 Aug 44
	Cir 136-IL1-54

Cir 310-8-V-55



	9-886A

9-1305
	20 Apr 42
	Cir 310-16-II-55
	SIG 87
	26 Aug 44
	Cir 310-8-V-55



	9-1320
	10 Apr 44
	Cir 310-16-II-55
	SIG 92
	6 Sep

44
	Cir 310-8-V-55



	9-1373
	30 Sep

43
	Cir 310-16-II-55
	SIG 119
	14 Nov 44
	Cir 310-8-V-55



	9-1585
	26 Jan 45
	Cir 310-16-II-55
	SIG 208
	3Jan

46
	Cir 136-III-54



	9-1726
	20 Mar 42
	Cir 310-16-II-55
	14-502-2
	4 Mar 47
	Cir 310-16-II-55



	9-1763
	8 Dec 41
	Cir 310-16-II-55
	14-503-4
	6 Aug 47
	Cir 310-12-II-55



	9-1790A
	30 Nov 42
	Cir 310-16-II-55
	34-9-28
	14 Mar 52
	Cir 310-16-II-55



	10-1110
	28 Oct

41
	Cir 310-16-II-55
	c. Supply Bulletins.
	
	



	10-1168
	20 Sep

41
	Cir 310-16-II-55
	9-38
	8 Nov 44
	Cir 310-16



	10-1675
	27 May 45
	Cir 310-16-II-55
	9-56
	28 Apr 45
	Cir 310-5



	E 11-227
	30Jun

44
	Cir 310-8-V-55
	11-114
	17 Feb 48
	Cir 310-16



	E 11-227A
	30 Dec 44
	Cir 310-8-V-55
	11-123
	20 Sep 49
	Cir 310-16



	11-246A
	30 Mar 44
	Cir 310-8-V-55
	d. Lubrication Orders.
	
	



	11-246B
	4 Mar 44
	Cir 310-8-V-55
	1025
	20 Sep

44
	Cir 150-III-54



	11-248
	27 Aug 43
	Cir 310-8-V-55
	1044
	30 Sep

44
	Cir 150-III-54



	11-249
	27 Aug 43
	Cir 310-8-V-55
	6005
	17 Jul

44
	Cir 136-III-54



	11-251
	25 Sep

44
	Cir 310-8-V-55
	5-1159
	15 Jul

46
	Cir 150-III-54



	11-255
	29 Sep

44
	Cir 310-8V-55
	5-2027
	30 Dec 44
	Cir 150-III-54



	11-393
	3 Apr 44
	Cir 150-III-54
	5-2055
	22 Apr 46
	Cir 150-III-54



	11-444
	12 Jun 43
	Cir 310-8-V-55
	5-2064
	4 Aug 45
	Cir 150-III-54



	11-602
	15 Dec 44
	Cir 310-8-V-55
	5-2071
	5 Dec 44
	Cir 150-III-54



	11-861
	28 Aug 42
	Cir 310-8-V-55
	5-3210
	15 Jan 45
	Cir 150-III-54



	11-925
	12 Apr 44

5 Aug 44
	Cir 150-III-54

Cir 150-III-54
	5-3226

5-5430
	28 Feb 45
	Cir 150-III-54

Cir 150-III-54



	11-925-B

11-929
	21 Jul
	Cir 310-8-V-55
	5-8018
	30 May 45

15 Feb 45
	Cir 150-III-54



	11-935
	43

31 Mar 44
	Cir 150-III-54
	5-8020
	6 Jun 45
	Cir 150-III-54



	11-1159
	15 Aug 44
	Cir 310-8-V-55
	5-9110
	15 Mar 45
	Cir 150-III-54



	11-1308
	29 Jul

44
	Cir 310-8-V-55
	5-9110A
	10 Apr 45
	Cir 150-III-54



	11-1340
	1 Mar 44
	Cir 310-8-V-55
	5-9722
	5 Apr 45
	Cir 150-III-54



	11-1361
	31 Jul

44
	Cir 310-8-V-55
	9-Ul
	9 Feb 45
	Cir 136-III-54



	11-1408
	27 Jul

44
	Cir 310-8-V-55
	9-U200
	13 Jan

49
	Cir 150-III-54



	11-1440
	1 Mar 44
	Cir 310-V-55
	9-U201
	13 Jan

49
	Cir 150-III-54
















	No.
	Date
	Rescinded by
	No.
	Date
	Rescinded by




	9-U202
	12 Jul

48
	Cir 150-III-54
	9-776-2
	5 Jan 49
	Oir 136-III-54



	9-U203
	21 Dec 44
	Cir 150-III-54
	9-790A
	17 Jan 45
	Cir 136-III-54



	9-U204
	13 Jan

49
	Cir 150-III-54
	9-791
	18 Jan

45
	Cir 136-III-54



	9-U205
	7 Aug 53
	Cir 150-III-54
	9-797
	20 Feb 45
	Oir 136-III-54



	9-U207
	10 Mar 49
	Cir 150-III-54
	9-803
	6 Sep 48
	Cir 136-11-54



	9-U208
	28 Feb 49
	Cir 150-III-54
	9-807
	12 Feb 45
	Cir 136-III-54



	9-U210
	26 May 48
	Cir 150-III-54
	9-807-1
	17 Mar 45
	Cir 136-III-54



	9-U213
	24 Feb 49
	Cir 150-III-54
	9-834
	27 Oct 48
	Cir 150-III-54



	9-U301
	1 Mar 45
	Cir 136-III-54
	9-834-1
	4 Jan 49
	Oir 150-III-54

Cir 150-III-54



	9-U305
	7 Dec 48
	Cir 136-III-54
	9-834-2
	30 Sep

48
	Cir 150-III-54



	9-U307
	31 Dec 44
	Cir 136-III-54

Cir 136-III-54
	9-834-3
	12 Jan

49

4 May 51
	Cir 136-III-54



	9-U313

9-U317
	8Jul

48

15 Feb 45
	Cir 136-III-54
	9-808

9-818
	27 Dec 44
	Cir 136-III-54



	9-U318
	20 Feb 45
	Cir 136-III-54
	9-871
	10 Jul

45
	Cir 136-III-54



	9-U320
	5 Jul

48
	Cir 136-III-54
	9-874
	15 Jun 45
	Oir 136-III-54



	9-U324
	17 Jan

45
	Cir 136-III-54
	9-876
	13 Jan 49
	Oir 136-III-54



	9-U326
	1 Mar 45
	Oir 136-III-54
	9-880
	1 Aug 45
	Cir 136-III-54



	9-U330
	27 Jan

49
	Cir 136-III-54
	9-882
	25 Jan

45
	Cir 136-III-54



	9-U332
	25 Feb 45
	Cir 136-111-54
	9-897
	30 Mar 45
	Dir 136-III-54



	9-U333
	19 Jan

45
	Cir 136-III-54
	9-898
	1 Apr 45
	Oir 136-111-54



	9-U334
	15 Feb 45
	Cir 136-III-54
	10-Ul
	15 Jan

45
	Oir 136-III-54



	9-U336
	25 Jan 45
	Cir 136-III-54
	10-U2
	15 Jan 45
	Oir 136-III-54



	9-U337
	17 Feb 45
	Oir 136-III-54
	10-U3
	30 Jan 45
	Cir 136-III-54



	9-U340
	21 Feb 49
	Cir 136-III-54
	10-U4
	30 Jan

45
	Cir 136-III-54



	9-U347
	29 Dec 44
	Cir 136-III-54
	10-U5
	30 Jan 45
	Dir 136-III-54



	9-U350
	15 Jan

45
	Cir 136-III-54
	10-U6
	30 Jan

45

30 Jan 45
	Cir 136-III-54

Cir 136-III-54



	9-U358
	18 Feb 45
	Oir 136-III-54
	10-U7

10-U8
	30 Jan 45
	Oir 136-III-54



	9-240

9-246
	13 May 46

25 Jan 45
	Cir 136-III-54

Oir 136-III-54
	10-U9
	30 Jan 45
	Cir 136-III-54



	9-303
	23 Jan

45
	Oir 136-III-54
	10-U10
	15 Jan 45
	Cir 136-III-54



	9-311
	10 Feb 45
	Cir 136-III-54
	10-U12
	15 Aug 46
	Oir 136-III-54



	9-322
	15 Jan

45
	Cir 136-III-54
	10-U13-1
	13 May48
	Cir 136-III-54



	9-330
	15 Mar 45
	Cir 136-III-54
	10-U13-2
	13 May 48
	Cir 136-III-54



	9-340
	10 Mar 45
	Cir 136-III-54
	10-351-1
	15 Jan 45
	Oir 136-III-54



	9-345
	15 Apr 45
	Cir 136-III-54
	10-351-2
	15 Jan 45
	Oir 136-III-54



	9-375
	1 Mar 45
	Cir 136-III-54
	10-351-3
	15 Jan 45
	dir 136-III-54



	9-424
	15 Mar 45
	Cir 136-III-54
	10-351-4
	15 Jan 45
	Cir 136-III-54



	9-428
	15 Mar 45
	Oir 136-III-54
	10-351-5
	15 Jan 45
	Cir 136-III-54



	9-429
	15 Mar 45
	Cir 136-III-54
	10-641
	15 Jan 45
	Cir 136-III-54

Oir 136-III-54



	9-442
	30 Mar 45

31 Mar 45
	Oir 136-III-54
	10-1417-1
	15 Jan 45

15 Jan
	Cir 136-III-54



	9-451

9-463
	30 Jun 45
	Cir 136-III-54

Cir 136-III-54
	10-1417-2

10-1616
	45

8 Jan 47
	Oir 136-III-54



	9-471
	1 Mar 45
	Oir 136-III-54
	10-1624
	9Apr 48
	Oir 136-III-54



	9-471-1
	1 Mar 45
	Cir 136-III-54
	10-1625
	15 Jan

45
	Oir 136 -III-54



	9-472-1
	1 May45
	Oir 136-III-54
	10-1633-2
	23 Aug 47
	Cir 136-III-54



	9-701
	29 Mar 45
	Oir 136-III-54
	10-1636
	7 Jul

47
	Oir 136-III-54



	9-705
	8 Jul

48
	Oir 136-III-54
	10-1644-1
	26 May47
	Cir 136-III-54



	9-707
	10 Jan

45
	Oir 136-III-54
	10-1644-2
	28 May 47
	Cir 136 -III-54



	9-710-2
	10 Mar 45
	Cir 136-III-54
	10-1646-1
	21 May 47
	Cir 136-III-54



	9-710-4
	25 Feb 45
	Cir 136-III-54
	10-1646-2
	21 May 47
	Oir 136-III-54



	9-710-8
	25 May 51
	Cir 136-III-54
	10-1647-1
	12 Dec 47
	Oir 136-III-54

dir 136-III-54



	9-724
	11 Feb 45
	Cir 136-III-54
	10-1653-1
	26 Dec 47
	Cir 136-III-54



	9-727

9-731AA
	31 Mar 45

15 Sep 47
	Cir 136-III-54

Cir 136-III-54
	10-1653-2

10-1658
	26 Dec 47

11 May46
	Cir 136-III-54



	9-731(
	20 Feb 45
	Cir 136-III-54
	10-1658-1
	31 May 46
	Cir 136-III-54



	9-732
	8 Feb 45
	Cir 136-III-54
	10-1660
	13 Dec 44
	Cir 136-III-54



	9-732B
	10 Mar 45
	Cir 136-III-54
	10-1665
	13 Sep 46
	Cir 136-III-54



	9-734
	31 Jan 45
	Cir 136-III-54
	10-1665-1
	1 Aug 46
	Cir 136-III-54



	9-735-1
	15 Sep

47
	Cir 136-III-54
	10-1668
	28 Apr 45
	Cir 136-III-54



	9-739
	3 Feb 45
	Cir 136-III-54
	10-1670
	3 Dec 48
	Cir 136-III-54



	9-750A
	2 Apr 45
	Cir 136-III-54
	10-1670-1
	3 Dec 48
	Cir 136-III-54



	9-751
	8 Mar 45
	Cir 136-III-54
	10-1670-2
	5 Aug 45
	Dir 136-III-54



	9-752
	1 Mar 45
	Cir 136-III-54
	10-1671
	7 Jul

47
	Cir 136-III-54



	9-754
	2 Apr 45
	Cir 136-III-54
	10-1673
	16 Dec 48
	Cir 136-III-54



	9-756

9-765
	15 Feb 45

4 Sep

48
	Cir 136-III-54

Cir 136-III-54
	10-1677

10-1680-1
	28 Sep

46

25 Jul

49
	Cir 136-III- 54

Cir 136-III-54



	9-771
	31 Aug 48
	Cir 150-III-54
	10-1680-3
	25 Jul

49
	Cir 136-III-54



	9-774
	15 Mar 45
	Cir 136-III-54
	10-1680-5
	25 Jul

49
	Cir 136-III-54
















	No:
	Date
	Rescinded by
	-No.
	Date
	Rescinded by




	10-1680-6
	25 Jul

49
	Cir 136-III-54
	e. Modification Work Orders
	
	



	10-1681
	25 Apr 45
	Cir 136 III -54
	OW 11
	Jun 45
	Oir 310-8



	10-1695
	30 Sep 46
	Cir 136-III-54
	CML 12
	23 Mar 49
	Cir 310-8



	10-1696
	28 Jun 46
	Cir 136-III-54
	ENG 80-1
	7 Jun

46
	Cir 150-III-54



	10-1697
	1 May46
	Cir 136-III-54
	ENG 787-1
	Jun 45
	Cir 150-III-54



	10-1706

10-1706-1
	30 Sep

46

28 Dec 49
	Cir 136 III-54

Cir 136-IIr 54
	ENG 1012-1

ENG 1170-1
	7 Sep

44

29 Apr 53
	Cir 150-III-54

Cir 117 .

54



	3048
	1 Apr 44
	Cir 310-8
	ENG 1202-1
	22 Jun 44
	Cir 150-III-54



	11-993
	26 Jul

45
	Cir 310-8
	ENG 1244-1
	19 Jul

46
	Cir 150-III-54



	11-1158A
	28 Dec 48
	(Cir 310-8
	ENO 1280-1
	6 Mar 44
	Cir 150-III-54



	11-1160
	30 Mar 45
	Cir 310-5
	ENG 2002-1
	14 Oct

44
	Cir 150-III-54



	11-1432-1
	12 Oct

50
	Cir 310-8
	ENG 2059-1
	13 Sep

45
	Cir 150-III-54



	11-1432-2
	12 Oct 50
	Cir 310-8
	ENG 5423-1
	Jan 45
	Cir 150-III-54



	11-1440
	31 Jul

50
	Cir 310-8
	ENG 8010-1
	Apr 45
	Cir 150-III-54



	11-1452-1
	10 Oct 50
	Cir 310-8
	ENG 8020-1
	23 Jun 44
	Cir 150-III-54



	11-1454-2
	9 Jun 45
	Cir 310-8
	ENO 9005-1
	4 Apr 47
	Cir 150-III-54



	11-1454-3
	9 Jun 45
	Cir 310-8
	ENG 9110-1
	Apr 45
	Cir 1560-III-54



	11-1461-1
	4 Oct 50
	Cir 310-8
	ENG 9110-5
	8 Jul

46
	Cir 150-III-54



	11-1461-2
	4 Oct 50
	Cir 310-8
	ORD A73-WI
	5 Aug 49
	Cir 310-12



	11-1461-3
	31 Jul

50

30 Mar 45
	Cir 310-8
	ORD B41-W1
	17 May46
	Cir 310-16



	11-1462

11-1540
	20 Oct 50
	Cir 310-5

Cir 310-8
	ORD C20-W20

ORD C38-W6
	18 Aug 42

7 Feb 45
	Cir 310-5

Cir 310-16



	11-2315
	13 Nov 51
	Cir 310-8
	ORD C51-W2
	6 Jun 44
	Cir 310-5



	11-2352
	11 Feb 49
	Cir 310-8
	ORD C58-W4
	23 Feb 45
	Cir 310-5



	11-2353
	30 May 52
	Cir 310-8
	ORD 058-W5
	23 Feb 45
	Cir 310-5



	11-2369
	10 Dec 51
	Cir 310-8
	ORD D24-W10
	19 Jun 44
	CDir 310-5



	11-2373
	15 Mar 48
	Cir 310-8
	ORD D24-W17
	20 May44
	Cir 310-5



	11-2376
	4 Apr 45
	Cir 310-8
	ORD D29-W12
	20 May44
	Cir 3)-S5



	11-2389
	10 Dec 51
	Cir 310-8
	ORD D29-W17
	8 Jun 45
	Cir 310-5



	55 -U1
	22 Dec 44
	Cir 310-5
	ORD D32-W8
	13 Jun 49
	Cir 310-5



	55-U2
	21 May 45
	Cir 310-5
	ORD D37-W2
	21 Aug 45
	CDir 310-5



	55-Ull
	14 May 45
	Cir 310-5
	ORD E10-W5
	14 Sep

44
	Cir 150-III-54



	55-U12
	15 Mar 46
	Cir 310-5
	ORD E19-W36
	17 Jul

45
	Cir 150III-54



	55-U45
	15 Mar 46
	Cir 310-5
	ORD ES4-W3
	26 Sep

44
	Cir 150-III-54



	55-U46

55-U51-1
	10 Mar 40

15 Feb 46
	Cir 310-5

Cir 310-5
	ORD E54-W7

ORD E57-W1
	31 Dec 47

8 Dec 47
	Cir 150-III-54

Cir 310-5



	55-U69-1
	1 Aug 47
	Cir 310-5
	ORD E58-W2
	14 Sep 44
	Cir 150-III-54



	55-U69-2
	7 Aug 47
	Cir 310-5
	ORD E58-W4
	6 Jan 45
	Cir 150-III-54



	55-1000
	30 May 45
	Cir 310-5
	ORD E58-W6
	13 Jun 45
	Cir 150-III-54



	55-1001-1
	29 May 45
	Cir 310-5
	ORD E58-W7
	28 Aug 45
	Cir 150-III-54



	55-1002
	6 Jun 45
	Cir 310-5
	ORD E59-WI
	4 Jul

44
	Cir 150-III-54



	55-1008
	25 Jun 45
	Cir 310-5
	ORD E59-W2
	25 May45
	Cir 150-III-54



	55-1013
	2 May 45
	Cir 310-5
	ORD E59-W3
	26 Sep

44
	Cir 150-III-54



	55-1019-1
	28 May 45
	Cir 310-5
	ORD E59-W7
	10 Feb 48
	Cir 150-III-54



	55-1020
	15 May 45
	Cir 310-5
	ORD F19-W1
	12 Jun 44
	Cir 310-16



	55-1021

55-1022
	7 Aug 47

27 Feb 45
	Cir 310-5

Cir 310-S
	ORD Flll-W4

ORD F171-W2
	19 Jul

46

31 Aug 42
	Cir 310-16

Cir 310-16



	55-1027
	22 Jun 45
	Cir 310-5
	ORD F171-W3
	2 May 44 '
	ir 310-16



	55-1030
	22 Dec 44
	Cir 310-5
	ORD F205-W1
	17 May 46
	Cir 310-5



	55-1034
	2 Sep

47
	Cir 310-5
	ORD F273-W1
	29 Apr 46
	Cir 310-5



	55-1080
	30 Mar 45
	Cir 310-5
	ORD F288-W1
	27 Jul

49
	Cir 310-5



	55-1117
	20 Jan

45
	Cir 310-5
	ORD G102-W34
	21 Apr 43
	.Cir 310-16



	55-1121
	1 Nov 45
	Cir 310-5
	ORD F104-W88
	15 Oct

43
	Cir 310-12



	55-1125
	28 May 45
	Cir 310-5
	ORD G0163-W3
	11 Aug 44
	Cir 310-5



	55-1128
	26 Oct

45
	Cir 310-5
	ORD O179-W5
	20 Nov 44
	Cir 310-5



	55-1134
	19 May 45
	Cir 310-5
	ORD G226-Wi
	9 Apr 48
	Cir 310-5



	55-1147
	27 Apr 45
	Cir 310-5
	ORD 0508-W13
	18 Sep

44
	Cir-310-5



	55-1153

55-1215-1
	2 Apr 45

16 May 49
	Cir 310-5

Cir 310-5
	ORD G508-W14

QM 40
	28 Apr 45

22 Apr 54
	Cir 310-5

Cir 136III-54



	
	
	
	11-444-4
	Dec 44
	Dir 310-8



	55-1215-2
	16 May49
	Cir 310-5
	4

11

11-444-5
	Dec 44

Feb 45
	Cir 310-8

Cir 150-III-54



	55-1217
	4 May49
	Cir 310-5
	11-1540-1
	26 May45
	Cir 150-III-54



	55-3010
	7 May45
	Cir 310-5
	11-1540-2
	26 May45
	Cir 150-III-54



	55-3010-1
	30 Apr 45
	Cir 310-5
	11-1552-1
	24 Jun 46
	Cir 150-III-54



	55-3010-2
	30 Apr 45
	Cir 310-5
	11-1552-3
	7 Feb 47
	Cir 150-III-54



	6553019
	21 Sep

45
	Cir 310-5
	11-15523

11-1566-2
	7 Feb 47

7 Oct 48
	Cir 150-III-54

Cir 150-III-54



	55-3020
	10 May 45
	Oir 310-5
	
	
	



	
	
	
	11-2601-1
	28 Sep

44
	Cir 150-III-54







8. CUMULATIVE LIST OF SUPERSEDED PUBLICATIONS, SINCE 8 OCTO-BER 1954.












	No.
	Date
	Superseded by
	No.
	Date
	Superseded by




	a. Technical Manuals.
	
	
	9-6092-1
	26 Mar 54
	TB 96092-3



	3-305
	2 Jun 44
	FM 21-48
	9-8216-1
	18 Sep

53
	TM 9-8216



	5-225
	12 Dec 42
	TM 5-725
	9-8816-1
	14 Nov 52
	TM 9-8816



	
	
	TM 5-727
	948816-2
	22 Apr 53
	TM 9-8816



	5-3300
	1 Dec 51
	TM 5-3300-1
	9-8816-3
	13 Jan

53
	TM 9-8816



	5-3300A
	1 Dec 51
	TM 5-3300-2
	9-8816-4
	4 Mar 53
	TM 9-8816



	9-231A
	18 Sep 52
	TM 9-2310
	9-8816-5
	19 Jan

53
	TM 9-8816



	9-350
	7 May45
	TM 9-3040
	9-8816-6
	10 Mar 53
	TM 9-8816



	9-671
	31 Mar 44
	TM 9-6094
	9-8816 -9
	1 Apr 53
	TM 9-8816



	9-718B
	1 Aug 52
	TM 9-7012
	9-8816-10
	3 Apr 53
	TM 9-8816



	9-759
	15 Sep 44
	TM 9-7018
	9-8816-11
	3 Apr 53
	TM 9-8816



	9-819
	4 Jan

52
	TM 9-8022
	9-8816-13
	24 Sep

53
	TM 9-8816



	9-1680
	11 Jun 42
	TM 9-6129
	ORD 349
	28 May 47
	TM 9-1870-1



	
	19 May 50
	TM 9-7009-1
	ORD 385
	24 May 50
	TB ORD 587



	9-1718A
	17 May 50
	TM 9-7009-3
	SIG 251
	4 Sep 53
	C1, TM 11-5038



	9-1718C
	12 Jul
	TM 9-8631
	
	4 Mar 47
	SR 35-1020-1



	9-1825C
	50
	
	14-502-2
	18 Apr 52
	TB 59-1



	9-1834B
	25 May 50
	TM 9-9826-1
	38-230-2
	
	



	9-2854
	17 Feb 45
	TM 9-1005
	c. Supply Bulletins.
	
	Pam 750-471



	12-406
	8 Feb 46
	SR 606-105-5
	10-123
	17 Sep

48
	



	30-235
	9 Sep 46
	AR 380-235
	38-110
	14 Jul

50
	SB 743-8100



	55-277
	14 Jun 45
	TM 55-205
	d. Lubrication Orders.
	
	



	b. Technical Bulletins.
	
	
	1032
	1 Sep

44
	LO 5-9059



	3-215-1
	28 Jun 50
	FM 21-40
	1051
	15 Sep 44
	LO 5-9018



	CW 18
	11 Nov 44
	TM 3-411
	1083
	29 Feb 44
	LO 5-5080



	5-260-1
	21 Oct 53
	TM 5-260
	3007
	24 Mar 44
	LO 11-920



	5-263-1
	1 Apr 52
	TM 5-263
	3014
	16 Mar 44
	LO 11-940



	5-271-2
	15 Aug 44
	TM 5-271
	3018
	25 Mar 44
	LO 11-903



	5-271-3
	Feb 45
	TM 6-271
	3046
	1 Apr 44
	LO 11-927



	5-271-4
	Apr 45
	TM 5-271
	3047
	24 Mar 44
	LO 11-914



	5-271-6
	Jul

45
	.TM 5-271
	3051
	21 Mar 44
	LO 11-302-3



	5-271-7
	23 Jul

53
	TM 5-271
	3052
	23 Mar 44
	LO 11-302-1



	ENG 31
	30 Jun 44
	TM 5-260
	3058
	23 Mar 44
	LO 11-302-2



	ENG 32
	3 Jul

44
	TM 5-260
	3055
	4 May 44
	LO 11-933



	ENG 60
	Mar 45
	TM 5-260
	3058
	6 May 44
	LO 11-976



	9-723B-1
	22 Dec 52
	TM 9-7406
	3101
	3 Aug 44
	LO 11-429



	0-819-3
	10 Dec 51
	TM 9-8022
	5-9507-1
	10 Jun 52
	LO 5-9507-3



	9-819-5
	11 Mar 52
	TM 9-8022
	5-9507-2
	10 Jun 52
	LO 5-9507-4



	9-819-6
	10 Mar 52
	TM 9-8022
	9-232
	9 Jul

53
	LO 9-20-4



	9-819-7
	9 Jun 52
	TM 9-8022
	9-743
	17 May 48
	LO 9-7414



	9-819-8
	13 May 52
	TM 9-8022
	9-875B
	22 Sep

52
	LO 9-8226



	9-819-9
	17 Jul

52
	TM 9-8022
	
	e. Modification Work Orders.
	



	9-819-12
	10 Jun 53
	TM 9-8022
	ORD A29-W12
	23 Mar 45
	



	9-819-13
	17 Jul

53
	TM 9-8022
	
	
	MWO ORD A29-W13



	9-819-14
	16 Feb 53
	TM 9-8022
	ORD F293-W1
	17 Feb 54
	



	9-819-21
	25 Nov 53
	TM 9-8022
	
	
	MWO ORD F293-W2



	9-1718A-1
	4 Sep

52
	TM 9-7009-1
	BIG 96
	16 Oct 53
	



	9-1950-4
	17 Dec 53
	TB 9-3060-1
	
	
	MWO SIG 11-1303-5








9. REDESIGNATED PUBLICATIONS.




	Former No.
	Current No.
	Former No.
	Current No.




	Technical Manuals.
	
	1-03-25GBA-3
	TM 1-4BA1-3-4



	1-02A-1-67
	TM 1-2R-1-67
	1-04-10-1
	TM 1-4T-1-2



	1-03-1-45
	TM 1-6R9-10-1-41
	1-05-1-80
	TM 1-5-1-11



	1-03-5A -19
	TM 1-8D6-1-1
	1-05-5J-5
	TM 1-5E6-2-18-13



	1-03-5CE-11l
	TM 1-160-1-33
	1-05-15-9
	TM 1-5N3-3-3-1



	1-03-5CH-43
	TM 1-160-1-34
	1-05-35A-8
	TM 1-SN11-3-5-1



	1-03-5E-1
	TM 1-8E2-6-1-32
	1-05-40B-5
	TM 1-5E6-3-2-21



	1-03-50-6
	TM 1-8D10-1-31
	1-05-40BB-7
	TM 1-5E6-3-7-14



	1-03-5GA-8
	TM 1-8D3-8-6-3
	
	TM 1-5P5-3-10-3 5c -4



	1-03-10A-6
	TM 1-6R-1-61
	1-05-55G-9 & -10
	



	1-03-10ED -3
	TM 1-6R5-3-10-14
	1-05-70F-8
	TM 1-5P2-2-1-51







SECTION III — ALPHABETICAL INDEX










	A

Abbreviations
	
	Adapters, Expedient
	



	Signal service
	TM 11-758
	Tank recovery vehicle:

M32
	TB ENG 121



	Abrasive materials
	
	M74
	TB ENG 156



	Types; uses
	TM 9-850
	Adapters, Radio frequencq
	



	Abrasive wheels
	
	UG-27/U
	TM 11-1253



	Maintenance; care
	TM 9-867
	UG-27A/U
	TM 11-1255



	Absence without leave
	
	ua-29/U
	TM 11-1253



	Control; prevention
	TB PMG 19
	
	TM 11-1255



	Accessory kits (radio towers)
	
	UO-57/U
	TM 11-1253



	MK-100/U
	TM 11-5073
	
	TM 11-1255



	Accidents, Motor vehicle
	
	Adapters, Telegraph
	



	Hit and run
	
	TH-4/U
	TB SIG 171



	Investigation
	TB PMG 18
	Adapters, Telescope
	



	Acetylene charging

plants.
	(See
	M9
	MWO ORD F262-Wi



	charging plants, Acetylene.)

Acetylene gas generators.
	(See Gen
	Adaptors, Panoramic
	



	erators, Acetylene gas.)
	
	BC-1031-A
	TM 11-446

TM 11-4048



	ACF-Brill Motor Co
	SB 9-98-26
	BC-1031-B; -C
	TM 11-446



	Activators
	
	BC-1032-A; -B
	TM 11-446



	M1
	
	
	TM 11-4049



	Misfire precautions
	TB 9-1940-10
	Addressograph
	



	Actuator, Transmission clutch
	
	Class 700
	TM 10-626A



	Fabrication and installation of
	
	Class 1900
	TM 10-626B



	oil shield
	TM 1-1H-25A-505
	Adhesive materials
	



	Actuator assembly
	
	Types; uses
	TM 9-850



	Main landing gear
	TM 1-8D1-6-17-3
	Adhesives
	



	Nose landing gear
	TM 1-8D1-6-17-3
	FSC group 80
	



	Actuators (nose and main gear)

L-23
	
	Catalog identification guide
	SB 708-380



	Replacement
	TM l-1L-23-213
	Adjustment problems

Personnel lecture outlines
	TB MED 12



	YL-23
	
	
	TB MED 21



	Replacement
	TM 1-IL-23-213
	Adders
	



	Actuators (rotary, linear)
	
	Maintenance; care
	TM 9-867



	Lear Models
	TM 1-160-1-34
	Nordberg Models
	



	Adapter assemblies
	
	BZ
	LO 5-4250



	Artillery ammunition
	TM 9-1901
	
	TB 5-4251-I



	Adapter plugs.

(See Plugs, Adap
	
	
	TM 5-4250



	ter.)
	
	Aegean Islands
	



	Adapters
	
	Medical and sanitary data.
	TB MED 26



	Bearing roller polishing

M-358
	TB 9-2830-99

TM 11-1221
	Aerial cableways.

(See Cableways,

Aerial.)
	



	
	TM 11-1253
	Aerial delivery
	



	
	TM 11-1255
	Heavy-drop techniques
	



	M-359
	TM 11-1221
	Cargo carrier
	



	
	TM 11-1253
	M29C
	TB 10-567-1



	
	TM 11-1255
	Cargo trucks
	



	M-394
	TM 11-318
	M34
	TB 10-570-1



	M-399
	TM 11-318
	Carriages, 76-mm gun, T66
	TB 10-582-1



	UG-s3/U
	TM 11-1253
	Gun, 40-mm
	TB 10-562-1



	
	TM 11-1255
	Gun, 76-mm, T124
	TB 10-582-1



	UG-146/UP
	TM 11-1255
	Howitzer, 105-mm
	TB 10-560-1



	UG:-209/MPM-15
	TM 11-1253

TM 11-1255
	Loading and ejection pro
	



	Adapters, Blackout
	
	cedures

Load-bearing platform
	TB 10-569-1

TB 10-563-1



	M-374
	TB SIG 120
	Mounts, Machinegun trailer
	TB 10-561-1



	Adapters, Crystal
	
	Parachute

release

assem
	



	UG-119/UP
	TM 11-1221
	blies
	TB 10-574-1



	UG-301/UP
	TM 11-1253
	Truck, E9-ton, 4 x 4, cargo
	



	
	TM 11-1255
	M37
	TB 10-565-1















	Aerial delivery-Continued
	
	Agricultural supplies
	
	




	Heavy-drop techniques-Continued
	
	FSC group 87



	Trucks, Utility
	
	Catalog identification guides
	SB 708-387
	



	M38
	TB 10-564-1
	C i r c I e s

Aiming

circles.

(See
	
	



	Systems
	TM 10-530
	Aiming.)
	
	



	Monorail
	
	Aiming post

lights.

(See Lights,
	
	



	C119, C-beam
	TM 10-531
	Aiming post.)
	
	



	C119, I-beam
	TM 10-531
	Aiming posts.

(See posts, Aiming.)
	
	



	Aerial delivery containers
	TM 10-530
	Air brake testers.

(See Testers, Air
	
	



	A-7A: repair
	TB 10-592-1
	brake.)
	
	



	A-21: repair
	TB 10-592-1
	(See Brakes, Air.)

Air brakes.
	
	



	A-22
	TM 10-533
	Air compressors
	
	



	Repair

Aerial delivery kits
	TB 10-592-1
	HD-36/T

HD-36A/T
	TM 11-2539

TM 11-2539
	



	Platform assemblies
	
	HD-37/T
	TM 11-2539
	



	Repair
	TB 10-593-1
	7CFM, M1
	LO 3-377
	



	Aerial photography.

(See Photog
	
	
	TM 3-377
	



	raphy, Aerial.)
	
	American Brake Shoe Models
	
	



	Aerial

phototopography.

(See
	
	A-140-U
	LO 5-5178
	



	Phototopography, Aerial.)
	
	
	TM 5-5178
	



	Aerograph calibration sets
	
	B-331-B
	LO 5-5350
	



	TS-407/AMQ-2
	MWO SIG 53
	
	TB 5-5350-1
	



	
	TM 11-2428
	B-351-A
	LO 5-5349
	



	TS-643/AMQ-2A
	TM 11-2428
	
	TB 5-5349-1
	



	Aerograph equipments
	
	
	TM 5-5349
	



	AN/AMQ-2
	I

4WO SIG 53
	GE-229XP
	LO 5-5345
	



	
	TM 11-2408
	
	TB 5-5345-1

TM 5-5345
	



	AN/AMQ-2A
	TM 11-2408
	
	LO 5-5338
	



	Agent finance officers
	TM 14-505
	GE-320
	TB 5-5338-1
	



	Duties; responsibilities
	TM 14-505A
	
	TM 9-834
	



	Agent officers
	
	GE-331-XA
	LO 5-5093
	



	Class A & B
	TM 14-505
	
	TB 5-5093-1
	



	plants.

batching

Aggregate

(See
	
	WO-211-XP
	LO 5-5104
	



	Batching plants, Aggregate.)
	
	
	TB 5-5104-1
	



	and screening

Aggregate crushing
	
	
	TM 5-5104
	



	Plants,

plants.

Crushing

(See
	
	Bendix-Westinghouse Models
	
	



	and screening (aggregate).)
	
	2 US4VA (221111)
	LO 5-5454
	



	(See Dryers,

dryers.

Aggregate
	
	
	TB 5-5454-1
	



	Aggregate.)
	
	
	TM 5-5454

TM 9-834
	



	Eleva

Aggregate

elevators.

(See
	
	
	
	



	tors, Aggregate.)
	
	Chicago Pneumatic Models

500-PO-8
	LO 5-5042
	



	Aggregate gradation control units.
	
	
	MWO ENG 5042-1
	



	units,

Gradation

control

(See
	
	
	TB 5-5042-1
	



	Aggregate.)
	
	
	TM 5-5042
	



	loaders.

(See

Loaders,

Aggregate
	
	Curtis Models
	
	



	Aggregate.)
	
	Q-2-B
	TM 5-5184
	



	Aggregate scrubbers and washers.
	
	vaG-959-QMC
	LO 5-5393
	



	and

(See Scrubbers

washers,
	
	
	MWO ORD J402-W2
	



	Aggregate.)
	
	
	TB 5-5393-1
	



	Aggregate spreaders.

(See Spread
	
	
	TM 5-5393

TM 9-834
	



	ers, Aggregate.)
	
	
	LO 5-5347
	



	washing

plants.

Aggregate

(See
	
	VG-969-ORD
	TB 5-5347-1
	



	Plants, Washing (aggregate).)
	
	
	TM 5-5347
	



	Agitators, Paint
	
	VG-969-1
	LO 5-5347
	



	Binks Models
	
	
	TB 5-5347-1
	



	939-A
	TM 5-9326
	
	TM 5-5348
	



	Agreements
	
	Davey Models
	
	



	Fordability
	TB 34-9-30
	210 WD-TS
	TB 5-5394-1
	



	Immersion proof
	TB 34-9-31
	315-WDS
	LO 5-5101
	



	Metric system for ammunition
	TB 34-9-35
	
	TM 5-5101
	



	Temperature limitations

Unified screw threads
	TB 34-9-32

TB 34-9-34
	Devilbiss Models
	
	



	machinery
	
	cleaning

Installation; care;

PNC-562
	TB 5-5110

LO 5-5110
	



	and

Agricultural

equipment
	
	
	TB 5-5110-1
	



	FSC group 37
	
	UAJE-5103-1
	LO 5-5447
	



	Catalog identification guide
	SB 708-337
	
	TB 5-5447-1
	














	Air compressors-Continued
	
	Air compressors-Continued
	




	Devilbiss ModelsContinued
	
	LeRoi Models-Continued
	



	VAJE-5103-1
	TM 5-5447
	105-GA
	TM 5-5060



	UAJE-5111
	LO 5-5446
	105-G1-A
	LO 5-5112



	
	TB 5-5446-1
	
	TB 5-5112-1



	
	TM 5-5446
	
	TM 5-5112



	VAFE-501
	TB 5-5097-1
	105 Tractair
	LO 5-5113



	
	TM 5-5097
	
	TB 5-5113-1



	Gardner-Denver Models
	
	
	TM 5-5113



	31/3" x 31/3" ACM
	TB 55-2980-1
	21001
	LO 5 5065



	ABA1003
	TM 55-2957
	
	TB 5-5065-1



	ACD1002
	TB 55-2983-1
	
	TM 5-5065



	Harris Models
	
	210-O2
	LO 5-5061



	53-101 EX
	LO 5-5389
	
	TB 5-5061-1



	
	TB 5-5389-1
	
	TM 5-5061



	
	TM 5-5389
	315D2
	TM 5-5397



	53-102
	LO 5-5391
	500D2
	TM 5-5115



	
	TB 5-5391-1
	500D2-C
	TB 5-5115-1



	216
	LO 5-5341
	Preservation (rustproofing)
	TB SI(

23



	
	TB 5-5341-1
	Quincy Models
	



	
	TM 5-5341
	216
	LO 5-5096



	Ingersoll-Rand Models
	
	
	TB 5-5096-1



	D-60
	LO 5-5104
	
	TB 5-5096-2



	DR-315
	LO 5-5103
	
	TM 5-5096



	
	TB 5-5103-1
	D325
	TB 55-2954-1



	
	TM 5-5103
	
	TM 55-3738



	HK-105
	LO 5-5450
	
	TM 55-3762



	
	TB 5-5450-1
	F-308
	LO 5-5443



	
	TM 5-5450
	
	TB 5-5443-1



	HK-210
	LO 5-5102
	
	TM 5-5443



	
	TB 5-5102-1
	Schramm Models
	



	
	TM 5-5102
	60
	LO 5-5062



	HKE-105
	LO 5-5450
	
	LO 5-5063



	
	TB 5-5450-1
	
	LO 5-5064



	IK-315
	LO 5-5100
	
	TB 5-5062-1



	
	TB 5-5100-2
	
	TB 5-5063-1



	
	TB 5-5100-3
	
	TB 5064-1



	
	TB ENG 98
	
	TM 5-5064



	
	TM 5-5100
	105
	LO 5-5340



	K-500
	LO 5-5106
	
	LO 5-5343



	
	TB 5-5106-1

TM 5-5105
	
	TB 5-5343-1



	6R50
	LO 5-5106
	
	TM 5-5340



	
	TB 5-5106-1
	Technical data
	TB 5-9720-3



	
	TB 5-5106-2
	
	



	
	TB ENO 97
	Wayne Pump Co. Models
	



	
	TM 5-5106
	5163HG
	LO 5-5449



	6R50-A
	LO 5-5107
	
	TB 5-5449-1



	
	TB 5-5107-1
	-
	TM 5-5449



	
	TM 5-5107
	6163HG
	TM 5-9818



	42WX9
	TB 55-2935-1
	Westinghouse Air Brake Models
	



	234C2
	TM 55-2934-1
	1-BYCHI-33
	LO 5-5452



	International Harvester Models
	
	
	TM 5-5452



	UD-24
	LO 5-5396
	2-CYB-25
	LO 55-1211-2



	Johnson Models
	
	3-YCH-16
	LO 5-5453



	252-R
	LO 5-5094
	
	TB 5-5453-1



	
	TB 5-5094-1
	
	TM 5-5453



	Joy Models
	
	Westinghouse Models
	



	WK-80-315
	TB 5-5099-1
	4-YC
	TM 55-2034



	Kellogg American Models
	
	Z
	TM 55-2034



	GE-140
	LO 5-5339
	Worthington Models
	



	
	TB 5-5339-1
	73i ES
	TM 55-2943



	
	TM 5-5339
	256.DS
	TM 5-5111



	LeRoi Models
	
	256-ES
	TB 5-5114-1



	105-GA
	LO 5-5060
	
	TM 5-5114



	
	MWO ENG 5060-1
	256.ESS
	LO 5-5114



	
	TB 5-5060-2
	VA
	TM 55-2933



	
	TB 5-5060-3
	VA2
	TM 55-2933



	
	TB ENG 107
	VS
	TM 55-2933












	Air conditioning
	Aircraft-Continued




	TB 5-283-4

Principles
	lubri

Cleaners, preservatives,



	TM 5-704

Terminology
	SB 55-27

cants



	Air conditioning equipment
	TM 1-1-1-50

Ground handling



	FSC group 41

SB 708-341
	H-19 series

TM 1-1H-19A-17



	Catalog identification guides

TM 5-670

Installation; maintenance
	Storage

H-21 series



	TB ENG 86

Operation; care; maintenance
	TM 1-1H-21A-17

Storage



	TM 5-745

Air conditioning systems
	H-23 series



	Diagrams
	Replacement of fuel pump



	TM 5-704

Reading
	TM 1-1H1-23-205



	TM 5-672

Inspection; maintenance
	TM 1-1H-23A-17

Storage



	Air conditioning units
	H-23A

TM 1-1H-23A-206

Hiller



	Carrier Corp Models

TB 5-9479-1
	H-23B



	MX-31/MP

TM 5-9479
	Modification

of collective



	LO 5-9479

MX-31/P
	pitch controls installation



	LO 5-9461

WS 72-119
	TM 1-1H-23-217



	TB 5-9461-1
	L-17 series



	TM 5-9461
	of beam in

Reinforcement



	Crysler Airtemp Models
	TM 1-lI-17-201

strument panel



	LO 5-9484

5SCA-M
	L-17A; -B, -C



	TM 5-9484
	Erection and maintenance

TM 1-1-17A-2

instructions



	Keco Models
	MWO SIG 134

L-19A



	F-3

LO 5 -9486

TB 5-9486-1
	Basic weight check list and



	TM 5-9486
	TM 1-1L-19A-5

loading data



	Ready Power Models
	TM 1-1L-19A-1

Flight handbook



	MWO ENG 9467-1

RC60 C21
	Inspection requirements TM 1-IL-19A-6



	LO 5-9467

R60 C21
	Installation of "J"

section



	TB 5-9467-1
	TM 1-1L-19A-23

stiffener



	TM 5-9467
	Maintenance instructions

TM 1-1L-19A-2



	Refrigeration Eng'g Models

MWO ENG 9465-2
	Modification of navigational



	TA 5226

TB 5-9465-1
	TM 1-1L-19A-223

lighting systems



	TM 5-9465
	Structural

repair

instruc



	Typhoon Models
	TM 1-1L-19A-3

tions



	LO 5-9480

PA-300
	L-20A



	TB 5-9480-1
	Illustrated parts breakdown



	TM 5-9480
	TM' 1-L20A-4



	TB 5-9474-1

PAG
	Major inspection worksheets

TM 1-1L-20A-6MA



	LO 5-9477

SA-500

TB 5-9477-1
	Relocation of magnetic com



	Models
	TM 1-1L-20A-514

pass installation



	U. S. Air Conditioning

LO 5-9481

ARY-001
	Supply, support, maintenance,



	TB 5-9481-1
	procurement,

provisioning,



	TM 5-9481
	SB 1-1

budgeting



	ct

Universal Cooler Projec
	Transportation

Corps

mainte



	TM 5-9487

110-A
	TB AV 3

nance



	York Models
	Aircraft, Army

SB 1-1-1



	LO 5-9475

V-60

TB 5-9475-1
	Flying hours program factors

Preparation and processing of



	TM 5-9475
	DD Form 781



	MWO SIG 11-2308-1

V70SO
	report

and

Aircraft

flight



	Air Movement
	TB AVN 5

maintenance record



	TM 57-210

Troops and equipment
	Aircraft accessories and equipment



	Air purification

equipment.

(See
	Actuators



	Purification equipment, Air)
	TM 1-16G-1-34

Lear Models



	Air Shipment
	Altimeters, Sensitive

TM 1-05-30-16

Kollsman



	TB 38-230-1

Preparation of freight

Aircraft
	TM 1-1H-19-206

Assemblies, support



	Beech Aircraft Corporation
	Brackets, main rotor serve con



	Models
	TM 1-1H-19-208

trol



	TM 1-3M1-4-4

L-23A
	TM 1-4B1-3-1

Brakes, expander tube



	Cargo
	Brakes, Goodyear Models



	Characteristics and descrip
	to automatic

Modification



	TM 57-210

tions
	TM 1-4A4-2-501

adjusting type

Brakes, single and dual disk



	Change assemblies and kits

TB AVN 4

Composition; utilization
	TM 1-4B1-2-13












	Carburetor

air

temperature

bulb
	H-25AContinued



	wiring installation,

modifica
	instrument

Relocation

of



	tion

TM 1-IH-25A-202
	lighting ground wire TM 1-1H-25A-221



	Carburetors
	Illustrated parts breakdown

TM 1-1L-19A-4



	Bendix-Stromberg Models
	TM 1-05-6-11

Indicators



	TM 1-03-10BB-2
	Indicators



	TM 1-6R1-2-3-1

Stromberg Models
	Directional gyro type

TM 1-05-20-10



	Carburetors (pressure type)
	Directional gyro type C-l;



	Stromberg & Chandler
	TM 1-5F8-5-4-1

C-5C



	Evans Models

TM 1-03-10-60
	TM 1-05-20-9

Gyro horizon



	TM 1-12-1-12
	AN5736



	Ceramic spark plugs

TM 1-8E2-6-1-32
	Tachometer



	Climb indicators
	Kollsman Model E-17A



	Eclipse-Pioneer Models

TM 1-05-20-17
	TM 1-5E6-2-9-3 & -4



	Clutch, aft transmission

TM 1-1H-25A-504
	



	
	Turn and bank, types A-8,



	Clutch assembly

TM 1-111-19-61
	A-11, and A-12

TM 1-5F8-4-2-11



	Clutch assembly,

hydrome
	Inverters, overhaul instructions



	chanical
	TM 1-8C7-7-4-3



	Overhaul instructions

TM 1-
	L-19A



	1HA-2-4-5-3 &-4
	Inspection

of rear rudder



	Collective pitch controls installa
	TM 1-lL-19A-232

pedal bar assemblies



	TM 1-111-23-217

tion, modification
	Maintenance instructions



	Compass, J-2, revision of wir
	TM 1-lL-19A-2



	TM i-1H-19-213

ing
	Modification of landing gear



	TM 1-5N3-3-2-1

Compass, magnetic
	bulkhead assembly

TM 1-1L-19A-231



	Doors and door stops

TM 1-1H-13-504
	L-20A



	Electric

tachometer

indicators
	Dual bomb shackle installa



	TM 1-5E5-E-2-1

and generators
	R/H and

tion on

L/H



	Electrical

resistance thermom
	TM 1-1L-20A-22

wings



	eters, hermetically sealed TM 1-5E6-3-1-73
	Installation of close tolerance



	Engine change build-up kits TM 1-1H-13-207
	bolts, wing strut and wing



	Engine door latch hinge pin re
	to

attachments

fuselage



	tainers

TM 1-111-21-505
	TM 1-1L-20A-503



	Engine mount assemblies
	Installation

left-hand

of



	Inspection and replacement
	TM -120A-513

panel switch guard



	TM 1-1H-13-210
	Installation of rear fuselage



	Engines
	TM 1-1L-20A-501

jacking point



	R-1300-3; additions

TM 1-1H-19-222
	Installation

redesigned

of



	Firestone Aircraft Co. Models
	rudder control lock

TM 1-1L-20A-507



	Tail

and

auxiliary

wheel
	Installation of switch guard



	TM 1-4W2-1-34

parts catalog
	right-hand

on

electrical



	TM 1-16G-1-33

Flexible shafts
	TM 1-1L-20A-506

panel



	TM 1-6R2-8-3

Fuel filters
	Modification of door jettison



	Fuel pumps
	TM 1-1L-20A-504

mechanism



	TM 1-111-23-205

Replacement
	Modification of elevator out



	Fuel systems
	board

hinge attachment



	TM 1i-R-1-61
	TM 1-1L-20A-209



	Aero Models
	



	
	Modification of flame trap



	TM 1-12-1-12

Inspection for fuel leaks
	



	TM -1IHA23-2-33 & 34

Gearbox assemblies
	TM 1-iL-20A-508

installation



	Generator systems

TM- 1-8D6-1-1
	Modification of fuel selector



	Generators
	valve



	TM 1-05-5-11
	TM 1-1L-20A-205



	Gyro instruments

TM 1-5-1-11
	of rudder as

Modification



	n1-13 series
	TM 1-lL-20A-510

sembly



	Replacement

of tail rotor
	Modification

of seat catch



	TM 1-1H-13-507

pitch control links
	TM 1-1L-20A-502

assembly



	H-23A
	Modification

of

steerable



	Modification

of cyclic iso
	TM 1-iL-20A-518

tailwheel yoke



	TM 1-1H-23A-206

lation bracket
	



	Relocation of rudder cables
	Modification of upper lever



	
	arm-steerable

tail-wheel



	TM 1-1H-23A-208
	torque tube

TM -SL-20A-26



	H-23B
	Reinforcement of pilot's and



	Replacement of aft jack pads
	copilot's bucket seat

TM 1-1L-20A-209



	TM 1-1H-23-219
	



	H-25A
	Reinforcement of rear fuse



	Installation of power plan
	structure

assembly

lage



	electrically actuated car
	TM 1-lL-20A-512



	buretor air duct filter as
	Replacement

propeller

of



	sembly

TM 1-1H-25A-508
	TM 1-lL-23-208

switch assembly





Aircraft accessories, etc.-Continued

Aircraft accessories, etc.-Continued








	Aircraft accessories, etcContinued

L-20AContinued
	Aircraft accessories, etcContinued

Sikorsky Models




	Replacement

and

of nose
	Tail rotor gear box assemb



	TM 1-1L-23-213

main gear actuators
	TM 1-1HA2-3-4-23 & 24

lies



	L-23A
	Skinner Models



	Installation of cap to seat
	TM 1-6R2-7-3

Filters, gasoline



	TM 1-LI-23A-23

support structure
	TM 1-1-1A-8

Structural hardware



	Installation

nose

gear

of
	TM 1-05-5-11

Synchroscopes



	TM 1-1L-23A-201

shock assembly
	TM 1-05-5-11

Tachometers



	Modification of engine ex
	Tachometer indicators



	haust stacks

TM 1-1L-23-502
	TM 1-5E6-2-18-13

Model 8DJ13AA-S33



	Modification of main land
	Temperature indicators



	TM 1-1L-23A-20

ing gear wheel wells
	Instru

Electrical

Weston



	Replacement and modifica
	TM 1-5E6-3-7-14

ment Corp. Models



	tion of control surfaces

TM 1-1L-23-206
	Test switches, fuel quantity in

TM 1-1H-19-204



	
	dicating system

TM 1-4T-1-2

Tires; tubes



	Replacement of AN816-12D

nipple in oil line to oil
	TM 1-2R-1-67

Valves



	cooler YL-23 and L-23A
	Valves, selector



	series aircraft

TM 1-1L-23-202
	Parker Models

TM 1-03-10-71



	L-23B
	Valves, wing-tip fuel tank selec



	Replacement and modifica
	tor

TM 1-1L-20A-204



	tion of

control

surfaces
	TM 1-4BAl-3-4

Vertical master cylinders



	TM 1-1L-23-206
	Wheels, tail



	Replacement

of

propeller
	TM 1-4W2-1-53

Model 3200 (Scott)



	TM 1-1L-23-208

switch assembly
	and -54



	Landing gear actuator assembly
	YL-23



	TM 1-8D1-6-17-3
	Modification of engine ex



	TM 1-1L-20-211

Landing gear shock shoes
	TM 1-IL-23-502

haust stacks



	Landing wheels
	Modification of main land



	TM 1-4W1-1-43

Goodyear Models
	ing

gear

wheel

wells



	TM 1-4W1-1-44
	TM 1-IL-23A-20



	LC-126A
	Replacement

of nose and



	Rudder trim control
	TM 1-lL-23-213

main gear actuators



	TM 1-1C-126-(L)A-20
	Replacement

propeller

of



	Lighting systems, fluorescent
	TM 1-lL-23-208

switch assembly



	Operation; adjustment

TM 1-8D10-1-31
	Aircraft bombs.

(See Bombs, Air



	TM 1-05-70-12

Manifold pressure gages
	craft.)



	Nose and tail wheels
	Aircraft mines.

Mines, Air

(See



	TM 1-03-25BC-4

Goodyear Models
	craft.)

(See Propellers,



	Operation; service; over

TM 1-4W-1-51

haul
	Aircraft propellers.

Aircraft.)



	Parking brake valve
	Airdromes



	TM 1-1L-20A-511

Modification
	TM 5-252

Construction



	Pilot rotor bearings

TM 1-5-1-11
	TM 5-255



	Pitch synchronization cams
	TB ENG 18

Survey, method



	T]

M 1-1H-25A-209
	Airfields, Army



	Position light flashers

TM 1-8D3-8-6-3
	TB 5-250-1

Design criteria



	Power train change

assemb

)ly
	



	
	TM 5-541

Soil stabilization



	TM 1-1H-13-207
	Airplane

hangars.

(See Hangars,



	Pressure gages
	Airplane.)



	AN

AN

A;

5770-1;

5770-1
	(See Mats,

Airplane landing mats.



	5P2-2-3-13 & -14

TM 1

D-18
	Airplane landing.)

Airplane

sheds.

(See Sheds, Air.



	Pressure indicators

Kollsman Models
	plane.)



	1-5P3-4-11-3 & 4

TM

Pressure transmitters
	Airplane targets



	'I

U S Gauge Models

TM 1-5P5-3-10-3
	TM 20-300

Radio controlled



	and -4
	Alarm systems



	Propeller governors
	FSC group 63



	Beech Models

TM 1-3MAI-5-3
	SB 708-363

Catalog identification guide



	Pumps, fuel and water

T.

M 1-6R5-3-10-14
	Alaska



	Replacement of nose gear lo

ick
	SB 10-497

Clothing almanac



	TM 1-1L-23-204

release link
	Albania



	Selector valves
	TB MED 40

Medical and sanitary data



	Installation, operation, a

nd
	Albanian language



	TM 1-9V1-131

maintenance
	TM 30-352

Guide



	Sensitive altimeter
	TM 30-652

Phrase book



	Kollsman Model

TM 1-28-5-24

Shaft accessories

TM 1-16G-1-33
	Alcogas

TB ORD 343

Use in military vehicles













	TB 9-AMM 6

Medical and sanitary data

TB MED 90

Identification code

TM 9-1904

Alignment equipment

Inspection guide

TM 11-318

ME-73

TB 9-1904-1

Purpose; limitations

TM 9-1100

Alinement

Channel

Inspections

indicators,

TM 11-5059

ID-292/PRC-6

TB ORD 295

Malfunctions

Percussion primer

Allergies

TB MED 202

MR 2A4

TB ORD 436

Diagnosis; treatment

Pot sabot

Alpine paths

TB ENG 40

Fixed

TB 34-9-26

Standardization

TM 9-1905

Altimeters, Sensitive

Renovation

TM 1-05-30-16

Kollsman Models

TM 9-AMM-2

Restrictions on use

Operation, service and over

Safety distance requirements

TB ORD 214

haul instructions

TM 1-28-5-24

Safety precaution in handling

TM 9-1900

Altimeters, Surveying

Serviceability lists

SB 3 -30-1

and Tiernan

Models

Wallace

TM 9-1990

Small arms

TM 9-AMM 4

TM 5-9420

FA-112

Lots and grades

TM 5-9421

Supply within the ConUS

SB 9-AMM-6

TM 5-9418

FA-113

Surveillance manual

OFSB 3-20

TM 5-9421

Suspended

TM 6-9421

FA-181

Prevention of issue and use

Amatol

TB 9-AMM-2

TM 9-2900

Properties

Unexploded

Ambulance

buses.

Buses,

Destruction in theaters

(See

of

Ambulance.)

TB ORD 249

operation

Ambulances see also Trucks, Ambu.

Ammunition

carts.

Carts,

(See

lance

Ammunition.)

Ambulances, Front line

Ammunition chests.

(See Chests,

Y4-ton, 4 x 4

Ammunition.)

TM 9-8015-2

Ammunition disposal

M170

Ambulances, Metropolitan

Chemical Corps

SB 3-32

y-ton, 4-litter

Ammuntion lot numbers

TB 9-1905-1

Cadillac-Superior Models

Assignment

LO 9-U362

TM 9-2800-1

Ammunition performance

50-86, 1951

TM 9-2800-1

Ballistic data

TM 9-1907

51-86, 1951

TM 9-2800-1

Amphetamine derivatives

62, 1942

TM 9-1836-1

TB PMG 13

Characteristics

1951

TM 9-2800-1

Amplifier assemblies

4986, 1949

TM 9-2800-1

V-8, 1948

TM 11-5028

AN/FRA-1A

Packard-Henny Models

AN/FRC-lB

TM 11-5028

LO 9-U312

TM 9-2800-1

4294 HDA, 1942

TM 11-1254

AN/UPA-1

TM 9-2800-1

2213-9, 1949

6582656

TB ORD 497

IUton, 12-litter

Correction

Linn Coach and Truck Div

Amplifier equipments

TM 9-2800-1

Model M423

AN/TRA-1

MWO SIG 11-2601-1

Amebiasis

TM 11-2601

TB MED 159

Diagnosis; treatment

AN/TRA-lA

Ml

WO SIG 11-2601-5

Water treatment

TB MED 190

TM 11-2601

Ammeters

AN/TRA-IB

WO SIG 11-2601-5

M'

TB 9-2830-35

TM 11-2601

Reclamation

WO SIG 11-2601-5

Ammonium picrate (explosive D)

AN/TRA-1O

Ml

TM 9-2900

TM 11-2601

Properties

Ammudamp

TM 11-2601

AN/TRA-1D

Discontinuation

TB ORD 381

Amplifier groups

M

Anmmunition

AN/FRA-2

[WO SIG 11-801-3

resized

cartridge

90-mm (fired

TB SIC 247

cases)

TM 11-801

Appearances; serviceability TB ORD 563

Amplifier power supply groups

105-howitzer

AN/TRA-19

MWO SIG 99

TB 9-1901-16

Precautions in use

TM 11-618A

762-mmrocket launcher, XM 289 TB 9-3060-1

Amplifier power supplies

TM 9-1900

Care;

handling; preservation

AM-682/TCC-3

MWO SIG 88

Day of supply

SB 38-26

Destruction in zone of interior

TM 9-1900

Amplifiers

TM 11-820

Distinguishing markings

TB ORD 521

AM-2/FRO

TM 11-2403

TB ORD 600

AM-7(*)/FMQ-1

General types

TM 9-1900

TM 11-845

AM-14/APT

High velocity

TM 11-845

AM-18/APT

TM 11-2531

Firing adjustment

TB ORD 278

AM-34/TIQ-3
	Algeria
	Ammunition-Continued















	Amplifiers-Continued
	
	Amputations
	




	AM-65/GRC
	VO SIG 11-5039-1

MV
	Types
	



	
	MM

VO SIG 11-5039-2
	Post operative treatment
	TM 8-231



	
	VO SIG 11-5039-3

MV
	Amputees
	



	
	MWO SIG 130
	Lower extremity
	



	
	TM 11-2643

TM 11-5039
	Physical therapy

Occupational therapy
	TM 8-293

TM 8-291



	AM-76A/UIQ-1
	TM 11-2505A
	Physical and surgical therapy
	TB MED 10



	AM-91/GNQ
	TM 11-2579
	Analyzers
	



	AM-92/TI
	TM 11-2573
	ZM-3/U
	TM 11-5043



	AM-92A/TI
	TM 11-2573
	Analyzers, Sound.

(See Sound an
	



	AM-92B/TI
	TM 11-2573A
	alyzers.)
	



	AM-93/TI

AM-93A/TI
	TM 11-2573

TM 11-2573A
	Analyzers, Spectrum

TS-148/UP
	TM 11-1249



	AM103/U
	TM 11-377
	Anatomy
	



	AM-103B/U
	TM 11-377A
	Dental considerations
	TM 8-225



	AM-129/U
	TM 11-2588
	Elementary
	TM 8-231



	AM-130/U
	TM 11-2589
	Anchor windlasses.

(See Wind
	



	AM-186A/FR

AM-243A/U
	TM 11-5523

TM 11-5525
	lasses, Anchor.)

Andaman Islands
	



	AM-244A/U
	TM 11-5536
	Medical and sanitary data
	TB MED 105



	AM-245A/U
	TM 11-5536
	Anemometers
	



	AM-364/U
	TM 11-5521
	ML-80
	TM 11-424



	AM-409/FRO
	TM 11-5529
	ML-S0-A
	TM 11-424



	AM-598/U
	VO SIG 11-5055-1

MV
	ML-80-B
	TM 11-424



	AM-864/U
	TM 11-5081

TM 11-4025
	Aneroid barometers.

(See

Baro
	



	BC908-B

BC-1074-A
	MW

O SIG 11-1524-20
	meters, Aneroid.)

Anesthesia
	



	BC-1074-B
	MW

O SIG 11-1524-20
	Use of morphine
	TB MED 234



	BC-1388
	TM 11-2556
	Anesthesia apparatus
	MWO MED 8



	BC-1388-A; -B, -C
	TM 11-2556
	Gas (nitrous oxide, oxygen and
	



	General Radio Models
	
	ether)
	MWO MED 12



	715 AM

Lewyt type
	TM 11-2587
	Portable
	MWO MED 5

MWO MED 9



	ED-1
	TM 11-2585
	Anesthetic agents
	



	M1A1
	0 ORD F274-W3

MWI
	Use
	TB MED 43



	
	TM 9-1372B
	Angledozers
	



	
	TM 9-2300
	Baker Models
	



	M1A2
	TB ORD 486
	419
	LO 5-1326



	PA-IA
	TM 9-1372B

TM 11-1055
	Berg Models
	TB 5-1326-1



	Special Purpose
	TM 11-670
	CB-500B
	LO 5-1221



	Testers, 17-T-5504-125
	TM 9-9614
	
	TB 5-1221-1



	Amplifiers, Audio frequency
	
	
	TM 5-1221



	AM-465/FR
	TM 11-5101
	CB-5000
	TB 5-1222-1



	AM-719/U
	TM 11-2537
	Buckeye Models
	TM 5-1222



	AM-720/U

Amplifiers, Dual channel
	TM 11-2537
	HD-10-W
	LO 5-1530



	AM-43/FRC

through
	M

A;
	
	TB 5-1530-1



	43C/FRC
	TM 11-2520
	
	TM 5-1530



	Amplifiers, Interphone
	
	GarWood Models
	



	BC-367
	TM 11-4059
	CT 153
	LO 5-1215



	BC-376

Serviceability standards
	SB 11-100-69
	CD 153
	TB 5-1215-1



	BC-667
	TM 11-4059
	
	LO 5-1215

TB 5-1215-1



	Serviceability standards
	SB 11-100-69
	RE
	LO 5-3190



	Amplifiers, Limiter
	
	LaPlant-Choate Mo

dels
	



	Type 3BLH
	TM 11-2256
	R-8
	LO 5-1308



	Amplifiers, Power
	
	
	TB 5-1308-1



	BC-340-I

BC-340-(*)
	Ml

WO SIG 11-801-4

TB SIG 247
	
	TM 5-1273

LO 5-1308



	Amplifiers, Radio frequency
	
	R-61
	TB 5-1308-1



	AM-494/GR
	TM 11-5093
	
	TM 5-1287



	AM-495/GR
	TM 11-5541
	R-63
	LO 5-1308



	Amplifiers, Speech
	
	
	TB 5-1308-1



	B C-614-E
	TM 11-5054
	
	TM 5-1306



	BC-614-F

BO-614-H
	TM 11-5054

TM 11-5054
	R-71
	LO 5-1308

TB 5-1308-1



	3C-614-I
	TM 11-5054
	
	TM 5-1990














	Angledozers-Continued
	
	Antenna groups
	




	LaPlant-Choate Models-Con.
	
	AN/GRA-4
	TM 11-2651



	R-75
	LO 5-1308
	Antenna jacks.

(See Jacks, An
	



	
	TB 5-1308-1
	tenna.)
	



	R-76-F
	TB 5-1224-1
	Antenna kits
	



	
	TM 5-1288
	Double-doublet receiving an
	



	R-76-R
	TB 5-1224-1
	tenna
	



	
	TM 5-1288

TB 5-1224-1
	Drawing ES-E-276-F
	TM 11-2629



	R-82

R-82-R
	TB 5-1224-1
	MX-741/FR

MX-742/FR
	TM 11-2656

TM 11-2617



	
	TM 5-1584
	MX-765/FR
	TM 11-5010



	R-85
	LO 5-1308
	MX-854/FR
	TM 11-5027



	
	TB 5-1308-1
	Rhombic receiving antenna
	TM 11-2611



	4-R
	LO 5-1308
	Antenna mast sections
	



	
	TB 5-1308-1
	MS-49 through MS-56
	TB SIG 195



	
	TM 5-1308
	Antenna masts
	



	LeTourneau Models
	
	AB-54/FR
	TM 11-2638



	AK-8
	TB 5-1224-1

TB 5-1224-1
	AB-54A/FR
	TM 11-2638



	0-4
	TB 5-3132-1
	AB-71/CR

AB-71A/CR
	TM 11-2662

TM 11-2662



	
	TM 5-1228
	AB-72/CR
	TM 11-2662



	
	TM 5-3132
	AB-72B/CR
	TM 11-2662



	
	TM 5-3134
	Antenna mounts.

(See Mounts,
	



	CRK-8
	TM 5-1220
	Antenna.)
	



	CKD-8
	TB 5-1224-1
	Antenna supports
	



	SK-6
	TB 5-1224-1
	AB-26/CR; AB-26A/CR
	TM 11-2688



	
	TM 5-1218
	AB-26B/OR
	TM 11-5033



	WCK-7
	TB 5-1224-1
	AB-38/CR
	TM 11-2620



	
	TB 5-3070-1
	AB-38B/OR
	TM 11-2620A



	Trackson Models
	TM 5-1224
	AB-105A/FRO; AB 105B/FRO
	TM 11-2615



	AF 7
	TM 5-1991-1
	AB-105C/FRO

Antenna systems
	TM 11-2615A



	Animals, Live
	
	AS-81/GR
	TM 11-2608



	FSC group 88
	
	AS-49/TPT-1
	TM 11-845



	Catalog identification guide
	SB 708-388
	AS-50/TPT-1
	TM 11-845



	Annunciators
	
	Antenna tower kits
	



	ID-214/FT
	TB SIGra 218
	AS-134/TPX
	MWO SIG 22



	Antenna assemblies
	
	Installation
	TB SIG 173



	AN/11 (*)/FMQ-1
	TM 11-2403
	Antenna towers
	



	AS-23/AP

AS-51/MRQ-2
	TM 11-1221

TM 11-2610
	AB-127A/FR

AB-127B/FR
	TM 11-5012

TM 11-5012



	AS-93/MRQ-2
	TM 11-2610
	Antenna tuners
	



	AS-113/TPL-1
	LO 11-1452-1
	TN-171/FRT
	TM 11-810



	AS-334/FRT
	TM 11-5005
	Antenna tuning units
	



	AS-341/GR
	TM 11-2680
	AT-1A
	TM 11-1055



	AS-353/FR
	TM 11-5013
	BC-939-A; -B
	TM 11-826



	AS-363/VRO
	TM 11-2690
	Antennas
	



	AS-574/URR
	TM 11-5016
	A-27
	



	Antenna base
	
	Stowage
	TB 11-630-3



	AB-221/TPS-1D
	LO 11-1167-1

MWO SIG 11-1167-4
	AN-78-A

AN-154-A
	TM 11-2630

TB SIG 156



	Antenna controls
	
	AN-158
	



	C-578A/GMD-1
	MWO SIG 118
	Erection by falling gin pole
	



	
	
	method
	TB SIG 170



	Antenna couplers

CU-52/URR
	TM 11-5056
	AS-412/FRO-6
	TM 11-5023



	
	
	AS-444/SPN-5
	LO 11-1301



	Antenna coupling units

CU-119A/FR
	TM 11-5001
	AS-462A/GMD-1
	MWO SIG 11-271A-2



	CU-128A/U
	TM 11-5000
	AS-462B/GMD-1
	MWO SIG 11-271A-2



	CU-128B/U
	TM 11-5000
	AS-599/SPN-11
	LO 11-1335



	CU-128C/U
	TM 11-5000
	AS-659/SPN-18

AT-101/ORO-9
	LO 11-1130

MWO SIG 11-263-2



	CU-128D/U
	TM 11-5000
	AT-382/ARO
	MWO SIG 158



	Antenna equipments
	
	.L-10 Loop antenna

A. R.
	



	RC-63
	TM 11-2616
	Electronic systems
	TM 11-666



	RC-154-A
	TM 11-2631
	TS-129/UP
	TM 11-1253



	RC-154-B
	TM 11-2631
	Antennas, Dummy
	



	RC-173
	TM 11-2618
	TS-105/TPM-1
	TM 11-1253



	RC-219-A
	TM 11-2630
	TS-208/MPM
	TM 11-1221



	RO-292
	TM 11-5020
	
	TM 11-1255












	Antennas, Dummy-Continued
	Army Medical Service items



	TM 11-1093

TS-235/UP
	Newly standardized



	TM 11-1255

Antennas, Probe
	Not available for issue

SB 8-40

Army postal service

TM 12-205



	TM 111221

AT-64/U
	TM 21-500

Army Reader



	Antennas, Test
	TM 21-501

Workbook



	TM 11-1221

TS-210/MPM
	Army Sports Program



	Antennas, UHF
	TM 21-225

Personnel



	Wilcox type
	Arson



	TM 11-2551

614-A
	TB PMG 12

Investigative procedures



	Antennas Vehicular
	Artillery see also kinds of artillery,



	Installation

TB SIG 154
	e. g., Field artillery; Coast artil



	Antennas (vhf)
	lery.



	A. R. C. type A-12

MWO SIG 157
	TM 44-225

Orientation



	Antiaircraft artillery
	TM 9-1901

Artillery ammunition



	Lubrication of wheel bearings

TB ORD 582
	TM 9-1900

Classification; identification



	Moisture and fungus proofing

TB ORD 350
	Firing limitations

TB 9-1901-14



	TM 44-234

Service practice
	Artillery ammunition fuses.

(See



	Standby storage

TB ORD 363
	Fuzes, Artillery ammunition.)



	Antiaircraft artillery materiel
	Artillery ammunition primers.

(See



	TM 9-1100

Inspections
	Primers, Artillery ammunition.)



	Major caliber
	Artillery batteries.

(See Batteries,



	Change in recoil oil

TB ORD 229
	Artillery.)



	Antiaircraft

batteries.

(See

Bat

.t-
	Artillery carriages.

(See Caniages,



	teries, Antiaircraft.)
	Artillery.)



	Antibiotic therapy
	Artillery gun book



	TB MED 9

Use
	TB 9-1380-1

Proper entries



	Antipersonnel

mine

(Se,

fuzes.

Cr
	Artillery materiel



	Fuzes, Antipersonnel mine.)
	Cleaning, lubrication, and pres



	TB MED 155

Aphasic disorders
	TB ORD 340

ervation



	Apparatus,

Anesthesia.

(See Ar

a-
	Hoisting

TB ORD 285



	esthesia apparatus.)

Aquatics
	TM 9-1100

Inspections

Artillery sleds



	Use in physical reconditioning

TM 8-292
	M5



	Arabic language
	TB 9-350-7

Use



	Guide

TM 39-321
	TB 9-372-3

M6



	Arch bridges.

(See Bridges, Arch.,
	TB 9-372-3

M9



	Arches, Logging
	M10



	Carco Models
	TB 9-350-7

Use



	Medium Yarder

LO 5-9739
	Artillery surveys



	TB 5-9739-1

YM-9
	Techniques;

procedures; appli



	TM 5-9739

Hyster Models
	TM 6-200

cation

Artillery weapons



	TB 5-9736-1

D7N
	Fundamentals

TM 9-2305



	Architectural drawings and printe
	Asphalt and soil aggregate mixers.



	(See Drawings and prints, Arch:

Ii-
	(See Mixers, Asphalt and soil ag



	tectural.)
	gregate).



	Architecture
	Asphalt

Finishers,

finishers.

(See



	TM 5-704

Terminology
	Asphalt.)



	Arctic construction

TM 5-560
	Asphalt heaters.

(See Heaters, As



	Arctic huts.

(See Huts, Arctic.)
	phalt.)



	Argentina
	Asphalt kettles.

(See Kettles, As



	Medical and sanitary data

TB MED 225
	phalt.)



	Arithmetic
	



	Instruction guide

TM 21-510
	Asphalt mixers.

(See Mixers,

as-

phalt.)



	Armature undercutters (mica)
	Asphalt mixing plants.

(See Mixing



	Allen Models
	plants, Asphalt.)



	E-159
	Asphalt

plants.

(See Plants, As



	Armor
	phalt.)



	Thickness and obliquity

TB 34-9-33
	Asphalt pumps.

(See Pumps, As



	Armored cars.

(See Cars, Armorei

i.)
	phalt.)



	Army bakers.

(See Bakers, Army

J)
	Asphalts



	Army cooks.

(See Cooks, Army.)
	TB 5-255-2

Field manufacture



	Army Ephemeris, 1954

TM 20-350
	Asphyxia



	
	T

.B MED 131

Treatment



	Army Medical Service equipment

Consumption rates
	



	Peacetime

SB 8-38
	Assaults

TB PMG 19

Preventive measures













	Assemblies
	Augers, Earth-Continued
	




	Baseplate
	Jaques Models
	



	M2A1

MWO ORD A70-W2
	K-254
	LO 5-9553



	TM 1-1H-13E-202

Cyclic control
	
	TB 5-9553-1



	Fifth wheel
	Sterling Engineering Models
	



	Lubrication

MWO ORD G1-W36
	Gl
	TB 5-9141-1



	Tail rotor pylon

TM 1-1H-19-214
	Austria
	



	Transmitter frame

BC-1373

MWO SIG 11-1554-5
	Medical and sanitary data

Automatic sprinklers.
	TB MED 59



	Assemblies, Automotive
	(See Sprin

klers, Automatic.)
	



	Reusable shipping containers

SB 9-69
	Automobile flags
	



	Assemblies, Coil
	Installation of staff
	OFSTB 800-2



	Telephone repeating
	Automobiles
	



	TA-145/GT

TM 11-2138
	Chevrolet Models
	



	Assemblies, Propeller
	Maintenance manuals
	TM 10-1129



	Corporation

Aircraft

Beech
	
	TM 10-1133



	Models
	1949-1952
	



	TM 1-3M1-4-4

L-23A

Assemblies, Ring
	Defective oil level gage
	



	in free wheeling

Replacement
	rods

1950-1951
	TB ORD 518

TB ORD 481



	unit

TM 1-111-19-62
	Lubricants
	TB ORD 378



	Assemblies, Stock
	Plymouth Models
	



	C94543

SB 9-79
	Instruction manual
	TM 10-1149



	Assemblies, Stock clamp
	Maintenance manuals
	TM 10-1151



	B284541

SB 9-79
	Automobiles, Heavy sedans
	



	Assemblies, Tank
	Cadillac Models
	



	Reusable shipping containers

SB 9-69
	75, 1948
	TM 9-2800-1



	Assembly

and

disassembly

pro
	Automobiles, Light sedans
	



	cedures
	Chevrolet Models
	



	TB 9-718A-8

120-mm guns

Athletic equipment
	KB, 1940

1503-AG, 1941
	TM 9-2800-1

TM 9-2800-1



	FSC group 78
	1503-BG, 1942
	TM 9-2800-1



	Catalog identification guide

SB 708-378
	1503-oJ, 1949
	TM 9-2800-1



	Athletics

TM 21-205
	1553-01, 1949
	TM 9-2800-1



	Atomic weights, International
	Ford Models
	



	Chemical elements

TM 3-215
	01A, 1940
	TM 9-2800-1



	Attachment
	1GA73A; B; a, 1041
	TM 9-2800-1



	Delinking, cal50, M7

TM 9-218
	20A73A; B; C, 1942
	TM 9-2800-1



	Attenuators
	21A73A; B; C, 1942
	TM 9-2800-1



	CN-7/URA-T1

TM 11-2509
	79A, 1947
	TM 9-2800-1



	TM 11-2044

TS-402/U

TS-402A/U

TM 11-2044
	98HA, 1949

IHA, 1951
	TM 9-2800-1

TM 9-2800-1



	Western Electric Co. Models
	Plymouth Models
	



	TM 11-2086

ITE-4187
	P9, 1940
	TM' 9-2800-1



	Audio distributing central
	Pll, 1941
	TM 9-2800-1



	AN/FIA-1

MOW SIG 11-2590-2
	P14, 1942
	TM 9-2800-1



	MWO SIG 11-2590-3
	P15S, 1947-48
	TM 9-2800-1



	MWO SIG 11-2590-4
	P18, 1949
	TM 9-2800-1



	TM 11-2590

Audio oscillators.
	Automobiles, Limousine

7-passenger, 4 x 2
	



	(See Oscillators,

Audio.)
	Chrysler Models
	



	Audiology program
	Crown Imperial
	TM 9-2800-1



	Procedures

TB MED 195
	Automobiles, Medium sedans
	



	Audit procedures
	Buick Models
	



	Cost-plus-a-fixed-fee supply con
	41, 1948, 1950
	TM 9-2800-1



	tracts

TM 14-1000
	Packard Models
	



	Nonappropriated funds

TM 14-1008
	1803, 1940
	TM 9-2800-1



	Augers, Earth

Buda Models
	1903, 1941
	TM 9-2800-1



	HBo-40

LO 5-9142
	2003, 1942
	TM 9-2800-1



	TB 5-9142-1
	Pontiac Models
	



	TM 5-9142
	Chieftain, 1949
	TM 9-2800-1



	Y1

LO 5-9143
	Automotive

assemblies.

(See

As
	



	TM 5-9143
	semblies, Automotive.)
	



	Highway Trailer Co. Models
	Automotive

bearings.

(See

Bear
	



	HDM-S

LO 5-9132
	ings; Automotive.)
	



	MWO ENG 3068-2
	Automotive

equipment.

electrical
	



	TB 5-9132-1
	Electrical

equipment,

(See
	



	TM 5-9132
	Automotive.)
	














	Automotive materiel.

(See Mate
	
	Azimuth tables
	TM 5-231



	riel, Automotive.)
	
	
	TM 20-246



	Automotive

shops.

Shops,

(See
	
	
	TM 20-350



	Automotive.)
	
	Azimuth tracking units
	



	(See Starters,
	
	
	



	Automotive starters.
	
	C 162/MPG-1
	LO 11-1466-2



	Automotive.)
	
	Azores
	



	Autotransformers, Fixed
	
	Medical and sanitary data
	



	TF-179/U
	TM 11-2341A
	
	TB MED 123



	(See Com

Auxiliary compressors.
	
	
	



	pressors, Auxiliary.)
	
	B
	



	Auxiliary equipment
	
	
	



	100 ft harbor tugs
	TM 55-3744-1
	Bacillary dysentery.

(See Dysen
	



	Auxiliary interphone equipment
	
	
	



	AN/VIA-I
	MWO SIG 11-704-2
	tery, Bacillary.)
	



	(See Pan

Auxiliary power panels.
	
	Tampers,

tampers.

Backfill

(See
	



	
	
	Backfill.)
	



	els, Auxiliary power.)
	
	Bacteria
	



	Pumps,

pumps.

Auxiliary

(See
	
	Classification
	TM 8-227



	Auxiliary.)
	
	Bacteriological cultures
	



	Auxiliary units (generator)
	
	Use of par-aminobenzoic acid
	TB MED 60



	Hercules Models
	
	Bacteriology
	



	DOOC
	LO 55-1033-2
	Oral
	TM 8-225



	John Reiner Model
	
	
	



	AH-30
	LO 55-1033-2
	Badge press assemblies
	



	AH-30-1
	LO 55-1033-2
	PH-529/UF
	MWO SIG 119



	AH-30-S
	LO 55-1032
	Bags, Air
	



	
	LO 55-1033-2
	Increasing life
	TB 9-1868-5



	MDGC-10
	
	Bags, Deployment
	



	MDGC-10-1
	LO 55-1033-2
	Personnel parachute
	MWO 10-594-3



	Aviation engineers
	TM 5-255
	Static line replacement
	MWO 10-502-2



	Awls
	
	Stow loops, woven type
	



	Maintenance; care
	TM 9-867
	Installation
	MWO 10-502-3



	Axes
	
	Bags, Duffel
	



	Maintenance; care
	TM 9-867
	
	



	Axle drive gears
	
	grommet

Reinforcement

of
	



	Serviceability standards
	TB ORD 514
	keeper
	MWO QM 35



	Axle housing
	
	Bags, Equipment
	



	Reclamation
	TB 9-2830-76
	Parachutists
	



	
	TB 9-2830-91
	Relocation of link chapes and
	



	
	
	pocket
	MWO 10-592-3



	Axles
	
	Bags, Waterproof
	



	2;8-ton, 4 x 2 trucks
	
	Protective mask, Ml
	



	Federal Model
	TM 9-1821
	Serviceability standard
	SB 3-30-14



	RL-27-( )
	
	Special purpose
	SB 11-83



	Serviceability standards
	BB 11-100-41
	Bake-ovens
	



	RL-27-B
	MWO SIG 74
	
	



	RL-27-C
	MWO SIG 74
	Electric
	



	Axles, Driving
	
	Operation; maintenance
	TM 5-690A



	Timken Detroit Axle Models
	TM 9-8623
	Inspection; maintenance
	TM 5-641



	Azimuth indicators
	
	Installation; maintenance
	TM 5-640



	T23
	TM 9-1620
	Bakeries, Field
	



	
	TB 9-6165-1
	Flour sifters
	TM 10-1699D



	T28
	
	Bakeries, Garrison
	



	Azimuth instruments
	
	Operations
	TM 10-417



	Ml
	TM 9-575
	Plant requirements
	TM 5-283



	
	TM 9-2300
	Bakers, Army
	



	
	TM 9-6129
	
	TM 10-410



	M2
	TM 9-2300
	Handbook
	



	M2AI
	TM 9-2300
	Bakery units, Mobile
	



	M18
	TM 9-2300
	M-1942
	TM 10-706



	M19
	TM 9-2300
	Machinery trailer, M1945
	MWO 10-1699A-2



	M1910
	TM 9-1675
	Dividers
	LO 10-1699A-2



	
	TM 9-2300
	Make-up machinery
	TM 10-1699A



	M1910AI
	TM 9-1675
	Mixing machine
	LO 10-1699A-1



	
	TB ORD 339
	
	TM 10-1699A



	
	
	Molders
	LO 10-1699A-3



	
	TM 9-2300
	Monorail system
	LO 10-1699A-4



	M1918A2
	TM 9-575
	Oven trailer, M1945
	LO 10-1699C



	
	TM 9-2300
	
	MWO 10-1699A-2



	
	TM 9-129
	
	TM 10-1699C



	M20
	TM 9-1731D
	
	TM 10-1699E



	
	TM 9-2300
	Proofing cabinet
	



	M21
	TM 9-1731D
	Balearic Islands
	



	
	TM 9-2300
	Medical and sanitary data
	TB MED 185














	Balkans
	
	Barracks (Portable)-Continued
	




	Military maps
	TM 5-248
	Wooden
	



	Ball bearings (See Bearings, Ball.)
	
	Erection procedure
	TM 5-9601



	Ballasters, Power
	
	
	TM 5-9605



	Pullman Model 1951
	TM 5-9925
	
	TM 5-9617



	Ballistic data
	
	Insulated
	TB 5-9601-1



	Ammunition performance
	TM 9-1907
	Barrage

balloon

winches
	(See



	Ballistic properties
	
	Winches, Barrage balloon.)
	



	Howitzers, 105-mm
	T

B ORD 411
	Barrage balloons.

(See Balloc
	ons,



	Balloon assemblies
	
	Barrage.)
	



	MX-591/( )/GR
	TM 11-2699
	Barrels, Machine gun
	



	Balloons, Meteorological
	TM 11-2405

T

'B 11-2405-2
	Identification and serviceabil
	lity



	ML-443A/UM

MX-93fMRQ-2
	T

M 11-2699
	Bars, Boring
	TB ORD 308

TM 9-1834E



	Balloons, Barrage
	
	Storm-Vulcan .Models
	



	Firestone Models
	
	BC-E; BC-G; BC-T
	LO 5-4163



	Type D-8
	TM 5-7080
	
	TB 5-4163-1



	U. S. type
	
	
	TM 5-4163



	M-1
	TM 5-7082
	Sunnen Models
	



	Band saws.

(See Saws, Band.)
	
	MS-1500
	TM 9-9003-1



	Barbette carriages.

(See Carriages,
	
	Van Norman Models
	



	Barbette.)
	
	777-S
	TB 5-4164-1



	Barbiturates
	
	777-S-4
	TB 5-4164-1



	Characteristics
	I

?B PMG 13
	Baseplates, Mortar (81-mm)
	



	Use and care

Bare units
	SB 8-17
	Ml

T23
	TM 9-1260

TM 9-260



	Elimination of "Z" type stock
	
	Batching plants, Aggregate
	



	numbers
	SB 11 186
	Blaw-Knox Models
	



	Barges
	
	P3105
	TM 5-1050



	Deck and liquid cargo
	LO 55-U122
	
	TB 5-1050-1



	Barges, Dry cargo
	
	Bath units
	



	Design 291
	LO 55-U179
	Cleaver-Brooks Models
	



	Design 396
	L

O 55-U115-1
	EC-4
	LO 10-1612



	
	L

O 55-U115-2
	
	TM 10-1612



	Barges, Liquid cargo
	
	EC-8D
	TM 10-1696



	Design 231
	LO 55-U116
	M-1950
	LO 10-1405



	Design 291

Design 294
	LO 55-U179

LO 55-U172
	
	WO 10-1405-1

MA

WO 10-1405-2



	Design 294A
	LO 55-U120
	
	TM 10-1405



	Design 396
	L

O 55-U115-1
	Standardization
	TB 34-9-38



	
	L

O 55-U115-2
	Orr and Sembower Models
	



	Design 7004
	LO 55-U119
	2B-24
	TM 19-1616



	Barges, Pier
	
	3B-24
	TM 10-1616



	Design 380
	TB TC 10
	Baths
	



	Barges, Refrigerated cargo
	r

S}

^
	Arm
	M

EWO MED 7



	Design 230
	l

LU 35-U1SS
	Battalions
	



	Barographs

ML-3-A through ML-3-E
	
	Engineer camouflage, logistical
	



	Barometer cases
	TM 11-425
	data
	SB 5-3



	ML-48; ML-48-A through ML
	
	Batteries, Antiaircraft
	



	48-E
	
	Signal Corps equipment
	



	Barometers
	
	Potentiometer oil
	SB 9-93



	ML-2; ML-2-A through ML
	
	Batteries, Artillery (enemy)
	



	2H
	TM 11-428
	Location
	TM E9-1901



	ML-102-B; -D through -0
	TM 11-427
	Batteries, Electric
	



	ML-316/TM
	TM 11-427
	BA-2
	TB 11-303-1



	ML-330/FM

ML-331/TM
	TM 11-2421

I

TM 11-2421
	BA-30

BA-38-R
	TM 11-1221

TB SIG 41



	ML-332/TM
	TM 11-2421
	BA-200/U
	1

SIG

rB

196



	ML-333/TM
	TM 11-2421
	BA-270/U
	TM 11-296



	Barometers, Aneroid
	
	B B-46
	M

IWO SIG 105



	History and performance records
	
	BB-55
	B

MWO SIG 40



	Supply
	SB 11-119
	BB-210/U
	TB SIG 89



	Barracks (Portable)
	
	B-402/U
	Ml

SIG 150

VO



	Steel (angle frame)
	
	B-540A
	TB SIG 90



	Erection procedure
	TM 5-9604
	Radiosonde
	TB SIG 214



	Steel (channel frame)
	TM 5-9607
	Signal communication,

aircraft

excepted
	TM 11-430



	Erection procedure
	TM 5-9606
	Supply data
	SB 11-6














	Batteries (electric), Dry

Change in Army-Navy nomen.
	TM 11-415
	Battery chargers-Continued

Weidenhoff Models
	



	clature
	SB 11-110
	777-779
	TM 9-9009-3



	Requisitioned in packaged quan
	
	Winpower Models
	



	tities
	SB 11-31
	G-512
	LO 5-5049



	Shipment, storage, and testing
	SB 11-30
	
	TB 5-5049-1



	Batteries (electric), Storage
	
	
	TM 5-5049



	18-cell, 38-volt
	TM 10-1690A
	Battery charging panels (See Panels,

Battery charging.)
	



	BB-401/U
	MWO SIG 11-5539-1

TB 11-5539-1
	Battery commander telescopes. (See
	



	
	TM 11-5539
	Telescopes, Battery commander.)
	



	Identification in landing vehicles
	
	Battery covers
	



	
	TB ORD 198
	76-mm gun tank
	TB 9-730-1



	Industrial motive power
	
	Battery testers.

(See Testers,
	



	Theory; operation; charging;
	I
	Battery.)

Battle casualties
	



	maintenance

Lead acid
	TM 10-1690A

TM 9-2857
	Management
	TB MED 147



	2HN
	TB ORD 463
	Bayonets
	TM 9-2205



	6TN
	TB ORD 463
	M1
	TM 9-1270



	Restoration
	TB 9-2857-1
	M1905
	TM 9-1270



	Nickel-iron-alkaline
	I

TB ORD 324
	Rebuild standards
	TB ORD 366



	Serviceability standards
	SB 9-73
	Bayonet scabbards
	



	Battery cables
	
	M3

M7
	TM 9-1270

TM 9-1270



	Reclamation
	TB 9-2830-22
	M1910
	TM 9-1270



	Battery cases.

(See Cases, Battery.)
	
	Beacons, Homing
	



	Battery chargers
	TM 9-1834D
	AN/CRN-12 ()
	TM 11-5046



	Baldor Electric Co Models
	
	Beams, Grab
	



	F6T
	TM 9-834
	M1l
	TB 3-255-3



	Benwood Linze Models
	TM 5-5046
	Beams, Hoisting

Alteration
	TB 3-255-4



	50

Continental Models
	
	Bearing indicator kits. (See Indicator
	



	L-244
	TM 5-5365
	kits, Bearing.)
	



	PP-775/U
	MWO SIG 11-989-1
	Bearing sets
	



	PP-775A/U
	MWO SIG 11-989-1
	LeTourneau-Westinghouse
	



	Continental Motors Models
	
	equipment
	TB ENG 166



	1-244
	TB 5-5365-1
	Bearings
	



	L-61

L-62
	TM 5-5374

TM 5-5091
	Antifriction
	



	
	TM 9-834
	Care, adjustment, lubrica

tion, cleaning; storage
	TB ENG 11



	L-63
	TM 5-5369
	Processing and recondition
	



	L-121
	LO 5-5374
	ing
	TB ORD 438



	
	TB 5-5374-1
	Bearings, Automatic pilot rotor
	



	
	TM 5-5374
	Lubrication
	TM 1-5-1-11



	L-122
	TM 5-5091
	Bearings, Automotive
	



	L-123
	TM 9-834

TM 5-5369
	-ton, 4 x 4 trucks

Adjustments
	TB ORD 483



	L-244
	LO 5-5365
	Bearings, Ball
	



	L-322
	TM 5-5091
	Instruction guide; care; mainte
	



	
	TM 9-834
	nance
	TM 37-265



	L-323
	TM 5-5369
	Bearings, Clutch release
	



	Heyer Models

24A
	TM 5-5460
	Reclamation

Bearings, Roller
	TB 9-2830-72



	Mallory Models
	
	Instruction guide; care; mainte
	



	50OCC1
	TM 5-5048
	nance
	TM 37-265



	Onan Models
	
	Bearings, Thrust
	



	2BH-212E
	LO 5-5368
	Kingsbury Models
	



	
	TB 5-5368-1
	OF
	TM 55-3743



	4854
	TM 5-5368

LO 55-U29
	GH

OK
	TM 55-3743

TM 55-3743



	OTC-33; -33B
	LO 5-5085
	Bed patients
	



	
	TM 5-5085
	Physical reconditioning
	TB MED 137



	
	TM 9-834
	Bedbugs
	



	PE-163
	TM 11-2549
	Control
	TM 5-632



	PE-219
	TM 11-982
	Belgium
	



	PP-78/MRQ-2

PP-178/U
	TM 11-2527

TM 11-5519
	Medical and sanitary data

Belts, Leather
	TB MED 36



	PP-255A/FT
	TM 11-2536
	Repair
	TM 10-268



	PP-993/U
	TM 11-5546
	Bench lathes.

(See Lathes, Bench.)
	














	Bench stands, Horizontal
	
	Binoculars-Continued
	




	Thor Models
	
	
	TM 9-1580



	3473
	TM 5-4120
	
	TM 9-2300



	Benches, Precision saw
	
	M15A1
	MWO ORD F238-W1



	Oliver Models
	
	
	MWO ORD F238-W3



	270

Beverages
	TM 5-4334
	
	TB 9-1580-2



	Inspection
	TM 10-210
	
	TM 9-575

TM 9-1580



	Bicycles, Military
	
	
	TM 9-2300



	M305
	TM 9-2800-1
	M16
	MWO ORD F238-W1



	M306
	TM 9-2800-1
	
	MWO ORD F238-W3



	Westfield, Columbia, Series MF
	
	
	TB 9-1580-2



	and MG
	TM 9-2800-1
	
	TM 9-575



	Bilge pumps.

(See Pumps, Bilge.)
	
	
	TM 9-1580



	Bills of materials

Estimation
	TM 5-226
	
	TM 9-2300



	
	TM 5-704
	M17
	MWO ORD F238-W1

MWO ORD F238-W2



	Binocular cases. (See Cases, Binocu
	
	
	MWO ORD F238-W3



	lar.)
	
	
	TB 9-1580-2



	Binaurial training instruments. (See
	
	
	TM 9-575



	Instruments, Binaurial training.)
	
	
	TM 9-1580



	Binoculars
	
	
	TM 9-2300



	M3
	MWO ORD F210-W1
	M17A1
	MWO ORD F238-W1



	
	MWO ORD F210-W2
	
	MWO ORD F238-W2



	
	MWO ORD F210-W3

TB 9-1580-2
	
	MWO ORD F238-W3

TB 9-1580-2



	
	TB ORD 394
	
	TM 9-575



	
	TM 9-575
	
	TM 9-1580



	
	TM 9-1580
	
	TM 9-2300



	
	TM 9-2300
	Mk 21
	MWO ORD F238-W3



	M?
	MWO ORD F238-W1
	
	TM 9-575



	
	MWO ORD F238-W3
	Mk 21 (Navy)
	TM 9-2300



	
	TB 9-1580-2

TM 9-575
	Mk 21A1
	MWO ORD F238-W3



	
	TM 9-1580
	Mk 21A1 (Navy)
	TM 9-575

TM 9-2300



	
	TM 9-2300
	Biological warfare
	



	M8
	MWO ORD F210-W1
	Agents
	TM 3-216



	
	MWO ORD F210-W2
	Military

Biology,

(See
	Military



	
	MWO ORD F210-W3
	Biology.)
	



	
	TB 9-1580-2
	Bipod assemblies
	



	
	TB ORD 394

TM 9-675
	Removal

Bit grinders (See Grinders, Bit.)
	TB 9-297-1



	
	TM 9-1580
	Bits
	



	
	TM 9-2300
	Maintenance; care
	TM 9-867



	M9
	MWO ORD F210-W1
	Bituminous materials distributors,
	



	
	MWO ORD F210-W3
	(See Distributors, Bituminous ma
	



	
	TB 9-1580-2
	terials.)
	



	
	TB ORD 394
	Bituminous surfaces
	



	
	TM 9-575

TM 9-1580
	Construction handbook

Blackout adapters.
	TM 5-253

(See Adapters,



	
	TM 9-2300
	Blackout.)
	



	M13
	MWO ORD F210-W1
	Blackout driving
	



	
	MWO ORD F210-W3
	Aids
	TB ENG 51



	
	TB 9-1580-2
	Blister gas contamination
	



	
	TB ORD 394
	First aid
	TB MED 153



	
	TM 9-575
	Blood
	



	M13A1
	TM 9-2300

MWO ORD F210-Wl
	Investigative evidence

Blood examinations
	TB PMG-3



	
	MWO ORD F210-W3
	Clinical procedures
	TM 8-227



	
	TB 9-1580-2
	Blood transfusion apparatus
	



	
	TB ORD 394
	Care and maintenance
	TM 8-611



	
	TM 9-575
	Blood transfusions
	



	
	TM 9-1580
	Complications
	TB MED 204



	
	TM 9-2300
	Blowers, Hull ventilating
	



	M15
	MWO ORD F238-W1

MWO ORD F238-W3
	Tank medium

M46
	TM 9-1718E



	
	TB 9-1580-2
	Blueprints.

(See
	Drawings and



	
	TM 9-575
	Prints, Architectural.)
	














	Boards, Deflection
	
	Boards, Submarine plotting
	



	
	TM 9-1570
	M1906
	TM 9-1570



	
	TM 9-2300
	Boat conversion units.
	(See Oon



	Boards, Fire adjustment
	
	version units, Boat.)
	



	MI
	TM 9-1570

TM 9-2300
	Boat flags.

(See Flags, Boat.)

Boats
	



	Boards, Gun deflection
	
	pneumatic

Canvas
	reconnais



	M1905
	TM 9-1570
	sance
	



	M1905M1
	TM 9-1570
	Five-man
	TB 5-271-4



	M1917
	TM 9-1570
	Rubber pneumatic landing
	



	Boards, Mortar deflection
	
	Ten-man
	TB 5-271-4



	M1906
	TM 9-1570
	Boats, Assault
	



	Boards, Plotting
	
	M2
	



	Fire commander's
	
	Description and use
	TM 5-271



	M1906
	TM 9-1570
	Boats, Bridge erection
	



	M1
	TM 9-575
	Aluminum, 19 ft
	LO 5-8022



	
	TM 9-1570
	
	TB 5-8022-1



	
	TM 9-2300
	Single-Screw Models
	TM 5-8022



	
	TM 9-6109
	Description; use
	TM 5-271



	MlA1
	TM 9-575
	Twin Screw Models
	LO 5-8025



	
	TM 9-2S00

TM 9-6109
	
	TB 5-8025-1

MWO ENG 8025-1



	M3
	TM 9-1570
	Boats, Fire
	



	
	TM 9-2300
	Design 259B
	LO 55-U171



	
	TM 9-2681
	Boats, Landing
	



	M4
	TM 9-1570
	Design 185
	LO 55-U110



	
	TM 9-2681
	Boats, Passenger
	



	MS
	TM 9-575
	Design 186
	LO 55-4007



	
	TM 9-2300
	
	TB TO 8



	
	TM 9-6109
	Design 212
	LO 55-U112



	M5A1
	TM 9-575
	Boats, Passenger and cargo
	



	
	TM 9-2300
	Design 259, 259A
	LO 55-4010



	M5A2
	TM 9-6109
	Boats, Patrol
	



	M10
	TM 9-575
	Design 243
	LO

55-4011



	
	TM 9-2300
	Design 2210
	LO 55-U105



	M1904 (Whister-Hern)

M1915
	TM 9-1570

TM 9-1570
	Kermath Models
	LO 56-U117



	M1918
	TM 9-1570
	221-1D

Boats, Patrol and rescue
	



	M1918A1
	TM 9-1570
	Design 416
	LO 5566-U104



	M1923
	TM 9-1570
	Boats, Picket
	



	
	TM 9-2300
	Design 388
	LO 55-U102



	ML-122
	TM 11-2442
	Boats, Radio controlled
	



	Mortar
	
	Design 244
	LO 65-U114



	M1906
	TM 9-1570
	Boats, Reconnaissance
	



	M1906MI
	TM 9-1570
	Description and use
	TM 5-271



	M1911
	TM 9-1570
	Boats, Salvage
	



	MX-26/TP
	TB SIG 117
	Design 403
	LO 566-U103



	Radar data
	
	Boats, Small
	



	PT-171/TPS

PT-176/TPS
	TI

B SIG 227

TB SIG 228
	Operation

Preventive maintenance
	TM 65-370

TM 65-320



	
	
	Boats, Storm
	



	Boards, Pratt range
	TM 9-1570
	
	TM 5-271



	M1905
	
	Description and use

Plywood
	MWO ENG 8004-2



	Boards, Range
	
	Boats, Utility
	



	M1909
	
	26 ft design
	



	Mortar
	
	6009
	TM 55-3202



	M1914
	TM 9-1570
	Design 206
	LO 55-Ulll



	Boards, Range correction
	
	Design 207A
	LO 55-U54



	M1

MIA1
	TM 9-1570
	Design 207B
	LO 5566-U54



	
	TM 9-1570

TM 9-2300
	Design 311
	LO 55-U100



	M1923
	TM 9-1570
	Design 329

Design 333
	LO 55-U101



	
	
	
	LO 566-U106

TB 9-8020-1



	Boards, Spotting

M2
	TM 9-1570
	
	TB 5-8020-2



	
	TM 9-2300
	
	TM 5-8020



	M3
	TM 9-1570
	Twin Screw Models
	



	
	TM 9-2300
	25-foot
	TB 5-271-6



	
	TM 9-2682
	M1
	LO 5-8021



	
	TM 9-1570
	
	TB 6-8021-1













	Bodies, Vehicle
	
	TM 9-1865

Bomb disposal equipment




	23ton, 4 x 2 trucks
	
	Bomb fuzes.

(See Fuzes, Bomb.)



	Federal Models
	TM 9-1821
	Bomb handling



	238-ton, 6 x 4 trucks
	
	Development

test and evalua



	General Motors Models
	
	tion procedure manual

TM 9-1977-1



	CCW-353

23ton, 6 x 6 truck
	TM 9-1801
	Bomb shackle, Dual

L-20A series aircraft



	General Motors Models
	
	Installation

TM

I 1-L20A-22



	CCKW 352
	TM 9-1801
	Bomb tests



	CCKW-353
	TM 9-1801
	TB ENG 6

Building prototypes



	M34
	1

rM 9-1819B
	Shelters



	23. to 4-ton, 4 x 4 truck
	
	TB ENG 10

Reports



	Four Wheel Drive Models
	T

rM 9-1815B
	Bombing ranges

Target dimensions

TM 9-1907



	4-ton, 6 x 6 truck

Diamond T Models
	TM 9-1811
	Bombing tests



	4 to 5-ton, 4 x 4 truck
	
	TB ENG 21

Reports



	Autocar Models
	TM 9-1816
	Bombs



	Federal Models
	TM 9-1816
	Basic types

TM 9-1900



	5-ton, 6 x 6 truck
	
	test and evalua

Development



	Autocar Models
	TM 9-1817
	TM 9-1977-1

tion procedure manual



	M51
	TM 9-1837D
	French types



	10-ton, 6 x 4 truck

Mack Models
	TM 9-1818B
	TM 9-1985-6

Designations; descriptions

German types



	Basic vehicles
	
	Designations; descriptions

TM 9-1985-2



	Dodge Models
	TM 9-1808B
	Italian types



	Bridge equipment
	
	TM 9-1985-6

Designations; descriptions



	Hobbs Models
	
	Japanese types



	1407
	LO 5-8063
	TM 9-1985-4

Designations; descriptions



	
	TB 5-8063-1
	Photoflash



	F1407

Perfection Steel Model
	TM 5-8063

TM 5-8061
	TB ORD 472

M120 (T9E8)

TB 9-1980-55

Bombs, Aircraft



	Dump trucks
	
	handling;

identification;

Care;



	5-ton, 6 x 6
	TM 9-1837D
	TM 9-1980

use



	Drain holes
	TB ORD 550
	Bombs, Chemical



	Half track
	TM 9-1707B
	TB CW 33

AN-M78



	
	TM 9-1710C
	TB CW 33

AN-M79



	Repairs
	TM 10-450
	Characteristics

TM 3-400



	Scout cars M3AI

Shop vans
	TM 9-1709
	Bombs, Incendiary

TB 9-1980-44

AN-M14



	General Motors Models
	
	Bombs, Nonpersistent gas



	ST-5; ST-6
	TM 9-1801-6
	Handling; shipping; storage

TB CW 22



	Tractor trucks M26
	TM 9-17670C
	TM 9-1981

Bombs, Pyrotechnic



	Trailer trucks M25
	TM 9-1767C
	Bone operating cases.

(See Cases,



	Body armor
	
	Bone operating.)



	Cleaning;

packaging;

storagi

and inspection
	e

SB 9-71
	Bonin Islands

Medical and sanitary data

TB MED 83



	Body finishers, Vehicle
	
	Books



	Procedures
	TM 10-455
	FSC group 76



	Body fluids
	
	Catalog identification guides

SB 708-376



	Investigative evidence
	TB PMG-3
	Books (Domestic)



	Boiler plants
	
	Procurement

SB 10-507



	Equipment

Inspection
	TM 5-651
	Boosters

Artillery ammunition

TM 9-1901



	Installation; operation; repair
	TM 5-650
	Bore sights.

(See Sights, Bore.)



	Maintenance
	TM 5-651
	Boring bars.

(See Bars, Boring.)



	Boilers, Heating system
	
	TM 9-1834A

Boring machines



	Inspection
	TM 5-645
	Van Norman Models



	Way-Wolff Models
	
	TM 9-9828-1

777



	4536-12E

Boilers, Hot water
	TM 55-3742
	TM 9-9828-1

777-S

Boring tools.

(See Tools, Boring.)



	Way-Wolff Models
	
	



	1920-8C
	TM 55-3730
	Borneo

Medical and sanitary data

TB MED 113



	1924-8C
	TM 55-3731
	Bottles (inspection kits, MK-97/U)



	Boilers, Storage
	
	Replacement

SB 11-181



	Oil and water
	
	Box testers, decade resistance



	Cleaver-Brooks Model

LRM-20
	T., 5-524A
	TM 9-1672A

Shallcross, Model 829



	
	TB 5-5243-1
	Boxes



	
	TM 5-5234
	TM 38-305

Lumber specifications














	Boxes, Cleated plywood
	
	Breakers, Paving-Continued
	



	Construction requirements
	TM 1-00-85-6
	Ingersoll-Rand Models
	



	Boxes, Nailed wood
	TM 1-00-85-5
	CC-60
	TM 5-4064

TM .5-4068



	Braces (orthopedic appliances)
	TM 8-231
	CC-80

Soy Sullivan Models
	



	Types; uses
	
	K-11-S
	TM 5-4149



	Braces (tools)

Maintenance; care
	TM 9-867
	K-13
	TM 5-4149



	Brake assemblies
	
	Syntron Models
	



	Inspection; repair; repackaging
	SB 9-81
	PB-51
	LO 5-1374



	Brake cam box
	
	TE 59
	TM 5-1374



	M46 medium tank
	TM 9-1718E
	TE 59A
	TM 5-1374



	Brake cam shaft
	
	TE-590
	TM 5-1374



	Reclamation
	TB 9-2830-13
	TE-59D
	TM 5-1374



	Brake controls (electric)
	
	Thor Models
	



	Ordnance wheeled vehicles
	TB ORD 234
	25
	LO 5-4022



	Brake drum lathes.

(See Lathes,
	
	
	TM 5-4022



	Brake drum.)
	
	Breathing apparatus
	



	Brake drums
	
	M2: Operation; maintenance
	



	Reclamation
	TB 9-2830-74
	
	TB ORD 305



	Brake equipment
	
	Breeze starter units.

(See Starter
	



	Triple valve
	
	units, Breeze.)
	



	Type K
	TM 55-2033
	(See Boats,

Bridge erection boats.
	



	Brake equipment, Locomotive
	
	Bridge erection.)
	



	NYABCO Models
	
	Bridge models
	



	6-SL
	TM 55-2026
	Floating bridge

Training aid kits
	TM 5-261K



	WABCO Models
	TM 55-2030
	
	



	Westinghouse Models
	TM 55-2029
	Panel bridge

M2, Bailey type
	



	6-SL

Brake equipment, Power
	
	Training aid kits
	TM 5-277K



	Midland Steel Products Co.
	TM 9-8601
	Steel treadway bridge
	TM 5-272K



	Brake lines
	
	Timber trestle bridge
	



	Repositioning
	TB 9-840-8
	Training aid kit
	TM 5-260K



	Brake-relining

machines.

(See
	
	Bridges
	TM 5-624



	Machines, Brake-relining.)
	
	Construction in the Arctic
	TM 5-560



	Brake systems
	
	Principles
	TM 5-260



	Bendix-Westinghouse
	TM 9-1827A
	Repairs
	TM 5-624



	
	TM 9-1827B
	Superstructure shifting
	



	Inspection and service
	TB ORD 113
	Prevention
	TB ENG 67



	Brakes
	
	Bridges (electric equipment)
	



	Goodyear Models
	TM 1-4B1-2-13
	Capacitance
	



	Wagner-Lockheed Models
	TM 9-1827C
	TS-566A/FT
	TM 11-2264



	Brakes, Air
	
	Impedance
	



	Bendix-Westinghouse
	TM 5-9454
	through

TS

TS-460/U
	



	Railway locomotives
	
	460C/U
	TM 11-2634



	NYABOO Models
	
	Radio frequency
	



	14-EL
	TM 55-2021
	916-A
	TM 11-2633



	
	TM 55-2022
	Resistance
	TM 11-2019



	Westinghouse
	TM 5-9452
	ZM-4A/U

ZM-4B/U
	TM 11-2019



	Brakes, Aircraft
	
	Bridges, Fixed
	



	Goodyear Models

to automatic

Modification
	
	Airborne division, 50-ton
	



	adjusting type
	TM 1-4A4-2-501
	Assembly; maintenance
	TM 5-266



	Brakes, Electric
	
	Single-lane aluminum
	TB 5-268-1



	Vehicles, towed
	MWO ORD G252-WI
	Bridges, Floating
	



	Brakes, Expander
	
	Airborne division, 50-ton
	



	Goodrich Models
	
	Assembly; maintenance
	TM 5-266



	Operation, service, and over
	
	Class 60
	MWO ENG 263-1



	haul instructions
	TM 1-4BI1-3-1
	
	TM 5-263



	Braking systems
	
	M4
	TM 5-265



	Trucks, bomb service
	
	Repair
	TB ENG 29



	M6
	
	Bridges, Panel

Bailey type
	



	Brazing
	TM 1-430
	M2
	TM 5-277



	Breakers, Paving
	
	Bridges, Ponton

M3
	TB ENG 27



	Barco Models

1-6
	TM 5-4090
	10-ton, Model 1938
	TM 5-273



	Chicago Pneumatic Models
	
	25-ton, Model 1940
	TM 5-273



	OP-115
	
	
	



	
	TM 5-4092

TB 5-4092-1
	Bridges, Ponton pneumatic

M3
	TM 5-275














	Bridges, Railway
	
	Buildings, Utility (prefabricated

d)
	




	Erection
	TB ENG 45
	Steel (angle frame)
	



	I-beam

Construction
	TM 5-371
	N. P. Ward Models

Ward

Buildings,

wings

(pre

efab
	TM 6-9611



	Requisitions
	TB ENG 56
	ricated)
	



	Trestle
	
	Steel (angle frame)
	



	Construction
	TM 5-286
	N. P. Ward Models
	TM 5-9611



	Truss type

Unit construction
	TM 5-372
	Buildings, Wood

Construction
	TM 5-226



	
	TM 5-373
	Buildings and grounds
	



	Unit construction
	TB 5-372-1
	Bulgaria
	



	Bridges, Steel highway
	
	Medical and sanitary data
	Ah

PM MED 58



	Construction

H-10
	TM 5-285

TM 5-274
	Bulgarian language
	



	H-20
	TM 5-274
	Guide

Phrase book
	TM 30-345

TM 30-645



	Bridges, Steel treadway
	
	Bulldozer attachments
	



	Construction equipment
	TB ENG 121
	Universal
	



	
	TM 5-8062
	(Al)
	TB ENG 80



	Floating; fixed
	TM 5-8064
	(A4)
	TB ENG 80

TB ENG 80



	Use,

ship-to-shore

operations
	JTM 5-272

TB 5-272-5
	(4)
	TB ENG 80



	Bridges, Suspension
	
	Bulldozers
	



	Construction
	TM 5-279
	Baker Models
	



	Bridges, Wooden
	
	5ABE;

6AGE;

5BBE;
	



	Construction
	TM 5-226
	5BQE
	LO 5-1235



	Bridging access plugs.

(See Plugs,

Bridging access.)
	
	Caterpillar Models
	TB 5-1235-1



	British Army handbook
	TM 30-410
	6A; 6S; 7A; 7S; 8A; 8S
	LO 5-1586



	British Isles
	
	
	TM 5-1586



	Clothing almanac
	SB 10-498
	Gar Wood Models
	



	British Malaya
	
	RB
	LO 5-1214



	Medical and sanitary data

British Somaliland
	TB MED 95
	RB-D
	TB 5-1214-1

LO 5-1214



	Medical and sanitary data
	TB MED 130
	
	TB 5 1214-1



	Brush drags.

(See Drags, Brush.)
	
	
	TM 5-1214



	Brushes
	
	RB DX
	LO 5 1214



	Maintenance; care
	TM 9-867
	
	TB 5-1214-1



	Brushes, Paint

FSC group 80
	
	RB-X
	TM 5-1214

LO 5-1214



	Catalog identification guide
	SB 708-380
	
	TB 5-1214-1



	Buckets, Clamshell
	
	Heil Models
	



	C. S. Johnson Models
	
	CEM-9BW
	LO 5-1269



	TY-335-5
	TB 5-9316-1
	
	TB 5 1269-1



	Erie Steel Const. Co Models

XI
	TB 5-9319
	Hydraulic operated
	TM 5-1269

LO 5-3301



	Buckets, Concrete
	
	LaPlant-Choate Models
	



	Blaw-Know Models
	
	B-61
	TM 5-1271



	Tremie-type
	TM 5-9890
	B-63
	TM 5-1279



	Building materials
	
	BABX
	TB 5-3020-1



	FSC group 56

Catalog identification guide
	SB 708-356
	
	TB 5-3020-2

TM 5-1270



	Building shells
	
	BN76F
	TB 5-1585-1



	Tropical, precut, complete
	TB 5-9613-1
	
	TM 5-1585



	
	TB 5-9613-2
	BN76R
	TB 5-1585-1



	
	TB 5-9613-3

TB 5-9615-1
	BN78F
	TM 5-1585

TB 5-1585-1



	Buildings
	
	
	TM 5-1585



	Construction
	TM 5-280
	BN78R
	TB 5 1585-1



	Construction in the Arctic
	TM 5-560
	
	TM 5-1585



	Electric wiring
	TM 5-680B
	LeTourneau Models
	



	Maintenance; repair

Maintenance;

safety

require
	TM 38-305
	K8

XD-7
	TM 5-1508

TM 5-1580



	ments
	TM 5-610
	XD-8
	LO 5-1331



	Buildings (prefabricated)
	
	
	TB 5-1331-1



	N. P. Ward Models
	
	
	TM 5-1331



	Erection procedure
	TM 5-9619
	XD9
	TM 5-1332



	Buildings, Office (prefabricated)

Steel (angle frame)
	
	M1
	LO 9-719

TM 9-719



	N. P. Ward Models
	TM 5-9611
	
	I

TM 9-2800-1














	Bulldozers-Continued
	
	Buses, Passenger-Continue(
	I



	M1A1
	TM 9-719
	General Motors Models
	-Con.



	
	TM 9-2800-1
	S-305-24
	TB 9-8852-1



	M2
	LO 9-722
	International Harvester
	Bodels



	
	TM 9-722
	K-5
	TB ORD 422



	
	TM 9-2800 1
	
	TB ORD 455



	M3
	LO 9-723
	K-7
	TM 9-822



	
	TM 9-723
	
	TM 9-1822



	
	TM 9-2800-1
	
	TM 9-2800-1



	M3E1
	TM 9-2800-1
	KS-5
	LO 9-824



	M4
	TM 9-2800-1
	
	TM 9-1824



	T8E4
	LO 9-7406
	KS-7
	LO 9-822



	T8E4
	MWO ORD G266-W1
	
	TM 9-822



	
	TM 9 2800-1
	
	TM 9-1822



	
	TM 9-7406
	
	TM 9-2800-1



	Trackson Models
	
	L-163
	TB ORD 452



	CB-9
	TB 5-1575-1
	
	TM 9-2800-1



	
	TM 5-1575
	Mack Models
	



	Wooldridge Models
	
	EH
	TM 9-2800-1



	BD-4
	TB 5-1236-1
	Southern Coach Models
	



	Burglary and housebreaking
	
	8-36-M
	TB 9-8816-7



	Prevention
	TB PMG 19
	
	TB 9-8816-12



	Burma
	
	
	TM 9-2800-1



	Medical and sanitary data
	TB MED 77
	S-36-M
	TM 9-8816



	Burmese language
	
	Twin Coach Models
	



	Guide
	TM 30-332
	F-32-F
	M

WO ORD G788 W1



	Phrase book
	TM 30-632
	
	M

WO ORD G788-W2



	Burners, Gasoline
	TM 8-615
	
	M

£WO ORD G788-W3



	Burners, Oil stove
	
	
	M

WO ORD G788-W4



	M1941
	TM 10-725
	F-32-F
	M

WO ORD G788-W5



	Burners, Oven
	
	
	TB 9-8820-1



	Installation; maintenance
	TM 5-640
	
	TB 9-8820-2



	Inspection; maintenance
	TM 5-644
	
	TB 9-8820-3



	Burnishers
	
	
	TB 9-8820-4



	4T88993
	11-143

SB
	
	TB 9-8820-5



	Burns, Thermal
	
	
	TB 9-8820-6



	Surgical management
	TB MED 151
	
	TB 9-8820-7



	Bursters
	
	
	TB 9-8820-8



	Artillery ammunition
	TM 9-1901
	
	TB 9-8820-9



	Chemical bombs
	
	
	TB 9-8820-10



	Characteristics
	TM 3-400
	
	TB 9-8820-11



	Autonomous

Buryat-Mongolian
	
	
	TB 9-8820-12



	Republics
	
	
	TM 9-1833-5



	Medical and sanitary data
	TB MED 209
	
	TM 9-2800-1



	Bus chassis semitrailers.

(See Semi
	
	Reclamation
	TB 9-2830-82



	trailers, Bus chassis.)
	
	Butcher block and laminate,
	d tables



	Buses, Ambulance
	
	
	TM 5-636



	18-litter, 4 x 2
	
	Button sewing machines.
	(,

See Ma



	AOF-Brill Models
	TM 9-2800-1
	chines, Button-sewing.)
	



	Buses, Passenger
	
	By-Products
	



	ACF Brill Models
	
	Packing house
	TB QM 28



	0-37
	TM 9-2800 1
	
	



	C-37M
	MWO ORD G784-W1
	
	C



	
	TM 9-8812
	
	



	
	TM 9-1833-1
	Cabinet racks.
	(See Racks, Cabi.



	
	TM 9-1833-2
	net.)
	



	37-RO
	TM 9-2800-1
	Cabinets
	



	
	
	BE-70-A, -B, -C, -D, -E, -F,
	



	
	TM 9-8814
	
	



	Ford Models
	
	-G, -H, -J, -K, -L, -M, -N,
	



	F5
	TB 9-8806-3
	-P, -Q, -R, -S,- U,-AA,-AB
	TM 11-345



	
	TM 9-2800-1
	CH-60
	MWO SIG 11-273-2



	FSH
	TB 9-8806-2
	Cabinets, Console
	



	General Motors Models
	
	CY-69TP/S-3
	TB 11-1540-4



	HCS-57
	TM 9-2800-1
	Cabinets, Electrical equipment
	



	MWO 0O

PGA-3301
	RD G786-W1
	CY-938/VRC
	MWO SIG 144



	MWO O:
	RD G786-W2
	CY-1208/U
	TM 11-2537



	
	TB 9-8818-1
	CY-1209/U
	TM 11-2537



	
	TM 9-1833-4
	CY-1221/G
	MWO SIG 141



	
	TM 9-2800-1
	-CY-1221A/G
	MWO SIG 141














	Cabinets, Proofing
	
	Cable systems-Continued
	




	Mobile bakery, M1945
	TM 10-1699E
	WC-535 (10-pair)
	TM 11-371



	Cabinets, Spray rinse
	TM 5-636
	WM-70/U
	MWO SIG 75



	Cabinets, Storage (ice cream)
	
	Cable terminals (stubbed)
	



	Ice Cooling Appliance Corp
	
	Packing and handling
	TB SIG 157



	Models
	
	Cables
	



	GE-6

GE-10
	TM 10-1702

TM 10-1702
	Lead-covered

Construction; maintenance
	TM 11-2263



	gKE-44
	TM 10-1702
	Spiral-four
	TM 11-369



	KE-64
	TM 10-1702
	Submarine
	



	KE-84
	TM 10-1702
	Installation

and

mainten
	



	Cable assemblies
	
	ance
	TM 11-2090



	C80250
	TB ORD 221
	Telegraph systems
	TM 11-2092



	CC-345
	TM 11-371
	Cables, Coaxial
	



	CC-355-A
	TM 11-371
	Assemblages: Protection against
	



	CX-1065/G
	MWO SIG 127
	corrosion
	TB SIG 276



	CX-1606/G
	MWO SIG 127
	Standardization
	TB 34-9-37



	CX-1211/U

CX-1213/U
	MWO SIG 147
	Cables, Field
	



	Lightning protection
	MWO SIG 147

TB SIG 241
	Laying under water

Tying and use of weave tie
	TB SIG 67

VB SIG 121



	Spiral four
	
	Cables, Test
	



	CX-1065/G
	TB SIG 233
	CX-2371/U
	SB 11-170



	Telephone
	
	Cableways
	



	CX-1512/U
	TB SIG 233
	Medium
	TB ENG 48



	CX-1606/G
	TB SIG 233
	Cableways, Aerial
	



	Cable cutters.
	(See Cutters, Cable.)
	Pioneer Models
	



	Cable, extension kits
	
	M-1
	TM 5-9588



	CG-193/PPN-1
	TB 11-1140-1
	Cabs
	



	CG-204/PPN-1A
	TB 11-1140A-1
	A-ton, 4 x 2
	



	Cable lashing machines.
	(See Ma
	Chevrolet Models
	



	chines, Cable lashing.)
	
	1942
	TM 10-1162



	Cable layer
	
	h-ton, 4 x 2
	



	LeTourneau Models
	
	Chevrolet Models

1942
	TM 10-1162



	B
	TM 5-9154
	Cakes
	



	Cable plows.

(See Plows, Cable.)
	
	
	



	Cable reels
	
	Hints and recipes for baking
	TB QM 57



	Signal Corps
	MWO SIG 65
	Calculators, Psychrometric
	



	Cable systems
	
	
	



	M1l
	MWO ORD F207-W9
	ML-322/UM
	TM 11-2422



	
	TM 9-649
	ML-322A/UM

ML-429/UM
	TM 11-2422

TM 11-2435



	
	TM 9-1649
	
	



	
	TM 9-2300
	Calibrators

BC-726-A
	TM 11-1128



	MIA1
	TM 9-649
	1-147
	TM 11-1128



	M1A2
	TM 9-649
	I-156
	TM 11-1128



	M1A2 (MIE3)
	MWO ORD F244-W2
	I-168
	TM 11-1128



	M3
	MWO ORD F244-W1
	I-240
	TM 11-1226



	
	TM 9-649
	
	TM 11-1255



	
	TM 9-1649

TM 9-2300
	ML-211
	TM 11-2414



	M3AI
	MWO ORD F244-W2
	Calibrators, Range
	



	M3A1
	TM 9-649
	1-144
	TM 11-1064



	M7
	MWO ORD F243-W3
	I-223-A
	TM 11-1221



	
	MWO ORD F243-W4
	
	TM 11-2528



	
	TM 9-2300
	Calipers
	



	M8
	MWO ORD F208-W5
	Maintenance; care
	TM 9-867



	
	TM 9-649
	Camelback
	



	
	TM 9-1643
	Storage and shipment
	SB 9-43



	
	TM 9-1649

TM 9-2300
	Camera equipments
	



	M10
	TM 9-2300
	AN/GFQ-2
	TM 11-2342



	M12
	TM 9-627
	PH11-04
	TM 11-2352



	
	TM 9-2300
	PH-205
	TM 11-2373



	M23
	TM 9-649
	
	TM 11-2365



	Submarine telegraphy
	
	Camera-viewer, Microfilm
	



	Signal shaping
	TM 11-2091
	KE-11 (1)
	MWO SIG 159



	Twin-conductor,
	standardiza
	Cameras
	



	tion

WC-534 (s-pair)
	TB 34-9-37

TM 11-371
	AN/TFH-3

Serviceability standards
	SB 11-100-126














	
	AN/TFH-3
	Cameras, Still picture
	




	Cameras, Motion picture

Bell & Howell Co Models
	
	Consolidated Models
	LO 5-6001



	70-DA
	LO 11-2390
	
	TB 5-6001-1



	71-K through Q Eyemo
	LO 11-2396-1
	
	TM 5-6001



	KE-7 (1)
	TM 11-2361B
	KE-1 (1)
	TM 11-2327



	PH-330-A through G; KF-2 (1)
	LO 11-2396-1
	KS-4A (1)
	TM 11-2352B



	Eastman

Kodak

Cine

Co,
	
	KS-7 (1)
	TM 11- 2348A



	Kodak special
	LO 11-2380
	PH-150-A
	TM 11-2327



	Eastman Kodak Co Recordak
	
	PH-691/1
	MWO SIG 174



	Model E
	LO 11-2312
	Cameras, Still picture viewer
	



	Monotype-directoplate
	TM 5-6000
	AR-12 (1)
	TB SIG 277



	Serviceability standards
	SB 11-100-13
	Cameras, Vertical projection
	



	PH-120-B
	TM 11-2348
	Huebner Models
	TM 5-6050



	PH-195-A
	TM 11-2365
	Camouflage drape sets
	



	PH-270
	LO 11-2353

TM 11-2353
	Standardization
	TB 34-9-27



	Serviceability standards
	SB 11-100-30
	Camouflage equipment
	Triple-spring clip for gun barrels TB ENG 152



	PH-270-A
	TM 11-2353
	Cams, Pitch synchronization
	



	PH-274
	LO 11-2386-1
	H-25A
	TM 1-111 -25A-209



	
	LO 11-2386-2
	Camshafts
	



	
	TM 11-2386
	in Hercules

Replacement
	en



	Serviceability standards
	SB 11-100-30
	gines
	TB ENG 160



	PH-274-A
	LO 11-2386-1
	Canary Islands
	



	
	LO 11-2386-2
	Medical and sanitary data
	TB MED 192



	
	TM 11-2386
	Canister

cartridges.

(See
	Cart



	Serviceability standards
	SB 11-100-30
	ridges, Canister.)
	



	PH-324
	TM 11-2361
	Canister resistance indicators.
	(See



	Serviceability standards
	SB 11-100-33
	Indicators, Canister resistance.)
	



	PH-324-A
	TM 11-2361A
	Canisters, Gas mask
	



	PH-330-A through PH-330-J
	TM 11-2396
	Serviceability standards
	SB 3-30-10



	Serviceability standards
	SB 11-100-34
	Cannon bores
	



	PH-330-K
	TM 11-2364
	Evaluation of erosion and dam
	



	PH-430
	LO 11-2380
	age
	TB 9-1860-2



	MWO;
	11-2380-1

SI1
	Canopy and

pack assemblies 24-
	



	
	TM 11-2380
	foot chest reserve
	MWO 10-501-5

MWO 10-501-8



	Serviceability standards
	SB 11-100-34
	28-feet conversion

Canteens, Aluminum
	



	PH-430-A
	LO 11-2390

TM 11-2390
	M-1910
	



	Serviceability standards
	SB 11-100-34
	Standardization
	TB 34-9-54



	PH-430-B
	TM 11-2390A
	Cantonese language
	



	PH-431
	TM 11-2383
	Guide
	TM 30-334



	Serviceability standards
	SB 11-100-34
	Phrase book
	TM 30-634



	PH-431-B
	
	
	



	
	TM 11-2383A
	Canvas
	TM 10-269



	PH-501/PF
	LO 11-2364
	Repair

Capacitor analyzer
	



	
	TM 11-2364

TM 11-2370
	Solar Models
	



	PH-502/PF

Serviceability standards
	SB 11-100-37
	OB-1-60
	TM 11 -2658



	PH-503SPF
	TM 11-2377
	Capacitors
	



	PH-503A/PF
	TM 11-2377A
	0-29
	MWO SIG 11-5034-1



	PH-516/GF
	LO 11-U9
	C-661
	MWO SIG 11-1524-19



	Serviceability standards
	SB 11-100-30
	3DB8-44
	SB 11-138



	PH-530/PF
	TM 11-2389
	Capacitors, Electrolytic
	



	Serviceability standards
	SB 11-100-34
	Reformation to maintain serv
	



	PH-545/PF
	LO 11-2312
	iceability
	TB ORD 405



	
	TM 11-2312
	Capacitors, Fixed
	



	PH-545A/PF
	TM 11-2312A
	Replacement
	MWO SIG 11-615-13



	PH-557/TFH
	TM 11-2338
	Unsatisfactory
	MWO SIG 11-850-4



	PH-629/UF
	TM 11-2334

TM 11-401
	Replacement
	MWO SIG 11-850-5



	Types; descriptions
	
	
	



	Cameras, Copying
	
	Caps, Main bearing
	TB 9-2830-88



	Rutherford Models
	TM 5-6006

TM 5-6040
	Reclamation
	



	MAC
	LO 5-6007
	Capstan

winches.

(See
	Winches,



	
	TB 5-6007-1
	Capstan.)
	



	
	
	Capstans
	



	Cameras, Motion picture

KS-5 (1)
	TM 11-2396
	Dake Models
	



	
	
	10VCW
	LO 55-U142



	Cameras, Portrait

35-mm
	TM 11 2340A
	Link-Belt Models

WK5503
	LO 55 U146














	
	
	Career management
	




	Capstans-Continued

Marine Mfg and Supply Co.
	
	Army officers
	TM 20-605



	Model
	
	Cargo
	



	D-6292
	TM 55-3736
	Weights and measurements
	SB 55-5



	R-6293
	LO 55-3720
	Cargo

carriers.

Carriers,

(See
	



	
	TM 55-3720
	Cargo.)
	



	
	T

'M 55-3720-1
	Cargo parachutes.

(See Parachutes,
	



	Parkersburg Models
	
	I Cargo.)
	



	20
	LO 55-U141
	Cargo

winches.

Winches,

(See
	



	Carbines
	
	Cargo.)
	



	Accidents; malfunctions
	
	Caroline Islands
	



	Causes; safety precautions

Cal .30
	TM 9-2210
	Medical and sanitray data

Carpentry
	TB MED 50



	M1l
	MWO 0O

RD B28-W3
	Methods and Materials
	TM 5-226



	
	RD B28-W4

MWO O0
	Terminology
	TM 5-226



	
	MWO O0

RD B28-W5
	Carriage limbers
	



	
	TM 9-1276
	M5
	MWO ORD D29-W19



	
	TM 9-2200
	Carriage

limbers.

Limbers,

(See
	



	M1A1
	MWO O]

RD B28-W3
	Carriage.)
	



	
	MWO O0

RD B28-W5
	Carriage limbers, Heavy
	



	
	TM 9-1276
	M5
	TM 9-3004



	
	TM 9-2200
	Carriages, Artillery
	



	M1A3
	MWO O0

RD B28-W3
	Maintenance in storage
	TB ORD 387



	M2
	MWO O:

RD B28-W4
	Carriages, Barbette (6-in)
	



	
	MWO 0:

RD B28-W6
	M1l
	TM 9-428



	M3
	MWO O0

RD B28-W4

MWO O0

RD B28-W7
	
	TM 9-2300



	
	TM 9-1276
	M2
	TM 9-627

TM 9-2300



	
	TM 9-2200
	M3
	TM 9-429



	
	TM 9-2205
	
	TM 9-2300



	
	TM 9-1276
	M4
	TM 9-429



	
	TM 9-2200
	
	TM 9-627



	Rebuild standards
	TB ORD 366
	
	TM 9-2300



	Carbon

dioxide

containers.
	(See
	M1900
	TM 9-424



	Containers, dioxide.)
	
	
	TM 9-2300



	Carbon tetrachloride
	
	M1917
	



	Supply
	SB 11-135
	Auxiliary equipi

lent
	TM 9-452



	Carburetors
	
	Carriages, Barbette (8-in)
	



	Carter models
	TM 9-1826A
	M1
	TM 9-442



	Holley Models
	
	Carriages, Barbette (16-in

I)
	



	885-FFG
	TM 9-1826D
	M4
	TM 9-471



	885-JJSG
	TM 9-1826D
	M1919
	MWO E10-W5



	Identification
	TB ORD 235
	Carriages, Gun (3-in)
	



	Marvel-Schebler Models

TRX
	TB 5-1008-1
	M1l
	MWO ORD F197-W3

TM 9-1322



	Stromberg and Chandler-Evans
	
	MIA1
	MWO ORD F197-W3



	Models
	TM 1-12-1-12
	M6
	MWO ORD F197-W3



	Stromberg Models
	
	
	TM 9-322



	AAV-2; AAV-26
	TM 9-8625
	Carriages, Gun (4.5-in)
	



	HD-5
	TM 9-8625
	M1
	TM 9-328



	HH-5
	TM 9-8625
	M1A1
	TM 9-328



	NA-R6B
	TM 9-8625
	Carriages, Gun (8-in)
	



	NA-R9D
	TM 9-8625
	M2
	LO 9-336



	NA-R9G
	TM 9-8625
	
	MWO ORD D33-W28



	NA-Y5G; NA-YSG3
	TM 9-8625
	
	MWO ORD D33-W33



	SF; SFM

UC3/4; UC7/8
	TM 9-8625

TM 9-8625
	
	MWO ORD D33-W34

MWO ORD D33-W35



	Stud sizes
	TB ORD 513
	
	TB 9-134iA-FE2



	TCX-39-A
	MWO SIG 11-940-1
	
	TB 9-1341A-1



	Zenith Models
	TM 9-1826C
	
	TM 9-336



	Carburetors, Aircraft
	
	
	TM 9-1341A



	Bendix-Stromberg Models
	TM 1-03-10OBB-2
	
	TM 9-2300



	Float type
	
	Carriages, Gun (20-mm twin)
	



	Stromberg Models
	TM 1-6R1-2-3-1
	M4
	MWO ORD A50-W13



	Carburetors, Gun (40-mm)
	
	Carriages, Gun (37-mm)
	



	M27

Cardiographs
	LO 9-3046-4
	M3
	TM 9-235



	Vacuum tube amplifier
	
	M3AI
	TM 9-1235

TM 9-235



	Modification
	MWO MED 10
	
	TM 9-1235














	Carriages, Gun (37-mm)-Continued
	
	Carriages, Gun (40-mm)-Continued
	




	M3E1
	TM 9-235
	Ml-Continued
	



	
	TM 9-1235
	
	TB 9-1350-11



	M4
	TM 9-1245
	
	TM 9-1350



	M4A1
	TM 9-1245
	
	TM 9-2300



	Carriages, Gun (40-mm)

Mi
	MWO ORD A50-W13
	MlAl

M2
	TM 9-345



	
	MWO ORD A5S-W14
	
	TM-9-1345



	
	MWO ORD A50-W15
	
	TM 9-3040



	
	MWO ORD A50-W20
	M3
	TM 9-345



	M2
	MWO ORD A50-W13
	
	TM 9-1345



	
	MWO ORD A50-W14
	M40
	TB 9-2853-2



	
	MWO ORD A50-W15
	M1917
	TM 9-345



	
	MWO ORD A50-W18
	
	TM 9-1345



	
	MWO ORD A50-W20
	M1917A1
	TM 9-345



	
	TB ORD 256
	
	TM 9-1345



	M2A1
	LO 9-252
	M1918
	TM 9-345

TM 9-1345



	
	MWO ORD A5-W18
	M1918A1
	TM 9-345



	
	MWO ORD A50-W20

MWO ORD A50-W23
	
	TM 9-1345



	
	MWO ORD A50-W27
	Carriages, Gun (280-mm)
	



	
	MWO ORD A50-W28
	T72
	LO 9-338-1



	
	MWO ORD A50-W33
	
	MWO ORD D57-W2



	
	MWO ORD A50-W34
	
	TM 9-338-1



	
	MWO ORD A50-W36
	
	TM 9-3019



	
	MWO ORD A50-W39
	Carriages, Howitzer (8-in)
	



	
	MWO ORD F276-W2
	Mi
	LO 9-335



	
	TB ORD 256
	
	MWO ORD D29-W6



	
	TM 9-252
	
	MWO ORD D29-Wll



	
	TM 9-1252
	
	MWO ORD D29-W13



	
	TM 9-2300
	
	MWO ORD D29-W14



	Remote control systems
	TM 9-6127
	
	MWO ORD D29-W19

TB 9-335A-1



	M2A3
	LO 9-252-5

MWO ORD A50-W34
	
	TB 9-1350-11



	
	MWO ORD A60-W36
	
	TM 9-1350



	
	MWO ORD A50-W39
	
	TM 9-2300



	
	MWO ORD F321-W1
	
	TM 9-3004



	
	TB 9-252-1
	Carriages, Howitzer (75-mm)
	



	M27
	MWO ORD A50-W36
	M1
	MWO ORD C20-W18



	
	MWO ORD A50-W39
	
	MWO ORD C20-W22



	Carriages, Gun (57-mm)
	
	M1Al
	TM 9-3051



	M1
	TM 9-303
	M2A1
	TM 9-320



	M1Al
	TM 9-303
	M3
	TM 9-320



	M1A2
	TM 9-303
	M3A1
	TM 9-320



	M1A3
	TB 9-1303-FE2
	M3A3
	TB ORD FE31



	
	TM 9-303
	M8
	LO 9-319

MWO ORD C20-W22



	
	TM 9-1303
	
	MWO ORD C20-W26



	M2
	TM 9-2300

TB 9-1303-FE1
	
	MWO ORD C20-W27



	
	TB 9-1303-FE2
	
	MWO ORD C20-W28



	
	TM 9-303
	
	MWO ORD C20-W29



	
	TM 9-1303
	
	MWO ORD C20-W30



	
	TM 9-2300
	
	MWO ORD Gl-W18



	Modification of right flap
	TB 9-303-FE1
	
	TB ORD FE31



	Carriages, Gun (76-mm)
	
	
	TM 9-319



	T66
	LO 9-355A
	
	TM 9-2300



	
	TM 9-1355AA
	Carriages, Howitzer (105-mm)
	



	Carriages, Gun (90-mm)
	
	M2
	MWO ORD C21-W10

MWO ORD C21-W13



	T5E2
	TM 9-375

TM 9-2300
	M2A1
	LO 9-325



	Carriages, Gun (155-mm)
	
	
	MWO ORD C21-W10



	M1
	LO 9-350
	
	MWO ORD C21-W13



	
	MWO ORD D24-W16
	
	MWO ORD C21-W19



	
	MWO ORD D24-W1S
	
	MWO ORD C21-W21



	
	MWO ORD D24-W19
	
	MWO ORD C21-W22



	
	MWO ORD D24-W21
	
	MWO ORD F197-W3



	
	MWO ORD D24-W25
	
	TB 9-325-8



	
	TB 9-350-7
	
	TM 9-325

TM 9-2300



	
	TB 9-350A-1
	
	














	M2A1
	TM 9-3007
	M1

4
	TM 9-707



	
	LO 9-325
	Engine,
	engine accessories;



	M2A2
	
	electrical systems
	TM 9-1707A



	
	MWO ORD C21-W13
	
	



	
	MWO ORD C21-W16
	
	Power train; body; chassis

TM 9-1707B



	
	MWO ORD C21-W18
	M15
	TB 9-2855-27



	
	MWO ORD C21-W19
	M16
	LO 9-710-5



	
	
	
	MWO ORD A61-WI



	
	MWO ORD C21-W20
	
	



	
	MWO ORD C21-W21
	
	MWO ORD A61-W8



	
	MWO ORD C21-W22
	
	TB 9-2855-27



	
	MWO ORD F197 W3
	
	TB 9-2855-28



	
	
	
	TM 9-2800-1



	
	TB 9-32598
	
	



	
	TM 9-325
	M1

6A1
	MWO ORD A61-W8



	
	TM 9-2300
	
	TB 9-2855-27



	
	TM 9-3007
	
	TM 9-2855-28



	
	
	
	TM 9-2800-1



	M3A1
	TB ORD FE31
	
	



	M3A2
	TB ORD FE31
	M1

6A2
	MWO ORD A61-W8



	Carriages, Howitzer (155-i
	nm)
	M17
	



	
	TB 9-1331-3
	
	Engine; engine accessories;



	
	TM 9-1331
	electrical systems
	TM 9-1707A



	M1A1
	LO 9-331
	Carriages, Motor (gun, 3-in)
	



	
	MWO ORD C39-W10
	M10
	LO 9-752



	
	MWO ORD C39-W12
	
	MWO ORD G1-W17



	
	MWO ORD C39-W13
	
	MWO ORD Gl-W18



	
	MWO ORD C39-W14
	
	TB ORD FE2



	
	TB 9-331A-1
	
	TB ORD FE48



	
	TB 9-1331-3
	
	TB ORD 148



	
	TM 9-331A
	
	TB ORD 151



	
	TM 9-1331
	
	TB ORD 152



	
	TM 9-2300
	
	TM 9-323



	
	TB 9-331A-1
	
	TM 9-752



	
	TM 9-331A
	
	TM 9-1750L



	
	TM 9-2300
	
	



	
	TM 9-3043
	MIOA1
	



	
	
	
	MWO ORD G1-W17



	M1A2
	LO 9-331
	
	MWO ORD O1-W18



	
	MWO ORD C39-W12
	
	TB ORD FE2



	
	MWO ORD C39-W13
	
	TB ORD FE5



	
	MWO ORD C39-W14
	
	



	M1917A4
	LO 9-330
	
	TB ORD FE14



	
	
	
	TB ORD FE29



	
	TM 9-330
	
	TB ORD FE48



	
	TM 9-1330
	
	TB ORD 131



	
	TM 9-2300
	
	TB ORD 148



	M1918A3
	TM 9-330
	
	



	
	
	
	TB ORD 151



	
	TM 9-1330
	
	TB ORD 152



	Carriages, Howitzer (240-n
	am)
	
	TM 9-323



	M1
	LO 9-336
	
	TM 9-7310



	
	MWO ORD D31-W28
	
	TM 9-1750L



	
	MWO ORD D31-W33
	Carriages, Motor (gun, 37-n
	am)



	
	MWO ORD D31-W34
	M15A1
	TM 9-2800-1



	
	MWO ORD D31-W35
	
	



	
	TB 9-1341A-FE2
	Carriages, Motor (gun, 40-n
	



	
	
	M19
	LO 9-757



	
	TB 9-1341A-1
	
	TB ORD 456



	
	TM 9-341
	
	TM 9-1729B



	
	TM 9-1341A
	
	



	
	TM 9-2300
	M19A1
	MWO ORD A50-W32



	
	
	
	MWO ORD G248-WI



	Carriages, Mortar (12-in)
	
	
	MWO ORD O248-W2



	M1896M1
	TM 9-456
	
	TM.9-761



	M1896M11
	TM 9-456
	
	



	M1896M11l
	TM 9-458
	
	TM 9-1729A



	
	
	
	TM 9-2800-1



	M1908
	TM 9-457
	
	TB ORD 513



	Carriages, Motor
	
	T141
	TB ORD 513



	Horizontal volute type suspen
	
	
	



	
	
	Carriages, Motor (gun, 76-mm)
	



	sion
	TB ORD 271
	M18(T70)
	MWO ORD C58-W3



	Carriages, Motor (gun,combination)
	
	
	MW 0 ORD C58-W5



	M15A1
	LO 9-710-7
	
	



	
	
	
	MWO ORD Gl-W17



	
	TB 9-2855-27
	
	MWO ORD G1-W18



	
	TB 9-2855-28
	
	MWO ORD G136-W6





Carriages, Motor (gun,'multiple)

Carriages, Howitzer (75-n nm)-Con.










	Carriages,
	
	
	




	
	Motor (gun,

76-mm)-Continued
	Carriages, Motor (howitzer, 105-mm)
	



	M18(T70)
	MWO ORD G163-W5
	M4
	TB ORD 213



	
	MWO ORD 0163-W6
	M7
	LO 9-731E



	
	TB ORD 29
	
	MWO ORD F197-W3

MWO ORD G1-W18



	
	TM 9-755

TM 9-1755A
	
	MWO ORD G128-W16



	
	TM 9-1755B
	
	MWO ORD G128-W22



	
	TM 9-2800-1
	
	TB ORD FE5



	
	
	
	TB ORD 29



	Carriages, Motor (gun, 90-mm)
	
	
	TB ORD 108



	M36(T71)
	LO 9-758
	
	TB ORD 148



	
	MWO ORD G1-W18
	
	TB ORD 151



	
	MWO ORD G210-WI
	
	TB ORD 152



	
	MWO ORD O210-W2

TB ORD FE2
	
	TB ORD 154



	
	TB ORD FE14
	
	TB ORD 165



	
	TB ORD FE29
	
	TB ORD 180



	
	TB ORD FE48
	
	TB ORD 202



	
	TB ORD 95
	
	TB ORD 222



	
	TM 9-758
	
	TM 9-731E



	
	TM 9-2800-1
	
	TM 9-2800-1



	
	
	M7B1
	LO 9-749



	M3GB1
	LO 9-748
	
	MWO ORD F197-W3



	
	MWO ORD G1-W18
	
	MWO ORD Gl-W18



	
	TB ORD FE29
	
	TB ORD FE5



	
	TB ORD FE48
	
	TB ORD 95



	
	TM 9-748
	
	TB ORD 180



	
	TM 9-2800-1
	
	TM 9-749



	M36B2
	LO 9-745
	
	TM 9-2800-1



	
	TB ORD FE48
	M37
	LO 9-717



	
	TM 9-745
	
	MWO ORD G238-WI



	
	TM 9-2800-1
	
	TB 9-2853-2



	Carriages, Motor (gun, 155-mm)
	
	
	TB ORD 374



	M12
	MWO ORD Gl-W18
	
	TB ORD 456



	
	TB ORD 29
	
	TM 9-717



	
	TB ORD 148
	
	TM 9-1729A



	
	TB ORD 151
	
	TM 9-2809-1



	
	TB ORD 152
	T98E1
	TB ORD 513



	
	TB ORD 154
	Carriages, Motor (howitzer, 155-mm)
	



	
	TB ORD 165
	M1
	MWO ORD G236-W2



	
	TB ORD 222
	M41
	LO 9-744



	
	TM 9-751
	
	MWO ORD G236-W1



	M40
	LO 9-747
	
	TB ORD 374



	
	MWO ORD G232-WI
	
	TB ORD 456



	
	TB ORD 501
	
	TM 9-744



	
	TM 9-747
	
	TM 9-1729A



	
	TM 9-1747
	
	TM 9-1729C



	
	TM 9-2800-1
	
	TM 9-2800-1



	
	
	T99E1
	TB ORD 513



	Carriages, Motor (howitzer, 8-in)

M41
	TM 9-331B
	Carriages,,Motor (rifle, 105-mm)
	



	M43
	LO 9-747
	M22
	TM 9-329



	
	MWO ORD o232-Wl
	T47.modified
	TM 9-329



	
	TB 9-2853-2
	T106
	TM 9-2800-1



	
	TB ORD 501
	Carrier hybrid
	



	
	TM 9-747
	CF-7
	TM 11-2003



	
	TM 9-1747
	
	TM 11-4406



	
	TM 9-2800-1
	Carrier repeaters
	



	Carriages, Motor (howitzer, 75-mm)
	
	OA-9/FC
	MWO SIG 61



	M8
	MWO ORD Gl-W18
	Carrier systems
	



	
	
	Spiral-four, complete 100-mile
	TB

11-2001-1



	
	TB ORD 191
	
	TM 11-2001



	
	TM 9-732B
	Telegraph;
	telephone

Basic



	
	TM 9-17270
	principles
	TM 11-679



	
	TM 9-1727D
	Carrier terminals.
	(See Terminals,



	
	TM 9-1727E
	Carrier.)
	



	
	TM 9-1727F
	Carriers, Cargo
	



	
	
	M28(T15)
	TM 9-893



	T30
	TM 9-17270

TM 9-321
	
	TM 9-1893A

TM 9-1895B














	Carriers, Cargo-Continued
	
	Carriers, Excavator
	




	M29
	LO 9-772
	Duplex Models
	



	
	MWO ORD G179-W3
	HRG
	LO 5-9529-1



	
	MWO ORD G179-W9
	
	LO 5-9529-2



	
	TB 9-772-FE1
	
	TB 5-9529-1



	
	TB 9-772-FE3
	Carriers, Mortar (81-mm)
	



	
	TB 9-772-FE4
	M4
	LO 9-710-1



	
	.,

TB 9-772 7

FE5
	
	TM 9-2800-1



	
	TB 9-772-FE6
	M4A1
	LO 9-710-1



	
	TB 9-772-8
	M21
	LO 9-710-1



	
	TB 9-772-9
	Carriers, Personnel
	



	
	TB ORD 589
	General Motors Models
	TB ORD 458



	
	TM 9-772
	German Models
	TM E9-803



	
	TM 9-1772
	M3
	LO 9-710



	
	TM 9-2800-1
	MM3A
	WO ORD G0102-W46



	M290
	LO 9-772
	
	TB 9-2855-27



	
	MWO ORD G179-W3
	
	TB 9-2855-28

TM 9-2800-1



	
	MWO ORD G179-W9

TB 9-772-FE1
	M3AI
	LO 9-710



	
	TB 9-772-FE4
	M'
	WO ORD G102-W46



	
	TB 9-772-FE6
	
	TB 9-2855-27



	
	TB 9-772-8
	
	TM 9-2800-1



	
	TB 9-7729
	
	TM 9-2855-28



	
	TB 9-2855
	M5
	TM 9-707



	
	TB ORD 589
	Engine; engine accessories;
	



	
	TM 9-772
	electrical systems
	TM 9-1707A



	
	TM 9-1772
	Power train; body; chassis
	TM 9-1707B



	
	TM 9-2800-1
	M5A1
	



	Aerial delivery
	TB 10-567-1
	Engine; engine accessories;
	



	Personnel beater ii
	istallation
	electrical systems
	TM 9-1707A



	
	TB 9-2855-30
	Power train; body; chassis
	TM 9-1707B



	M30(T14)
	MWO ORD G1-W18
	5 passenger, 4 x 2
	



	
	TB ORD FE5
	Chevrolet series
	



	
	TB ORD 29
	1500-1949
	TB 9-8832-1



	
	TB ORD 148
	1500-1950
	TB 9-8832-1



	
	TB ORD 151

TB ORD 152
	1500 -1951
	TB 9-8832-1



	
	TB ORD 154
	Carriers, Universal

T16
	TM 9-746



	
	TB ORD 165
	Engines; engine accessories
	TM 9-1746A



	
	TB ORD 222
	train;

tracks;

Power
	sus



	
	TM 9-751
	pension
	TM 9-1746B



	Carriers, Cargo (amphibious)
	
	
	TM 9-2800-1



	M76(T46E1)
	LO 9-7604
	Carriers, Weapon
	



	
	MWO 01

RD G245-WI
	WC-51; WC-52
	TM 9-808



	
	TB 9-772A-1
	Carryalls
	



	
	TM 9-772A
	Le Tourneau Models
	



	
	TM 9-7605-3
	W2-10
	LO 5-1202



	
	TB 9-2800-1
	Cars
	



	Carriers, Club
	
	5-passenger, light sedan
	



	Policeman's
	i

MWO QM 38
	Chevrolet Models
	LO 9-U309



	Carriers, Crane
	
	Ford Models
	LO 9-U311



	Available truck models
	
	5-passenger, medium sedan
	



	HC-70X
	LO 5-9497
	Packard Models
	



	
	TB 5-9497-1
	Clipper
	LO 9-U312



	Carriers, Crane shovel
	
	161
	LO 9-U312



	Available truck models
	
	2003
	LO 9-U312



	1014
	TB 5-9455-1
	.Plymouth Models
	:LO 9-U310



	1014-CE
	LO 5-9455
	Cars, Armored
	



	
	TM 5-9455
	M8
	LO 9-7414



	Coleman Models
	
	MW
	rO ORD GI-W18



	G-55A
	TB 5-9501-1
	MW' MW1
	)O ORD G136-W5

1 ORD G136-W7



	Four-Wheel

Drive
	Auto

Co.
	
	'STB 705-13; 743-3



	Models MUC
	LO 5-9488
	OF
	TB 9-1743-1



	
	TB 5-9488-1
	
	TB ORD 589



	Hendrickson Models
	
	
	TM 9-743



	500F-1
	LO 5-9499
	
	TM 9-1743



	
	TB 5-9499-1
	
	TM 9-2800-1














	Cars, Armored-Continued
	
	Cases, Components
	



	M20
	LO 9-7414
	Cases, Telephone
	



	
	MWO

)RD GI-W18
	CY-1181/TT
	MWO SIG 177



	
	MWO 0

RD G176-W3
	CY-1157 ( )/GMD-1A
	MWO SIG 80



	
	MWO O

RD G176-W4
	Cassette changers
	



	
	TB 9-1743-1
	Stereoscopic
	TM 8-625



	
	TB ORD 589
	Casts and molds
	



	
	TM 9-743
	Criminal investigations
	TB PMG 6



	
	TM 9-1743
	Casualties, Chemical Warfare
	



	
	
	Treatment
	TM 8-220



	
	TM 9-2800-1
	
	



	M39
	MWO O

RD G136-W6
	
	TM 8-285



	T17E1
	TM 9-741
	Cataloging handbooks
	



	
	TM 9-1741A
	H-2-3
	SB 708-403



	
	TM 9-1741B
	(See Federal item

H-6-2-series.
	



	
	TM 9-17410
	identification guides: Supply
	



	T18E2
	TM 9-742
	cataloging.)
	



	Use of hull lifting eyes
	TB ORD 123
	Catwalks, Pile driver
	



	Cars, Half-track
	
	Reinforcement
	MWO ENG 9582-1



	
	TM 9-2800-1
	Caution plates
	



	M2A1
	TM 9-707
	Installation
	MWO ORD G742-W7



	M9A1
	
	
	



	Engine; engine accessories;
	
	Ceiling light sets
	



	electrical systems
	TM 9-1707A
	ANITMQ-2
	TM 11-2416



	Power train; body; chassis
	TM 9-1707B
	Ceilometer detectors
	



	Cars, Scout
	
	ML-337/GMQ-2
	TM 11-2419



	M3A1
	OFSTI

B 705-13; 743-3
	Ceilometer equipment
	



	
	TM 9-705
	AN/GMQ-2
	MWO SIG 11-2419-1



	
	TM 9-1709
	
	TM 11-2419



	Staking

of heragon
	nuts and
	Cedlometer projectors
	



	bolts
	TB ORD 155
	ML-335/GMQ-2
	TM 11-2419



	Cartridges, Adsorbent
	
	Oeilometer recorders
	



	M2
	
	ML-336/OMQ-2
	TM 11-2419



	Serviceability standard
	SB 3-30-12
	Celebes
	



	Cartridges, AP-T
	
	Medical and sanitary data
	TB MED 67



	M81
	TB ORD 567
	Cemeteries, Post
	



	M81A1
	TB ORD 567
	Maintenance
	TM 5-630



	Cartridges, Canister
	
	Censorship
	



	M336 (T22D1)
	
	Prisoner of war
	TM 30-236



	For 90-mm guns
	TB ORD 536
	Center support
	



	Cartridges, HE-T
	
	Coupling-shaft
	TB 9-8806-1



	T91
	
	Modification
	



	Weight zones
	TB ORD 566
	Central Europe
	



	Cartridges, Photoflash
	TM 9-1981
	Military maps
	TM 5-248



	Carts, Ammunition
	
	Central supply service
	



	M1A1
	LO 9-261
	Hospitals
	TM 8-275



	
	TB ORD 395
	(See Fans, Can

Centrifugal fans.
	



	Carts, Hand
	TM 9-2205
	trifugal.)
	



	M3A4
	TB ORD 396
	Centrifugal pumps.

(See Pumps,
	



	M4AI
	TB ORD 395
	Centrifugal.)
	



	M6A1
	TB ORD 395
	Cereals and cereal products
	



	
	
	
	TM 10-210



	M7
	TB ORD 395
	Inspection
	



	M8
	TB ORD 395
	Ceylon
	



	M9
	TB ORD 395
	Medical and sanitary data
	TB MED 109



	Carts, Mortar
	
	Chain saws.

(See Saws, Chain.)
	



	MIAI
	LO 9-261
	Chains and hooks
	



	
	TB ORD 395
	Types; uses
	TM 5-725



	Case liners
	
	Chains, Tire
	SB 9-99



	Waterproof
	
	Chairs, Invalid
	



	Depot manufacture
	TB 38-230-3
	Repair of loose tires
	SB 8-7



	Cases
	
	Channel alinement indicators
	



	
	MWO SIG 45
	ID-292/PRC
	MWO SIG 11-5059-1



	CS-79-N
	
	
	



	Oases, Battery
	
	Charges
	



	CS-111
	MWO SIC 40
	10-lb
	



	Cases, Binocular
	
	M1
	TB 9-1940-9



	Camouflage
	MWO (

)RD F238-W3
	M2
	TB 9-1940-9



	M17
	TM ORD 394
	M2AI
	TB 9-1940-9



	M24
	MWO £

3RD F238-W3
	15-lb
	



	M44
	MWO (

3RD F238-W3
	M2A3
	TB 9-1940-9



	Cases, Bone operating
	
	40-lb
	



	3073008
	TM 8-613
	T3
	TB 9-1940-6














	Charges, Calcium hydride
	
	
	




	ML-304A
	SB 11-191
	Chemical dispersion equipment

Development test and evalua
	



	ML-305A
	SB 11-191
	tion procedure manual
	TM 9-1977-1



	Chargers, Battery.

(See Battery
	
	Chemical handling equipment
	TM 3-255



	chargers.)
	
	Chemical items
	



	Charging plants
	
	Transfer listings
	SB 38-50-1



	Sight Feed Generator Co

Models
	
	Chemical loading equipment
	SB 38-50-2



	TM CP-750
	LO 5-9111
	Chemical mortar shells.

(See Shells,
	TM 3-255



	Charging plants, Acetylene
	
	Chemical mortar.)
	



	Linde Models
	
	Chemical munitions
	



	L-16
	TM 5-5070
	Use
	TM 3-300



	Charging sets
	TM 5-5071
	Chemical operations
	



	SCR-149
	L

O 11-302-3
	Terrain factors

Weather factors
	TM 3-240



	SCR-169
	L

O 11-302-1
	Chemical products
	TM 3-240



	
	TM 11-302
	FSC group 65
	



	Charging sets, Battery.

(See Bat
	
	Catalog identification guide
	SB 708-368



	tery chargers.)
	
	Chemical warfare casualties
	



	Chassis'
	
	Treatment
	TM 8-285



	Armored car T17EI
	Mq 9-1741C

Ti
	Chemical warfare materiel
	



	Basic vehicles
	
	Effects of extreme cold
	TB CW 13



	Dodge Models
	A 9-1808B

Ti
	Return from oversea theaters
	



	General Motors trucks
	
	and zone of interior
	SB 3-19



	CCKW-352
	PM 9-1801
	Chemicals
	



	CCKW-353
	'I

PM 9_1801
	FSC group 65
	SB 708-368



	CCW-353

Half-track vehicles (IHC)
	PM 9-1801

M 9-1707B
	Catalog identification guide

Chemicals, Dangerous
	



	
	TI

Ti

M 9-1710C
	Storage and shipment
	TM 3-250



	Scout cars
	
	Chest sets
	TB SIG 129



	M3A1
	'1

PM 9-1709
	H 18/GT
	



	Tractor truck M26
	TI

VI 9-1767C
	Serviceability standards
	gB 11-100-107

E



	-1 -

tuc! -

s l-VlO
	.An.

TIVI *1DO7IU
	TD-4
	SB 11-178

rB ORD 231



	134-ton, 4 x 4 truck
	TM 9-1806B
	Chest units
	qI



	234 to 4-ton, 4 x 4 truck

Four Wheel Drive Models
	
	T-51
	TB SIG 231



	4 to 5-ton, 4 x 4 truck
	TM 9-1815B
	Chests
	



	Autocar Models
	TM 9-1816
	CH-273
	TM,11-1221



	Federal Models
	TM 9-1816
	
	TM 11-1253



	5 to 6-ton trucks
	
	
	TM 11-1255



	Autocar Models
	TM 9-1817
	CY-64A/U

MWO

CY-154/TPX-1
	SIG 11-1524-27

TM 11-1255



	6-ton, 6 x 6 trucks
	
	CY-250A/U

MWO
	SIG 11-1524-27



	Brockway Models

Corbitt Models
	TM 9-1813

TM 9-1813
	Chests, Ammunition
	



	Ward La France Models
	TM 9-1813
	M2
	TM 9-2021



	White Models
	TM 9-1813
	Chilblains
	



	10-ton, 6 x 4 trucks
	
	Prevention; symptoms; treat
	



	Mack Models
	TM 9-1818B
	ment
	TB MED 81



	Chassis-coating compounds
	
	China

Clothing almanac
	SB 10-502



	Description; application; equip
	
	Military maps
	TM 5-248



	ment
	TB ORD 401
	China, Northeastern
	



	Chemical agents

Detection; identification
	
	Medical and sanitary data
	TB MED 220



	Field behavior
	TM 3-290

TM 3-240
	China, Southeastern
	



	G-series
	
	Medical and sanitary data
	TB MED 171



	Pertinent data
	TB 3-216-1
	Chinese language.

(See also Can

tonese language.)
	



	Properties
	TM 3-215
	Dictionaries
	TM 30-533



	Chemical analysis
	
	
	TM 30-933



	Qualitative; quantitative
	
	Glossaries
	TM 30-495



	Types
	TM 8-227
	Guide
	TM 30-333



	Chemical bombs.

(See Bombs,
	
	Phrase book
	TM 30-633



	Chemical.)
	
	cultivators.

Chisel

Cultiva

(See
	



	Chemical Corps ammunition
	
	tors, Chisel.)
	



	Disposal
	SB 3-32
	Chisels
	



	Chemical Corps items
	
	Maintenance; care
	TM 9-867



	Newly adopted

Requisitioning
	
	Chita Oblasts
	



	
	SB 3-29
	Medical and sanitary data
	TB MED 209












	Chlorination
	Clocks, Message center



	TM 5-666

Equipment
	TM 9-2300

Ml

TM 9-2300



	TM 5-665

Methods
	M2

Closing plugs



	Cholera

TB MED 138

Diagnosis; treatment
	TM 0-1901

Artillery ammunition



	(See Drills, Chuck.)
	Clothing



	Chuck drills.

Circles, Aiming
	TB QM 32

Conservation



	TM 9-575
	TM 10-267

Repair



	M1l

TM 9-1530
	TM 5-283

Repairs equipment



	TM 9-2300
	Supply cataloging



	(See Testers,

Cir

Circuit testers.
	Federal item identification



	cuit.)
	SB 708-384

guide



	(See Saws,

Circu

Circular saws.
	TB QM 13

Use in the jungle



	lar.)
	Clothing, Cold weather



	(See Pumps,

Circulating pumps.
	TM 10-275

Care; maintenance



	Circulating.)
	Clothing, Protective



	Civilian Defense Organizations
	Handlers of guided missile fuels

TB 10-277



	TM 30-410

British
	and oxidizers

TM 3-290



	Civilian personnel
	Types

Clothing almanacs



	Shipment of household effects

TB 14-500-19
	SB 10-497

Alaska



	Validation of payments

Clamps
	SB 10-498

British Isles



	TM 9-867

Maintenance; care
	SB 10-502

China



	Clamps, Primer line
	SB 10-502

Korea



	TM 1-1L-21-202

Installation in L-21 aircraft
	Clothing impregnating plants.

(See



	Clamshell buckets.

(See Buckets,
	Plants, Clothing impregnating.)



	Clamshell.)
	Clothing requirements



	(See Diggers, Clay;)

Clay diggers.
	SB 10-502

China



	Cleaners
	SB 10-502

Korea



	SB 55-27

Aircraft
	Clusters, Incendiary bomb



	Drum
	TM 3-400

AN-M14

TM 3-400



	TM 10-1697

Hell Models
	AN-M14A1

TM 3-400



	Cleaning equipment
	AN-M17A1

TM 3-400

M12



	TM 9-1834E

Vehicles
	TM 3-400

M13



	Cleaning equipment and supplies

FSC group 79
	TM 3-400

M17



	Catalog identification guide

SB 708-379
	]

MWO CML 14

M19



	Cleaning machines
	TM 3-400



	Fuel can and drum
	MWO CML 14

M20



	LO 10-1140

Barnes Model
	TM 3-400



	Cleaning materials
	TM 3-400

M20AI



	TB ORD 300

Use
	TM 3-400

M21



	Cleaning materials, Metal
	TM 3-400

M22



	TM 9-850

Types; uses
	TM 3-400

M22A1



	Cleaning supplies.

Cleaning

(See
	TM 3-400

M31

TM 3-400



	equipment.)
	M32

Clutch assemblies



	Cleaning units
	TB ORD 213

7067270



	Clayton Models

ARO-ORD

TM 5-9103
	Sikorsky



	Climbers, Pole
	Overhaul instructions

and



	LC-5

SB 11-189
	parts

break

illustrated



	Climbers, Tree
	TM 1-1HA-2-4-5-3 & 4

down



	LC-218/P

SB 11-189
	Clutch bearing sleeves



	Climb indicators (aircraft)
	TB 9-2830-77

Reclamation



	Eclipse-Pioneer Models
	Clutch housings



	Operation; service; overhaul
	TB 9-2830-56

Conversions



	TM 1-05 -20,-17
	Clutch release bearings.

(See Bear



	Clinometers
	ings, Clutch release.)



	TM 9-2300

M1912AI

TM 11-2423
	Clutches

Clut Borg and Bek Models



	ML-119-C
	



	TM 11-2423

ML-119-D
	11828

TM 9-1840A



	ML-119-E
	TM 9-1893A

Cargo carrier M28 (T15)

TM 11-2423



	ML-119-F

TM 11-2423
	Long Models



	Clinometers, Machine gun
	TM 9-1819A

12CF



	TM 9-575

M1917
	TB 0-8818-1

Operation and adjustment



	TM 9-1527
	Rockford Models



	TM 9-2200
	TM 9-1775

D-33009

TM 9-1837A



	TM 9-1175

Clocks
	15TT














	Clutches-Continued
	
	
	




	Utility truck
	
	Cold

weather

equipment.

Equipment, Cold weather.)
	(See



	Willys Overland Models
	
	Cold weather

operations Lubrica
	



	M38
	TM 9-1840A
	tion of Ordnance materiel
	TB 9-2855-1



	Coal
	
	Collapsible

containers.

(See
	Con



	Inspection; storage
	TM 5-675
	tainers, Collapsible.)
	



	Payments of contract price

Coal contracts
	TM 14-504
	Collective

protectors.

(See
	Pro



	Discount period
	TB 14-504-1
	tectors, Collective.)

Combat

communications.
	(See



	Coal fired heating systems.

(See
	
	Communications, Combat.)
	



	Heating systems, Coal-fired.)
	
	Combat photography (See Photo
	



	Coal handling
	
	graphy, Combat.)
	



	Equipment
	TM 5-675
	Combat

vehicle

mounts.
	(See



	Inspection; maintenance

Materials and methods
	TM 5-676.
	Mounts, Combat vehicle.)
	



	Coats, WAC
	TM 5-675
	Combination

locks.

(See

Combination.)
	Locks,



	Shade 121
	MWO QM 36
	Comcenters.

(See Communications
	



	Cockroaches
	
	centers.)
	



	Control
	TM 5-632
	Commercial furnishings and appli
	



	Code practice equipments
	
	ances
	



	EE-96-F
	TM 11-2093
	Catalog identification guide
	SB 708-372



	EE-94-B

EE-94-F
	SB 11-159
	FSC group 72
	



	E E-95-B
	TM 11-2093

SB 11-159
	Commissaries

Authorized subsistence supplies;
	



	EE-96-B
	SB 11-159
	perishable; nonperishable
	



	Code recorders
	
	List
	SB 10-508



	RD-60/U
	TM 11-5533
	Operation
	TM 10-215



	Code training sets
	
	Commissioned officers.

(See
	Offi



	AN/GSC-T1
	TM 11-437
	cers, Commissioned.)
	



	Serviceability standards
	B 11-100-121
	Communications
	



	AN/GSC-T1A

Codeine
	TM 11-437A
	Jungle radio
	TB SIG 4



	Characteristics and effects
	TB PMG 8
	Technical and tactical

Combat information
	



	Coders
	
	
	TB SIC 555-1

TB SIG 555-2



	KY-97/TPX
	IWO SIG 125

IM
	USSR
	



	KY-97A/TPX
	M

WO SIG 125
	Rifle division
	TB SIC F-2-RU



	Coffee roasting and grinding plants
	
	Tank and mechanized divi
	



	Installation
	TM 5-283
	sions
	TB SIC F-3-RU



	Model 601
	LO 10-710

TM 10-710
	Communications, Combat
	



	Coffee urns
	TM 5-636
	Cable laying

Efficiency in operation
	TB SIG 555-3

.TB SIC 555-6



	Coil assemblies
	
	Field wire; cable lines
	



	Telephone loading
	
	Identification
	TB SIC 555-7 ·



	CU-260/G
	TB SIC 233
	New

communications
	equip-



	Coil

assemblies.

(See Assemblies,
	
	ment
	TB SIC 555-11



	Coil.)
	
	Pack howitzer units
	TB SIC 555-5



	Coils
	
	Radio noises, elimination
	TB SIG 555-12



	Impedance unbalance tests
	
	Radio relay operations

Radio relay systems
	TB SIG 555-1

TB SIG 555-5



	C-161
	TB SIG 29
	Signal activities
	



	C-288
	TB SIC 29
	45th Division, Korea
	TB SIG 555-10



	RL-128/G
	M

IWO SIG 172
	Standard frequency

and
	time



	(See Fiber rope.)

Coir rope.
	
	signals
	TB SIG 555-1



	Cold injuries
	
	Use of helicopters
	TB SIG 555-8



	Prevention;

symptoms;

treat
	
	VHF equipment: performance;
	



	ment
	TB MED 81
	utilization

Communications, Railway
	TB SIC 555-4,

TM 55-205



	Cold storage plants
	
	Communications centers
	



	Automatic

Inspection; maintenance
	TM 5-673
	Planning
	TM 11-2237



	Manual
	
	Communications central
	



	Inspection; maintenance
	TM 5-673
	AN/MSC-1
	TM 11-5505



	Operation
	
	Communications-electronics
	



	Cold weather
	
	Technical and tactical

Combat information
	TB SIC 555-1



	Clothing and equipment.

(See
	
	
	TB SIG 555-3



	Clothing, Cold weather.)
	
	
	TB SIG 555-4



	Effects on CWS materiel
	TB CW 13
	
	TB SIC 555-5



	Cold weather clothing.

(See Cloth
	
	
	TB SIG 555-6



	ing, Cold weather.)
	
	
	TB SIG 555-7












	Communications-electronics-Con.
	Compressors-Continued




	Technical and tactical-Con.
	Ingersoll-Rand



	Combat information-Con.
	Type 30

TM 55-2934



	?B SIG 555-8

'B SIG 555-9

T1
	Compressors, Air.

(See Air compressors.)

Compressors, Auxiliary



	T.

B SIG 555-11
	Kahlenberg Models



	B SIG 555-12
	KBAL-1000

LO 55-U41



	Communications equipment
	Compressors, Hydrogen



	Army aircraft
	Chicago Pneumatic Models

TB 5-5483-1

PO-44



	Requisitioning

SB 11-164

TM Ell-219

German
	Compressors, Reciprocating



	TM Ell-227
	Carrier Models



	q

Japanese

TM EII-227A
	TM 55-3706

7



	Communications systems
	Computing sights. (See Sights, Computing.)

Computers



	TM 11-486

Electrical engineering
	MWO ORD F243-W2



	TM 11-431

Target range

Companies
	MS

MWO ORD F243-W2

M3AI



	TM 5-400

Engineer heavy shop
	Computers, Gun data



	Engineer maintenance

TM 5-400
	Ml

TM 9-1646



	Quartermaster
	M8 series

TM 9-1669A



	TM 10-367

Base depot
	TM 9-1669C

M8C

TM 9-2300



	Company property books

SB 11-24

Pigeon entries
	M8N

TM 9-669



	Comparators, Optical
	TM 9-1669B



	Jones & Lamson Machine

Co.
	TM 9-2300



	TB 9-9125-1

Model
	Concrete and masonry

TM 7-742



	Compass reading
	Terminology

TM 5-704



	Instruction kit

TM 5-9990
	Concrete construction

Design and specifications

TM 5-615



	Compasses

RD F219-W1

MWO 0O

M2
	Materials and methods

TM 5-616



	MWO O

RD F219-W2
	Concrete equipments



	MWO O

RD F219-W3
	TB 56-9720-18

Technical data



	TM 9-575
	(See Finishers, Concrete.)

Concrete finishers.



	TM 9-1630
	Concrete mixers.

(See Mixers, Concrete.)



	TM 9-2300
	Concrete pavers.

(See Pavers, Concrete.)

Concrete spreaders.

(See Spreaders, Concrete.)



	M6
	Concrete vibrators.

(See Vibrators, Concrete.)



	Installation

in

Ordnance

TB ORD 369

vehicle
	Condensing units



	Instructions

for

ing

refilli
	Carrier Models

TM 655-3706



	body

TB OBRD 367
	Conduct, Disorderly



	ML-197

TM 11-423
	TB PMQ 19

Prevention; control



	Compasses, Magnetic
	Connecting and switching kits.

(See Kits, Con



	Airpath
	necting and switching.)



	Operation, service, and o0

'er-

haul instructions

TM 1-5N3-3-2-1
	Connectors

Reclamation

TB 9-2830-51



	Installation

:1

TM I-iL-20A-514
	Conservation



	Compasses, Pilot's
	Clothing; equipage; general supplies



	Type B-16

TM 1-5N3-3-3-1
	TB QM 32



	Compasses, Prismatic
	TB QM 50-3

Food



	SB 9-83

M1918
	Oil

SB 9-19



	TM 9-575

TM 9-1530
	Console cabinets.

(See Cabinets, Console.)

Consoles, Communications control



	TM 9-2300
	OA-403/FI

TM 11-2537



	Compasses, Sun
	Consoles, Remote control



	Abrams Models
	CY-161/FRC

TM 11-2622



	SC-i

TM 5-9422
	CY-751/GR

TM 11-2647



	(See Cases, C

Components cases.

Components.)

Compounds, emulsifiable
	Wilcox Electric

TM 11-2551

CS380



	Flame resistant for fabric

TB ENG 75
	Construction



	Cylinders, Com-

Compressed gas cylinders.

(See
	TB 5-283-3

Electric lines



	pressed gas.)
	Terminology

TM 5-704



	Compressed gases. (See Gases, C4

ompressed.)
	Construction equipment



	Compressors.

(See also Air comn

Dressors.)

Carrier Corporation Models
	TM 5-252

Airdomes

Roads

TM 5-252



	TB 5-9244-1

7K4
	Construction materials



	Chicago Pneumatic Models
	FSC group 56



	PE-44

TM 5-5483
	Catalog identification guide

SB 708-356



	PO-44

TM 5-56483
	TM 5-545

Geological classifications














	Construction materials-Continued
	
	Control stations, Searchlight
	




	Physical properties
	TM 5-283
	General Electric Models
	



	Construction surveying
	
	1941
	TM 5-7040



	Roads; airfields; railroads; bridges
	
	
	TM 5-7144



	Construction tools
	TM 5-233
	1941A
	TM 5-7040



	Technical data
	TB 5-9720-9
	1942
	TM 5-7045



	Consultation service
	TB MED 156
	
	TM 5-7046



	Consumption factors
	
	
	TM 5-7047



	Petroleum products
	SB 10-231
	1942A
	TM 5-7111



	Consumption rates
	
	
	TM 5-7112



	Air Force materiel
	SB 38-25
	
	TM 5-7113



	Consumption rates, Peacetime
	
	Mole-Richardson Models
	



	Army Medical Service items
	SB 8-38
	M1941-A
	TM 5-7109



	Chemical Corps items
	SB 3-27
	1942
	TM 5-7100



	Quartermaster Corps items
	SB 10-38
	Sperry Gyroscope Models
	



	Consumption rates, Wartime
	
	1941A
	TM 5-7140



	Army Medical Service
	SB 8-39
	1942
	TM 5-1721



	Chemical Corps items
	SB 3-28
	
	TM 5-1722



	Quartermaster Corps items
	SB 10-496
	
	TM 5-1723



	Transportation Corps items
	SB 55-26
	Control systems, Local
	



	Containers
	
	M16AI
	TM 9-8067



	A-22
	
	Control units
	



	Aerial delivery
	TM 10-533
	BC-1085
	LO 11-1424-2



	Combustible materials
	
	C-104/TIQ-3
	TM 11-2531



	Cleaning precautions
	TB 9-2852-1
	C-292/TRA-7
	TM 11-262



	Containers, Carbon dioxide
	
	C-292A/TRA-7
	TM 11-262



	Cardox Models
	
	C-292B/TRA-7
	TM 11-262



	FE-23584
	LO 5-9191
	GarWood Models
	



	
	TB 5-9191-1
	151
	TM 5-9875



	Containers, Collapsible
	
	281
	TM 5-9876



	Storage of petroleum products
	TB QM 35
	RM-12-(*)
	TM 11-312



	Containers, Shipping
	
	RM-13-(*)
	TM 11-312



	Construction
	TM 5-14
	RM-13-A through-RM-13-G
	TM 11-4020



	Ordnance materials
	
	RM-53
	MWO SIG 11-2632-2



	Selection; construction
	TM 9-1005
	Controlled differentials.
	(See Differ



	Selection
	TM 5-614
	entials, Controlled.)
	



	Type
	TM 5-614
	Controlled Materials Plan
	



	Containers, Shipping (reusable)
	
	Purchases by QM supply officers
	SB 10-88



	Application; marking; maintenance
	SB 9-69
	Controllers, Motor (ventilation fans)
	



	For tank and automotive assemblies
	SB 9-69
	Monitor Controller Models
	TM 55-3732



	Contour saws.
	(See Saws, Contour.)
	
	TM 55-3741



	Contractor units
	
	
	TM 55-3751



	BC-608-A
	TM 11-1000
	Controls, Interphone
	



	Contracts, Supply
	
	C-665/VIA-1
	IWO SIG 143

I,



	Cost-plus-a-fixed-fee
	
	Controls, Local
	



	Audit procedures
	TM 14-1000
	0-434/0OGR
	IWO SIG 143



	Control boxes
	
	C-435/GRC
	SIG 11-284-1

MWO



	C-108/TPX-1
	TM 11-1255
	
	IWO SIG 143



	C-375/VR0C
	MWO SIG 143
	Controls, Steering and shifting

Armored Infantry vehicles
	



	
	
	
	TM 9-7419-1



	
	TM 11-2643
	
	



	R-3001
	
	Conversion units, Boat
	



	R-3002
	MWO SIG 137

MWO SIG 137
	Hell Model
	LO 5-9562



	R-3002-1
	MWO SIG 137
	Converter and charger units
	



	R-3003
	MWO SIG 137
	Dry Ice Converter Models
	



	Control groups
	
	300-S
	TB 5-9181-1



	AN/GRA-6
	TM 11-5038
	Converter and charging units (car
	



	Control panel assemblies
	
	bon dioxide)
	



	D82780
	TB 9-1637-1
	Dry Ice Corp Models
	



	Control panels
	
	300-S
	TM 5-9181



	PN-31-A
	MWO SIG 11-243-3
	
	



	SB-212/MPQ-10
	
	Converter sets
	



	Improving dial lighting
	
	CV-115/URR

TC-33
	TM 11-5085



	~_MWO ^
	

SIG 11-1303-5
	
	TM 11-2008



	-l-oL7l

V

Mc-Olrl1'
	
	Converters
	



	C-577A/GMD-1
	MWO SIG 111
	Acme MFM
	TM 11-2644



	
	MWO SIG 11-271-3
	CV-2/TX
	MWO S

SIG 11-2252-1



	0-577B/GMD-1
	MWO SIG 107
	
	TM 11-2252



	
	MWO SIG 111

MWO SIG 11-271-3
	
	TM 11-2252A

TM 11-4021














	Converters-Continued
	
	Conveyors, Belt type-Continued
	



	CV-2A/TX
	MWO SIC 11-2252-1
	Lamson Models
	LO 5-9130



	
	TM 11-2252
	
	TB 5-9130-1

TM 5-9130



	CV-46/FR
	TM 11-383

LO 11-380
	Pioneer Models
	TM 5-1258



	M-209

M-209; M-209-A; M-209-B
	TM 11-344
	
	TB 5-1400-3



	Serviceability standards
	SB 11-100-87
	MH-30
	LO 5-1258



	M-222; M-222-A
	TM 11-344
	
	TB 5-1258-1



	Converters, Dual diversity
	
	Conveyers, Drag type
	



	CV-31/TRA-7; CV-31A/TRA-7
	
	Barber-Greene Models
	



	
	MWO SI8 11-278-1
	92
	TB 5-9623-1



	through

CV-31/TRA-7
	CV
	681
	LO 5-9586



	31D/TRA-7
	TM 11-261
	
	TB 5-9586-1



	Converters, Oxygen
	
	689
	TB 5-9585-1



	Air Products Models
	TB 5-9093-1
	Fairfield Models
	



	Converters, Rotary
	
	104
	TB 5-9602-1



	1K50
	LO 11-5507
	251
	TB 5-9603-1



	3K50
	LO 11-5507
	Haiss Models
	



	Gothard Models
	
	75-CC
	TM 5-9593



	BK-35F
	LO 11-984
	484 PM
	LO 5-9597

TB 5-9597-1



	Janette types
	
	486-PM
	TB 5-9597-1



	CS
	TM 11-2518
	Cooking Outfits
	



	CS-12-F

CSF
	LO 11-984

TM 11-2518
	Small detachments
	TM 10-703



	
	
	Cooks, Army
	



	Pioneer Gen-E-Motor Models

1K50
	TM 11-977
	Handbook
	TM 10-405



	
	TM 11-5507
	Workbook
	TM 10-405A



	2DL60
	TM 11-977
	Coolers, Power Plant
	



	2K20
	TM 11-977
	Painting
	TB ORD 338



	2K30X
	TM 11-977
	Cooling systems
	



	2K50X
	TM 11-977
	Vehicles; powered ground equip
	



	2R200
	TM 11-977
	ment
	TM 9-2858



	3K50
	TM 11-977
	Copying

cameras.

(See
	Cameras,



	
	TM 11-5507
	Copying.)
	



	PU-134/U
	TM 11-985
	Cordage
	



	PU-140/U
	LO 11-5507
	C00-146
	TM 11-2254



	PU-140A/U
	LO 11-5507
	(See Fiber rope.)

Cordage.
	



	
	TM 11-5507
	Cords
	



	PU-141A/U
	LO 11-5507
	CD-264

CD-265
	TM 11-2254

TM 11-2254



	
	TM 11-5507

LO 11-5507
	CD-318
	MWO BIG 23



	PU-141B/U

PU-143/U, PU-143A/U
	LO 11-984
	
	MWO 6IG 44



	
	TM 11-984
	CD-318-A
	MWO SIG 23



	PU-151B/U
	TM 11-5507
	
	MWO SIG 44



	Converters, Torque
	
	CD-318-B
	I80 44

MWO



	General Motors Models
	
	CD-605
	MWO SIG 54



	6SE-57
	TM 55-2035
	CD-608
	MWO SIG 54



	Twin-disk Models
	
	CD-874
	MWO SIG 54



	T-10010
	TM 9-1785A
	CD-933
	MWO SIG 54



	Conveyors, Belt type
	
	CG-49/TPS-3
	TM 11-1253



	Atlas Conveyor Models
	
	
	TM 11-1255



	901
	TB 5-9624-1
	C G-50/TPS-3
	TM 11-1253



	Barber-Greene Models
	
	
	TM 11-1255



	N
	LO 5-1010
	CG-67/MRQ-2
	TM 11-1255



	
	TB 5-1010-1
	C G-70/MP
	TM 11-1255

TM 11-1221



	
	TB 5-1010-2
	CG-70/MPM
	TM 11-1253



	
	TM 5-1010
	C G-71/MPM
	TM 11-1221



	Farquhar Models
	
	
	TM 11-1253



	432-A
	LO 5-9595
	C G-76/TPX-1
	TM 11-1255



	
	TB 5-9595-1
	C 0-109/TPX-1
	TM 11-1255



	
	TM 5-9595
	C G-110/TPX-1
	TM 11-1255



	Ferguson Models
	LO 5-9596
	C G-304/MPM-15
	TM 11-1255



	
	TB 5-9596-1
	CG-305/MPM-15
	TM 11-1253



	
	TM 5-9596
	
	TM 11-1255



	Haiss Models
	
	CX-101/TPS-3
	TM 11-1253



	487
	LO 5-9594
	
	TM 11-1255



	
	TB 5-9594-1
	CX-102/TPS-3
	TM 11-1253



	
	TM 5-9594
	
	TM 11-1255














	Cords-Continued

CX-156/TPX-1
	
	Crane shovels-Continued
	



	CX-159/TPX-1
	TM 11-1255

TM 11-1255
	Bucyrus-Erie Models
	



	CX-644/MPM-14
	TM 11-1255
	15B
	LO 5-9857

MWO ENO 1170-1



	CX-658/U
	TM 11-1253
	
	TM 5-9857



	
	TM 11-1255
	22B
	LO 5-9859-1



	CX-659/MPM-15
	TM 11-1255
	
	LO 5-9859-2



	Cords, Power
	
	
	MWO ENG 1170-1



	Teletypewriter sets AN/POC-1
	
	
	TB 5-9859-1



	
	MWO SIC 11-2235-1
	
	TM 5-9859-2



	Cords, Power connector

P-3
	
	37-B
	LO 5-1260-1



	Cork gaskets
	MWO SIG 11-2586-5
	
	LO 5-1260-2



	Fungus-resistant treatment
	TB ENG 87
	51-B
	LO 5-1260-3



	Corps of Engineers
	
	
	LO 5-9635-1

TB 5-9635-1



	Maintenance system
	TM 5-505
	
	LO 5-9635-2



	Mapping functions
	TM 5-231
	
	TM 5-9635



	Peacetime replacement factors
	SB 5-58
	Byers Models
	



	Wartime replacement factors
	SB 5-57
	83
	LO 5-9495-1



	Correctors, Wind (sound ranging)
	
	
	LO 5-9495-2



	M1
	TM 9-575
	
	TB 5-9495-1



	
	TM 0-2300
	
	TM 5-9495



	Corrosion and rust prevention
	TM 5-614
	Columbia Models
	



	Ordnance mathriel
	TM 9-850
	M-75
	LO 5-9509-1



	Ordnance vehicles

Corsica
	TB ORD 242
	
	LO 5-9509-2



	Medical and sanitary data
	TB MED 125
	GarWood Models
	



	Cotton rope.

(See Fiber rope.)
	
	M-20-A
	LO 5-9517-1

LO 5-9517-2



	Counterfeiting
	TB PMG-2
	
	MWO ENG 9517-2



	Counter measures receiving set
	
	Hanson

Clutch and Mach Co
	



	AN/TLR-1
	MWO SIG 109
	Models
	



	Antenna.

(See Antenna

Couplers,
	
	61
	LO 5-9518



	couplers.)
	
	
	TB 5-9518-1



	Couplers, Directional
	
	
	TM 5-9618



	M-454
	MWO SIO 11-1561-2
	Harnischfeger Models
	



	Couplings, Engine cooling fan (air

craft)
	
	150-TO
	LO 5-9490



	Installation of larger oil coolers
	
	
	TB 5-9490-1

TM 5-9490



	
	TM 1-1H-25A-211
	255A
	MWO ENG 9491-1



	Coupling units
	
	255-A-TO
	LO 5-9510-1



	(See also Antenna coupling units.)
	
	
	-LO 5-9510-2



	CU-52( )/URR
	
	
	MWO ENG 9510-1



	Standardization
	TB 34-9-40
	
	TB 5-9510-1



	CU-96/UP
	TB SIC 188
	Harnischfeger Models
	



	Covers, Waterproof
	
	255-A-TC
	TM 5-9510



	Special purpose

Crane shovel carriers.
	SB 11-83
	655A
	MWO ENG 9492-1



	(See Carriers,

Crane shovel.)
	
	655B
	LO 5-9492-1



	Crane shovels
	
	
	LO 5-9492-2

TB 5-9492-1



	American Hoist & Derrick Mod
	
	
	TM 5-9492



	els
	
	Insley Models
	



	375-BO
	LO 5-9537
	K-12
	TB 5-9178-1



	
	TB 5-9537-1
	
	TM 5-9178



	
	TM 5-9537
	Koehring Models
	



	Bay City Models
	
	205-WC
	LO 5-1159



	18-T50
	TM 5-9534
	
	MWO ENG 1159-1



	65

180-T66
	LO 5-1316
	
	TM 5-1159



	
	LO 5-9507-3

LO 5-9507-4
	304
	LO 5-1172-1



	
	TB 5-9507-1
	304-10
	LO 5-1172-2

LO 5-9523-1



	Browning Crane & Shovel Mod
	
	
	LO 5-9523-2



	els
	
	
	TB 5-9523-1



	T-20
	LO 5-9514
	304WC
	LO 5-1191



	
	TB 5-9514-1
	604
	MWO ENG 1195-2



	Buckeye Models
	
	Lima Models
	



	M-20-A
	ENG 9517-1

MWO
	34, Paymaster
	LO 5-1312-1



	M20-A-TO
	TB 5-9517-1
	
	LO 5-1312-2



	70
	LO 5-1197-1
	34T
	LO 5-9519



	
	LO 5-1197-2
	
	TB 5-9519-1














	Crane shovels-Continued
	
	Crane shovels-Continued
	




	Lima Models-Continued
	
	Unit Models
	



	604
	LO 5-9634-1
	1014
	LO 5-9524



	
	LO 5-9634-2
	
	TB 5-9524-1



	
	TB 5-9634-1
	
	TM 5-9524



	
	TM 5-9634
	1020YD
	LO 5-9633



	802
	LO 5-9861-1
	
	TB 5-9633-1



	
	LO 5-9861-2
	
	TM 5-9633



	
	LO 5-9861-3
	1220-CE
	LO 5-9525



	
	LO 5-9861-4
	Wayne Models
	



	
	TB 5-9861-1
	40
	LO 5-9520

TM 5-9520-1



	
	TM 5-9861-1
	
	TM 5-9520-2



	
	TM 5-9861-2
	Cranes
	



	Link Belt Models
	
	Bay City Models
	



	K-370
	LO 5-9706-1
	18
	TB 5-1455-1



	
	LO 5-9706-2
	65
	MWO ENG 1316-1



	75
	LO 5-1458
	
	TM 5-1316



	Link-Belt Speeder Corp Models
	
	Bucyrus-Erie Models
	



	HC-70
	LO 5-9521
	22-B
	TB ENG 103



	
	TB 5-9521-1
	54-B
	TB 5-9620-1



	
	TM 5-9521
	Cardwell Models
	



	Marion Models
	
	C
	LO 5-9686



	372
	LO 5-9512
	
	TB 5-9686-1



	
	TB 5-9512-1
	
	TM 5-9686



	
	TM 5-9512
	Cargocrane Models
	



	Michigan Models
	
	YC-9
	TB 5-9371-1



	T-6-K
	ENG 1323-1

MWO
	YC-9A
	TB 5-9371-1



	TLDT-20
	LO 5-9536
	Daybrook-Heil Models
	



	
	TB 5-9536-1
	M-II
	.LO

5-8064



	
	TM 5-5936
	
	TM 5-8064



	TMDT-16
	LO 5-9536
	M-II-A
	LO 5-8064



	
	TB 5-9536-1
	
	TM 5-8064



	
	TM 5-5936
	
	TM 5-8058



	Osgood Models
	
	Federal Models
	LO 10-1694A-1



	200
	LO 5-1162
	NC-10-QM
	LO 10-1694A-2



	Schield-Bantam Models
	
	Gar Wood Models
	



	ABM-51
	LO 5-9522
	US6A
	TM 0-1796



	
	TB 5-9522-1
	General Models
	



	
	TM 5-9522
	307
	LO 5-1277



	M49A
	LO 5-9539
	
	MWO ENG 1275-1



	
	TB 5-9539-1
	Harnisehfeger Models
	



	
	TM 5-9539
	150-TC
	TB ENG 104



	Thew-Lorain Models
	
	255-A
	TB 5-9491-1



	82
	LO 5-1178-1
	Hughes-Keenan Models
	



	
	LO 5-1178-2
	MC-1R
	MWO ENG 3270-1



	820
	LO 5-9637-1
	
	TB 5-3270-1



	
	LO 5-9637-2
	MC-2R
	TB 5-3270-1



	
	TB 5-9637-1
	
	TM 10-1665



	E-66
	LO 5-9506
	MC-2Rd]
	TB 5-3270-1



	E6610
	TB 5-9506-1
	MC-4
	.LO 10-1663-2



	E6620
	LO 5-9508
	
	TM 10-1663



	
	O ENG 9508-1

MWO
	MC-8
	TB 5-3270-1



	
	TB 5-9508-1
	V-10
	LO 10-1692A-1



	
	TM 5-9508
	
	LO 10-1692A-2



	MC-3
	LO 5-9852
	
	TM 10-1692A

LO 10-1692A-1



	
	O ENG 9852-1

MWO
	V-10 (RS)
	LO 10-1692A-2



	
	TM 5-9852-1
	
	TM 10-1692A



	
	TM 5-9852-2
	
	



	
	TB 5-9852-1
	Hyster Models

FTH-8
	LO 5-9532



	MC-4
	LO 5-9852
	
	TB 5-9532-1



	
	O ENG 9852-1

MWC

TB 5-9852-1
	
	TM 5-9532



	
	TM 5-9852-2
	Hystaway
	LO 5-9528



	MC-6 x 6
	LO 5-9866-1
	
	TB 5-9528-1



	
	LO 5-9866-2
	
	TM 5-9528-2



	MC-16
	O ENG 9852-1

MWC
	
	TM 5-9528-3



	TL-25K
	TB 5-9632-1
	KB
	TM 10-1644














	Crane shovels-Continued
	
	Crane shovels-Continued
	




	Inspections

and
	preventive
	Quickway-Brockway Models-Continued
	



	maintenance services
	TB QM 4
	E
	TB ENG 102



	International Harvester Models
	
	
	TM 5-1174



	TD-14
	MWO ENG 3270-1
	Service Supply Models
	



	Koehring Models
	
	W-6-C
	LO 10-1647-2



	205-WC
	TB 5-1159-1
	
	TM 10-1647



	304
	MWO ENG 1168-2
	W-6-Ci
	LO 10-1647-2



	
	TB 5-1168-1
	
	TM 10-1647



	
	TB ENG 105
	Shepard Niles Models
	



	
	TM 5-1168
	RB
	LO 55-'U151



	
	TM 5-1172
	Silent Hoist Models
	



	304-WC
	TB 5-1191-1
	A, AX, AY
	LO 10-1650



	604
	LO 5-1195
	
	TM 10-1650



	
	TB 5-1195-1
	Thew-Lorain Models
	



	LeTourneau Models

A
	
	L-40, L-40A
	LO 5-1175-1



	
	LO 5-0538
	
	LO 5-1175-2



	
	TB 5-9538-1
	
	TB 5-1175-1



	
	TM 5-9538-1

TM 5-9538-2
	
	TB 5-1175-2



	AD-3
	LO 5-9230
	
	MWO ENG 1175-1



	
	TM 5-9230
	MC-3
	TB ENG 101



	EC-30
	LO 5-9538
	MO-6 x 6
	TB 5-9866-1



	
	TB 5-9538-1
	Trackson Models
	



	
	TM 5-9538-1
	CT-9
	LO 5-3246



	
	TM 5-9538-2
	
	TB 5-3246-1



	M-20
	LO 5-9060
	
	TM 5-3246



	
	TB 5-9060-1
	Yale and Towne Models
	



	
	TM 5-9060
	K42SH-6-7-78, Cable King
	



	Lima Models
	
	
	LO 10-1657A



	34 (Paymaster)
	LO 5-1312-1
	Cranes, Floating
	



	
	LO 5-1312-2
	& Derrick

American

Hoist
	



	
	MWO ENG 1312-2
	Models
	



	802
	MWO ENG 1319-2
	256
	LO 55-1210-1



	1201
	TB 5-1317-1
	
	LO 55-1210-2



	Link Belt Speeder Models
	
	Design 413
	LO 55-1211-1



	K-370
	TB 5-9706-1
	Dravo Models
	LO 55-1211-2



	
	TM 5-9706
	Design 264
	LO 55-U159



	LS-40
	LO 5-9704
	Operation
	TM 55-335



	
	TB 5-9704-1
	Pointer-Willamette

and

Wash
	



	LS-50

LS-85
	LO 5-9704
	ington Iron Works
	



	LS-90
	TB 5-9804-1
	Design 317A
	I

LO 55-U161-1



	75
	TB 5-9804-1

MWO ENG 1458-1
	
	LO 55-U161-2



	
	TB 5-1458-1
	Cranes, Gantry
	



	Lohse Models
	
	Mississippi Valley Models
	TM5-9856



	5LD
	TB 10-1648-1
	Cranes,

Locomotive.

(See
	also



	
	TB9-771-FE1
	Cranes, Floating.)
	



	
	TM 9-771
	& D

American

Hoist

errick
	



	
	TM 9-2800-1
	Models
	LO 55-1701-2



	Manitowac Models
	
	840 DE
	LO 55-1701-1



	3900
	MWO ENG 9494-2
	
	LO 55-1701-3



	
	TB 5-9494-1
	
	LO 55-1701-4



	Marion Models
	
	Browning Models
	LO 55-1201



	C-8
	TM 55-1203
	8-wheel
	TM 55-1201



	362
	LO 5-9146
	Industrial

Brownhoist

Models
	



	
	TM 55-1202
	No 5, No 8
	LO 55-1700



	Mather Models
	
	Inspection and maintenance
	TM 55-270



	50
	1

'B 10-1653-1
	Ohio Models
	LO 55-U17



	80 (Loadmaster)
	I

'B 10-1658-1
	EFA
	LO 55-1702



	Michigan Models
	
	E, F, 6
	TM 55-1712



	TLDT-20
	ENG 1322-1

MWOI
	Cranes, Railway
	



	Northwest Models
	MWO I
	American

Hoist

and

Derrick
	



	78

Quickway-Brockway Models
	ENG 1165-2
	Models
	



	E
	LO 5-1174
	825

Industrial
	LO 55-1209



	
	ENG 1174-1

MWO
	Brownhoist

Models

P
	



	
	TB 5-1174-1
	
	LO 55-1207-1



	
	TB 5-1174-2
	4
	LO 55-1207-2

LO 55-1208














	Cranes, Wrecker
	
	Crushing,

and

washing

screening
	




	Rear mounted
	TM 9-8029-3
	plants-Continued
	



	Crankcase front covers
	
	Pioneer Models-Continued
	



	Reclamations
	TB 9-2830-61
	300-WAE
	TM 5-1400-5



	Crankcase oil filters.

(See Filters,
	
	Unit 5

and

plants,

Crushing

screening
	TB 5-1400-5



	Crankcase oil.)

Crankshaft grinders.

(See Grinders,
	
	Aggregate
	



	Crankshaft.)
	
	Universal Engineering Models
	



	Crankshaft pulleys
	
	1830 CWL
	LO 5-1054



	Plymouth and Dodge P-series
	
	
	TM 5-1054



	Reclamation
	OF

'STB 2830-10
	Crytographic materials
	



	Crankshafts

Reclamation
	TB 9-2830-67
	Registered

Distributing; accounting
	TM 32-225



	Crankshafts, Helicopter
	
	Crytography
	



	Oil jet installation
	TM

1-IH-13-208
	Basic
	TM 32-220



	Crates
	
	Crystal

impedance

meters.

(See
	



	Lumber specifications
	TM 38-2306
	Meters, Crystal impedance.)
	



	Crating materials and methods
	TM 5-614
	test

Crystal

rectifier

sets.

(See
	



	Crete
	
	Rectifier test sets, Crystal.)
	



	Medical and sanitary data
	TB MED 61
	Crystal

rectifier.

(See

Rectifiers,

Crystal.)
	



	Crew units

Port repair ships
	
	Crystal units
	



	Organization and duties
	TM 5-362
	C R-8B/U
	TB 11-2540-1



	Crime prevention
	
	DC-9-AD

MWO
	6SI 11-300-2



	Programing actions; operations
	TB PMG 19
	DC-9-AJ

MWO
	SIG 11-300-2



	Criminal investigations
	
	DC-9-M

MWO
	SIG 11-300-2



	Arson
	TB PMG 12
	DC-9-P

MWO
	SIG 11-300-2



	Casts and Molds
	TB PMG 6
	LN25
	TM 11-1255

TB SIG 201



	Explosives
	TB PMG 20

TB PMG 15
	Use in Signal equipment

Crystals, Quartz
	



	Interviews; interrogations

Poisons
	TB PMG 21
	Theory;

fabrication;

perform
	



	Questioned documents
	TB PMC 11
	ante measurements
	TM 11-2540



	Tool marks and numbers
	
	Cultivators, Chisel
	



	Restoration
	TB PMG 14
	International Harvester Models
	



	Crushers, Rock
	
	F
	TM 5-1084



	Gruendler Models
	
	
	



	
	
	Culverts
	



	1016-A
	LO 5-1030
	Nestable corrugated metal
	



	
	TB 6-1030-1
	Assembly and installation
	



	
	TB 5-1030-2
	instructions
	TB ENG 3



	
	TM 6-1030
	Processing and packing for ex

port
	TB ENG 14



	Iowa Models

1
	TM 5-1037
	Cupola assemblies
	



	
	TM 5-1038
	90-mm gun tank T48
	TM 9-7013-1



	Pioneer Models
	
	Curing bags
	



	42-VA
	LO 5-1250
	Care; maintenance; repair
	TB 9-1868-3



	
	TB 5-1250-1
	Curing tubes
	



	
	TM 6-1250
	Care; maintenance; repair
	TB 9-1868-3



	42-VAE
	TB 6-1400-6
	Custodial services

Techniques
	TM 6-609



	54-VA
	TM 5-1400-7

LO 5-1246
	Custodial services personnel
	



	
	TB 5-1246-1
	Training
	TM 5-609



	
	TM 5-1246
	Cutters, Cable
	



	84-VAE
	TB 6-1400-2
	Ml
	TB ORD 233



	
	TM 5-1400-3
	Cutting machines (film)
	



	66-A
	LO 5-1244
	Eastman Models
	TM 5-4150



	
	TB 5-1244-1

TM 6-1244
	N

Cylinder blocks
	



	300-WA
	LO 5-1248
	Reclamation
	TB 9-2830-30



	
	TB 5-1248-1
	Cylinder heads
	



	Crushing,

and washing

screening
	
	Reclamation
	TB 9-2830-30



	plants
	
	Cylinder hone grinders.

(See Grind
	



	Pioneer Models
	
	ers, Cylinder hone.)
	



	Log Washer
	TM 5-1400-8
	Cylinder hones.

(See Hones, Cyl
	



	54-VAE
	TB 5-1400-2

TB 6-1400-3
	inder.)
	



	300-WAE
	TB 5-1400-4
	Cylinders (automotive)
	



	
	TB 5-1400-7
	Wagner-Lockheed Models
	TM 9-1826C



	153-PRA
	TB 5-1400-1

TM 5-1400-2
	Cylinders, Compressed gas

Cleaning interiors
	TB CW 20














	Cylinders. Compressed gas- Con.
	
	Decontaminating apparatus-Con
	




	Nitrogen
	
	M2
	TB CW 13



	Return and issue
	SB 9-113
	
	TM 3-220



	Cylinders, Master
	
	Repair; maintenance
	TB 3-220-3



	Vertical type
	
	M3A1
	TB CW 13



	Goodyear Models
	TM 1-4BA1-3-4
	
	TM 3-221



	Czechoslovakia
	
	M3A2
	



	Medical and sanitary data
	TB MED 107
	
	LO 3-223



	
	
	
	TB CW 13



	D
	
	M3A3
	TM 3-223



	Dairy products
	
	
	LO 3-407



	Bacteriologic examinations
	TM 8-227
	M4
	TM 3-407



	Inspection
	TM 10-210
	
	LO 3-222-1



	Dams and dikes
	
	
	LO 3-222-2



	Construction
	TM 5-541
	
	LO 3-222-3



	Danish language
	
	
	LO 3-222-4



	Guide
	TM 30-311
	
	LO 3-222-7



	Phrase book
	TM 30-611
	
	I'

IWO CML 20



	Danzig
	
	
	TB CW 13



	Medical and sanitary data
	TB MED 176
	Transportation
	TM 3-222



	Darkroom

lamps.

(See

Lamp:
	
	
	TB 3-222-1



	Darkroom.)
	s,
	Decontamination
	



	Darkrooms
	
	Biological
	TM 3-220



	AN/TFQ-7
	1

MWO SIG 104
	Chemical
	TM 3-220



	
	TB SIO 555-3
	Methods and materials
	TM 3-220



	
	TM 11-2308
	Procedures
	SB 5-52



	Hunter Mfg. Co Models
	
	Radiological
	TM 3-220



	T-3C
	LO 11-2363
	Deep fat fryers.

(See Fryers, Deep
	



	PH-392
	LO 11-2363
	fat.)
	



	
	TM 11-2363
	Deep-water fording
	



	Darning machines.

(See Machines,
	
	Armored utility vehicles
	



	Darning.)
	
	M39
	TB 9-2853-5



	Data cards
	
	Engineer equipment
	TB ENG 13



	Tube testers
	TB 11-2627-2
	Gun motor carriages
	



	Data plates
	
	M43

Howitzer motor carriage
	TB 9-2853-2



	Servicing
	TB ORD 485
	
	



	Data transmission systems
	
	M37
	TB 9-2853-2



	Electronic
	TM 11-674
	
	TB 9-2853-3



	M3
	TM 9-1651
	M41
	TB 9-2853-6



	M4
	TM 9-1656
	Materiel preparation

Tanks (vehicles)
	TM 9-2853



	M5
	TM 9-1647
	
	



	M6
	TM 9-1653
	M46

M46A1
	TB 9-2853-4



	M9
	TM 9-1647
	Tractors
	TB 9-2853-4

TB ENG 73



	M7
	TM 9-2300
	Deep

well pumps.

(See Pumps,
	



	M7, M8, Mg, M10
	TM 9-1647
	Deep well.)
	



	M14
	TM 9-1647
	Deflection

boards.
	



	M17
	TM 9-1647
	(See

Boards,

Deflection.)
	



	Data units
	
	Degreasers, Vapor
	



	BO-1075
	LO 11-1424-2
	Detrex Models
	



	DDT
	
	VH-5
	TM 5-9824



	Spraying from aircraft
	'

PB MED 200
	Dehumidifiers
	



	Decade resistance box testers.
	(See
	Daly, Merritt & Sullivan Models
	TM 55-6C00



	Box testers, Decade resistance.)
	
	
	



	Decade resistors
	
	Dehumidifying units
	



	TS-578B/U
	TM 11-6512
	Cargocaire Models

W 120-27
	-LO 5-9780



	TS-679/U
	TM 11-5520
	
	



	TS-679A/U
	TM 11-5520
	
	TB 5-9780-1



	TS-399A/U
	TM 11-2045
	Dehydrators
	



	TS-400/U
	TM 11-2048
	Pioneer Models
	



	Decibel computation
	TM 11-679
	300-WAE
	TB 5-1400-4



	Decibel meters
	
	Dehydrators, Sand
	



	ME-22/PCM
	TM 11-2096
	Pioneer Models
	TM 5-1248



	TS-399/U
	TM 11-2045
	Delousing equipment
	



	Decontaminating

agents
	
	Defiance Models
	TM 10-1668



	M4
	TB CW 13
	Demerol
	



	Decontaminating apparatus
	
	Characteristics and effects
	TB PMG 8



	M1
	TB CW 13
	Demolition materials
	TM 9-1900



	
	TM 3-220
	Demolition outfits
	



	Repair; maintenance
	TB 3-220-7
	Reddy Fox
	TB ENG 17














	PH-413, PH-413-A

M2A1

Denmark

Serviceability standards

SB 11-100-31

TB MED 52

Medical and sanitary data

PH-413-A

TM 11-2315

Densitometers

PH-512/GF

LO 11-2305

TM 11-2305

PH-326

TM 11-2301

Dental equipment

PH-559/TFQ

TM 11-2338

Reel type

FSC group 65

Eastman Model

Catalog identification guide

SB 708-365-1

LO 11-2305

Developing tanks

SB 708-365-2

PH-15, -16, -17

SB 708-365-3

Serviceability standards

SB 11-100-12

SB 708-365-4

Dental laboratories

PH-122, PH-122A

Serviceability standards

Layout

TM 8-226

SB 11-100-12

TB MED 148

Prosthetic

PH-185, -186, -187

Dental materials

Serviceability standards

SB 11-100-12

PH-256, P1-256A

TM 8-225

Use

Dental supplies.

(See Dental equip

Serviceability standards

SB 11-100-12

PH-322

ment.)

Dental technicians

Serviceability standards

SB 11-100-12

Handbook

TM 8-225

Developing trays.

(See Trays, De

veloping.)

Dental X-ray machines

TM 8-634

Diabetes mellitus

Depot

maintenance

shops.

(See

q

Diagnosis; treatment

TB MED 168

Shops, Depot maintenance.)

Diagnoses

Depots

Supply responsibility

SB 3-20

Recording

q

TB MED 203

Nomenclature

Depression position

finders.

(See

we

Diagnostic techniques

Position finders, Depression.)

TB MED 76

Neurological

Derricks

Diamond Models

TM 5-9158

Diagrams, Schematic

Hughes-Keenan Models

Ground radio communications

TM 11-310

LO 5-9159

sets

A-frame

TB 5-9159-1

office equipment (all

Dial central

TM 5-9159

relay)

Alarm equipment

TM 11-2127

Willys Models

F

Attendant's switchboard

TM 11-2126

LO 55-1205

Automatic switching equipment

TM 11-2125

Derricks, Floating

& Derric]

Basic maintenance practices

TM 11-2124

American

Hoist

k

Distributing frames

TM 11-2128

Models

Fundamentals

TM 11-2121

LO 55-3500-1

50 CE

LO 55-3500-2

Installation instructions

TM 11-2123

TM 11-2127

Metering equipment

LO 55-1204

140-5

Design 314

Power equipment

TM 11-2127

TM 55-1204

TM 11-2127

Ringing equipment

Desiccants

Reactivation

TB CML 49

Test desk

TM 11-2129

Dial central office equipment (step

Destruction

TB ORD 249

Unexploded ammunition

by-step)

Attendant's switchboard

TM 11-2107

Detection equipment (CB R)

TM 11-2103

Basic maintenance practices

Individual

TM 3-290

TM 11-2111

Common supplies

Detector sets

Connector routine test set

TM 11-2113

AN/PRS-2

TM 11-1171

Connectors

TM 11-2105

AN/PRS-3

TM 5-9540A TM 5-9540A

TM 11-2115

Crash and conference equipment

AN/P BS-3; -3A1

TM 11-2112

Current-flow test set

AN/VRS-1

Distributing frames and line

TM 11-1138

TM 11-2109

SCR-625-( )

Fundamentals

TM 11-2100

Serviceability standards

Installation instructions

TM 11-2102

TM 11-2104

Linefinder equipment

D SIB 11-100-55

D SIG 11-1122-1

SCR 625-A through E

MWC

switching equip

Miscellaneous

SIG0 11-1125-2

MWC

TM 11-2106

TM 11-1122

ment Power, ringing and supervisory

SCR 625-A through F

TM 11-4016

equipment

TM 11-2108

equipment

Detectors, Mine

TM 11-2108

Ringing equipment

Anti-tank

TM 11-2105

Selectors

M-1

TM 11-1122

Stepping-switch test set

TM 11-2114

TM 11-2108

Developing machines (film)

Supervisory equipments

PH-253-C

Test desk equipment and tech

TM 11-2394

TM 11-2110

PH-298

TM 11-2376

niques

Serviceability standards

Tools testing equipment

TM 11-2111

SB 11-100-31
	Demolition snakes
	
	Developing machines (film)-Continued




	
	
	ITB ENG 47
	














	Dial central oflee equipment-Con.
	
	
	




	Trunk assignments
	TM 11-2109
	Diggers, Clay-Continued
	



	Diaphragm

pumps.

(See Pumps,
	
	Worthington Models

W-14
	LO 5-4083



	Diaphragm.)
	
	
	TB 5-4083-1



	Diathermy, Medical
	
	
	TM 5-4083



	Techniques
	TM 8-350
	Dikes.

(See Dams and dikes
	5.)



	Diathermy apparatus

Short wave, complete
	
	Diphtheria, Cutaneous
	



	7105505
	TM 8-627
	Diagnosis; treatment
	TB MED 143



	Dictionaries
	
	Direction finder sets

AN/TRD-4
	MWO SIG 164



	Chinese
	TM 39-533
	Direction finders, Static
	



	Chinese, spoken
	TM 30-933
	AN/GRD-1
	TM 11-2696



	English-Italian
	TM 30-259
	AN/GRD-1A
	MWO SIB 11-2693-1



	French

German
	TM 30-502
	
	MWO SIG 11-2693-2



	Italian-English
	TM 30-506

TM 30-259
	
	MWO SIG 11-2693-3



	Japanese
	TM 30-541
	Direction finding
	TM 11-2693



	Japanese-English
	TM 30-482
	Radio
	TM 11-476



	Mongolian
	TM 30-357
	Direction finding equipment
	



	Portuguese
	TM 39-501
	Directory
	TM 11-487D



	Russian
	TM 30-544
	Directional couplers.
	(See Couplers,



	Russian, spoken

Spanish
	TM 30-944
	Directional.)
	



	Spanish, spoken
	TM 30-500

TM 30-900
	Directional signals
	



	Spanish military
	TM 30-500
	Installation on buses

Directories
	SB 0-86



	Dictograph

intercommunication
	
	Radar equipment
	



	system
	
	German types
	TM Ell-219



	Series 3800
	MWO SIG 57
	Directories, Signal Corps equipment
	



	Dies
	
	Ground radar and recognition
	



	Maintenance; care

Diesel-electric

locomotives.
	TM 9-867
	equipment
	TM 11-4870



	Locomotives, Diesel-electric.)
	(See
	Meteorological equipment
	TM 11-487G



	Diesel

engines.

(See Engines,
	
	Photographic equipment

Power equipment
	TM 11-487F



	Diesel.)
	
	Radio

communication
	TM 11-487E

equip



	Diesel landing crafts.

(See Landing
	
	ment
	TM 11-487A



	craft, Diesel.)
	
	Radio direction finding equip
	



	Diesel

marine

engines.

gines, Diesel marine.)
	(See En
	ment
	TM 11-487D



	Diesel power plants.

(See Power
	
	Sound and light equipment
	TM 11-487I



	plants, Diesel.)
	
	Test equipment

Wire communication equipment TM 11-487B
	TM 11-487H



	Diets
	
	Directors
	



	Hospital
	
	M3
	TM 9-1650



	Preparation
	TM 8-500
	M5A1, M5A2, M5A3
	TM 9-659



	Differential assemblies

Installation
	
	
	TM 90-1659



	
	TB ORD 421
	
	TM 0-2300



	Differential cases

Tanks, (vehicles)
	
	M7
	TM 9-658

TM 9-1658



	M3
	TM 9-1750
	M71AIB1
	TM 9-658



	M4
	TM 9-1750
	
	TM 9-2300



	
	TM 9-1750B
	M7A1B2
	TM 9-658



	Differentials
	
	M9
	MWO ORD F243-W1



	Dodge trucks
	
	
	MWO ORD F243-W2



	Interchangeability
	SB 9-102
	
	MWO ORD F243-W3

TB 9-1671A-4



	Differentials, Controlled
	
	
	TB ORD 221



	Tanks, light
	
	
	TM 9-1671A



	M5

M5A1
	TM 9-1727E

TM 9-1727E
	
	TM 9-1671E



	Diggers, Clay
	
	
	TM 9-2300



	Gardner-Denver Models
	
	Wiring diagrams
	TM 9-1671C



	28-G
	LO 5-4025
	M9AI
	MWO ORD F243-W2

MWO ORD'F243-W3



	
	TM 5-4025
	
	TB ORD 221



	29-A
	LO 5-4025
	
	TM 9-1671A



	Hardsoeg Models
	
	
	TM 9-1671E



	CD-25
	LO 5-4045

TB 5-4045-1
	
	TM 9-2300



	
	TM 5-4045
	Wiring diagrams

M9A2
	TM 9-1671C



	Thor Models
	
	
	TB ORD 221

TM 9-1671A



	4913
	TM 5-4024
	
	TM 9-1671E














	Directors-Continued
	
	Dissipation line kits
	TM 11-2617



	M9A2
	TM 9-2300
	MX-739/FR

Distillation equipments
	



	Wiring diagrams
	TM 9-1671D

MWO ORD F243-W1
	Use
	TB ENG 72



	M10
	MWO ORD F243-W3
	Distillation units
	



	
	TB 9-1671A-4
	Badger Models
	TB 5-2068-1



	
	TB ORD 221
	
	TM 5-2065



	
	TM 9-1671A
	Thermo-Compression type
	TM 5-2068



	
	TM 9-1671E
	Cleaver-Brooks Models
	



	
	TM 9-2300
	DVC-8M
	LO 5-2070



	Wiring diagrams
	TM 9-16710
	DVO-8M
	TB 5-2070-1



	M1OA1
	TM 9-1671A
	DVC-15
	LO 5-2140



	
	TM 9-2300
	
	TB 5-2140-1



	Director trainers
	
	
	TM 5-2140



	M8
	TM 9-657
	M2E-10B
	LO 5-2060



	Directory service
	TM 12-205
	
	TM 5-2060



	Disbursing officers.

Officers,

(See
	
	M3E-12
	TB 5-2062-1



	Disbursing.)
	
	MVC-17A
	LO 5-2069

TB 5-2069-1



	Disbursing offices
	
	
	TM 5-2069



	Organization and functions
	TM 14- 00
	Mechanical Equipment Co. Models
	



	Dischargers, Pyrotechnic
	
	
	LO 5-2059



	AN-MS
	TM 9-1290
	PD-300-G
	TB 5-2059-1



	(See Harrows, Disc.)

Disc harrows.
	
	S7D
	LO 5-2053



	(See Plows, Disc.)

Disc plows.
	
	
	TB 5-2063-1



	Diseases
	
	
	TM 5-2053



	Chest
	TB MED 69
	Distributor

testers.

(See
	Testers,



	Respiratory system
	TB MED 47
	Distributors.)
	



	Control

Scrub typhus fever
	TB MED 31
	Distributors, Bituminous materials
	



	Water borne
	TM 5-295
	Etnyre Models
	



	Women's
	TB MED 8
	MX
	MWO ENG 1130-2



	Diseases, Infectious
	
	MX-D4
	LO 5-1130



	Treatment

with

sulfonamide
	
	
	LO 5-1134



	drug
	TB MED 172
	
	TB 5-1134-1



	Dishwashers
	TM 5-636
	
	TM 5-11.



	Dishwashing machines
	
	MX-D5
	TB 5-1132l



	Faspray Models
	
	
	TB 5-1132-2



	165DA
	
	
	TB 5-1134-1

TM 5-1132



	Installation of modification
	
	
	LO 5-1134



	set
	MWO 19-1053-1
	MX-D6
	TB 5-1134-1



	Model 50-SM
	MWO QM 37
	
	TM 5-1134



	Hobart Models
	
	Rosco Models
	



	165DA
	LO 19-1050

TM 10-1050
	RMU
	LO 5-1148



	
	TM 10-1631
	
	TB 5-1148-2



	Models 180DA
	TM 10-1631
	
	TM 5-1148



	Models 300DA
	
	RRE
	TB 5-1164-1



	Dishwashing supplies
	TB QM 39
	Distributors, Water
	



	Guide for use
	
	Butler Models
	



	Disinfectors

Trailer type
	LO 8-636
	6743
	LO 5-1127



	
	
	
	TB 5-1127-1



	Disinfestation
	TB MED 184
	
	TM 5-1127



	Procedures
	
	Littleford Models
	



	Disks, Abrasive sanding

instructions
	for
	M-75
	LO 5-1160

TB 5-1160-1



	Applications;

use
	TB ORD 575
	
	



	
	
	Municipal Models
	LO 5-1149



	Disks, Valve
	SB 11-125
	WD-1000
	TB 5-1149-1



	7A975-85-4
	
	
	TM 5-1149



	Dispensers
	LO 10-1115
	Rosco Models
	



	Renown Models
	
	MME
	LO 5-1150



	Dispensers, Gasoline
	LO 10-1404
	
	TB 5-1150-1



	Gray and Heil Models
	
	
	TM 5-1150



	iHabhegger Models

PD-1
	TM 10-1135
	MOE
	LO 5-1161



	PD-1A
	LO 10-1135
	
	TB 5-1161-1



	
	TM 10-1135
	Ditching machines
	



	Dispensers, Grease
	
	Barber-Greene Models
	



	Alemite Models
	
	44-C
	LO 5-1032



	6711
	TM 10-1278
	
	MWO ENG 1032-1














	Ditching machines-Continued
	
	converter-Con.

Dollies,

Trailer
	




	Barber-Greene Models-Con.
	
	6-ton, 2-wheel
	



	44-0
	TB 5-1032-1
	M197
	



	
	TB 5-1032-2
	Operation; maintenance
	



	
	TB 5-1032-3
	
	TM 9-8202



	
	TM 5-1032
	M364
	TM 9-846



	Cleveland Models
	
	
	TM 9-2800-1



	110
	LO 5-1180
	8-ton, 2-wheel
	



	
	
	M198
	



	
	WO ENG 1180-1

Ml
	Operation; maintenance
	TM 9-8202



	
	TB 5-1180-2
	10-ton
	TM 9-892



	
	TB 5-1180-3
	10-ton, 2 wheel
	



	
	TM 5-1180
	M365
	TM 9-846



	Killefer Models
	
	
	TM 9-2800-1



	350-R
	TM 5-1144
	Fruehauf Models
	



	Parsons Models
	
	DC3
	TM 9-2800-1



	221-2A
	LO 5-1179
	Fruehauf, Signal Corps Me

odelss
	



	
	TB 5-1179-1
	1(83
	LO 9-846-2



	Divers, Underwater
	
	
	TM 9-845



	Qualifications
	TM 5-475
	
	TM 9-846



	
	
	
	TM 9-2800-1



	Diversity receiving equipment
	TM 11-2515
	R83A
	LO 9-846-2



	AN/FRR-3
	TM 11-872
	
	TM 9-845



	AN/FRR-3A
	TM 11-872
	
	TM 9-846



	RCA Models
	
	
	TM 9-2800-1



	D R-89
	TM 11-889
	Springfield

Auto

Works

Mod
	els

TM 9-846



	Wilcox type
	
	Heil Models
	



	CW3-D
	9

'M 11-2204
	D2
	TM 9-846



	Dividers
	
	Doors, Glove compartment
	



	Maintenance; care
	TM 9-867
	Reclamation
	TB 9-2830-37



	Dividers, Voltage
	
	Dosimeters, Radiation
	



	TS-265/UP
	T
	
	TB OML30



	
	rM 11-1255

TM 5-474
	E1R3
	



	Diving equipment
	
	Dough-mixing machines.

(See Ma
	



	Ohio Rubber Company
	r_5M r01, o4
	chines, Dough-mixing.)

Dozecasters
	



	Documents, Questioned
	
	
	



	&4bCriminal investigations
	
	Gar Wood Models
	



	Handling
	TB PMG 11
	CD-153

Dralting, Topographic
	TM 5-1215



	Dodecanese Islands
	
	Equipment
	



	Medical and sanitary data
	TB MED 93
	
	TM 5-230



	
	
	Methods
	TM 5-230



	Dogs, War
	
	
	



	
	
	Drags, Brush
	



	Training
	TM 10-396
	Traffic and Road Equipment
	



	Dollies
	
	Co Models
	



	28-ton,

Model

20-TD
	TB 5-9218-1
	D
	TB 5-1054-1



	
	TM 5-9218
	
	



	20-ton, 4-wheel
	
	Drags, Snow Blaw-Knox Models
	TB 5-9386-1



	M1
	
	CSD-HT
	TM 5-9386



	
	N 92017
	Drain holes
	



	
	0

MW

TBEN 9017-1
	Aircraft propellers
	TM 1-3M1-4-202



	
	5-92171
	Drainage
	



	25-ton, 4-wheel
	
	Roads
	TM 5-624



	
	LO 5-9226
	Drainage systems
	



	Kentucky Models
	
	Installation
	TM 5-619



	
	ENG LENG 9226 1

0

9226-1

MW
	
	



	
	TB 5-9226-1
	Drawings and blueprints

Signal service
	



	
	li Vl O-oZZO
	Standard terminology
	TM 11-758



	Dart Models 40
	TM 5-9156
	Drawings and prints, Architectural
	



	Deere Model
	TM 5-9070
	Reading
	TM 5-226



	Euclid Models
	
	
	TM 5-704



	109-W
	T.n aonna
	Drawings and prints, Steel
	



	Dollies, Ponton
	
	Reading; interpretation
	



	Electric Wheel Models
	
	
	TM 5-744



	DT
	TM 5-9016
	Drawings and prints, Utilities
	



	Fruehauf Models
	
	Reading
	TM 5-704



	.DC2
	TM 5-9008
	Dredging
	TM 5-622



	Hobbs Models
	
	Drifter drills.

(See Drills, Drifter.)
	



	D-45L
	TM 5-9068
	Drill presses, Bench type
	



	Dollies, Trailer converter
	
	Boice-Crane Models
	



	3-ton, 2-wheel
	
	1600
	



	M363
	TM 9-2800-1
	1650
	TM 5-4744

TM 5-4745














	Drill presses, Bench type-Con.
	
	Drills, Pneumatic-Continued
	




	Famco Models
	
	Pneumatic

Chicago
	Tool Co.



	40-P-1174
	TM 9-9072-2
	Models-Continued
	



	80
	TM 9-9072-2
	CP-3400-R
	TB 5-4069-1



	Drill presses, Floor type
	
	D
	LO 5-4096



	Boice-Crane Models
	
	
	TB 5-4096-1



	1699
	TM 9-9017-3
	
	TM 5-4096



	Buffalo Forge Models
	
	310-925
	TM 9-9029-2



	15
	TM 5-4180
	314-R-100
	TM 9-9031-1



	22
	LO 5-4642
	Cleveland Models
	



	
	TM 5-4642
	Hill
	TM 5-4089



	Drill stands
	
	Davey Models
	



	Milwaukee Electric Tool Corp.
	
	DS-58
	LO 5-4099



	Models
	
	
	TM 5-4099



	R-31L
	TM 9-9015-4
	Gardner-Denver Models
	



	R-600
	TM 9-9024-1
	S-55
	TM 5-4027



	SF-238
	TM 9-9018-1
	Independent

Pneumatic
	Tool



	Thor Models
	
	Co Models
	



	26
	LO 5-4084
	3135
	TM 5-4392



	Drills
	
	4722
	TM 5-4392



	Buffalo Models
	
	Ingersoll-Rand Models
	



	18-0
	TM 5-4304
	JA-35 Jackhammer
	TM 5-4036



	Drills, Chuck
	
	JB-4
	TM 5-4128



	Millers Falls Models
	
	JB-4 Jackhammer
	TM 5-4042



	312-AB
	TM 5-4570
	JB-5
	TM 5-4066



	Drills, Drifter
	
	4-J
	TM 5-4072



	Chicago Pneumatic Models
	
	Joy Sullivan Models
	



	CP-60N
	LO 5-4039
	LB-57
	TM 5-4380



	
	TB 5-4039-1
	Thor Models
	TM 9-9031-2



	Ingersoll-Rand Models
	
	HMH-5130
	TM 5-4020



	DA-35
	TM 5-4038
	75
	TM 5-4086



	X-71-WD
	TB 5-4034-1
	362-RX-3
	TM 5-4026



	
	TM 5-4034
	958

4444
	LO 5-4084



	LeRoi Models

D
	TM 5-4023
	
	TM 5-4084



	Worthington Models
	
	Drills, Railroad track
	



	WD-40
	LO 5-4021
	Nordberg Models
	



	
	TB 5-4021-1
	CD
	TM 5-4259



	
	TM 5-4021
	Drills, Reversible
	



	Drills, Electric
	
	Ingersoll-Rand Models
	



	Black & Decker Mfg. Co. Models
	
	Multi-Vane
	TM 5-4073



	287
	TM 9-9015-1
	Drills, Rock
	



	494
	TM 9-9027-1
	Davey Models
	



	Bradford Machine Tool Models
	
	DS-58
	TB 5-4099-1



	10
	TM 9-9021-4
	Hardsoeg Models
	



	4802
	TM-9-9021-3
	D45-1
	LO 5-4075



	Pneumatic

Chicago

Tool

Co.
	
	
	TB 5-4075-1



	Models
	
	Worthington Models
	TM 5-4075



	800-DA-1875
	TM 9-9006-1
	WS-55
	LO 5-4085



	Milwaukee Electric Tool Corp.
	
	
	TB 5-4085-1



	Models
	
	
	TM 5-4085



	C-312
	TM 9-9021-2
	Drills, Sinker
	TM 5-4043



	E-535
	TM 9-9024-1
	Drills, Track
	



	8-114-O
	TM 9-9015-4
	Nordberg Models
	



	SF-238
	TM 9-9018-1
	CD
	LO 56-4259



	Skilsaw Models
	
	
	TB 5-4259-1



	123
	TB 9-9024-3
	Drills, Wood boring
	



	United States Electrical Tool
	
	Chicago Models
	



	Models
	
	326-RW-650
	TB 5-4067-1



	14HDS
	TM 9-9015-3
	Thor Models
	TM 5-4087



	38HD
	TM 9-9018-2
	362RHW
	TM 5-4087



	Drills, Hand
	
	362RXW
	TM 5-4087



	Maintenance; care
	TM 9-867
	363RYW
	



	Drills, Pneumatic
	
	Drive sprocket flanges
	TB 9-2830-92



	ARO Equipment Models
	
	Reclamation

Driver units
	



	7016
	TM 9-9029-1
	BC-1080-A
	MWO E

SIG 11-1524-7



	Chicago Pneumatic

Tool Co.
	
	
	IG 11-1524-12

MWO S:



	Models

CP-3400
	TB 5-4069-1
	BC-1080-B
	IG 11-1524-12

MWO SI













	Drivers
	
	Duplicators




	Selection and training
	TM 21-300
	Davidson Models



	Half-track; full track vehicle
	es TM 21-301
	TM 5-6104

221



	Driver's manual
	TM 21-305
	Ditto Models



	Full-track vehicle
	TM 21-306
	D 22

TM 5-6121



	Drives, Final
	
	Smith and Corona Models



	Armored Infantry vehicles

Drugs, Nonnarcotic
	TM 9-7419-1
	TM 5-9700

1941



	Characteristics
	TB PMG 13
	Duplicators,

Map

reproduction



	Drums (containers)
	
	(spirit process)

A. B. Dick Models



	Repairing dents
	TB QM 24
	LO 5-6122

299



	Use for culvert construction
	TB ENG 43
	TB 5-6122-1



	Drunkenness
	
	Dust control



	Control
	TB PMG 19
	Materials and methods

TM 5-630



	Dry cleaning plants
	
	Dutch language



	Installation
	TM 5-283
	Guide

TM 30-307



	Organization; operation; equip
	
	Phrase book

TM 30-607



	ment
	TM 10-354
	Dutch New Guinea



	Dryers, Aggregate
	
	Medical and sanitary data

TB MED 18



	Barber- Greene Models

830- G
	LO 5-1281
	Dynamotor

power supplies.

(See



	
	TB 5-1281-1
	Power supplies, Dynamotor.)

Dynamometers



	
	TM 5.1281-1
	Clayton Models



	831
	TB 5-1280-2
	TM 9-9032-2

125A



	
	TM 5-1280
	Dynamotors



	831-105
	LO 5-1280-2
	BD-77-C

TM 11-934



	
	TB 5-1280-7
	DM-42-A

SIG 11-630-4

MWO



	833
	LO 5-1004
	DY-44/U

TM 11-5035



	MW
	'O

ENG 1004-2
	M

DY-86/ARN-30

IWO SIG 142



	
	TB 5-1004-1
	M

DY-90/ARC

IWO SIG. 142



	
	TB 5-1004-2
	Limited repairs

TM SIG 134



	837
	TM 5-1004

LO 5-1011
	Replacement

TB SIG 134

Dysentery, Bacillary



	
	TB 5-1011-1
	Diagnosis; treatment

TB MED 119



	
	TM 5-1011
	



	Standard Steel Models

4131
	
	E



	
	LO 5-1023

TB 5-1023-1
	



	
	TM 5-1023
	Earth augers.

(See Augers, Earth.)



	Dryers,

Photographic print

(see
	
	Earth boring machines.

(See Ma

chines, Earth boring.)



	also Photographic equipment).
	
	Earthloaders.

(SeeLoaders, Earth.)



	Pako Corp Victory Model
	LO 11-2355
	Earth moving equipment



	Pako Economy Models
	
	Technical data

TB 5-9720-1



	SE
	LO 11-2354
	Earth

retaining

structures.

(See



	PH-75
	LO 11-2354
	Structures, Earth retaining.)



	
	TM 11-2354
	Echo boxes



	Serviceability standards

P11-75-B
	SB 11-100-16
	TS-207/UP

TM 11-1212



	PH-176
	TM 11-2354A

LO 11-2355
	TM 11-1221



	
	TM 11-2355
	TS-270/UP

MWO SIG 11-1524-26



	Serviceability standards
	SB 11-100-16
	TM 11-1086



	PH-176-A
	TM 11-2355
	TM 11-1241



	PH-176-B
	TM 11-2355A
	TM 9-2800-1



	PH-288
	TM 11-2381
	TS-270A/UP

MWO SIG 11-1524-26



	Serviceability standards
	SB 11-100-16
	TM 11-1086

TS-270B/UP

MWO SIG 11-1524-26



	PH-288A
	TM 11-2381A
	TM 11-1086



	Drying equipment
	
	TS-280/TPS-3

TM 11-1083



	FSC group 44
	
	TM 11-1253



	Catalog identification guide
	SB 708-344
	TM 11-1255



	Dual channel amplifiers.

(See Am
	
	Educational program



	plifiers, Dual channel.)
	
	Tuberculous patients

TB MED 222



	Dual

diversity

converters.

(See
	
	Educational reconditioning



	Converters, Dual diversity.)
	
	Mission

TM 8-290



	Duffel bags.

(See Bags, Duffel.)
	
	Egypt



	Dumps
	TM 5-634
	Medical and sanitary dal

TB MED 214

ta



	Dummy antennas.

(See Antennas,

Dummy.)
	
	Eird

Medical and sanitary dai

TB MED 215

ta














	Ejectors, Sewage

(see also Sewage
	
	Electrical engineering
	



	and sewage disposal).

Carter Models
	
	Materials and methods
	TM 5-680B



	BSE 1030
	LO 5-9242
	Procedures; technical data
	TM 5-680E



	
	TB 5-9242-1
	Electrical equipment
	TM 5-680



	
	TM 5-9242
	Maintenance
	TM 5-680B



	Elbow telescopes.

(See Telescopes,
	
	
	TM 5-681



	Elbow).
	
	Painting
	TM 5-680F



	Electric arc welders.

(See Welders,
	
	Technical data
	TB 5-9720-5



	Electric are).
	
	Transportation corps
	TM 55-340



	Electric

batteries.

Batteries

(See
	
	Electrical equipment, Automotive
	



	(electric).)
	
	Auto-Lite
	TM 9-1825B



	Electric cables

Electric drills. (See Drills, Electric.)
	TM 5-680D
	Bendix-Scintilla
	TM 9-1825E



	Electric fuses
	TM 5-680C
	Delco-Remy

Removal,

disassembly, in
	TM 9-1825A



	Electric generating plants
	
	spection, repair, rebuild,
	



	Equipment
	
	assembly
	TM 9-8627



	Maintenance
	TM 5-680G
	Eclipse-Pioneer
	TM 9-8631



	Types
	TM 5-6800
	Jack and Heintz Models
	TM 9-8637



	Electric

grinders.

Grinders,

(See
	
	Westinghouse
	TM 9-1825D



	Electric.)
	
	Electrical facilities
	



	Electric

heating

systems.

(See
	
	Exterior lighting
	TM 5-680E



	Heating systems, Electric.)
	
	General engineering data
	TM 5-680



	Electric insulators
	
	Generating plaints
	TM 5-6800



	Installations; inspection

Electric light assemblies
	TM 5-680F
	Interior electric systems
	TM 5-680B



	MX-1291/PAQ
	TM 11-5542
	Overhead distribution systems

Preventive maintenance
	TM 5-6800



	MX-1292/PAQ
	TM 11-5540
	Substations
	TM 5-681

TM 5-680F



	Electric lighting, Exterior
	
	Tools and equipment
	TM 5-680



	Materials and methods
	TM 5-680E
	Underground

distribution sys
	



	Electric lighting, Interior
	
	tems
	TM 5-680D



	Materials and methods
	TM 5-680B
	Utilization equipment
	TM 5-680A



	Electric linemen
	
	Electrical instruments
	



	Equipment
	TB 5-283-3
	Indicating and measuring
	TM 11-4700



	Electric lines
	
	Inspection procedure
	TB SIG 24



	Construction
	TB 5-283-3
	Electrical requirements
	



	Electric motors.

(See Motors, Elec
	
	X-ray apparatus in field

Electrical systems
	TB MED 117



	tric.)
	
	Basic half-track vehicles
	



	Electric nut runners.

(See Nut run
	
	International Harvester Co
	TM 9-1707A



	ners, Electric.)
	
	Cargo carriers M28 (T15)
	TM 9-1893B



	Electric organs.

(See Organs, Elec
	
	Carriages, gun motor
	



	tric.)
	
	M10
	TM 9-1750L



	Electric plants
	
	M1OA1
	TM 9-1750L



	MIDCO Models
	
	Tanks, light
	



	EC51
	TM 5-5087
	M5

M5AI
	TM 9-1727F

TM 9-1727F



	Onan Models
	
	
	



	5 AB G-4M

Universal Models
	TM 5-5051
	Electrical test benches

Electrical

testing

apparatus.

(See
	TM 9-1834D



	2; 4; 6 cylinder
	TM 5-5373
	Testing apparatus, Electrical.)
	



	Electric power distribution
	
	Electrical transmission.

(See Trans
	



	Designs and specifications
	
	missions, Electrical.)
	



	Terminology
	TM 5-283
	Electricity
	



	Electric sanders. (See Sanders, Elec
	TM 5-74
	Fundamentals
	TM 11-661



	tric.)
	
	Electroencephalography
	TM 11-681



	Electric switches
	TM 5-680C
	Operative technique and inter
	



	Electric wiring
	
	pretation
	TB MED 74



	Diagrams
	
	Electromagnets, Road
	



	Reading
	TM 5-704
	Stearns Models
	



	Methods; tools; materials
	TB 5-283-2
	18" x 36"
	LO 5-9578



	Terminology
	TM 5-704
	
	TB 5-9578-1

TM 5-9578



	Electrical distribution systems
	
	20" x 72"
	LO 5-9578



	Diagrams
	
	
	TB 5-9578-1



	Reading
	TM 5-704
	
	TM 5-9578



	Overhead

Installation; maintenance
	TM 5-680C
	Electron tubes

Test sets
	



	Underground
	
	TV-7/U
	



	Installation; maintenance
	TM 5-680D
	Test data
	TB 11-5083-1












	Electron tubes.

(See Tubes, Elec
	Engine accessories-Continued



	tron.)
	Tractors, Allis-Chalmers-Con.



	Electronic equipment
	38-ton, M6

TM 9-1785A



	Abbreviations; symbols; terms

TM 11-758
	]4 ton, 4 x 4 truck



	Amplifiers; oscillators
	Ford Model GPW

TM 9-1803A



	Special purpose

TM 11-670
	TM 9-1803A

Willys Overland Models MB



	Antennas

TM 11-666
	13. ton, 4 x 2



	Microwave antennas, oscillators,
	Ford truck

TM 9-1806A



	receivers

TM 11-673
	4-wheel drive trucks



	Power supplies

TM 11-663
	Model HAR-1

TM 9-1815A



	TM 11-665

Receivers
	10-ton, 6 x 4 trucks



	TM 11-668
	Mack Models

TM 9-1818A



	Search centrals
	TM 9-1818B



	AN/GSS-1

SB 11-167
	Engine assemblies, Vehicular



	Testers

TM 11-664
	Oversize and undersize



	Transients and waveforms

TM 11-669
	Spare parts

SB 9-36



	Transmitters

TM 11-665
	Engine cleaner sprays.

(See Sprays,



	TM 11-668
	Engine cleaner.)



	Tubes

TM 11-662
	Engine cowl panel



	Cathode-ray

TM 11-671
	Safety screws installation

TM:

1-1H-25A-213



	Waveforms

TM 11-669
	Engine drive shafts, Aircraft



	Electronic organs
	To



	
	Inspection

4 1-1H-21-202



	AN/TNP-1

TM 11-4703
	Engine generators



	Electronic

organs.

Organs,

(See
	]

PU-181/PGC-1

MWO SIG 114



	Electronic.)
	MWO SIG 162



	Electronic switches.

(See Switches,
	TM 11-943



	Electronic.)
	PU-181-( )PGC-1

SB 11-100-113



	Electronics
	PU-181A/PGC-1

TM 11-943



	Data transmission systems

TM 11-674
	Engine lathes.

(See Lathes,

En



	Frequency techniques

TM 11-667
	gine.)



	TM 11-669
	Engine oils.

(See Oils, Engine.)



	Grounding procedure

TM 11-676
	Engine rebuild data



	Microwave transmission systems

TM 11-673
	Ordnance department

TB ORD 73



	Protective devices

TM 11-676
	Engine valves (used)



	Pulse techniques

TM 11-672
	Reclamation

SB 9-108



	Servo systems

TM 11-674
	Engineer equipment



	Transmission lines (r-f)

TM 11-675
	Basic allowance chart

SB 5-1



	Elementary

optics.

(See

Optics,
	Disassembly;

loading in cargo



	, Elementary.)
	planes



	Elevation

quadrants.

Quad

(See
	TB ENG 33C

C-46



	rants, Elevation.),
	TB ENG 33A

C-47



	Elevators, Aggregate
	TB EN G 33B

C-54B



	Barber-Greene Models
	TB ENG 33D

C-82A



	TB 5-1280-4

831
	Lubrication guide holder

MWO ENG 1999-1



	TM 5-1280
	Oversea shipment

TB 5-9711-1



	LO 5-1280-2

831-109
	Preparation for storage

TM 5-9715



	ENG 1004-1

834-78

MWO
	Serviceability standards

SB 5-50



	LO 5-1087

880
	Use in Arctic construction



	
	TM 5-560



	TB 5-1087-1
	TB EN G 13

Waterproofing



	TM 5-1087
	Engineer foundries.

(SeeFoundries,



	LO 5-1011

881
	Engineer.)



	Elevators, Passenger
	Engineer items



	Operation
	Authorized substitution

SB 5-56



	Rules and regulations

TM 5-609
	Regulated items

SB 5-64



	Ellice Islands
	Transfer listings

8B 38-50-1



	Medical and sanitary data

TB MED 189
	SB 38-50-2



	Emergency feeding.

(See Feeding,
	Unavailable for 100 pet issue

SB 5-61



	Emergency.)
	Engineer items (deteriorating)



	Emergency food plants.

(See Food
	Storage information

SB 5-60



	plants, Emergency.)
	



	Engine accessories
	Engineer maintenance shops.

(See



	Basic half-truck vehicles
	Maintenance shops, Engineer.)



	,:

International Harvester Co.

TM 9-1707A
	Engineer materiel



	
	TB ENG 58

Field tropicalization measures



	Cargo carrier M28 (T15)

TM 9-1893A
	Engineer mobile shops



	High speed tractors

i
	TB ENG 91

Winterization



	M5; M5A1 through M5A3

TM 9-1786A
	



	Tractors, Allis-Chalmers
	Engineer shops



	TM 9-1787B

HD-O1W
	TB 5-9362-1

Electrical repair



	TM 9-1785A

18-ton M4
	TB 5-9352-1

General purpose














	Engineers.

(See

Corps

of
	En
	Engines, Diesel-Continued
	



	gineers.)

Engineers, Steam locomotive
	
	Caterpillar Models-Continued
	



	Mechanical examination
	TM 55-282
	D-397
	LO 5-5237

TB 5-5237-1



	Engines
	
	
	TM 55-4015



	Armored car, T17E1
	TM 9-1741A
	
	TM 55-4021



	Basic half-track vehicles
	
	
	TM 55-4024



	International Harvester Co. TM 9-1707A
	
	D1300
	TM 5-5042



	Handpiece angle
	TM 8-638
	D4400
	LO 11-U4



	Handpiece straight
	TM 8-638
	
	TB ENG 93



	Liquid-cooled

Cleaning drain holes
	TB ORD 460
	D4600
	LO 5-5177



	Lycoming Model
	
	D8800
	TB 5-1175-2

LO 55-1047



	0-435-T
	TM 9-1724A
	
	TB ENG 94



	Preservation (rustproofing)
	TB SIG 23
	
	TM 55-1047



	Rustproofing
	TB SIG 23
	D12000
	TB 5-9706-1



	Engines, Aircraft
	
	D13000
	LO 5-1178-1



	Pratt & Whitney Models
	
	
	LO 5-1178-2



	R-985-AN-1,

-3,

-6,
	-12,
	
	LO 55-U21



	-14B
	TM 1-2R-R985-3
	
	TB 5-1178-1



	R-1300-3

Additions
	TM 1-1H-19-222
	
	TB 51178-2

TB ENG 95



	Wright Models
	
	
	TM 5-1178



	R-1300 series
	TM 1-2R-R1300-5
	
	TM 5-5017



	Engines, Diesel
	
	
	TM 5-9706



	Atlas Models
	
	D17000
	LO 5-5176



	3LN29
	LO 55-1157
	
	TB 5-5176-1



	
	TM 55-1157
	DW10
	TM 5-3305-2



	Austin-Western Models
	
	No. 12
	TM 5-3305-2



	UD-14A

Baldwin Models
	LIO 5-1027
	Clark Models

MD-4
	TM 55-1085



	VO
	TM 55-1050
	MD-6
	TM 55-1085



	Buda Models
	
	Continental Models
	



	4DC-645
	LO 55-2952
	ED-201
	TM 5-5249



	
	TM 55-4025
	GD-157
	TM 5-5249



	6DA-844
	LO 5-5173
	OD-181
	TM 5-5249



	
	TB 5-5173-1
	HD-260
	TM 5-5249



	6DC-844
	LO 55-U35

TB 5-1002-2
	JD-382
	TM 5-5249



	
	TB 5-1108
	RD-572

ZD-129
	LO 55-5016

TM 5-5249



	
	TM 5-3300A
	Cooper-Bessemer Corp. Models
	



	
	TM 55-4025
	LS-6-PRT

(main

propul
	



	6DC-970
	TM 55-4025
	sion)
	TM 55-4035



	6DC-1879
	LO 55-U38
	Cummins Models
	



	6DCS-844
	TM 55-4025
	AA600
	LO 5-5431



	6DCS-1879
	LO 55-U38
	H
	LO 55-1001



	6DH1-691
	LO 55-U125
	
	TM 5-3466



	
	TB 5-1002-2

TM 5-1000
	
	TM 5-5445

TM 55-1001



	6DTG-317
	TM 5-5200
	H,

HR,

HS,

1HRS-NH,
	



	6-LD-468
	TM 55-2938
	NHB, NHRS
	LO 5-5445



	6-LD-469
	TM 55-2938
	HB-600
	TB 5-1207-1



	8DC-1125
	TM 5-5057
	
	TB 5-9955-1



	8DC-1290
	TM 5-5057
	HBI
	LO 55-1001



	Buda Lanova Models
	TB 5-9620-1
	HBI-600
	LO 55-1268



	Caterpillar Models

D6
	TM 5-3305-2
	HBID-600
	TB 5-9955-1

LO 5-9955



	D811
	TM 55-4012
	
	TB ENO 96



	D318
	LO 55-2504
	
	TM 5-1202



	
	TM 55-4017
	
	TM 5-9955



	D318E
	TM 5-3305-2
	HBIS-600
	LO 55-1001



	D318I
	TM 5-3305-2
	
	LO 55-1263



	D364
	TM 55-4021
	HGA-600
	TB 5-9955-1



	
	TM 55-4024
	HI
	LO 55-1001



	D375
	TM 55-4021

TM 55-4024
	HI-400
	LO 11-U3



	D386
	TM 55-4015
	HI-600
	LO 11-U3



	
	TM 55-4021
	
	TB 5-9955-1



	
	TM 55-4024
	HIBD-600
	TB 5-9951,1














	Engines, Diesel-Continued

Cummins Models-Continued
	
	Engines, Diesel-Continued

Hercules Models-Continued
	




	HIP-600
	LO 5-2026
	DJXH
	LO 5-1183



	
	LO 55-2515
	
	TB 5-1183-1



	
	TB 5-9955-1
	DOOB
	TM 55-1033



	
	TM 5-2026
	DOOC
	L0O 55-1033-1



	HR
	TM 5-5445
	
	TM 55-1033



	HRB-6O
	LO 5-1207
	DOOD
	TM 55-1033



	HRS-NH
	TM 5-5445
	DRX
	LO 5-1043



	HS
	TM 5-5445
	
	TB 5-1043-1



	K
	TM 55-1264-2
	DRXB
	TB 5-3458-1



	KO
	TM 55-1264-2
	
	TB 5-5220-1



	L
	TM 55-1264-2
	
	TM 55-1034



	NHB
	TM 5-5445
	DRXO
	LO 5-5101



	NHRS
	TM 5-5445
	
	LO 5-9449



	Detroit, GMC type
	
	
	TB 5-5220-1

TB 5-9449-1



	A41-1
	TM 9-1730F
	
	TM 5-5101



	Fairbanks-Morse Models
	TM 55-1122
	
	TM 55-1034



	33E16

33F16
	TM 55-1122
	DWXDS
	LO 55-2939



	36A4-Y4
	LO 55-U130
	
	TM 55-2939



	37E16
	TM 55-1122
	Hill Diesel Engine Corp.
	



	45B3-1/8
	LO 55-2502
	Series "F"
	TM 5-5011



	
	TM 55-4027
	International Harvester Models
	



	45B4-1/8
	TM 56-4027
	U-9
	TB ENG 100



	49A4-1/2
	TM 55-4041
	UD-6
	TM 5-5022



	49A4-1/2
	LO 55-4041
	UD-6A
	LO 5-5226



	General Motors Models
	
	
	TB 5-5226-1



	Series 71
	LO 5-5209
	
	TM 5-5226



	
	TB 5-5209-1
	tD-9
	LO 55-2506



	
	TM 5-5209
	
	T'B 5-1492-1



	
	TM 55-4013
	
	TM 55-2506



	
	TM 55-4040
	UD-9A
	LO 5-5227



	
	TM 55-4040-1
	
	TB 5-5227-1



	
	TM 55-4043
	
	TM 5-5227

TB ENG 112



	3-71RO14
	TM 9-1783A

LO 5-5172
	UD-14
	TM 5-5020



	6-71
	TB 5-5142-1
	UD-14A
	LO 5-1033



	
	TB 5-5172-1
	
	LO 5-5169



	6-110
	TB 5-5211-1
	
	TB 5-1027-1



	
	TM 5-5211
	
	TB 5-1033-1



	567B
	TM 55-1271-2
	
	TB 5-5169-1



	40300
	LO 55-2953
	
	TM 5-5169



	6046
	TB 9-17500-7
	UD-16
	LO 5-1041



	
	TM 9-17500
	
	LO 5-1045



	Guiberson Models
	
	
	LO 5-5171



	T-1020
	TM 9-727
	
	TB 5-1041-1



	
	TM 9-1727
	
	TB 5-1045-1



	T-1400
	TM 9-1750E
	
	TB 5-5171-1



	Hallett Models
	
	
	TM 5-5171



	AC-I
	TM 55-3727-2
	UD-18
	LO 5-5170



	Harniscbfeger Models
	
	
	TB 5-5170-1



	3870; 487C; 6870
	LO 5-5186

TB 5-5186-1
	
	TB 5-9240-1

TB ENG 98



	
	TM 5-5186
	
	TM 5-5100



	Hercules Models
	
	
	TM 5-5170



	DFXB
	TM 55-1031
	
	TM 5-9240



	DFXC
	TM 55-1031
	UD-18A
	LO 5-5159



	DFXD
	TM 55-1031
	
	LO 5-5170



	DFXE
	TM 9-1768A
	
	TB 5-1002-2



	
	TM 55-1031
	
	TB 5-1011-1



	DHXB
	TM 55-1034
	
	TB 5-5170-1



	DHX
	TM 55-1034
	
	TM 5-5170



	DJXB
	TM 55-1032
	UD-24
	LO 5-5199



	DJXO
	LO 55-1032
	
	TB 5-5199-1



	
	TB 5-3458-1
	
	TM 5-5199



	DJXD
	TM 55-1032
	Kermath Models
	LO 55-U47



	
	TM 9-1705C

TM 55-1032
	2-113

2-127
	LO 55-U47














	Engines, Diesel-Continued
	
	Engines, Diesel marine-Continued
	




	Lister-Blackstone Models
	
	Caterpillar Models
	



	CD
	TM 55-4024
	D318M
	TM 5-3305-2



	CE
	TM 55-3709
	D+364
	LO 55-4024



	
	TM 55-4020
	D+375
	LO 55-4024



	CE401
	LO 55-2507
	D4600
	LO 55-1048



	Lubricating oils
	TB TO 12
	
	TM 55-1048



	Murphy Models
	
	D8800
	LO 55-U10



	ME-6
	TM 5-1165
	D11000
	TM 55-1044



	
	TM 5-1166
	D17000
	LO 55-U22



	National Supply Co. Models
	
	
	TM 55-1046



	45-M5X-8
	TM 55-4019
	
	TM 55-1046-1



	Sheppard Models
	
	Chrysler Models
	



	6
	TM 55-4038
	M12
	



	6A
	LO 55-U130
	
	TM 55-1147



	6M
	TM 55-4038
	Clark Models
	



	7
	TM 55-4038
	MD-4
	LO 55-1085



	8
	TM 55-4039
	MD-6
	LO 55-1085



	9
	TM 55-4039
	Cooper-Bessemer Models
	



	13
	TM 55-4038
	FW-6-DR
	LO 55-1091



	Sterling Models
	
	
	TM 55-1091



	CAB-2
	LO 55-2505
	GSB-8
	TM 55-1092



	
	TM 55-2505
	JS-6
	LO 55-1090



	Superior Models
	
	JS-6-DR
	TM 55-1090



	CD
	TM 55-1136
	JS-8-DR
	LO 55-1090



	GAB-4
	TM 55-3009
	Cummins Models
	



	ID
	TM 55-1136
	A
	TM 55-1000



	Twin Disc Models
	
	
	



	B-114P
	
	
	TM 55-1002



	Waukesha Models
	LO 55-1047
	Detroit Diesel Models
	



	
	
	6-110
	LO 55-4034



	6-WAKD
	LO 5-5162
	6071A
	LO 55-4013



	
	LO 5-9637-1
	6072A
	LO 55-4013



	
	LO 5-9637-2
	6073A
	LO 55-4013



	
	TB 5-5162-1
	Enterprise Models
	



	
	TB 5-9637-1
	DMG 6
	LO 55-1106



	
	TM 5-5162
	
	TM 55-1106



	180-BAO
	TM 55-2949-2
	DMG 38
	LO 55-1106



	190-BLB
	TM 55-2949-2
	
	TM 55-1106



	190-BLC
	TM 55-2949-2
	DMQ-36
	LO 55-1105



	Engines, Diesel electric
	
	
	TM 55-1105



	Cummins Models
	
	DMQ-38
	LO 55-1105



	HBIS-600
	TM 55-1263
	DSG 6
	LO 55-1106



	Engines, Diesel marine
	
	
	TM 55-1105



	Atlas Imperial Models
	
	Fairbanks-Morse Models
	



	6HM-464
	
	33F12
	TM 55-1121



	
	TM 55-1027
	33F16
	



	6HM-1021
	LO 55-1025
	35F8
	LO 55-1122

LO 55-1115



	
	TM 55-1023
	
	



	6HM-155S
	LO 55-1025
	35F894
	TM 55-1115



	
	TM 55-1025
	35F10
	LO 55-1119



	6HM-2124
	LO 55-1025
	
	TM 55-1119



	
	TM 55-1026
	35F14
	LO 55-1116



	Buda Models
	
	35F14M
	TM 55-1116



	4-DTMR-212
	LO 55-1036
	36A434
	TM 55-1117



	6-DCMR-844
	LO 55-1070
	36A51i
	TM 55-1118



	
	TM 55-1070
	37E14
	LO 55-1120



	6-DCMR-1879
	LO 55-1071
	
	TM 55-1120



	
	TM 55-1071
	37E16
	LO 55-1122



	6-DH-1611
	TM 55-1039
	37F12
	TM 55-1121



	6-DHMR-691
	LO 55-1072-1
	37F16
	LO 55-1122



	
	TM 55-1072
	
	TM 55-1122



	6-DT-468
	TM 55-1049
	General Motors Models
	



	6-DTMR-317
	LO 55-1072
	3-71
	TM 55-1069



	
	TM 55-1072
	6-71
	TM 55-1069



	6-DTMR-468
	LO 55-1072
	6-278A
	LO 55-1065



	
	TM 55-1072
	
	TM 55-1065



	Busch-Sulzer Models
	
	8-567ATS
	TM 55-1068



	6-DFMT-17
	LO 11-1140
	12-278A
	LO 55-1066



	
	TM 55-1140
	
	TM 55-1067














	Engines, Diesel marineContinued
	
	Engines, Gasoline-Continue(
	d




	Gray Models
	
	Briggs & Stratton Models
	-Con.



	64
	LO 55-4014
	BLP
	LO 5-5230



	64, 65, 66
	TM 55-4014
	
	TB 5-5230-1



	65
	LO 55-4014
	
	TM 5-5230



	Kahlenberg Models
	
	BM
	LO 5-5230



	B-5
	LO 55-1055
	
	TB 5-5230-1



	
	LO 55-1055
	
	TM 5-5230



	B-6
	
	
	LO 5-5230



	BF
	LO 55-1055
	BMG
	



	Kermath Models
	
	
	TB 5-5230-1



	2-127
	TM 55-1155
	
	TM 5-5230



	4-226
	LO 55-1152
	BP
	LO 5-5230



	
	TM 55-1152
	
	TB 5-5230-1



	6-298
	LO 55-4028
	
	TM 5-5230



	Superior Models
	
	BR
	LO 5-5230



	MRD-8
	LO 55-1132
	
	TB 5-5230-1



	MRDB-8
	LO 55-1132
	
	TM 5-5230



	PTD
	TM 55-1130
	I
	TB 20-2



	SMRA-4
	TM 55-1134
	N
	LO 5-5232



	VDSS-8
	LO 55-1126
	
	MWO ENG 5232-1



	
	
	
	TB 20-2



	
	TM 55-1126
	
	TB 5-5232-1



	Witte Models
	
	
	



	VI-38
	TM 55-1040
	
	TM 5-5232



	Wolverine Models
	TM 55-1125
	
	TM 5-9330



	Engines, Electric
	
	NP
	LO 5-5232



	GE-12-(')
	WO SIG 163

Ml
	
	TB 5-5232-1



	Engines, Gasoline
	
	
	TB 10-351-1



	Aerojet-General Models
	
	
	TM 5-5232



	1 through 12
	ENG 5221-1

MWO
	NPR
	TM 10-1135



	
	TM 5-5221
	NPR-1:39D
	LO 5-5232



	Allis Chalmers Models
	
	
	TB 5-5232-1



	B-15
	TB 5-5247-1
	
	TM 5-5232



	E-60
	
	NPR-4D
	LO 5-5232



	
	TM 5-1102
	
	TB 5-5232-1



	L-90
	TB 5-5248-1
	
	



	Buda Models
	
	
	TM 5-5232



	K-428
	LO 5-9859-1
	NPR-6
	LO 5-5232



	Autocar Models
	
	
	TB 5-5232-1



	MB-447
	
	
	TM 5-5232



	Fits;

tolerances;
	wear
	WI
	TB 5-5229-1



	limits
	TB ORD 299
	z
	LO 5-1014



	358
	
	
	MWO ENG 5256-1



	Fits; tolerances and wear
	
	
	TB 5-1014-1



	limits
	TB ORD 268
	
	TM 5-1014



	Briggs & Stratton Models
	
	ZZ
	LO 5-1014



	
	LO 11-360-1
	
	LO 11-900



	
	MWO ENG 5257-1
	
	TB 20-2



	
	TB 20-2
	
	TB 5-1014-1



	ARL
	LO 11-360-1
	
	TM 5-1042



	
	LO 11-360-1
	
	TM 5-1044



	AP
	
	
	



	B
	LO 5-5230
	
	TM 5-1046



	
	LO 55-1110
	
	TM 5-1078



	
	TB 20-2
	ZZP
	LO 55-1256



	
	TB 5-5230-1
	
	TM 5-2088



	
	TM 5-5230
	
	TM 55-1256



	BH
	LO 5-5230
	9, 14, 23
	LO 5-5231



	
	TB 5-5230-1
	
	TM 5-5231



	
	TM 5-5230
	
	TB5-5231-1



	BHL
	LO 5-5230
	23
	TM 5-5233



	
	TB 5-5230-1
	23B
	LO 55-U186



	
	TM 5-5230
	
	LO 55-2012



	BHLP
	LO 5-5230
	
	TM 5-5233



	
	TB 5-5230-1
	23BP
	LO 11-900A



	
	TM 5-5230
	
	TM 5-5233



	BBP
	
	
	



	
	LO 5-5230
	
	TM 11-900A



	
	TB 5-5230-1
	23C
	TM 5-5233



	
	TM 5-5230
	23FB
	LO 5-9429



	BL
	LO 5-5230
	
	LO 5-9431



	
	TB 5-5230-1
	
	TB 5-9429-1



	
	TM 5-5230
	
	TB 5-9431-1














	Engines, Gasoline-Oontinued
	
	Engines, Gasoline-Continued
	




	Briggs & Stratton Models-Con.
	
	Buda Models-Continued
	



	23FB-
	TM 5-5233
	LO-525
	LO 5-5223



	23FBO
	TM 5-5233
	
	TB 5-5223-1



	23FBP
	TM 5-5233
	
	TM 5-5223



	23FBPC
	TM 5-5233
	4B-153
	LO 5-5222



	23P
	TM 5-5233
	
	TB 5-5222-1



	23PC
	TM 5-5233
	
	TM 5-5222



	23R6
	TM 5-5233
	4B-182
	LO 5-5222



	23 R6D
	TM 5-5233
	
	TB 5-5222-1



	Buda Models
	
	
	TM 5-5222



	FRH
	TM 55-4032
	4MO-645
	LO 5-5224



	HD-326
	LO 5-9857
	
	TB 5-5224-1



	HP-217
	LO 5-2024
	
	TM 5-5224



	
	LO 5-5223
	6B-230
	LO 5-5222



	
	TB 5-1118-2
	
	TB 5-5222-1



	
	TB 5-2024-2
	
	TM 5-5222



	
	TB 5-5223-1
	6B-273
	LO 5-5222



	
	TM 5-1116
	
	TB 5-5222-1



	
	TM 5-2024
	6 cylinder
	TM 55-4030



	
	TM 5-5223
	6DH-691
	LO 5-1002



	HP-234
	LO 5-5223
	6M0-779
	TB 5-5224-1



	
	TB 5-5223-1
	
	TM 5-5224



	
	TM 5-5223
	6MO-893
	LO 5-5224



	HP-298
	LO 5-5223
	
	TB 5-5224-1



	
	TB 5-1006-1
	
	TM 5-5224



	
	TB 5-1118-2
	6MO-970
	LO 5-5224



	
	TB 5-5223-1
	
	TB 5-5224-1



	
	TM 5-1006
	
	TM 5-5224



	
	TM 5-5223
	8M0-1290
	LO 5-5224



	IHP-326
	LO 5-5223
	
	TB 5-5224-1



	
	TB 5-1118-1
	
	TM 5-5224



	
	TB 5-1118-2
	6N-273
	TM 5-5222



	
	TB 5-5223-1
	Case Models
	



	
	TM 5-1118
	D-I
	TB ENG 92



	
	TM 5-1162
	LAE
	LO 11-944



	
	TM 5-1180
	
	TB 5-1112-2



	
	TM 5-5223
	
	TB 5-1112-3



	HP-351
	LO 5-1004
	
	TM 5-1112



	
	LO 5-1032
	SE
	TB 5-5426-1



	
	LO 5-5223
	Caterpillar Models
	



	
	TB 5-1004-2
	D4600
	LO 5-1175-1



	
	TB 5-5223-1
	
	LO 5-1175-2



	
	TM 5-1004
	RD-1820 (Ordnance)
	TM 9-1756A



	
	TM 5-1032
	Chevrolet Models
	



	
	TM 5-5223
	BQ
	



	JR-6
	LO 55-1058
	Fits; tolerances; wear limits
	



	X-393
	LO 5-1197-1
	
	TB ORD 258



	
	LO 5-1197-2
	BV
	TB 9-1765B-2



	
	TB 5-1197-1
	
	



	
	
	Chrysler Models
	TB 5-9137-1



	
	TM 5-1197

TM 5-1198
	C-36
	LO 5-1175-1



	
	
	C-36-520
	LO 5-1175-2



	E2-428
	LO 5-1172-1
	
	LO 5-5405



	
	LO 5-1172-2
	
	LO 5-9490



	
	LO 5-5223
	
	MWO ENO 5405-1



	
	LO 5-9859-2
	
	TB 5-1159-1



	
	TB 5-1168-1
	
	TB 5-1175-1



	
	TB 5-5223-1
	
	TB 5-1191-1



	
	TM 5-5223

TM 5-9458
	
	TB 5-1197-1



	
	
	
	TB 5-1455-1



	L-525
	LO 5-5223
	
	TB 5-1458-1



	
	TB 5-1112-2
	
	TB 5-9490-1



	
	TB 5-1112-3
	
	TB 5-9491-1



	
	TB 5-5223-1
	
	TB 5-9804-1



	
	TM 5-1037
	
	TM 5-1172



	
	TM 5-1038

TM 5-1106
	
	TM 5-5405



	
	TM 5-5223
	C-36-520-IND-9
	TB 5-1168-1














	Engines, Gasoline-Continued
	
	Engines, Gasoline-Continued
	




	Chrysler Models-Continued
	
	Continental Models-Con.
	TB 9-8638-1



	IND 5, 5A
	LO 5-5204

TB 5-5204-1
	A 0-895-4
	TB ORD 538



	
	TM 5-5204
	
	TB ORD 599



	IND 5A-416
	LO 5-5455
	
	TM 9-1755BB



	
	TB 5-5455-1
	AOS-895-3
	TB 9-8638-1



	IND 6, 6A
	LO 5-5024
	
	TB ORD 538



	
	TB 5-5204-1
	
	TB ORD 599



	
	TM 5-5204
	
	TM 9-1730A



	IND 7, 7A
	LO 5-5204
	AOS-895-3, AO-895-4
	TB ORD 561



	
	TB 5-5204-1
	
	TB ORD 576



	
	TM 5-5204
	
	TB ORD 588



	IND 8, 8A
	LO 5-5204
	Procedures prior to start
	



	
	TB 5-5204-1
	ing
	TB ORD 558



	
	TM 5-5204
	AV-1790
	TB 9-8638-1



	IND 12
	LO 5-5212
	
	TB ORD 576



	
	TM 5-5212
	
	TB ORD 588



	IND 13A
	LO 5-5174
	AV-1790-5A
	MWO ORD 0244-W37



	
	TB 5-5174-1
	
	TM 9-7009-1



	
	TM 5-5174
	AV-1790-SB
	TB 9-718-3



	IND 14A
	LO 5-5174
	
	TB ORD 551



	
	TB 5-5174-1
	
	TB ORD 561



	
	TM 5-5174
	
	TB ORD 599



	IND 14-425
	LO 5-9178
	
	TM 9-7009-1



	
	TB 5-9178-1
	AV-1790-7
	TB ORD 551



	IND 15A
	LO 5-5174
	
	TB ORD 561



	
	TB 5-5174-1
	
	TB ORD 599



	
	TM 5-5174
	
	TM 9-7009-1



	IND 112
	TB 5-5212-1
	F
	LO 3-222-2



	Operation; maintenance
	TM 5-5407
	F-140
	TB 5-2299-1



	T-108-503
	LO 5-2028
	
	TM 5-2040

LO 5-2080



	
	LO 5-2316

TM 5-2028
	F-162
	MWO ENG 5421-1



	
	TM 5-2316
	
	TB 5-2080-1



	T-109-503
	TM 55-2946
	F-186
	LO 5-5208



	T-118
	LO 55-3017
	
	TB 5-5208-1



	
	TB 5-9137-1
	F-209
	LO 5-5208



	
	TB 5-9483-1
	
	TB 5-5208-1



	
	TB ENG 109
	F-226
	LO 5-1142



	T-118-418
	TB 5-9483-1
	
	LO 5-5208



	T-118-469
	TB 5-9483-1
	
	TB 5-5208-1



	T-118-502
	LO 5-5124
	
	TM 5-1184



	
	LO 5-9483
	F226-198
	LO 5-5201



	
	TB 5-9483-1
	
	TB 5-5201-1



	
	TM 5-5120
	
	TM 5-5201



	
	TM 5-5126
	F-244
	TM 5-1185



	
	TM 5-9483
	F-6209
	LO 5-5208



	T-118-506
	TB 5-9483-1
	
	TB 5-5208-1



	Climax Models
	
	F-6226
	LO 5-5208



	R-41
	LO 55-U14
	
	TB 5-5208-1



	
	TM 55-4023
	FS-162
	LO 5-5421



	R-61
	LO 55-U14
	
	TB 5-5421-1



	
	TB 5-1370-1
	I1-260
	LO 5-5202

TB 5-5202-1



	
	TB ENG 111
	
	



	
	TM 55-4023
	M-330
	LO 5-5072



	R-81
	LO 55-U14
	
	LO 5-5166



	
	TM 554023
	
	TB 5-5072-1

TB 5-5166-1



	
	
	
	TM 5-5166



	Continental Models
	
	
	



	22R
	TB 9-1759B-2
	Magneto test procedures
	TB ORD 493



	
	TB 9-1785B-2
	PF-162
	MWO ENG 5421-1



	
	TM 9-796
	
	TM 5-2002



	
	TM 9-1795B
	PF-226
	LO 5-1058



	33R
	MWO ENG 5424-1
	
	LO 5-9132



	
	TM 5-2116
	
	TB 5-1284-1



	AO-268-3A
	TB 9-8638-1
	
	TB 5-9132-2



	
	TM 9-7605-1
	
	TM 5-1058














	Engines, Gasoline-Continued
	
	Engines, Gasoline-Continued
	




	Continental Models-Con.
	
	Dodge Models
	



	PF-226
	TM 5-9132
	T-112
	



	PR-501
	MWO ENG 5424-1
	Fits;

tolerances;
	wear



	PY-69
	MWO ENG 5420-1
	limits
	TB ORD 293



	R513
	LO 5-5429
	T-118
	



	
	TB 5-5429-1
	Fits;

tolerances;
	wear



	
	TM 5-5429
	limits
	TB ORD 291



	
	LO 5-5429
	T-202
	



	R572
	TB 5-5429-1
	
	



	
	
	Fits;

tolerances;
	wear



	
	TM 5-5429
	limits
	TB ORD 277



	R602
	LO 5-5429
	T-207
	



	
	TB 5-5429-1
	Fits;

tolerances;
	wear



	
	TM 5-5429
	limits
	TB ORD 293



	R-602-210
	TM 5-5485
	T-211
	



	R-975
	TB ORD 222
	Fits;

tolerances;
	wear



	R-975-C1
	TB 9-1751-20
	limits
	TB ORD 293



	
	TB 9-1751-21
	T-245
	TM 9-1840A



	
	TB 9-1751-22
	Express Models
	



	
	TB ORD 210
	S-226
	TB 5-8021-1



	
	TB ORD 230
	Fairbanks-Morse Models
	



	
	TB ORD 235
	Z
	LO 5-2060



	
	TB ORD 276
	Ford Models
	TM 5-5239



	
	TM 9-1751
	A
	LO 3-222-3



	R-975-C4
	TB 9-1725-22
	GST
	TM 9-1806A



	
	TB ORD FE-33
	ONY4
	TM 11-904



	
	TB ORD 210
	V8
	TM 55-4042



	
	TB ORD 235
	V8-85
	LO 55-2017



	
	TB ORD 276
	2NY
	TB ENO 108



	
	TM 9-1725
	
	TM 5-5045



	R-975-EC2
	TM 9-1750D
	7HNN
	TM 5-5238



	R6513
	LO 5-5429
	8MNN
	LO 5-5239



	
	TM 5-5429
	
	TM 5-5238



	R6572
	LO 5-5429
	8MNN-1002
	LO 5-9553



	
	TB 5-5429-1
	
	TB 5-9553-1



	
	TM 5-5429
	8NNN
	TB 5-5239-1



	R6602
	LO 5-5429
	Ford tanks
	



	
	TB 5-5429-1
	Models GAA, GAF, GAN TB 9-1731B-4
	



	
	TM 5-5429
	General Motors Models
	



	
	TM9-1837A
	A41-1
	TB 9-1730F-1



	T-427
	LO 5-9219
	D-318
	TM 5-5060



	
	TB 5-9219-1
	256
	



	W670-9A
	TM 9-727
	Fits;

tolerances;
	wea



	
	TM 9-1726C
	limits
	TB ORD 289



	Reclamation
	TB 9-2830-43
	270
	TB 9-1802A-1



	Y-69
	
	
	TB 9-1802A-2



	
	MWO ENG 5420-1
	
	TB ORD 402



	
	TB 5-2068-1
	
	TB ORD 468



	
	
	
	TM 9-1802A



	
	TB 5-9086-2

TM 5-9086
	302
	TM 9-1819AA



	
	
	Hall-Scott Models
	



	
	TM 5-9094
	440
	TB 9-1767A-1



	Y69-214
	TB 5-9244-1
	
	TM 1767A



	
	TM 5-2068
	Hercules Models
	



	Y69-278
	LO 5-9475
	B
	TM 9-1832A



	
	TB 5-9475-1
	C
	TM 9-1832A



	
	TM 5-9475
	
	TM 9-1832A



	Y91
	TB 5-9898-1
	CB-JXD
	TM 9-1832A



	Y-112
	TM 5-2052
	C-3
	



	
	
	D
	TM 9-1832A



	Continental "L" Head Models
	TM 5-5208
	E-3
	TM 9-1832A



	Crosley Models
	LO 10-1805
	F
	TM 9-1832A



	
	TM 10-1805
	OX series
	TM 5-5179



	8
	TB 5-5221-1
	HX series
	TM 5-5179



	
	
	HXC
	LO 5-5179



	Cummins Models
	
	
	LO 5-9866-1



	HB-600
	TB 5-3467-1
	
	LO 5-9866-2



	Fits;

tolerances;
	wear
	
	TB 5-9866-1



	limits
	TB ORD 283
	
	TB 9-1832A-2



	HBID-600
	LO 5-1202
	HXD
	TB 9-1832A-2













	IX

ZXB

LO 11-926

LO 5-5216

LO 11-940A

LO 11-U7

TB ENG 160

LO 11-974

TB 5-5216-1

LO 11-975

LO 55-U155

TM 5-5216

TB 5-5180-1

IXA

LO 5-5216

TB 5-5215-1

LO 11-U7

TB 5-5216-1

TM 5-5180

IXA-5

TB 5-5083-1

TM 5-5215

ZXB-4

TB 5-5037-1

TM 5-5083-2

TM 5-5037

IXB

LO 5-5216

TB 5-1068-2

Internal lubrication

TB ORD 392

TB 5-5216-1

International Harvester Models

IXB-5

LO 58-2013

FAC-269

TM 5-1068

Fits;

tolerances;

wear

TM 5-1192

limits

TB ORD 270

TM 5-7120

FB C-318-B

JX series

TM 5-5219

Fits;

wear

tolerances;

JXB

TM 11-911

TB ORD 269

limits

JXC

LO 5-5167

GRD-175A

LO 55-1262

TB 5-5167-1

GRD-233

LO 55-2003

TM 5-5167

TM 9-1824

JXD

LO 5-5167

RD406

LO 5-5168

OFSTB 705-13; 743-3

TB 5-5168-1

TB 5-5167-1

RED-450

TM 9-1823

TB 9-1832A-1

RED-450-B

TM 9-1707A

TB 9-1832A-2

RED-450-D

TM 9-1812

TM 5-2721

U-1

LO 5-5189

TM 5-5167

TB 5-5189-1

TM 5-7115

TM 5-5189

TM 9-1706

U-4

LO 5-5207

JXL series

TM 5-5219

TB 5-1030-2

JXLD

LO 5-1183

TB 5-5207-1

TB 5-1183-1

TM 5-5207

QX

LO 5-5217

LO 5-1174

U-9

TB 5-5217-1

LO 11-986

TM 5-5217

TB 5-1174-1

QXD5

TM 5-1056

TB 5-1174-2

TB 9-1832A-FE1

RXB

TB ENG 102

TB 9-1832A-2

TM 5-1174

RXC

LO 5-5175

UD-16

LO 11-941-1

LO 5-9495-1

LO 1078

UD-18

LO 5-9495-2

LO 11-941

TB 5-5175-1

UD-18A

LO 11-941

TB 9-1832A-FE1

TM 5-9925

361

TB ENG 111

RXCO

Jacobsen Models

RXLD

TB 5-1072-1

LO 5-5234

J-100

WX

LO 5-5181

LO 11-971

TM 5-5181

TB 5-5234-1

WXC3

LO 5-1100

TM 5-5234

WXL

LO 5-5181

TB 5-5181-1

Johnson Models

TM 10-1135

TM 5-5181

X-519

TB 5-5181-1

WXLC

Kiekhaefer Models

WXLC3

LO 5-1100

KB-3-G

TM 5-4050

LO 5-1188

TM 5-4056

LO 5-9529-1

KB-3S-iP

TM 5-2089

LO 5-9529-2

TM 5-4002

KB-CA

TB 5-1188-2

TM 5-4010

1ABGF

TB 5-9529-1

KB-6-F

LO 5-5096

TM 5-1188

LO 5-5214

ZXA

LO 5-5215

TB 5-5215-1

TB 5-5214-1

TB 5-9324-1

TM 5-5215

TM 5-5096

ZXB

LO 5-5037

TM 5-5214

LO 5-5180

TM 5-9324

LO 5-5215
	Engines, Gasoline-Continued

Hercules Models-Continued
	Engines, Gasoline-Continued

Hercules Models-Continued















	Engines, GasolineContinued
	
	Engines, GasolineContinued
	




	Lauson Models
	
	Minneapolis

Moline
	Models-Continued



	558-1
	TM 5-1156
	403-4A
	TM 5-5185



	586
	TM 5-1156
	
	TB 5-5185-1



	627
	TM 5-1156
	
	



	LeRol Models
	
	605-6A
	LO 5-5210



	
	
	
	TB 5-5210-1



	D-133
	LO 5-2036
	
	TM 5-5210



	
	TM 5-2036
	1210-12A
	LO 5-5206



	D-133-P-10
	LO 5-1076
	
	TB 5-5206-1



	
	TB 5-1076-2
	Novo Models
	



	D-140
	LO 5-1076
	CA-33
	TM 5-2014



	
	LO 5-5203
	
	TM 5-2044



	
	LO 5-9522
	
	



	
	
	CW-66
	TM 5-5088



	
	TB 5-1076-2
	CW-133
	LO 3-222-1



	
	TB 5-1132-2
	Onan Models
	



	
	TB 5-5203-1
	CK-MS/190J
	LO 10-1806-2



	
	TM 5-1132
	
	TM 10-1806



	
	TM 5-1134
	CK8S/175J
	LO 10-1806-1



	
	TM 5-2037
	
	TM 10-1806



	
	TM 5-5203
	
	



	
	
	CK-S/199J
	LO 10-1806



	
	TM 5-9522
	
	TM 10-1806



	D-140-P3
	LO 5-1026
	W2C
	TM 5-5404



	
	TM 5-1026
	Packard Models
	



	D-176
	LO 5-5183
	2001-A
	



	
	TB 5-5183-1
	
	



	
	TM 5-5183
	Fits;

tolerances;
	wear



	D-201
	LO 5-5183
	limits
	TB ORD 298



	
	
	Reo Models
	



	
	TB 5-1281-2
	331-OA
	TM 9-1819A



	
	TB 5-5183-1
	GC-310
	



	
	TM 5-56183
	Fits;

tolerances;
	wear



	D-201-P3
	LO 5-1008
	limits
	TB 0

RD 16-1271-1



	
	TB 5-1280-7
	
	



	
	TB 5-1280-8
	Studebaker Models
	



	
	TM 5-1008
	6-170
	TM 9-1893A



	D-201-PS
	
	Universal Models
	



	
	TM 5-1280
	LSOR
	LO 65-U121



	D-226
	LO 5-5183
	
	



	
	TB 5-5183-1
	Waukesha Models
	



	
	TM 5-5183
	BKU
	TM 5-7070



	D-318
	TB 5-50603
	
	TM 5-7072



	
	TB ENO 107
	
	TM 5-9113



	D-471
	LO 5-5061
	O-TGU
	TM 9-1735C



	
	TB 5-5061-1
	ICK
	LO 5-5205



	H2000
	TM 5-5182
	
	TB 5-5205-1



	P-2877-D2
	
	
	



	
	LO 5-1130
	
	TM 5205



	
	TM 5-1130
	Maintenance
	TM 55-4029



	XP-7
	TB 5-9078-2
	MZA
	LO 5-9509-1



	
	TM 5-9078
	
	LO 5-9509-2



	XRP-207
	TB 5-1138-1
	SRKR
	LO 5-1256



	XRP-207-78
	LO 5-1138
	
	TB 5-1455-1



	XRPI
	TB 5-1074-2
	
	TB 5-9804-1



	
	TM 5-1074
	WAL
	LO 5-1195



	2877-D-13
	
	
	



	
	LO 5-1026
	
	TB 5-1195-1



	Mack Models
	
	XAH
	TB 5-5441-1



	EY
	
	6-BK
	TB 5-9490-1



	Fits;

tolerances;
	wear
	6-BZ
	TB 5-1182-1



	limits
	TB ORD 267
	
	TB 5-9704-1



	Minneapolis Moline Models
	
	Fits;

tolerances;
	wear



	165-4A
	LO 5-5188
	limits
	TB 9-1815A-1



	
	TB 5-5188-1
	6-MZA
	LO 5-5163



	
	TM 5-5188
	
	TB 5-5163-1



	206-4A
	
	
	



	
	TB 5-5188-1
	
	TB 5-9510-1



	206A-4A
	LO 5-5188
	
	TM 5-5163



	
	TM 5-5188
	6-MZ R
	LO 5-1175-1



	283-4A
	LO 5-5185
	
	LO 6-1175-2



	
	TB 5-5185-1
	
	LO 5-5425



	
	TM 5-5185
	
	LO 5-9866-1



	403-4A
	LO 5-5185
	
	LO 5-9866-2



	
	LO 5-9529-1
	
	TB 5-1175-1



	
	LO 5-9529-2
	
	TB 5-1458-1














	Engines, Gasoline-Continued
	
	Engines, Gasoline-Continued

Willys-Overland Models-Continued
	




	Waukesha Models-Continued
	
	MC38A1
	LO 5-5213



	6-MZR
	TB 5-9491-1
	
	TB 5-5213-1



	
	TB 5-9866-1
	
	TM 5-5213



	Fits;

tolerances;
	wear
	MD
	TM 9-8015-1



	limits
	TB ORD 260
	
	LO 5-5235



	6-MZRU
	LO 5-1034
	807532
	TB 5-5235-1



	6-SRKR
	LO 5-5164

TB 5-5164-1
	
	TM 5-5235



	
	TB 5-9507-1
	Wisconsin Models
	



	
	TB 5-9510-1
	
	TB ENG 168



	
	TM 5-5164
	AA
	LO 5-5192



	Fits;

tolerances;
	wear
	
	TB 5-5192-1



	limits
	TB ORD 10-1377-1
	
	TM 5-5192



	6-SRKRU
	TR 5-1256-1
	AAHH
	TM 5-5194



	
	TM 5-1256
	AB
	LO 5-5192



	6-WAKU
	LO 5-1254
	
	TB 5-5192-1



	
	TB 5-1254-1
	
	TB 20-1



	
	TM 5-1244
	
	TM 5-500-3



	
	TM 5-1246
	
	TM 5-5192



	
	TM 5-1254
	
	TM 5-2058



	
	TM 5-1259
	
	TM 5-2120



	130
	
	
	TM 5-9378



	Replacement

of
	idle

er
	ABN
	LO 5-5196



	gear spindles
	TB ENG 164
	
	TB 5-2253-1



	140
	
	
	TB 5-5196-1



	Replacement

of
	idler
	
	TM 5-5196



	gear spindles
	TB ENG 164
	ABND
	LO 5-2253



	140-GK
	LO 5-5246
	
	TM 5-2253



	
	TB 5-5246-1
	ABS
	LO 5-5192



	140-oKB
	LO 5-5246
	
	TB 5-5192-1



	
	TB 5-5246-1
	
	TM 5-5192



	140-OZB
	LO 5-5246
	AC-4
	LO 5-5190



	
	TB 5-5246-1
	
	TB 5-5190-1



	145
	
	
	TM 5-4016

TM 5-5190



	Replacement

of
	idler

TB ENG 164
	AE
	MWO ENG 5197-1



	gear spindles

145-OK
	LO 5-5165
	AEH
	LO 5-2241



	
	LO 5-9509-1
	
	LO 5-9818



	
	LO 5-9509-2
	
	MWO ENG 5197-1



	
	TB 5-9507-1
	
	TB 5-2241-1



	
	TM 5-1316
	
	TB ENG 110



	145-GKB
	LO 5-5165
	
	TM 5-2241



	
	TM 5-5165
	
	TM 5-9818



	145-GZ
	'1

TB 9-1785A-1
	AEN
	LO 5-5197



	
	TM 9-1875A
	
	TB 5-5197-1



	148
	
	
	TB 5-9818-1



	Replacement

of
	idler
	
	TM 5-5197



	gear spindles
	TB ENG 164
	AEND
	LO 5-9818



	150-U
	TM 5-7090
	
	TM 5-9818



	195-GK
	LO 5-5236
	AENS
	LO 5-5197



	
	TB 5-5236-1
	
	TB 5-5197-1



	Waukesha-Hesselman Models
	
	
	TM 5-5197



	6-LRHU
	LO 11-998-1
	AFH
	LO 5-5194



	
	LO 11-998-2
	
	TB 5-5194-1



	White Models
	
	
	TM 5-5194



	160-AX
	TB 9-1711-7
	AGH
	LO 5-1098



	
	TM 9-1711
	
	LO 5-5194

MWO ENG 5194-1



	
	
	
	TB 5-5194-1



	Willys-Overland Models

JP441
	TM 11-904
	
	TM 5-1098



	MB
	LO 11980
	
	TM 5-2038



	
	LO 55-1255
	
	TM 5-2042



	
	TB 9-1803A-2
	
	TM 5-6194



	MB441
	TM 11-904
	AHH
	LO 5-5194



	MO
	TM 9-1804A
	
	LO 55-U184



	MC38
	LO 5-5213
	
	MWO ENG 5194-1



	
	TB 5-5213-1
	
	TB 5-2066-1



	
	TM 5-5213
	
	TB 5-5194-1














	Engines, Oasoline-Contihue,

Wisconsin Models-Cont
	inued'
	Engines, Gasoline-Continued

Wisconsin ModelsContinued
	




	AHH
	: TB 20-1
	VP-4
	tO 5-5191

i



	
	TM 5-2034
	
	TB 5-5191-1



	
	TM 5-2054
	VP-4D
	TM 5-5191



	
	'TM 5-2066
	Witte Models
	



	
	TM 5-2090
	KD-6
	LO 11-U8



	
	TM 5-9160
	MD-12
	LO 11-U8



	AHHD
	MWO ENG 5194-1
	MD-282
	LO 11-973



	AK
	LO 5-5192
	Engines, Gasoline marine
	



	
	TB 5-5192-1
	Briggs & Stratton Models
	



	
	TB 20-1
	
	TM 55-1110



	
	TM 5-5192
	
	TM 55-1111



	
	TM 5-9378
	Chris-Craft Models
	



	
	TM 5-9722
	B
	LO 55-1100



	AKN
	LO 5-5196
	K
	LO 55-1100



	
	TB 5-5196-1
	
	TM 55-1100



	
	TM 5-5196
	KB
	TM 55-1100



	AKS
	LO 5-2118
	KR
	TM 55-1100



	
	LO 5-5192
	M
	LO 55-1100



	
	TB 5-2118-1
	MR
	TM 55-1099



	
	TM 5-5192
	W
	LO 55-1100



	
	TB 5-5192-1
	
	TM 55-1101



	
	TM 5-9378
	WR
	·TM 55-1101



	AM-4
	LO 5-5195
	WRO
	TM 55-1101



	
	TB 5-5195-1
	Chrysler Models
	



	
	TM 5-5195
	M7
	-LO 55-1145



	AM-4-1
	TB 5-1010-2
	
	TM 55-1146



	
	TM 5-1010
	Ms
	LO 55-1145



	AP-4
	LO 5-5195
	
	TM 55-1145

TM 55-1144



	
	TB 5-5195-1
	M10
	TM 55-1143



	
	TM 5-5195

LO 5-5198
	M11

Continental Models
	



	TE
	TB 5-5198-1
	M-6330
	TM 55-1021



	
	TM 5-5198
	R-6602
	TM 55-1020



	
	
	Evinrude Models
	



	
	LO 5-5198
	43569
	LO 55-U126



	TFG
	TB 5-5198-1

TB 5-5198
	
	TM 55-1030



	
	
	4361
	TM 55-1030



	
	TM 9-7009-3
	4362
	TM 55-1030



	TFT
	TM 9-7009-3
	4363
	TM 55-1030



	V
	iMWO ENG 5193-1
	4375
	TM 55-1030



	VE-4
	LO 5-5193
	4376
	TM 55-1030



	
	LO 55-U158
	4377
	TM 55-1030



	
	TB 5-5193-1
	Gar Wood Models
	



	
	TB 20-1
	V12
	LO 55-U40



	
	TM 5-5193
	Gray Models
	



	VE-4I
	LO 5-2056
	6-77
	LO 5-8021



	
	LO 55-1150
	
	TB 5-8021-1



	
	TB 5-1148-1
	6-121
	TM 55-1013



	
	TB 5-1150-2
	
	



	
	TB 5-1155-1
	6-226
	LO 5-8021



	
	TB 5-2056-2
	6-244
	LO 5-5187

LO 5-8025



	
	TM 5-1136
	
	TB 5-5187-1



	
	TM 5-1148
	
	TB 5-8025-1



	
	TM 5-1150
	
	TM 5-5187



	
	TM 5-4008
	452
	TM 5-8020



	VF-4
	LO 5-5106
	
	



	
	LO 5-5193
	Hali-Scott Models
	



	
	TB 5-5193-1
	Defender (2268, 2269)
	LO 55-1006



	
	TB 20-1
	
	TM 55-1006



	
	TB ENG 97
	Hudson Invader (168)
	LO 55-1005

TM 55-1005



	
	TM 5-2054
	
	



	
	TM 5-2066
	Johnson Models
	



	
	TM 5-2090
	200
	LO 55-U126



	
	TM 5-5106
	Kermath Models
	



	
	.TM 5-5193
	Sea Raider 6
	LO 55-1148



	VF-4D
	TM, 5-9593
	
	TM 55-1148












	Engines, Gasoline marine-Con,

l : r
	Enlargers (photographic)




	Kermath Models-Continued -
	Airgraph Models * -: ,

-



	·LO 55.1

Sea Raider 12

1160
	III

LO 11-2307



	TM. 55-1

1150
	Eastman Kodak Co. M/1

LO 11-2368



	Sea Raider Special

TM 55-1

1149
	Omega Models



	Sea Wolf 6
	



	LO 55-1

148
	-NE:5 x 7

LO 11-2374



	TM 55-1

151
	:NY8 x 10

LO 11-2374



	TM 55-1

Sea Zephyr

1153
	11PH-87, 87A, 95A, 129, and 129A



	Packard Models
	.: ,Serviceability'standards

: SB 11-100-19



	4M2500

LO 55-1

1010
	PHE-276; PH-275-A

1 LO-11-2368,



	TM 55-1

010
	·

,;

TM: 11-2368



	Scripps V-12 Models
	-

Serviceability.standards.:

SB 11-100-19



	TM 55-1

-302 HQ
	



	.016
	PH-275-B

TM. 11-2368B



	Sterling Models
	* Serviceability standards

SB 11-100-19



	-Admiral

LO 55-1

081
	PH-286

LO 11-2307



	TM 55-1

081
	'

TM 11-2307



	Petrel 1-6

LO 55-1

082
	PH-511/OF

LO 11-2306-1



	TM 55-1

082
	:

LO 11-2306-2



	Viking II

TM 55-1
	*

TM 11-2306



	080
	



	Vimalert Models
	PH-542/UF

LO 11-2300



	TM 65-1

V-1150-1

014
	TM 11-2300



	Engines,/Gasoline outboard
	Recordak Models



	; Johnson Models SDL-16

TM 55-1

1020
	

A

LO, 11-2300



	
	: N,

LO 11-23o6-1



	-

Engines,Oil'
	-LO 11-2306-2



	Waukesha Models
	



	TB 5~-5450-1

130
	Entertainments



	LO 5-5102

.140-iHS
	-

TM 21-205

Special service



	TB 5-5102-1
	Epidemic hemorrhagic fever.

(See



	TM 5-5102
	



	
	llemorrhagic fever, Epidemic.)

::

Epinephrine hydrochloride

SB 8;5



	Enagines,. Marine.

Engines,

(See
	Equilibrator springs.



	Diesel marine; Engines. Gasoline
	(See Springs,



	::

marine; Engines, Steam marine.)
	Equilibrator.)



	Engines, Ordnance
	Equilibrators



	
	Instructions for exercising

TB ORD 303



	Run-in and test procedures

TB ORD 215
	Precautions

to charging

prior



	Engines, Radial
	-TB ORD 325

with nitrogen



	·Booster coils inspection

TBORD 153
	Equipage



	Precautions on hydrostatic lock

TB ORD 254
	TB QM 32

Conservation



	R-975, reclamation

of exhaust
	



	
	Equipment



	elbows

TB 9-2830-20
	Air movement

TM 57-210



	Engines, Steam
	Kitchen-cars

1:TM0-206



	Sturtevant Models
	Modified



	TM 55-4037

VS7
	-

Marking

SB 11-69



	TM 55-4037
	TB QM.13.

Use in the jungle



	Engines, Steam marine
	Equipment, cold weather



	Skinner Models
	TM 10-275

Care; maintenance



	TM 55-1008

Uniflow 600
	Equipment, Individual



	Unifiow 1200

LO 55-1007
	Supply cataloging



	TM 55-1007
	



	
	Federal item identification



	English language, Basic courses
	guide

SB 708-384



	For Germans

TM 30-1506
	Equipment, Organizational



	1

'M 30-1506A
	Disposition

nonexpendable

of



	'M '30-1506B
	minor items

SB 3-26



	rM 30-1506C

*

q
	Equipment bags, Parachutists ;.



	Ouide's manual

'M 30-1506D
	M1950



	rM 30-1506E
	Repair

TB 10-592-2



	For Italians

'I'M 30-1503
	



	TM 30-1504
	Equipment pools



	S

Guide's manual

TM 30-1505A
	Operation

-TM 5-505



	-

'1

TM 30-1505B
	Erection Kits



	For Portuguese
	MX-326/CR, MX-326A/CR,



	TM 30-1512
	MX-327/CR, and MX-327B/



	TM 30-1513
	



	q

Guide's manual

TM 30-1511A
	CR

TM 11-2662



	TM 30-1511B
	MX-746/FR

TM 11-2614



	English language guides and phrase
	Erosion control



	books
	Materials and methods

TM 5-630



	For Italians

TM 30-703
	Evaporative. cooling.

(See Air con.



	TM 30-803
	ditioning:)














	Evidence
	
	Export, Preparation for-Continned
	




	Criminal investigation
	TB PMG 6
	Engines, Gasoline
	



	
	TB PMG 7
	Continental Model
	TB 5-9898-1



	
	TB PMG 8
	Generator sets
	



	
	TB PMG 9
	Ready Power Model
	TB 5-5020-1



	
	TB PMG 13
	Hoists
	



	
	TB PMG 17
	Jaeger Model
	TB 5-9176-1



	Invisible radiations
	TB PMG 16
	Oil furnaces
	



	Tool marks and numbers
	TB PMG 14
	Ingersoll-Rand Model
	TB 5-4030-1



	Excavation equipment
	
	Pumps, Deep well
	



	Technical data
	TB 5-9720-1
	Cook Model
	TB 5-9160-1



	Excavator

carriers.

(See Carriers,
	
	Peerless Model
	TB 5-2054-1



	Excavator.)

Excavators
	
	Road rollers
	



	Warner Swasey Models
	
	Huber Model
	TB 5-1186-1

TB 5-1188-1



	2460
	LO 5-9529-1
	
	TB 5-1188-2



	
	LO 5-9529-2
	Road rooters
	



	
	TB 5-9529-1
	Austin-Western Model
	TB 5-1334-1



	
	TM 5-9529
	Road scrapers
	



	Excavators, Mine
	
	La Plant-Choate Model
	



	T5E3
	TM 9-733
	CAB
	TB 5-1190-1



	Exciter units
	
	Le Tourneau Models
	



	MWO i

O-5/FR and O-5A/FR
	SIG 11-2205-1
	LP
	TB 5-1212-1



	
	TM 11-2205
	LS
	TB 5-1210-1



	O-5B/FR
	MWO SIG 11-2205-1
	Super C
	TB 5-1202-1



	
	MWO SIG 11-2205A-1
	Rotary sweeper
	



	
	MWO SIG 11-2205A-2

TM 11-2205A
	Grace Model
	TB 5-9078-1



	O-5C/FR
	TM 11-2205B
	Hough Model
	TB 5-9082-1



	Exercises
	
	Searchlights

Sperry Model
	TB 5-1722-1



	List
	TM 8-294
	Semitrailers
	



	Exhaust valves.

(See Valves, Ex
	
	La Crosse Model
	TB 5-9216-1



	haust.)
	
	Sharpeners
	



	Expedient adapters.

(See Adapters
	
	ODsston Model
	TB 5-4050-1



	Expedient.)
	
	Ingersoll-Rand Model
	TB 5-4032-1



	Exploders, Mine
	
	Soil stabilizers
	



	T1E1
	TM 9-736
	Barber-Greene Model 821
	TB 5-1280-3



	T1E3
	TM 9-737
	parts: Engineer

equip

Spare
	



	Explosive ordnance
	
	ment
	TB 5-9713-1



	French types
	TM 9-1985-6
	Tractors
	



	German type
	TM 9-1985-2
	Case Model
	TB 5-3000-1



	Italian types
	TM 9-1985-6
	
	TB 5-3012-2

TB 5-3132- 1



	Japanese type
	TM 9-1985-4
	Caterpillar Model R4
	TB 5-3140-1



	Explosive powders.

(See Powders,
	
	Clark Model
	TB 5-3020-1



	Explosive.)
	
	Trailers
	



	Explosives
	
	Euclid Model
	TB 5-3310-1



	Military
	
	Truck tractors
	



	Classification;

action;

use;
	
	Euclid Model
	TB 5-3310-1



	composition
	TM 9-2900
	Welders
	



	Storage and shipment
	TM 3-250
	Hobart Models
	TB 5-5120-1



	Export, Preparation for
	
	Exposure meters
	



	Air compressors
	
	PH-77, -77A,

-77C, -77D, and
	



	Ingersoll-Rand Model
	TB 5-5106-1
	-77E
	TM 11-2351



	Quincy Models

Chain saws
	TB 5-5096-1
	Serviceability standards

PH-252A
	SB 11-100-18

TM 11-2351



	Disston Model
	TB 5-4052-2
	Serviceability standards
	SB 11-100-18



	Concrete finishers
	
	PH-260, PH-260-A
	TM 11-2351



	Blaw Knox Model XD
	TB 5-1192-1
	
	TM 11-2356



	Concrete spreaders
	
	Exterior painting.

(See Painting,
	



	Blaw Knox Model SC
	TB 5-1284-1
	Exterior.)
	



	Ditching machines
	
	Eyebolt-lifting plugs
	



	Cleveland Model 110
	TB 5-1180-1
	Artillery ammunition
	TM 9-1901



	Drifter drills
	
	
	



	Ingersoll-Rand Model
	TB 5-4034-1
	Eyepiece leakage

indicators.

(See
	



	Elevators
	
	Indicators, Eyepiece leakage.)
	



	Barber-Greene Model 831

Engineer shops
	TB 5-1280-4

TB 6-9352-1
	Eyes

Contamination of the eye, liquid
	



	
	TB 5-9362-1
	gas
	TB MED 153














	
	F
	Federal item identification guides
	




	Face paints
	
	Supply cataloging
	



	Individual camouflai
	TB ENG 50

ge
	Group 10, weapons
	SB 708-310



	Facsimile equipment
	
	Group 19, ships, small craft,
	



	Converter and invert

RC-120
	TM 11-2644

;er

MWO SIG 11-375B-2
	and

pontoons,

floating

docks
	BB 708-319



	
	TM 11-375B
	Group 20, ship and marine
	SB 708-320



	RC-120-A
	TM 11-375B
	Group 22,

railway

equip.
	



	RC-120-B
	MWO SIG 11-375B-2
	ment
	SB 708-322



	
	TM 11-375B

TM 11-2645
	Group 24, tractors
	SB 708-324



	Transceiver

Facsimile motors
	
	Group 26, tires and tubes

Group 32, woodworking ma
	SB 708-326



	KBA-1
	MWO SIG 11-2258-3
	chinery and equipment
	708-332

SB



	Facsimile sets
	
	Group 37, agricultural ma
	



	AN/TXC-1
	LO 11-2258
	chinery and equipment
	SB 708-337



	
	MWO SIG 11-2258-1

MWO SIG 11-2258-2
	Group 41, refrigeration and
	



	
	MWO SIG 11-2258-6
	equip

air-conditioning

ment
	SB 708-341



	
	MWO SIG 11-2258-7
	Group

furnace,

steam

44,
	



	
	TM 11-2258
	plant, and drying equip
	



	AN/TXC-IA
	LO 11-2258
	ment
	SB 708-344



	
	MWO SIG 11-375B-(1)
	Group 52, measuring tools
	SB 708-352



	
	MWO SIG 11-2258-2

MWO SIG 11-2258-6
	Group

prefabricated

54,
	



	
	MWO SIG 11-2258-7
	structures and scaffolding

Group 55, lumber, millwork,
	SB 708-354



	
	TM 11-2258
	plywood, and veneer
	SB 708-355



	AN/TXC-IB
	LO 11-2258
	Group 56, construction and
	



	
	MWO SIG 11-2258-6
	building
	SB 708-356



	
	MWO SIG 11-2258-7
	Group 62, lighting fixtures
	



	
	TM 11-2258

MWO E
	and lamps
	SB 708-362



	AN/TXC-1C
	SIG 11-2258-6

MWO f

SIG 11-2258-7
	Group 63, alarm and signal

systems
	SB 708-363



	Facsimile systems
	
	Group 65, medical, dental,
	



	Electrical engineering
	TM 11-486
	and

veterinary

equip
	



	Facsimile transceivers
	
	ment
	SB 708-365-1



	FX-1
	TM 11-4068
	
	SB 708-365-2



	FX-1-B
	TM 11-4038
	
	SB 708-365-3



	Fan drive
	
	Group 65, medical, dental,
	



	Tank medium, M46

Fans
	TM 9-17183
	and veterinary equipment

and supplies
	SB 708-365-4



	100 ft tugs
	
	Group

chemicals

and

68,
	



	
	William & Watts Models

TM 55-3766
	chemical products
	SB 708-368



	Fans, Centrifugal
	
	Group 69, training aids and
	



	ILG
	Electric Ventilating

Co.
	devices
	SB 708-369



	Models

B9
	TM 55-3725
	Group 71, furniture

Group

72, household

and
	SB 708-371



	B12
	TB 55-3725
	furnishings

commercial
	



	B15
	TB 55-3725
	and appliances
	SB 708-372



	B18
	TB 55-3735
	Group 73, food preparation
	



	
	TM 55-3756
	and serving equipment
	SB 708-373



	BC35
	TM 55-3760

TM 55-3745
	Group 74, office machines

Group 75, office supplies
	SB 708-374

SB 708-375



	
	TM 55-3756
	Group 76, books, maps, and
	



	BC40
	TM 55-3745
	other publications
	SB 708-376



	
	TM 55-3756
	Group 79, cleaning equip
	



	Fans, Oil cooler
	
	ment and supplies
	SB 708-379



	Tank medium, M46
	TM 9-1718E
	Group 80, brushes, paints,

sealers, and adhesives
	SB 708-380



	Fans, Vaneaxial
	
	Group 83, textiles, leather,
	



	ILG

Models
	Electric Ventilating

Co.
	and furs
	SB 708-383



	AF20
	TM 55-3735
	Group 84, clothing and in
	



	
	TM 55-3760
	dividual equipment
	SB 708-384



	AF80
	TM 55-3745
	Group 85, toiletries
	SB 708-385



	
	TM 55-3756
	Group 88, live animals
	SB 708-388



	Far East
	
	Group 91, fuels, lubricants,
	



	Military maps
	TM 5-248
	oils, waxes
	SB 708-391



	Fat rendering plants

Procedures and methods
	'

rB QM 51-1
	Group 99, miscellaneous

Indexes
	SB 708-399

SB 708-301














	Federal supply classification
	
	Film examining machines
	




	Alphabetical index
	SB 708-403
	Moviola Models
	



	Numeric index; classes
	SB 708402
	D
	LO 11-2388



	Federal

Supply

Classification
	
	UDCS; UDS; UDX
	LO 11-2379



	groups.

(See Federal item iden
	
	PH-97
	LO 11-2388



	tification guides: Supply catalog
	
	PH-179
	LO 11-2388



	ing.)
	
	
	MWO SIG 156



	Federal supply code for manufac
	
	
	TM 11-2388



	turers

Supply cataloging
	
	Serviceability standards
	SB 11-100-27



	A-K
	SB 708-501-1
	PH-179-A
	MWO SIG 156



	L-Z
	SB 708-501-2
	
	TM 11-2388



	Code to name
	SB 708-502
	PH-279
	LO 11-2388



	Feed assemblies, Rotating
	
	
	MWO SIG 156



	CU-59/MPG-1
	LO 11-1466-1
	
	TM 11-2388



	Feeders, Reciprocating
	
	Serviceability standards
	



	Barber-Greene Models
	
	
	SB 11-100-27



	813
	LO 5-1011
	PH-319
	LO 11-2379

MWO SIG 156



	Feeders, Reciprocating plate

Pioneer Models
	
	Serviceability standards
	



	30-0
	TB 5-1017-1
	
	SB 11-100-27



	Feeding, Emergency
	
	PH1-561/U
	LO 11-2379



	Infants, children and other spe
	
	
	MWO SIG 156



	cial groups
	TB MED 53
	
	TM 11-2379



	Fenders, Vehicles
	
	Film holders
	



	5-ton, 6 x 6 trucks
	
	PH-81
	



	Reinforcement
	TB 9-837-3
	Interchangeability;
	identi- TB 11-2352-2



	Repairs

Ferrous materials.

(See Materials,
	TM 10-450
	fication

Films
	



	Ferrous.)
	
	Photographic sensitized
	



	Fiber products
	
	Processing out-dated
	TB SIG 216



	Repair procedures
	TM 10-270
	Film splicers.

(See Splicers Film.)
	



	Fiber rope
	
	Filters
	



	Types; uses
	TM 5-725
	Aiming post lights
	



	Field Artillery materiel
	
	Supply
	SB 9-104



	Air brake systems
	TB ORD 113
	Carrier

F-36/FC
	TM 11-2025



	Overhaul and rebuild standards TB ORD 327

Preparation

and mainte

for
	
	Clearflow Micronic Models
	



	nance in storage
	TB ORD 414
	TT-3C
	TB 9-821-1-1



	Field Artillery mortars.

(See Mor
	
	M1l
	TB ORD 394



	tars, Field Artillery.)
	
	
	TM 9-575



	Field Artillery trainers.

(See Train
	
	M-384
	TB SIG 120



	ers, Field Artillery.)
	
	Filters, Aerosol
	



	Field bakeries.

Bakeries,

(See
	
	M11
	



	Field.)
	
	Serviceability standard

Filters, Crankcase oil
	SB 3-30-12



	Field cables.

(See Cables, Field.)

Field expedients
	
	Briggs Models
	



	Aerial photography
	TB SIG 229
	HD8-BR-Hl
	LO 5-4543



	Lubricating

oils

for

diesel
	
	
	TB 5-4543-1



	engines
	TB TC 12
	
	TM 5-4543



	Wire and radio
	TB SIG 223
	Filters, Radio frequency
	



	(See Map

Field map reproduction.
	
	Installation
	TB 11-2601-1



	reproduction, Field.)
	
	High-pass; low-pass
	



	Field ration issues.

Ration

(See

issues, Field.)
	
	Installation
	SB 11-176



	Field music
	TM 20-250
	Fin assembly
	



	Field rations
	TB QM 53
	M128 (T127E1)
	TB 9-1980-55

TB 9-1980-55



	Field strength meters.

(See Meters,
	
	M128A1
	



	Field strength.)
	
	Fin brace kits
	TB 9-1980-55



	(See Wires, Field.)

Field wires.
	
	M41 (T40)
	



	Filariasis
	TB MED 142
	Tanks light, MS, MSA1
	TM 9-1727E



	Files and rasps
	
	
	



	Maintenance; care
	TM 9-867
	Final drive sprockets, Tank

Reclamation
	TB 9-2830-101



	Filing procedures
	TM 12-258
	Final drives
	



	Film emulsions
	TM 11-401
	90-mm gun tank T48
	TM 9-7013-1



	Film

examining

machines.

(See

Machines, Film examining.)
	
	Finance officers.

(See Officers, Fi

nance.)
	














	Financial property accounting
	
	
	




	
	
	Fire control systems-Continued
	



	Quartermaster Corps items
	
	M33D (T33D)-Continued
	



	Reporting categories

Fingerprinting
	SB 10-505
	Automatic firing locks
	MWO ORD D32-W19!



	Techniques
	TB PMG 7
	Test procedures
	TB ORD 496



	Finishers, Asphalt
	
	T38
	LO 9-3026-2



	Barber-Greene Models
	
	
	MWO ORD F350-W2



	879-A
	LO 5-1008
	
	MWO ORD F350-W':



	
	MWO ENG 1008-1
	
	MWO ORD F350-W4



	
	TB 5-1008-1
	
	MWO ORD F350-Wt;



	
	TB 5-1008-2
	
	MWO ORD F350-W6



	
	TM 5-1008
	
	MWO ORD F350-W7'



	Finishers, Concrete
	
	
	MWO ORD F350-W8

MWO ORD F350-W9'



	Blaw-Knox Models

XC
	LO 5-1068
	
	MWO ORD F350-Wli



	
	TB 5-1068-1
	
	MWO ORD F350-W11.



	
	TB 5-1068-2
	
	MWO ORD F350-W12



	
	TM 5-1068
	
	MWO ORD F350-W18:



	XD
	TB 5-1068-2
	
	MWO ORD F350-W14:



	
	TB 5-1192-1
	
	MWO ORD F350-Wl1



	
	TM 5-1192
	
	MWO ORD F350-W16;



	Finland
	
	
	MWO ORD F350-WiT



	Medical and sanitary data
	TB MED 66
	
	MWO ORD F350-W18



	Fire alarm systems
	
	
	MWO ORD F350-W1S'

MWO ORD F350-W2C



	Automatic; manual
	
	
	MWO ORD F350-W21



	Inspection; manual
	TM 5-696
	
	MWO ORD F350-W22



	Fire

and

salvage
	pumps.

(See
	
	MWO ORD F350-W23



	Pumps, Fire and salvage.)
	
	
	TM 9-6081-1



	Fire boats.

(See Boats, Fire.)
	
	
	TM 9-6081-2



	Fire bombs.

(See Bombs, Fire.)
	
	
	TM 9-6081-3



	Fire control
	
	
	TM 9-6081-6



	Instruments
	TM 9-2601
	
	TM 9-6081-8

TM 9 6081-9



	Fire control equipment
	
	
	TM 9-6081-10



	Bore sighting, testing, operation
	
	Inspection
	



	
	TB 9-325-8
	Maintenance;

removal;
	in



	
	TB 9-331A-1
	stallation; alinement; final
	



	
	TB 9-331B-1

TB 9-335A-1
	inspection
	TM 9- 6081-5



	
	TB 9-335B-1
	Operation
	TM 9-6081-1



	
	TB 9-350A-1
	Fire extinguishers

Classification
	TM 9-1799

TM 5-692



	
	TB 9-350B-1
	Inspection; maintenance
	TM 5-687



	Inspections
	TM 9-1100
	Firefighting
	



	Lubrication
	TB 9-2835-1
	Techniques
	



	Magnesium fluoride coating for
	
	
	TM 5-315

TM 5-699



	optics
	OFSTB 2602-1
	Study and teaching
	



	Fire control systems
	
	Instructors Manual
	TM 6-693



	M33
	LO 9-679
	Firefighting equipment
	



	M330 (T330)
	MWO ORD D38W19
	Automatic
	TM 5-695



	
	MWO ORD D28-W32
	Central Fire Truck Corp. Models
	



	
	MWO ORD F207-W14
	1500
	TM 5-9390



	
	MWO ORD F342-W1
	Extinguishers
	TM 9-1799



	
	TB 9-6092-2

TB 9-6092-3
	Fire hoses

Inspection; maintenance
	TM 5-687



	
	TB 9-6092-4
	Types
	TM 5-692



	
	TM 9-679B
	Inspection; maintenance
	TM 5-687



	
	TM 9-6092-1
	Pumps
	



	Mount test procedures
	TB ORD 486
	Darley type
	



	M33D (T33D)
	MWO ORD F207-Wll
	H
	TM 5-9390



	
	MWO ORD F211-W3
	Installation;

maintenance;

operation
	



	
	MWO ORD F288-W3

MWO ORD F342-W1
	Waterous Models
	TM 55-2938



	
	TB ORD 496
	CA-1
	TM 5-2083



	
	TB 9-6092-2
	CD-1
	TM 5- 2084



	
	TB 9-6092-3
	Use and care
	TM 5-315



	
	TB 9-6092-4
	Utilization
	TM 5-692



	
	TM 9-679B

TM 9-6092-1
	Firefighting units

Mission
	TM 5-315














	Fire prevention
	
	
	




	Measures
	TM 5-315
	Fixed Signal communication facility

programs-Continued
	



	Fire protection
	
	Coded facilities-Continued
	



	Requirements
	TM 5-315
	Intercom-master station
	



	Firearms identification
	
	(w/o annunciator)
	



	Component comparison
	TB PMG-4
	6-station access
	TB SIG 322-80



	Firing devices

Japanese types
	
	12-station access
	TB SIG 322-81



	Designations; descriptions
	TM 9-1985-4
	24-station access

Intercom-speaker-micro
	TB SIG 322-82



	Firing platforms
	
	phone station
	TB SIG 322-77



	M1
	TM 9-1350
	Line wire and accessories
	



	Firing ranges
	
	
	TB SIG 322-216



	Location;

arrangement;
	con
	Local dial central office
	



	struction
	TM 9-855
	200 lines
	TB SIG 322-104



	Types; layouts
	TM 9-855
	600 lines
	TB SIO 322-108



	Firing tables, Graphical
	
	2000 lines
	TB SIG 322 116



	M4
	TM 9-526
	4000 lines

Local manual central office
	TB SIG 322-117



	M37

M22 to M51
	TM 3-321
	100 lines
	TB SIG 322-142



	12-inch
	TM 92300
	200 lines
	TB SIG 322-143



	M23 through M36
	TM 9-524
	400 lines
	TB SIG 322-145



	M39 through M51
	TM9 -525
	600 lines
	TB SIG 322-147



	First aid
	
	800 lines
	TB SIG 322-149



	Teaching
	q

rB MED 116
	1000 lines
	TB SIG 322-151



	Fish
	
	1200 lines
	TB SIG 322- 152



	Inspection
	TM 10-210
	1600 lines

2000 lines
	TB SIG 322-156

TB SIG 322-159



	Fishery products
	TB QM 31
	2800 lines
	TB SIG 322-163



	Fixed capacitors.

(See Capacitors,
	
	Local dial central office ad
	



	Fixed.)
	
	ditions
	



	Fixed installations.

(See
	Installa
	200 lines
	TB SIG 322-109



	tions, Fixed.)
	
	400 lines
	TB SIG 322-113



	Fixed Signal communication facility
	
	Long distance manual cen
	



	programs
	
	tral office

100 trunks
	TB SIG 322-185



	Coded facilities
	
	200 trunks
	TB SIG 322-186



	Aerial cable systems, cable
	
	Manual

telephone

central
	



	and accessory materials
	
	office,

lines,

special

100
	



	Ten-mile 50 pair
	TB SIG 322-256
	reporting
	TB SIG 322-144



	Ten-mile, 100 pair

Basic

high

ew
	TB

I80 322-257

frequency
	Marine radio harbor craft
	



	radio communications in
	
	control
	TB SIG 322- 323



	stallation
	TB SIG 322-303
	Metal crossarms and hard

ware
	TB 8IG 322 211



	Basic frequency shift radio
	
	Metal poles and corssarms
	



	teletypewriter system
	TB SIG 322-304
	
	TB 8IG 322-210



	Basic single sideband system
	
	Military POL pipeline com
	



	
	TB SIG 322-305
	munications

system, ter
	



	Dial central office

50 lines
	TB SIG 322-102
	minal equipment Branch
	



	Electronic multiplex 4-chan
	
	line
	



	nel teletypewriter
	termi
	60 miles

Military POL pipeline com
	TB SIG 322-46



	nal equipment
	TB SIG 322-336
	munications system, ter
	



	Electronic teletypewriter re
	
	minal

equipment;
	one



	generative repeaters
	
	complete district
	



	Eight channels
	TB SIG 322-238
	240 miles
	TB 8I5

322-43



	Single channel

Facsimile

terminal-equip
	TB SIG 322-237
	Military POL pipeline com
	



	ment
	TB 8IG 322-306
	munications system,

minal equipment-port
	ter-



	Fixed-transportable radio di
	
	tank farm or terminal tank
	



	rection finding station TB SIG 322-175
	
	farm
	TB 8IG 322-45



	Functional grouping
	TB SIG 322-2
	Military POL pipeline com
	



	Hospital program distribu
	
	munications systems, ter
	



	tion systems
	TB SIG 322-92
	minal equipment; systems
	



	Studio and control

equipment
	TB SIG 322-91
	dispatcher
	TB SIG 322-44



	Intercom-master station (an
	
	Military railway communi
	



	nunciator-buzzer)
	
	cations systems

One complete division
	



	12-station access
	TB SIG 322-78
	100 lines
	TB SIG 322-345



	24-station access
	TB SIG 322-79
	One-way station
	TB SIG 322-346













	programs-Continued
	programs-Continued



	Coded facilities-Continued
	Coded facilities-Continued



	Outside distribution system
	Telegraph repeaters (d-c)



	TB SIG 322-228

400-line central office
	Packaged

commercial
	



	600-line central office

TB SlIG 322-229
	TB SIG 322-25

type
	



	1000-line central office TB SIG 322-231
	Telephone carrier expansion
	



	Power equipment
	terminals
	



	TB SIG 322-190

3 kw
	TB SIG 322-12

4-channel
	



	5 kw

TB SIG 322-191
	Telephone carrier repeaters
	



	TB SIG 322-192

10 kw
	TB SIG 322-19

3-channel systems
	



	TB SIG 322-193

15 kw
	TB SIG 322-15

4-channel systems
	



	TB SIG 322-194

30 kw
	TB SIG 322-22
	



	TB SIG 322-195

60 kw
	Telephone carrier repeaters,
	



	TB SIG 322-196

100 kw
	Tactical spiral four
	



	TB sIG 322-197

300 kw
	40-mile section, 12- chan
	



	TB SIG 322-198

500 kw
	TB SIG 322-24

nel
	



	TB SIG 322-199

1,000 kw
	Telephone carrier terminals
	



	Public address systems
	TB SIG 322-18

3 or 4 channels
	



	TB SIG 322-88

50-watt indoor type
	TB SIG 322-11

4-channel
	



	TB SIG 322-86

50-watt outdoor type
	TB SIG 322-21
	



	100-watt indoor type

TB SIG 322-89
	Telephone carrier terminals,

Tactical spiral four
	



	
	TB SIG 322-23

12-channel
	



	100-watt outdoor type
	
	



	TB SBI 322-87
	Telephone observing, single
	



	
	position

TB SIG 322-135

1 toll line access
	



	Radio relay repeater (mili
	TB SIG 322-137
	



	tary type)

TB SIG 322-359

4 channels
	5 local line access

TB SIG 322-138
	



	TB SIG 322-365
	30 local line access
	



	12 channels (vhf)
	Telephone repeaters,

voice
	



	Radio relay terminal (mili
	frequency
	



	tary type)

TB SIG 322-355
	Packaged

commercial

TB SIG 322-70

type
	



	4 channels (vhf)

TB SIG 322-364

12 channels (vhf)
	Telephone substation equip
	



	Radio

receiving

telephone
	ment
	



	stations
	TB SIa 322-200

100 line
	



	25-50 me, F3 reception
	Teletypewriter

conference
	



	TB SIG 322-349
	TB SIG 322-247

equipment
	



	Radio

telephone

station,
	Teletypewriter crypto
	



	amplitude modulated low
	graphic equipment

TB SIG 322-241
	



	TB SIC 322-340

power, high frequency
	Teletypewriter projectors
	



	Recorder-reproducer,

disc,
	TB SIG 322-246
	



	dual turntable, conference
	Teletypewriter regenerative
	



	TB SIG 322-94

recording
	repeaters
	



	Recorder-reproducer,

disc,
	Packaged

commercial
	



	single turntable, dictation
	type

TB SIG 322-28
	



	TB SIG 322-93

or telephone recording
	Teletypewriter

semiauto
	



	Recorder-reproducer,

mag
	matic tape relay equip
	



	netic tape, general purpose
	ment

TB SIG 322-236
	



	TB SIG 322-95
	Teletypewriter

semiauto
	



	sideband

telegraph

Single
	matic tape

relay

center
	



	terminal
	equipment
	



	TB SIG 322-176

6-channel expansion
	TB SIG 322-233

3 full duplex lines
	



	TB SIG 322-177

6 channels
	Teletypewriter

tape

relay
	



	TB SIG 322-178

16 channels
	center equipment
	



	
	TB SIG 322-234

30 duplex lines
	



	Single sideband voice termi

nal equipment

TB SIG 322-179
	Teletypewriter terminals
	



	
	TB SIG 322-240
	



	TB SIG 322-217

Spiral four cables
	TB SIG 322-242
	



	Tactical type equipment

TB SIG 322-4
	Ten circuit miles of line wire
	



	Telegraph carrier terminals
	and accessories

TB SIG 322-266
	



	4 wide band channels
	Ten miles of wooden cross
	



	TB SIG 322-61
	arms and hardware

TB SIG 322-265
	



	8 channels, expandable
	Ten miles of wooden poles
	



	to 16 channels

TB SIG 322-66
	and guying

TB SIG 322-260
	



	8 narrow band channels
	TB SIG 322-332

Transmitter-amplifiers
	



	TB SIG 322-61
	TB SIG 322-333
	



	TB SIG 322-20

8 or 16 channels
	High frequency (4-26mc)

TB SIG 322-334
	





Fixed Signal communication facility

Fixed Signal communication facility








	Fixed Signal communication facility

programs-Continued

Coded facilities-Continued

Transportable mobile radio
	Flashlights

Repair

TB SIG 15

TL-122-A through D

TB SIG 120




	teletypewriter station

Mf/hf

(1.5-18mc)

300-
	Flatwork

ironers.

(See

Ironers,

Flatwork.)

Fleas



	400 watts

TB SIG 322-300

Mf/hf (2-18mc) 2kw

TB SIG 322-301
	Control

TM 5-632

Flies



	Vehicular

radio

telephone

communication station
	Control

TM 5-632

Flight handbook



	TB SIG 322-308

TB SIG 322-310
	Aircraft

TM

1-lL-19A-1

Floating

bridges.

Bridges,

(See



	Vehicular

radio

telephone

receiving stations

TB SIG 322-350
	Floating.)

Floating cranes.

(See Cranes, Float



	VHF/UHF

link

keying

equipment
	ing.)

Floating

derricks.

Derricks,

(See



	12 voice channels

TB SIG 322-339
	Floating.)



	frequency

ringing

Voice
	Floating docks



	equipment

TB SIG 322-16
	FSC group 19



	50-natt fixed radio station

TB SIG 322-307
	Catalog identification guide

SB 708-319

Floats, Pneumatic



	TB SIG 322-312
	T

Repair

'B ENG 27



	250-watt fixed radio station
	'B ENO 29



	TB SIG 322-309
	Floodlights



	2-way

radio

telephone
	Carlisle & Finch Models



	system

TB SIG 322-313

Coded facility engineering
	'1

12FL103X

TM 55-3724

'

LM-7 (1)



	Composition; use

TB SIG 322-1
	IM 11-2326

Milburn Models



	Fixed station equipment
	TM 5-9648

21-A



	Tape relay semiautomatic

TB SIG 198
	TM 5-9648

21-9



	Flags, Boat
	Winpower Models



	Stored and issued by Transpor
	NH-sW1

LO 5-5043



	tation Corps depots

SB 55-16

Flame throwers
	'B 5-5043-1

7I



	E6R3

LO 3-U3
	TM 5-5043

Floor finishes



	E8

LO 3-361
	TM 5-618

Floors and floor coverings



	E8R1

LO 3-361
	Cleaning materials

TM 5-609



	TM 3-361
	Flour



	E12-7R1

LO 3-360
	Type II



	TM 3-360
	Use in mess kitchens

SB 10-146



	Flame throwers
	Flour sifters



	Fuel filling kits
	Spindle

bearing

housing

and



	TM 4-311

M1OAl

M2A1

LO 3-376
	lower spindle bearings



	TM 3-376
	MWO QM 10-1699D-1

Fluoroscopic exposures



	M2-2

MWO CW 8
	Reduction of fractures

TB MED 22



	MWO CW 9
	Fluxmeters



	M3

LO 3-U1
	TM 11-2559

TS-15/AP



	TM 3-362

M3-4-3
	TM 11-1221

TS-15A/AP



	TM 3-364

M3-4-E6R3
	TM 11-2559



	Flank spotting

instruments.

(St
	TM 11-1241

TS-15B/AP

TM 11-2559



	Instruments, Flank spotting.)
	Flying, Instrument



	Flaps, Sight
	Theory

TM 1-215



	Modification

TB 9-303-FE1
	Flying hours program



	Flare fuzes.

(See Fuzes, Flare.)
	Army aircraft



	Flares
	Planning factors

SB 1-1



	TM 9-1981

Aircraft

TM 9-1981

Ground
	Flywheel housings



	
	Reclamation

TB 9-2830-30

Flywheel ring gears.

Gears,

(See



	Flash ranging set

TM 11-5516

AN/GTC-1
	Flywheel ring.)



	Flash reducers
	Flywheels



	M1

TB ORD 565
	Requisition; installation

TB ORD 530

Fog lamps



	M2 (TS)

TB ORD 590
	Replacement in buses

TB 9-8816-12



	Flashers, Position light
	Food composition table

TB QM 58



	Seaboard Electric Models
	Folding organs.

(See Organs, Fold



	T

C-2

M 1-8D3-8-6-3
	ing.)



	GR-4-A

TM 11-439
	Food cutters

TM'5-636












	Food items
	Foundry units




	Condemned
	TM 5-228

Mission



	Sales

SB 10-220
	Fractures



	Food packets

TB QM 53
	TM 8-231

Classification



	Food plants, Emergency
	Suspension-traction treatment



	TM 10-420

Islands of the Pacific
	TB MED 133



	Food preparation equipment

FSC group 73
	Frames

2½-ton, 4 x 2 trucks



	Catalog identification guide

SB 708-373
	TM 9-1821

Federal Models



	Food service
	2½-ton, 6 x 6 trucks



	Equipment

SB 10-473
	TM 9-1819B

M34



	TM 10-401

Supervision
	MT-900/MPQ-10

MWO SIG 11-1303-3



	Training; principles; application
	FM-19

MWO SIG 38



	TM 8-525

Instructors guide
	Frames, Brake (expander tube)



	Food service drive
	Goodrich Models



	Better breakfasts

TB QM 50-7
	Operation, service, and over

TM 1-4B1-3-1

haul instructions



	Coffee making

TB QM 50-4

Follow the recipes

TB QM 50-2
	Frames, Telephone distribution



	Gravy

TB QM 50-6
	TM 11-2147

TA-193/FTC



	TB QM 50-11

Iced beverages
	France



	Improvement in cafeteria-style
	Military maps

TM 5-248



	TB QM 50-12

service
	TM 5-223D

Mine warfare equipment



	Let's talk turkey

TB QM 50-1
	Freight



	Mess management

TB QM 50-1
	Air shipment

TB 38 230-1



	Planning cold suppers

TB QM 50-10
	Freight billing guides



	TB QM 50-8

Salads

The soldier's diet

TB QM 50-5
	Medical Corps items

SB 55-9

Photographic materials

SB 55-7-8



	Spices and herbs

TB QM 50-8
	Use

SB 55-7



	Food serving equipment
	French language



	FSC group 73
	TM 30-502

Dictionaries



	Catalog identification guide

SB 708-373
	TM 30-302

Guides



	Foods
	TM 30-602

Phrase book



	TM 8-501

Classification
	French Indo-China



	Conservation

TB QM 50-3

Foot ailments
	Medical and sanitary data

TB MED 86



	
	Frequencies, Transmitting



	TM 8-231

Correctives
	SB 11-165

126.3



	Footbridges

Aluminum floating
	Frequency meter sets



	TB 5-271-7

Assembly; use
	I-129; 1-129-A; -B

MWO SIG 11-304-1



	M 1938
	TM 11-304

1-129-A



	TM 5-271

Description and use
	TM 11-304

I-129-B



	Loading plan

TB 5-271-3
	SCR-211-( )



	Foot switches
	Serviceability standards

SB 11-100-45



	Photographic printer lamps
	SCR-211-A through F

MWO SIG 11-300-2

SCR-211-A through F, -J through



	TM 11-404A

PH-424

Footwear
	R,-T,-AA,-AC,-AE, through



	Fitting

TB 10-228-1
	TM 11-300

AH, -AJ through AL, -AN



	TM 10-228

Leather and rubber
	Frequency meters



	TM 10-268

Repair procedures
	TM 11-1255

380 to 420 Cps



	Foreign

maps.

Maps,

For

(See
	TM 11-1255

570 to 630 Me



	elgn.)
	AN/TSM-9

MWO SIG 93



	Forges, Coal burning
	TM 11-5094

AN/URM-79



	Rebuild standards

All makes and models
	TM 11-5094

AN/URM-82

TM 11-2698

FR-67/U



	TB ORD 597-2

Formosa
	J. B. T. Models



	Medical and sanitary data

TB MED 30
	TM 11-1253

33FX



	Form-riding subgraders.

(See Sub
	Lavoie Models



	graders, Form-riding.)
	TM 11-2640

150S



	Form

tampers.

Tampers,

(See
	MWO SIG 11-2403-5

TS-29/FMQ-1



	Form.)
	TM 11-2403



	Forms
	TM 11-2558

TS-127-U

MWO SIG 90

TS-174/U; 174A/U



	AF, 46, parachute service record

TM 57-220
	TS- 174B/U

MWO SIG 90



	Foundations
	TM 11-5044



	TM 5-226

Construction
	MWO SIG 90

TS-175/U;

175A/U



	Foundations and excavations
	MWO SIG 90

TS-175B/U



	TM 5-545

Geologic evaluations
	TM 11-5050



	Foundries, Engineer

TM 5-228

Organization
	TM 11-2640

TS-285/FP

TM 11-5042

TS-480/U














	Frequency shift converters
	
	
	




	CV-62/U
	TM 11-5524
	Fuels-Continued

Supply cataloging
	



	CV-172A/U
	TM 11-5105
	Federal item identification
	



	CV-182/GRC-26A
	TM 11-5062
	guide
	SB 708-391



	CV-182A/GRC-26A
	TM 11-5062
	Used by Dept. of the Army
	SB 38-5-3



	Frequency shift exciters
	
	Fuels, Motor
	



	0-39/TRA-7 through
	0-39C/
	S-type
	SB 10-2



	TRA-7

Frequency stability improvement
	TM 11-257
	Fuels, Propellant
	



	kits
	
	Health hazards

Fumigation
	TB MED 242



	588-PUI
	TB 11-1329-12
	Materials and methods
	TM 5-632



	Frequency standards
	
	Fumigation chambers
	



	TS-65/FMQ-1
	MWO

6SI

11-2602-1
	Methyl bromide
	



	
	TB 11-2602-1
	Haertel Model
	TM 10-1695



	
	TM 11-2602
	Type I
	TM 10-1691



	TS-65A/FMQ-1
	TM 11-2602A
	Funds, Nonappropriated
	



	TS-65C/FMQ-1
	TM 11-2602B
	Audit procedures
	TM 141008



	TS-240/FRC

TS-308/U
	TM 11-2625
	Fungi
	



	Frequency techniques
	TM 11-2530
	Classification

Fungiproofing
	TM 8-227



	Electronic
	TM 11-667
	Medical Department equipment
	



	Front gun sights.

(See Gun sights,
	
	
	TB MED 186



	Front.)
	
	Radio sets
	



	Frostbite
	
	SCR-543-A, B, C
	TB 11-625-2



	Prevention; symptoms; treat
	
	SCR-545-A
	TB SIG 160



	ment
	TB MED 81
	SCR-584
	TB SIG 160



	Fruits
	
	Remote data indicator kit
	



	Canned; dried; fresh
	
	MC-544
	TB SIG 160



	Inspection

Fryers, Deep fat
	TM 10-210

TM 5-636
	Signal Corps equipment
	TB SIG 13



	Hotpoint Models
	
	Fungus-resistant treatment

Cork gaskets
	TB ENG 87



	K32
	TM 10-1030
	Furnace equipment
	



	K46
	TM 10-1030
	FSC group 44
	



	Fuel cells
	
	Catalog identification guide
	SB 708-344



	Self-sealing and nonsealing
	TB ORD 111
	Furnaces.

(See Heating systems.)
	



	Fuel drum cleaners
	
	Furniture
	



	Barnes Model
	TM 10-1140
	Construction equipment
	TM 5-613



	Fuel filters

"M" Model trucks
	
	Construction materials
	TM 5-613



	Identification and mainte
	
	Designs and specifications

FSC group 71
	TM 5-613



	nance
	TB ORD 487
	Catalog identification guide
	SB 708-371



	Overhaul instructions
	TM 1-6R2-8-3
	Repairs
	TM 5-613



	Sintered-bronze
	
	Furrow plows.

(See Plows, Furrow.)
	



	Replacement
	MWO ORD G742-WO
	Furs
	



	Fuel injection nozzles (diesel)
	
	FSC group 83
	



	Maintenance
	TB SIG 187
	Catalog identification guide
	SB 708-383



	Fuel pumps. (See Pumps, Fuel.)
	
	Fuse-bond

machines.

(See
	Ma



	Fuel specifications

Standardization
	TB 34-9-25
	chines, Fuse-bond.)

Fuze bonding equipment
	TM 9-1834E



	Fuel system units
	
	Fuze setter rammers
	



	Aero Models
	TM 1-6R-1-61
	M20
	MWO ORD D38-W3



	Fuel systems
	
	
	MWO ORD D38-W19



	Tanks, light M3, M3A1
	TM 9-1726F
	
	TM 9-1372B



	Fuel systems, Aircraft
	
	Preservation
	TB 9-372-2



	Inspection for fuel leaks
	TM 1-03-10-50
	Fuze setters
	



	Fuel tank filler neck recesses
	
	M8
	TM 9-1635



	Modification in L-20A aircraft
	
	M9

M13
	TM 9-1640

MWO ORD F211-W1



	
	TM 1-1I-20A-201
	
	MWO ORD F211-W2



	Fuel

tank shut-off valves.
	(See
	
	MWO ORD F211-W4



	Valves, Fuel tank shut-off.)
	
	
	TM 9-1641



	Fuel vapors
	
	MT (mechanical time)
	



	Elimination in helicopter radio
	
	MTSQ (mechanical time super
	



	compartments
	TM 1-1H-19-220
	M13
	TM 9-2300



	Fuels
	
	M13A1
	TM 9-1641



	Army aircraft

Recommended and alternate
	
	M14
	TM 9-1590



	grades
	TB AVN 2
	M18
	TM 9-2300

MWO 0

RD F211-W2



	Identification and/or disposal
	SB 10-241
	
	MWO O0

RD F211-W3














	Fuze setters-Continued
	
	Fuzes, Bomb-Continued
	




	M18
	TM 9-1641

TM 9-2300
	Italian types

Designations; descriptions
	TM 9-1985-6



	M18A1
	MWO ORD F211-W3
	Japanese types
	



	M19
	TM 9-1641
	Designations; descriptions

Mechanical time
	TM 9-1985-4



	
	MWO ORD F288-W2
	AN-M146
	TM 9-1981



	
	MWO ORD F288-W3
	M144(T64)
	TM 9-1981



	
	MWO ORD F288-W4
	M147
	TM 9-1981



	
	MWO ORD F288-W5
	M155(T71)
	TM 9-1981



	
	TB 9-1637-1
	Fuzes, flare
	



	
	TM 9-1637
	Mechanical time
	



	
	TM 9-2300
	M111ll MlllAI; MlllA2
	TM 9-1981



	M19AI
	
	Fuzes, Projectile
	



	
	MWO ORD F288-W4
	German types
	



	
	MWO ORD F288-W5
	Designations; descriptions
	TM 9-1985-3



	
	TB ORD 496

MWO ORD F293-W2
	Italian types

Designations; descriptions
	TM 9-1985-6



	M22
	TM 9-1590
	Japanese types
	



	
	TM 9-2300
	Desigdation; dkscriptions
	TM 9-1985-5



	
	TM 9-575
	MTSQ (mechanical time super
	



	M23
	MWO ORD F293-W2
	quick)
	



	
	TM 9-575
	M502
	TB ORD 527



	
	TM 9-1590
	Fuzes, Rocket
	



	
	TM 9-2300
	M4
	TM 9-394



	M24
	TM 9-2300
	M4A1
	TM 9-394



	M25
	TM 9-575
	M4A2
	TM 9-394



	
	TM 9-1590
	M6
	TM 9-394



	
	TM 9-2300
	M73 (dummy)
	TM 9-394



	M26 (T41)
	TM 9-2300
	PD (poipt detonator)
	



	
	TM 9-6133
	M81
	TB ORD 416



	M27 (T40)
	TM 9-1590
	
	TM 9-394



	
	TM 9-2300

TM 9-575
	Time and impact
	TM 9-1950



	M1912A4
	TM 9-2300
	Descriptions

VT (variable time)
	



	Fuzes
	
	Descriptions
	TM 9-1950



	Mechanical time
	
	
	



	Assembly procedure
	TB ORD 522
	G
	



	M43 series
	TB ORD 512
	Gage testing outfits (200-kg)
	



	M61 series
	TB ORD 512
	7120217
	



	M67 series

MTSQ (mechanical time super
	TB ORD 512
	Setup and operation
	TB ORD 572



	quick)
	
	Gage units
	



	M500,

M500A1,
	M501,
	No 6143-BK3-1-2-U274
	TM 1-IL-21A-201



	M501A1, M502
	TB ORD 512
	Gages, Manifold pressure
	



	
	Characteristics and use TB ORD 580
	U. S. Gauge Models
	



	PD (point detonator)
	
	D-18
	TM 1-05-70-12



	M48
	TB ORD 416
	5770-1
	TM 1-05-70-12



	M51
	TB ORD 416
	5770-1A
	TM 1-05-70-12



	T83
	TB ORD 169
	Gages, Oil pressure
	



	T86
	TB ORD 169
	Reclamation
	TB 9-2830-75

TB 9-2830-79



	VT (variable time)
	
	.U. S. Gauge Models
	



	T225

T226
	TB ORD 419
	Type B-23
	TM 1-5P2-2-8-3 & 4



	T227
	TB ORD 419

TB ORD 419
	Gages, Pressure
	



	
	
	U. S. Gauge Models
	



	Fuzes, Antipersonnel mine

M2
	TB 9-1940-8
	AN

AN

5770-lA;

5770-1;
	



	M2A1
	TB 9-1940-7
	D-18
	TM 1-5P2-3-13 & 14



	M3
	TB 9-1940-8
	Gages, Small arms
	



	M3A1
	TB 9-1940-7
	Inspection
	SB 9-75



	Fuzes, Artillery ammunition
	TM 9-1901
	Gages, Tire Pressure
	



	Fuzes, Bomb
	
	Requisition; issue

Gages, Vacuum and pressure
	SB 9-116



	Development test and evalua
	
	Hygrade Products Co. Models
	



	tion procedure manual
	TM 9-1977-1
	PT-10
	TM 9-834



	French types
	
	Gambling
	



	Designations; descriptions
	TM 9-1985-6
	Control mdasures
	TB PMG 19



	German types

Designations; descriptions
	TM 9-1985-2
	Games

Informal for soldiers
	TM 21-221













	Gantry

cranes.

Cranes,

(See
	
	




	Gantry.)
	Gearboxes

Lear Models

TM 1-16G-1-33
	



	Gap lathes.

(See Lathes, Gap.)
	Gears, Flywheel ring
	



	Garbage disposal (see also Refuse).
	Reclamation

TB 9-2830-33
	



	Methods

TM 5-283

Garrison

bakeries.

(See Bakeries,
	Gears, Landing

Actuator assembly

TM 1-8D1-6-17-3
	



	Garrison.)
	Gears, Oil
	



	Gas cylinders
	M1, M2, M3

MWO ORD F208-W3
	



	Issue

SB 9-24
	TB ORD 171
	



	heating

Gas-fired

systems.

(See

Heating systems, Gas-fired.j
	Gears, Oil pump

Reclamation

TB 9-2830-23
	



	Gas masks

TM 3-205
	Gears, Oil pump drive
	



	Serviceability standards

SB 3-30-10
	Replacement in Hercules engines
	



	3-31

SB

Techniques for applying to a
	TB ENG 160
	



	helpless patient

TB MED 169
	Gears, Reduction

Packard Models
	



	Gas masks, Horse
	BP-1
	TM 55-3005



	M4, M5

TM 3-230
	Snow Nabstedt Models
	



	Gas protective

equipment.

(See

Protective equipment, Gas.)
	1577
	LO 55-1132



	Gas sets
	1577W
	LO 55-1132



	Toxic
	Gears, Reverse

Snow Nabstedt Models
	



	Ml

TB CW 13
	665
	LO 55-1132



	Gases

Liquid blister, contamination of
	666
	LO 55-1132



	TB MED 153

the eye, first aid
	Gears, Ring Reclamation
	



	Persistent, Nonpersistent
	TB 9-2830-39
	



	TM 3-240

Field behavior
	Gears, Speed

TB 9-2830-94

Reclamation
	



	Gases, Compressed

Safe handling

TB ENG 39
	Gears, Steering
	



	Gaskets
	Adjustment and maintenance

TB 9-1743-1
	



	Replacement and servicing

TB ORD 309
	American Engineering Models
	



	Gasoline
	3" RAM
	LO 55-3718



	Leaded and undyed

SB 10-2

Long-time storage
	TM 55-3718

Broomfield Mfg. Co. Models
	



	Inspection

SB 10-159
	TM 55-3767

SG501-H
	



	Gasoline

burners.

(See Burners,
	Christian Models
	



	Gasoline.)

Gasoline

dispensers.

Dis

(See
	30799

5¼4" RAM
	LO 55-3703



	pensers, Gasoline.)
	TM 55-3719
	LO 55-3719



	Gasoline dispensing pumps.

(See
	Electro Dynamic Motor Model

Is
	



	Pumps, Gasoline dispensing.)
	20-D-9045

LO 55-U127
	



	Gasoline

engines.

Engines,

(See

Gasoline.)
	LO 55-U129

Gemmer Manufacturing Co.
	TM 9-8605



	Gasoline lanterns.

(See Lanterns,
	General Motors Models
	



	Gasoline.)
	320
	TM 9-8607



	Gasoline locomotives.

(See Loco
	420
	TM 9-8607



	motives, Gasoline.)

Gasoline

marine

engines.

(See
	530 thru 565

620
	TM 9-8607

TM 9-8607



	Engines, Gasoline marine.)
	Johnson Models
	



	Gasoline

stoves.

(See

Stoves,
	Benson type T

LO 55-3702
	



	Gasoline.)

Gear lock, Nose
	Klingbeil & Oetinger Models

HD-5475-RllB4-68
	



	Replacement of release link

T3

M 1-lL-23-204
	LO 55-U128

Marine Mfg. & Supply

TM 55-3729

Co.
	



	Gear lubricant purifier
	Models
	



	Construction; operation

TB ORD 543
	Montgomery Models
	



	Gear mechanisms

Turret traverse
	TM 55-3759

P2955

TM 55-3765

P3002
	



	TB 9-718A-7

90-mm gun tanks M47
	Montgomery Elevator Models
	



	Gear shafts
	LO 55-3759

P2006
	



	Reclamation

TB 9-2830-45

Gear shift shafts
	LO 55-3759

P2955
	



	Reclamation

TB 9-2830-27
	LO 55-3759

P3002

TB 9-2830-45

Reclamation
	



	Gear shock assemblies, Nose
	Ross Gear & Tool Co. Models
	TM 9-8615



	L-23 series aircraft
	Smola Engineering Models
	



	Installation

TM 1-1L-23A-201

Gearbox assemblies
	Type A

LO 55-U129

Wheeler Models
	



	TM 1-1HA2-3-2-33 & 34

Sikorsky
	SM-U

LO 55-3705
	



	TM 1-lHA2-3-4-23 & 24

Tail rotor
	TM 55-3705
	














	Generating sets
	
	Generating sets-Continued
	




	Bardco Models
	
	Sheppard Models-Continued
	



	DD-30
	LO 55-3004
	13N
	LO 55-250:3



	
	TM 55-3004
	Sturtev:ant Co. Models
	



	DD-40
	LO 55-3004
	VS-8
	LO 55-U31



	
	TM 55-3004
	Superior Models
	



	GD-15
	LO 55-3017
	GAB-4
	LO 55-3001)



	71-G-32-DC-UK
	LO 55-U7
	GD-4
	LO-55-1136



	Consolidated Diesel Models
	
	GD:B-8
	TM 55-3020



	1780
	LO 5-5385
	Universal Models
	TM 55-3019



	Delco Appliance Models

8EW-3
	LO 55-2301
	M-7500-M

Waukesha Models
	



	Fairbanks-Morse Models
	
	FCL
	LO 55-3007



	36A4-4
	LO 55-1117-2
	Generating systems
	



	36A4Y4 DE
	LO 55-1117-1
	Tanks, ligh t M3
	TM 9-1726A.



	36A5i E
	LO 55-1118
	Generating units
	



	General Electric Models
	TM 1-05-5-11
	Atlas Imperial Models
	



	General Motors Models
	
	6EN668
	LO 55-302':



	3-268A
	LO 55-1066
	Engineer gas
	TB 5-355-1.



	
	TM 55-1066
	M1
	TM 9-2615



	6903
	LO 5-5010
	M5, M6
	LO 9-616



	Hercules Models
	
	
	TM 9-616



	HC-30W-400
	TB 5-5312-1
	
	TM 9-1616

TM 9-2300(



	Hollingsworth Models

CE-50-AC/WK2
	M

WO ENG 5146-1
	M7
	LO 9-610



	CE-51DC/WK-2
	M

WO ENG 5031-1
	
	MWO ORD F226-WO



	JH3
	M

WO ENG 5012-1
	
	TB ORD 24C



	Homelite Models
	
	
	TM 9-618



	23A115-4
	LO 5-5388
	
	TM 0-1618



	24A120-23
	TM 5-5073
	
	TM 9-2300



	24AD120-23
	LO 5-5382
	M7A1
	LO 9-618



	
	TB 5-5382-1
	
	TB ORD 240



	International

Diesel-Electric
	
	
	TM 9-618



	Models
	
	
	TM 9-1618



	Q-2471
	TM 5-5335
	
	TM 9-2300



	PE-215-A

International Fermont Models
	TB 5-5026-1
	M15
	LO 9-618

MWO ORD F226-W2



	M30GCT-SH6
	MWO ENG 5006-4
	
	TB ORD 240



	Kohler Models
	
	M15A1
	LO 9-618



	DP-32
	LO 55-3006
	
	TB ORD 240



	
	TM 55-3006
	
	TM 9-618



	E-36
	LO 55-U23
	
	TM 0-1618



	K
	LO 55-U23
	
	TM 9-2300



	LP-140
	LO 55-3006
	M17
	TM 9-2300



	5M3-1
	LO 55-3007
	M18
	LO 9-617



	5MH81
	MWO ENG 5081-2
	
	TB ORD 240

TM 9-617



	10A3-U
	LO 55-3007

TM 55-3007
	
	TM 9-1617



	10M3-1
	LO 55-3007
	
	TM 9-2300



	
	TM 55-3007
	Oxygen-nitrogen
	TM 5-355



	Master Models
	
	Reiner Models
	



	EG-110
	MWO ENG 5357-1
	DGH-10
	LO 55-1033-1



	Onan Models
	
	MDGH-7f.i
	LO 55-1033-1



	CWC4-5S
	TB 5-5084-1
	MDGH-10-K
	LO 55-1033-1



	OTC-15-BE
	LO 55-3008
	MDGH-25
	LO 55-1032



	
	TM 55-3008
	MDGH-25-1
	LO 55-1032



	OTC-15-GN

PU-286/G
	LO 55-3008
	MDGI-7%

Troy-Engberg Models
	LO 55-1033-1



	Reiner Co. Models
	LO 11-940A
	EM
	LO 55-U,70



	AH50B
	LO 55-U5
	Generator and bilge pump
	sets



	DGH60
	LO 55-U4
	Nordberg Models
	



	MDuGH5
	LO 55-U4
	4FS2
	LO 55-2501-1



	MGG10
	LO 55-U7
	4FS
	TM 55-2501-1



	60C
	LO 55-U4
	nts

Generator and charging pla
	



	60CA
	LO 55-U4
	Hydrogen; carbon dioxi

de
	



	501
	LO 55-U4
	Girdler Models
	



	Sheppard Models

7
	LO 55-U39
	2657

Independent Mode

ls
	TM 5-9113



	12DD
	TM 5-5008
	02B
	TM 5-9110














	control and distributor

Generator
	
	Generator sets-Continued
	




	switchboards.
	(See Switch
	Delco Models
	



	boards, Generator control and dis
	
	1-3665
	TM 65-2513



	tributor.)
	
	4-B-12
	TM 1-7060



	Generator regulators
	
	13670
	LO 55-2505



	Waterproofing
	rB ORD 329
	
	TM 55-2505



	AN/URM-25B
	TM 11-5551B
	Detroit Wax Paper Models
	



	AN/U RM-25C
	I

TM 11-5551C
	M7
	TB 5-5134-1



	Bolinders Models
	
	Diesel Models
	



	760
	LO 5-5327
	1877
	TB 5-5334-1



	Generator sets
	
	Fairbanks Morse Models
	



	Atlas Aircraft Models
	
	TGZDJ
	LO 55-2502



	7A1
	LO 5-5325
	General Motors Models
	



	
	TB 5-5325-1
	2-71
	LO 55-1069



	Buda Models
	
	3-71
	LO 55-1069



	BD15A3-CE
	LO 5-5149
	6-SE55
	TM 5-5010



	
	MWO

ENG 5149-1
	6-71
	LO 55-1069



	
	TB 5-5149-1
	6016-B
	LO 5-5160



	DA60-A3-CE
	TB 5-5315-1
	
	TB 5-5160-1



	DC 100A3CE
	LO 5-5057
	
	TM 5-51-1



	
	TB 1-5057-1
	6016-C
	LO 5-5160



	
	TM 5-5057
	
	TB 5-5160-1



	DP 30A3CE
	LO 5-5004
	
	TM 5-5160



	
	TB 5-5004-1
	
	TM 5-5160



	DTG468
	LO 55-U109
	6016-D
	LO 5-5160



	4BDG-182
	LO 5-5161
	
	TB 5-5160-1



	
	TM 5-5161
	6016-E
	LO 5-5160



	6DTG-317
	LO 5-5090
	
	TB 5-5160-1



	
	ENG 5090-1

MWO
	
	TM 5-5160



	
	TB 5-5090-1
	6016F
	LO 5-5137



	
	TM 5-5090
	
	TB 5-5137-1



	
	TM 5-5200
	6903
	TM 5-5010



	Caterpillar Models
	
	Griffin Models
	



	D-397
	LO 5-5038
	Exhibit II
	TM 65-2948



	
	TB 5-5038-1
	Hercules Models
	



	D13000
	LO 5-5017
	DNX
	TB 5-5135-1



	
	TB 5-5017-1
	HC-30W-400
	LO 5-5312



	Chicago Pneumatic Models
	
	Hill Models
	



	612 CPS
	TB 5-5153-1
	4F
	TB 5-5011-1



	Climax Models
	
	4PF-1
	LO 5-5011



	C-404
	TM 5-5158
	4R
	LO 5-5015



	404
	TM 5-5116
	
	LO 5-5118



	Columbia Models
	
	
	TB 5-5118-1



	SO-19535
	LO 55-2504
	
	TM 5-5118



	Consolidated

Diesel
	Electric
	6K
	LO 5-5005



	Models
	
	
	TB 5-5005-1



	1617
	LO

5-5001
	Hobart Models
	TB 5-5056-1



	
	TB 5-5001-1
	HF-30G
	LO 5-5072



	1664
	LO 5-5002
	
	MWO ENG 5072-2



	
	TB 5-5002-1
	
	MWO ENG 5072-8



	1697
	LO 5-5332
	
	TB 5-5072-1



	1775
	LO 5-5331
	
	TM 5-5072



	
	TB 5-5331-1
	JB5AC
	TB 5-5083-1



	1780
	TB 5-5385-1
	
	TM 6-5083-1



	1905
	LO 5-5353
	
	TM 5-5083-2



	
	TB 5-5353-1
	JB5DC
	TB 5-5086-1



	Continental Models
	LO 5-5159
	
	TM 5-5086



	
	TB 5-5159-1
	SF30G
	LO 5-5029



	Cummins Models
	
	
	TB 5-5029-1



	A6MDG
	LO 55-U178
	
	TM 5-5029



	H
	LO 55-1001
	Hollingsworth Models
	



	HBI
	LO 55-1001
	CE-50-AC;
	



	HBIS600
	LO 55-1001
	CE-50-AC/WK2
	LO 5-5146



	HI
	LO 55-1001
	
	TB 5-5146-1



	H-6
	TM 5-5050
	
	TM 5-5146



	Davidson Models
	
	CE-51DC
	TM 5-5031



	DEC-3OGCK
	L095-5333
	CE-51DC/WK2
	LO 5-5031



	
	TB 5-5333-1
	
	TB 5-5031-1



	
	TM 5-5333
	
	TM 5-5031














	
	
	Generator sets-Continued
	




	Generator sets-Continued

BHollingsworth Models-Con.
	
	O'Keefe & Merritt Models
	TB55-5037-1



	CE-51DE
	LO 5-5031
	E-3
	LO 5-5037



	
	TB 5-5031-1
	
	TM 5-5037



	JH-3
	LO 5-5012
	N-15
	TM 5-5069



	
	TB 5-5012-1
	Onan Models
	



	
	TM 5-5012
	WC-7.5S
	TB 5-5044-1



	Homelite Model
	
	
	TM 5-5044



	C-8
	TM 5-5027
	WC4-5RS
	LO 5-5316



	HRA
	LO 5-5036
	WC4-7.5S
	LO 5-5045



	
	TB 5-5034-2
	
	IWO ENG 5045-1



	
	TM 5-5036
	
	TM 5-5045



	HRUA
	LO 5-5034
	WC5S
	LO 5-5316



	
	TB 5-5034-1
	W3M
	LO 5-5024



	
	TB 5-5034-2
	
	TB 5-5030-1



	
	TM 5-5034
	
	TB ENG 85



	23A115-4
	TB 5-5388-1
	
	TM 5-5024



	24A120-23
	TB 5-5073-1
	W3M-5
	TB 5-5030-1



	International Diesel Electric
	
	
	TM 5-5030



	Models
	
	W3M-16
	TB 5-5030-1



	PE-215-A
	LO 5-5026
	
	TM 5-5032

TB 5-5030-1



	Q-2471
	LO 5-5335
	W3M-19
	TM 5-5404



	
	TB 5-5335-1
	
	TB 5-5030-1



	International Ferment Models
	
	W3M-21

2CK-1M
	LO 5-5363



	M30GCT-S16
	MWO ENG 5006-1

MWO ENG 5006-2
	
	TB 5-5363-1



	
	MWO ENG 5006-3
	
	TM 5-5363



	
	MWO ENG 5006-5
	3ABG-4E-240A
	TB 5-5021-1



	
	TM 5-5006
	
	TM 5-5021



	Kato Models
	
	5 JWC-1-E/270A
	TB 5-5359-1



	52 MPK4
	LO 5-5367
	
	TM 5-5359



	
	TB 5-5367-1
	10 HQ-3R/552B
	LO 5-5655



	
	TM 5-5367
	
	TB 5-5655-1



	Kohler Models
	
	48S-4
	TB 55-2302



	E, EH, EU
	LO 5-5075
	5ABG-4M
	LO 5-5051



	
	TB 5-5075-1
	
	TB 5-5051-1



	
	TM 5-5075
	Palmer Models
	



	1A21 and 1M21
	TB 5-5371-1
	20-3P-12
	LO 55-2506



	
	TM 5-5371
	PE-207-S
	TM 5-5118



	5MH81
	MWO ENG 5081-1
	PU-107/U
	LO 11-919



	
	TB 5-5081-1
	PU-107/U
	M

WO SIG 11-919-1



	
	TM 5-5081
	
	M

WO SIG 11-919-2



	15M81H1
	LO 5-5319
	
	M

WO SIG 11-919-3



	
	TB 5-5319-1
	
	MWO SIG 128



	
	TM 5-5319
	
	MWO SIG 176

TM 11-919



	800M-21
	LO 5-5386
	
	TM 11-940A



	Kurz & Root Models
	
	PU-286/G

Ready Power Models
	



	ES
	LO 55-2501-1
	RD -6-4
	TM 5-5068



	ES-G8504
	LO 55-2507
	RD-6A
	LO 5-5022



	Lenard type
	
	
	TB 5-5020-2



	A545
	LO 55-2515
	
	TB 5-5068-1



	Master Vibrator Models
	
	
	TB ENG 100



	
	MWO ENG 5313-1
	
	TM 55022



	EG-105
	LO 5-5317
	RD-6A-12
	TB 5-5356-1



	
	TB 5-5317-1
	RD-6A Special
	LO 5-5022



	
	TM 5-5317
	
	TM 5-5356



	EG-107
	LO 5-5313
	RD-14
	TB 5-5020-2



	
	TB 5-5313-1
	RD-14A
	TB 5-5020-1



	
	TM 5-5313
	
	TB 5-5020-2



	MIDCO Models
	
	
	TM 5-5020



	EC-51
	TB 5-5087-1
	
	TM 5-5066



	Murphy Models
	
	RD-14A-12
	LO 5-5355



	MESO50
	LO 5-5052
	
	T

VIWO ENG 5355-1



	
	TB 5-5052-2
	
	TB 5-5355-1



	
	TM 5-5052
	
	TM 5-5355



	O'Brien Models
	LO 5-5007
	Reiner Models
	



	
	TB 5-5007-1
	GGC-30
	TB 5-5053-1














	Generator sets-Continued
	
	Generator sets, Power
	




	Reiner Models-Continued
	
	Onan Models
	



	GGC-30AC
	LO 5-5053
	5ACK-IM/299
	TM 10-1807



	
	MWO ENG 5053-1
	6ACK-4M/300
	TM 10-1807



	
	MWO ENG 5053-2
	Generator sets, Signal (rf)
	



	
	MWO ENG 5053-3
	AN/URM-25
	TM 11-5551



	
	TM 5-5053
	AN/URM-25A
	TM 11-5551A



	Rogers Models
	
	Generator systems, Aircraft
	



	G-2030
	LO 5-5080
	28 volt de
	



	
	TB 5-5080-1
	Operation; adjustme

Bnt
	TM 1-8D6-1-1



	
	TM 5-5080
	Generators
	



	G-2151
	LO 5-5080

TB 5-5080-1
	EC-30E00-3-A
	TM 9-8631



	
	TM 5-5082
	Field operating lamp

Briggs & Stratton M

[ode]
	ls



	Schramm Models
	
	I
	LO 8-626-2



	MP-KEL 5AS
	TB 5-5157-1
	Midco Models
	



	Sheppard Models
	
	MS-35-Z
	LO 8-626



	8
	LO 55-2514
	G-8/GRC
	TM 11-5037



	12DD
	LO 5-5008
	General Electric Models
	



	
	TB 5-5008-1
	95A1919
	LO 55-1157



	Signal Corps Models
	
	GN-58; GN-58-A
	MS

VO SIG 11-263-4



	Star-Kimble Models
	TM 55-2700
	
	MN

VO SIG 11-263-6



	Stewart & Stevenson Models
	
	Kermath Models
	



	WGD-3012
	LO 5-5009
	Sea Chief
	TM 55-3000



	
	TB 5-5009-1
	Maintenance; repair
	TM 5-680G



	
	TM 5-5009
	ML-185-A through a
	



	6GD-605
	TB 5-5142-1

TM 5-5142
	Serviceability standards
	SB 11-100-129



	15000 series
	LO 5-5143-1
	Onan Models

3ABG-4E/240A
	TM 5-5021



	
	TM 5-5143-1
	6ACK-IM
	LO 10-1807



	15700
	TB 5-5143-1
	5ACK-4M
	LO 10-1807



	
	TM 5-5143-2
	299A
	LO 10-1807



	18500
	TM 5-5143-3
	300A
	LO 10-1807



	Troy Models
	
	300B
	LO 10-1807



	EM
	TM 55-2902
	Preventive maintenance
	TM 55-405



	United States Motor Corp.
	
	Reiner Models
	



	Models
	
	MDGI-10
	TM 55-2519



	BX-2435
	TM 5-5480
	Shock mount installation
	TM 1-1H-19-209



	MSDAC12-E
	LO 55-U180
	Westinghouse Models
	TM 55-3009



	
	TM 55-2949-1
	X-ray field unit
	



	PE-78-A

PE-78-B
	TM 5-5089-1
	Onan Models
	



	PE-78-C
	TM 5-5089-1

TM 5-5089-2
	OTC-38
	LO 8-630



	5-US-10285-A
	LO 5-5076
	OTC-38B
	LO 8-630



	
	TB 5-5076-1
	Generators (auxiliary)
	



	
	TM 5-5076
	Delco Products Models
	



	5-US-10285-D
	LO 5-5079
	GM-A-8585
	TM 9-1730F



	
	TB 5-5079-1
	Homelite Models
	



	15-US-10327-A
	LO 5-5013
	HRH-28
	TM 9-1752



	
	TB 5-5013-1
	HRUH-28
	TM 9-1731K



	
	TM 5-5013
	Tanks, light, MS; MSA1
	TM 9-1727F



	Universal Models
	
	
	



	M500-MS
	LO 55-2300
	Generators (obsolete)

12-volt: W-ton, 4 x 4 truck
	



	Universal Motor Company
	
	Disposition
	SB 9-96



	Models
	TM 6-5373
	
	



	Viking Models

L-124
	LO 55-2501-1
	Generators, Acetylene gas

Linde Models
	



	Westinghouse Models
	
	L-16
	TM 5-5070



	SO-3B9508
	LO 55-2504
	
	



	2B2834
	LO 55-2900
	Marquette Models
	TM 5-5058



	Winpower Models
	TM 5-5088
	530

612
	TB 5-5047-1



	15-kw; 120-208, 240-216
	TB 5-5161-1
	
	TM 5-5047



	Witte Engine Works Models
	
	Sight Feed Models
	



	MD-282
	TB 5-5150-1
	M-12-SP
	TM 5-5040



	
	
	TM CP-750
	TM 5-9111



	Generator sets, Gasoline engine

PU-107/U
	MWO SIG 11-919-1
	Generators, Electric tachometer
	



	Generator sets, Hydrogen
	
	
	



	AN/TMQ-3
	TM 11-2413
	Kollsman Models
	TM 1-05-5E-16

TM 1-5E5-3-2-1














	Generators, Hydrogen
	
	Generators, Signal-Continued
	




	Independent Models
	
	I-122-A
	TM 11-1039



	KIPG-1
	TM 5-7120
	1-137-B
	TM 11-2641



	
	TM 5-7121
	1-208
	MWO SIG 11-317-1



	ML-185
	SB 11-125
	1-208 (t)
	TM 11-317



	ML-185; ML-185-A; ML-185-B;
	
	1-208-A
	MWO SIG 11-317-1



	ML-185-C
	MWO SIG 11-2400-1
	
	TM 11-317



	
	TM 11-2400
	1-208-B
	MWO SIG 11-317-111



	Safety devices
	MWO SIG 11-2400-2
	
	TM- 11-317



	ML-303/TM
	TM 11-2413
	1-208-C
	TM 11-317



	ML-490/OM
	TM 11-2400
	I-208-D
	TM 11-317



	Generators, Motor
	
	1-222-A
	LO 11-1082



	50 KW
	TM 5-5056
	
	TM 11-1082



	MG-37-A
	TM 11-920
	Navy Models
	TM 11-1253



	PU-20/C
	TM 11-978
	LAE-1

LX-1
	TM 11-1253



	PU-20A/C
	TM 11-978
	PU-26A/U
	LO 11-976A



	PU-20B/C

PU-33/C
	TM 11-978

TM 11-969
	SG-15/PCM
	TM 11-2096



	PU-163/U
	LO 11-5510
	SG-22/U
	TM 11-990



	
	TM 11-5510
	SOG-71/FCC
	TM 11-5088



	PU-164/U
	LO 11-5510
	Triplett Models
	



	
	TM 11-5510
	1632
	TM-11-328



	PU-175/U
	TM 11-5045
	TS-35/AP
	TM 11-1238



	Generators, Nitrogen
	
	TS-35A/AP
	TM 11-1238A



	Air Products Models
	
	TS-155/UP
	TM 11-2657



	A-2
	LO 5-9107
	TS-155A/UP
	TM 11-1221



	
	TM 5-9107
	
	TM 11-2657



	Generators, Noise
	
	TS-155B/UP
	TM 11-1241



	TS-195/GP
	TM 11-1205
	
	TM 11-2657B



	Generators, Oxygen
	
	TS-155C/UP
	TM 11-2657C



	Air Products Models
	
	TS-301/U
	TM 11-1221



	A-2
	LO 5-9107
	
	TM 11-2639



	
	TM 5-9107
	TS-317/U
	TM 11-2521



	Generators, Pulse
	
	TS-343/U
	TB SIG 188



	AN-PPM-1
	TM 11-2678
	
	TM 11-1233



	Generators, Servo motor
	
	TS- 418/U
	TM 11-1255



	PU-52/MPG-1
	LO 11-1466-1
	TS-452/UI'
	TM 11-2695

TM 11-1255



	
	MWO SIG 11-1566-1

TM 11-901
	TS-452A/U

TS-465/U
	TM 11-2642



	SG-82/U

Generators, Signal
	
	TS 497/URR
	MWO SIG 11-5030-1



	American Time Products, Inc.,
	
	TS-497A/URR
	MWO SIG 11-5030-1



	type
	
	
	TM 11-5030



	SC-16
	TB 11-2602-1
	TS-497B/URR
	MWO SIG 11-5030-1



	AN/URM-27
	TM 11-5522
	
	TM 11-5030A



	AN/URM-48
	TM 11-1257
	W. I. T. Models
	



	Conversion
	TB 9-2830-100
	43-41
	TM 11-2641



	Federal Models
	
	Generators, Smoke
	



	804
	TM 11-1253
	M1l
	TB CW 13



	804-CS1
	TM 11-2639
	M2
	LO 3-381



	Hickok Models
	
	
	MWO CML 15



	19X
	TM 11-2521
	
	TM 3-381



	19XD
	TM 11-2521
	Modifications: En
	MWO CW 10

gines.



	I-72
	
	M3A1
	TM 3-390



	Serviceability standards
	SB 11-100-7
	Generators, Square wave
	TM 11-5024



	I-72-A through F
	TM 11-4052
	TS-583A/U
	TM 11-5024



	1-72-G
	MWO SIG 11-307-1

TM 11-307
	TS-583B/U

Generators, Static ringing
	



	
	TM 11-4052
	TA-248/TT; TA-248A/
	'TT



	I-72-H
	MWO SIG 11-307-1
	Installation; adjust
	tment;



	
	TM 11-307
	maintenance
	TB SIG 203



	
	TM 11-4052
	Generators, Steam
	



	1-72-J
	MWO SIG 11-307-1
	
	



	
	TM 11-307
	Columbia Models

HRT
	TM 5-5241



	
	TM 11-4052
	
	



	1-72-K
	MWO SIG 11-307-1
	Cyclotherm Models
	



	
	TM 11-307
	C-12
	LO 5-5240

TB 5-5240-1



	
	TM 11-4052
	
	TM 5-5240



	I-72-L; -M
	MWO SIG 11-307-1
	Orr & Sembower Mode
	



	I-72-M
	TM 11-307
	
	TB 5-5245-1

lIs














	Generators, Sweep
	
	(See Road Graders.)

Graders, Road.
	




	SG-92/U
	TM 11-319
	Grading
	



	Generators, Training

AN/URA-T1
	TM 11-2509
	Technical data
	TB 5-9720-1



	AN/URA-T1A
	TM 11-2509
	Grainers, Plate

Zenith Models
	TB 5-6130-1



	Generator systems, Aircraft
	
	(See Firing

Graphical firing tables.
	



	Geneva Convention
	
	tables, GraphicaL)
	



	Provisions
	TM 27-251
	Graphing boards
	



	Geology
	
	ML-312/TM
	TM 11-2429



	Military applications
	TM 5-545
	Graphotype
	



	Survey support
	TM 5-235
	Class 6100
	TM 10-626C



	German Army
	
	Class 6300
	TM 10-626D



	Mine warfare equipment

Radio sets (uhf)
	TM 5-2230
	Grasses

Planting and care
	TM 5-630



	RVT 903B
	TB SIG F-400-EG
	Type
	TM 5-630



	German language
	
	Gravel pit equipment
	



	Dictionaries
	TM 30-506
	Technical data
	TB 5-9720-10



	technical communi

Glossaries:
	
	Grease dispensers.

(See Dispensers,
	



	cations terms
	TM 30-490
	Grease.)
	



	Guide
	TM 30-306
	Grease gun kits.

(See Kits, Grease
	



	Phrase book
	TM 30-606
	gun.)
	



	German

materiel.

(See
	Materiel,
	Grease hose
	



	German.)
	
	Reclamation
	TB 9-2830-49



	German Military Forces

Handbooks
	TM E30-451
	Grease seals

Reclamation
	TB 9-2830-19



	Germany
	
	Great Britian
	



	Medical and sanitary data
	TB MED 27
	Military maps
	TM 5-248



	Military maps
	TM 5-248
	Mine warfare equipment
	TM 5-223D



	Gilbert Islands
	
	Greek language
	



	Medical and sanitary data
	TB MED 189
	Guides
	TM 30-350



	Glassworkers
	
	Phrase book
	TM 30-650



	Automotive
	TM 10-455
	Grenade launchers
	



	Glossaries
	
	
	TM 9-2205



	Chinese-English

German-English
	TM 30-495

TM 30-490
	M1l
	TM 9-2200

TM 9-2200



	Japanese-English
	TM 30-485
	M7

M7A1
	TB ORD 404



	Photographic chemicals
	TB SIG 158
	
	TM 9-2200



	compartment

Glove

doors.
	(See
	M7A2
	TB ORD 404



	Doors, Glove compartment.)
	
	M8
	TM 9-2200



	Gloves, Leather
	
	Rebuild standards
	TB ORD 366



	Repair
	TM 10-268
	Grenades
	



	Goggles, Welders
	
	Basic types
	TM 9-1900



	Mounting corrective lenses
	TB MED 91
	German types
	



	Gold Coast

Medical and sanitary data
	TB MED 129
	Designations; descriptions
	



	Goniometers
	
	
	TM 9-1985-2



	MC-412-A
	
	Italian types
	



	Maintenance
	TB SIG 146
	Designations; descriptions
	



	Governor levers
	
	
	TM 9-1985-6



	Reclamation
	TB 9-2840-43
	Japanese type
	



	Governors
	
	Designations; descriptions
	



	Holley Models
	
	
	TM 9-1985-4



	1174
	TM 9-1826D
	Grenades, Hand
	



	Zenith Model
	TM 9-1826C
	Chemical
	TM 3-300



	Governors, Electric
	
	Grenades, Incendiary
	



	Westinghouse type
	
	AN M14
	



	S
	TM 55-2033
	Requisitioning and issue
	SB 725-1300-1



	Governors, Propeller
	
	Grenades, rifle
	



	Beech Models
	
	HE AT
	TB ORD 404



	Overhaulinstructions
	TM 1-3MA1-5-3
	M28 (T41)

T37E4 (M31)
	TB ORD 404



	Gradation control units, Aggregate
	
	MllA2
	PB 9-1985-FE1



	Barber-Greene Models
	LO 5-1007
	Practice
	



	836
	TB 5-1007-1
	M29 (T42)
	TB ORD 404



	
	TM 5-1007
	Smoke rifle
	TM 3-300



	866
	LO 5-1109
	Grenades, Smoke
	



	
	TB 5-1109-1
	AN/M3
	TB CW 13



	
	TM 5-1109
	M15, M16, M18
	TB CW 13














	Grid systems

Universal polar stereographic
	TM 5-241
	Grinders, Metallic surfaces

Brown & Brockmeyer Models
	




	Universal tranverse Mercator

Griddles
	TM 5-241
	MSG 69-ES7001

Grinders, Pneumatic
	TM 9-9049-1



	Electric; gas
	TM 10-1020
	ARO Equipment Corp Models
	



	Grinders

Description; maintenance
	TM 1-422
	7010

Thor Models
	TM 9-9057-1



	Dumore Models
	
	5294
	TM 5-4018



	8160

8164
	TM 9-9028-1

TM 9-9028-1
	5321

Ingersoll-Rand Models
	TM 5-4200



	Grinders, Bench
	
	40

Grinders, Rail
	TM 5-4190



	Black Diamond Saw & Machine

Works Models
	
	Mall Models
	



	3C
	TM 9-9036-4
	5043-CG
	TB 5-4251-1



	Grinders, Bit (drill steel)
	
	Grinders, shank (drill steel)

Blount Models
	



	Ingersoll-Rand Models

JA-3
	TB 5-4070-1
	K-5

Ingersoll Rand Models
	TM 5-4175



	
	TM 5-4070
	4K
	TB 5-4058-1



	Grinders, Crankshaft
	
	
	TM 5-4058



	Sunnen Models

K-850
	TM 5-4044
	Grinders, Tool and cutter
	



	Grinders, Cylinder hone
	
	LeBlond Models

No. 2
	LO 5-4057



	AMMCO Models
	
	
	TB 5-4057-1



	SL-2
	TM 9-9055-1
	Roan Models
	TM 5-4057



	Lisle Models

CH045
	TM 9-9055-2
	Grinders, Tool post
	TM 9-9047-1



	Grinders, Electric
	
	McGonegal Models
	



	Albertson & Co Models
	
	J-2A1

J-4; J-4S
	TM 9-9041-1

TM 9-9033-4



	1195
	TM 9-9033-1
	Grinders, Valve refacer
	



	Baldor Electric Models

S3984
	TM 9-9036-2
	Sioux Models
	



	S5493
	TM 9-9036-2
	675-UN
	LO 5-4730

TM 5-4730



	40-G-125-5

Black & Decker Models
	TM 9-9036-2
	Thor Models
	



	F
	TM 9-9033-3
	100
	LO 5-4193



	O
	TM 9-9033-3

'TM 5nf05 1
	
	TB 5-4193-1

TM 5-4193



	83-B

83-C
	TM 9-9036-1
	Grinding machines
	TM 9-1834A



	Bradford Models
	
	Grommets
	



	6AG-aG
	TM 9-9033-5
	Artillery ammunition

Ground equipment, Powered
	TM 9-1901



	Brown-Brockmeyer Co. Models

C1300-2
	TM 9-9036-5
	Cooling systems
	TM 9-2858



	709
	TM 9-9036-3
	Ground signals, Pyrotechnic

Descriptions
	TB 9-1981-10



	Delta Models
	
	Grounding procedures
	



	1240

Independent Pneumatic Models
	
	Electronic equipment
	TM 11-676



	U-60
	TB 5-4120-1
	Grounds (Installations)

Maintenance
	TM 5-630



	3032
	TM 8-4120
	Group psychotherapy.

(See Psy
	



	Milwaukee Electric Tool Corp
	
	chotherapy, Group.)
	



	Models
	
	Growlers

Allen Models
	



	V-196

Precise Products Models
	TM 9-9033-8
	E-32
	TM 5-4542



	Super 40
	TM 9-9026-1
	GuamMedical and sanitary data
	TB MED 57



	Roan Mfg Co Models

50
	TM 9-9033-2
	Guards, Train and station
	



	Standard Electrical Sales Model,
	
	Duties
	TM 10-275



	100
	TM-5-4174
	Guide rings

MX171/V
	TM 11-2254



	Sunnen Models

LB
	TM 5-4132
	Guided missile.

(See Nike (guided
	



	U. S. Electrical Tool Models
	
	missile).)
	



	OU
	TM 9-9033-6
	Guides
	



	Grinders, Electric drill

Covel Mfg. Co. Models
	
	Standard B rations

Gun books, Artillery
	SB 10-495



	44-L
	TM 9-9039-1
	Issue
	TB ORD 368



	Grinders, Hand
	
	Guncarriages.

(See Carriages,
	



	Maintenance; care
	TM 9-867
	Gun.)
	














	Gun data books
	
	Guns (20-mm)-Continue,
	d



	AA and seacoast

Gun data computers.
	TB ORD 345

(See Com
	T160E3
	LO 9-231A

TM 9-2310



	puters, Gun data.)
	
	T160E4
	LO 9-231A



	Gun mounts.
	(See Mounts, Gun.)
	Gun (37-mm)
	



	Gun sights, Front
	
	AN-M4
	TM 9-2300



	M26
	TM 9-2300
	AN-Mg
	



	Gun slings
	TM 9-1270
	MIA2
	MWO ORD A29-W14

OFSTB 1235-4



	M1

M1907
	TM 9-1270
	
	TB 9-235-7



	Gunners

quadrants.
	Quad

(See
	
	TB 9-235-9



	rants, Gunners.)
	
	
	TM 9-235



	Gunnery training kits
	
	
	TM 9-1235



	M36
	TB 9-575A-1
	
	TM 9-2300

TM 9-1245



	Guns (3-inch)
	MWO ORD F197-W3
	M3

M3A1
	TM 9-1245



	M5
	TM 9-322
	M4
	TB 9-1240-FE2



	
	TM 9-1322
	
	TB ORD 237



	M7
	TM 9-232
	
	TM 9-1240



	
	TM 9-1323
	M6
	TM 9-250



	M1OAI
	TB ORD 95
	
	TM 9-1250



	Guns (4.5-inch)
	TM 9-328
	
	TM 9-2300

TB ORD 237



	Guns (6-inch)
	
	M9
	TM 9-1240



	M1
	TM 9-2300
	M9A1
	TB ORD 237



	M1900
	TM 9-424
	M10
	TB 9-1240-FE2



	
	TM 9-2300
	
	TB ORD 237



	M1903A2
	TM 9-428
	
	TM 9-1240



	
	TM 9-2300
	
	TM 9-2300



	M1905A2
	TM 9-428
	M13
	TB ORD 398

TB ORD 398



	
	TM 9-2300

TM 9-429
	M14

M15
	TB ORD 398



	T2
	
	M1916
	TB ORD FE38



	Guns (8-inch)

M1
	LO 9-336
	
	TM 9-2300



	
	MWO ORD D33-W38
	Guns (40-mm)
	



	
	TB ORD 553
	Aerial delivery
	TB 10-562-1



	
	TB 9-336-1
	M1
	LO 9-252



	
	TB 9-1341A-FE1
	
	LO 9-252-1

MWO ORD A50-Wa



	
	TB ORD FE47

TM 9-336
	
	MWO ORD A50-W12



	
	TM 9-1341A
	
	MWO ORD A50-W18



	
	TM 9-2300
	
	MOW ORD A50-W29



	Mk VI, Mod 3A2
	TM 9-442
	
	MWO ORD A50-W31



	
	TM 9-463
	
	TB ORD 171



	Guns (16-inch)
	
	
	TB ORD 256

TB ORD 553



	Mk II, Ml
	LO 9-471

TM 9-471
	
	TB ORD 568



	Guns (20-mm)

AN-M2
	LO 9-227
	
	TM 9-252



	
	TM 9-1227
	
	TM 9-1252



	
	TM 9-2300
	
	TM 9-2300



	Flakvierling 38 (Gern
	TM E9-228

ian)
	M1A1
	LO 9-252-5



	M1l
	TM 9-1227
	
	LO 9-3046-6

TB 9-252-1



	M3
	LO 9-227

TM 9-229
	
	TB ORD 568



	
	TM 9-2205
	M2
	MWO ORD A50-W29



	
	TM 9-2300
	
	MWO ORD A50-W30



	M24 (T31)
	TM 9-2006
	
	MWO ORD A50-W31



	
	TM 9-2205
	
	TB ORD 568



	
	TM 9-2300
	
	TM 9-251



	M24A1
	TM 9-2006
	
	TM 9-1252

TM 9-2300



	
	TM 9-2205

TM 9-2006
	M2A1
	TB ORD 568



	M24E2

M39 (T10OE4)
	TM 9-2318
	M4A2
	TM 9-7017-5



	T9E5 (M95)
	TB ORD 137
	M42 (T141)
	MWO ORD G1-W56



	T18 (M96)
	TB ORD 137
	
	MWO ORD Gl-W57



	T23 (M97)
	TB ORD 137
	T141
	LO 9-7218



	T24 (M99)
	TB ORD 137
	
	MWO ORD Gl-W40

MOW ORD Gl-W41



	T130E3

T130E4
	LO 9-231A

LO 9-231A
	
	MWO ORD G1-W42














	Guns (40-mm)-Continu
	
	Guns (90-mm)
	



	T41-Continued
	
	M1
	LO 9-370




	
	MWO ORD Gl-W47
	
	LO 9-373



	
	MWO ORD G1-W51
	
	MWO ORD D28-W15



	
	MWO ORD Gl-W60
	
	MWO ORD D28-W21



	
	TB ORD 509
	
	MWO ORD D28-W30



	
	TM 9-761A
	
	MWO ORD D28-W32



	
	TM 9-2800-1
	
	MWO ORD D28-W33



	Guns (57-mm)
	
	
	MWO ORD F224-W1



	M1
	TM 9-303
	
	TB 9-370-4



	
	TM 9-1303
	
	TB 9-1370A-2



	
	TM 9-2300
	
	TB ORD 72



	Mk III (British)
	TM 9-303
	
	TB ORD 301



	Guns (75-mm)
	
	
	TB ORD 336



	AN-M5
	TM 9-312
	
	TM 9-370



	AN-M5A1
	TM 9-2300
	
	TM 9-1370



	M2
	TM 9-307
	
	TM 9-2300



	
	TM 9-1307
	M1AI
	LO 9-370



	M3
	MWO ORD C44-W9
	
	MWO ORD D28-W27



	
	TM 9-307
	
	MWO ORD D28-W30



	
	TM 9-1307
	
	MWO ORD D28-W32



	
	TM 9-2300
	
	MWO ORD F224-W1



	M4
	TM 9-311
	
	TB 9-370-4



	
	TM 9-1311
	
	TB 9-1370A-2



	M4A3
	TB ORD 95
	
	TB ORD 301



	M5 (T13E1)
	TB ORD 255
	
	TB ORD 336



	
	TM 9-1312
	
	TM 9-370



	M5A1
	TB ORD 255
	
	TM 9-1370



	M6
	MWO ORD C66-W3
	
	TM 9-2300



	
	TB ORD 255
	M1A2
	LO 9-370



	
	TM 9-313
	
	MWO ORD D28-W27



	
	TM 9-1313
	
	MWO ORD D28-W29



	
	TM 9-2300
	
	MWO ORD D28-W30



	M10 (T9E2)
	TB ORD 255
	
	MWO ORD D28-W32



	
	TM 9-2300
	
	MWO ORD D28-W33



	M17
	TM 9-2300
	
	LO 9-373



	T9E1
	TB ORD 255
	
	TB 9-370-4



	T83 series
	MWO ORD D48-W2
	MIA3
	MWO ORD D28-W32



	
	MWO ORD D48-W4
	
	TB 9-370-4



	T83E1
	TM 9-361
	M2
	LO 9-372



	T83E6
	LO 9-3026-1
	
	MWO ORD D38-W5



	
	TB ORD 528
	
	MWO ORD D38-W13



	T83E7
	LO 9-3026-2
	
	MWO ORD D38-W14



	
	TB ORD 528
	
	MWO ORD D38-W16



	Guns (76-mm)
	
	
	TB 9-372-2



	MIA1
	
	
	TB 9-372-3



	M1AIC
	MWO ORD C64-W1
	
	TB 9-372-4



	
	MWO ORD C64-W4
	
	TB ORD 406



	
	TM 9-308
	
	TM 9-372



	
	TM 9-1308
	
	TM 9-1372A



	M1A2
	TM 9-2300
	
	TM 9-1372B



	
	MWO ORD C64-WI
	
	TM 9-2300



	
	MWO ORD C64-W4
	M2A1
	LO 9-372



	
	TM 9-308
	
	MWO ORD D38-W5



	
	TM 9-1308
	
	MWO ORD D38-W12



	M4A3
	TM 9-2300
	
	MWO ORD D38-W14



	M41 (T41E1)
	TB ORD 95
	
	MWO OFC D38-W16



	M41A1 (T41E2)
	MWO ORD G1-W57

MWO ORD G1-57
	
	TB 9-372-3



	T91
	
	
	TB 9-372-4



	T91E3
	TB 34-9-26

MWO ORD C82-W1
	
	TM 9-1372B



	
	
	M2A2
	TB 9-372-4



	
	MWO ORD C82-W2
	M3
	MWO ORD C69-W1



	
	MWO ORD C82-W3
	
	MWO ORD C69-W2



	T124
	TM 9-308A

TB 34-9-26
	
	MWO ORD C69-W3



	
	TM 9-355A
	
	TB ORD 407



	T124E2
	LO 9-355A
	
	TB ORD 428



	
	TM 9-1355AA
	
	TM 9-374



	Guns (88-mm, AA (Germai
	TM E9-369A

n))
	
	TM 9-1374





TM 9-2300









	Guns (90-mm)-Continum
	
	Guns (155-mm)-Continu




	Flarebacks
	TB ORD 371
	TM 9-345

M1917A1



	M3A1
	MWO ORD C69-W2
	TM 9-1345



	
	MWO ORD C69-W3
	TM 9-345

M1918



	
	TB ORD 428
	TM 9-345

M1918M1



	
	TM 9-374
	TM 9-1345



	
	TM 9-1374
	T80

MWO

ORD D49-W1



	Flarebacks
	TB ORD 371
	T97

LO 9-7212



	M3A2
	TM 9-1374
	MWO ORD Gl-W38



	M41
	MWO ORD D58-W1
	TM 9-2800-1



	
	MWO ORD D58-W2
	TM 9-7205-2



	
	TM 9-3031
	TM 9-7212



	
	MWO ORD G254-Wl
	Guns (280-mm)



	
	TM 9-3031
	T131

LO 9-338-1



	T8
	TB ORD 336
	MWO ORD D57-W1



	
	TM 9-375
	MWO ORD D57-W2



	
	TM 9-2300
	TM 9-338-1



	T48
	MWO ORD O254-Wl
	TM 9-3019



	T97
	MWO ORD Gi-W61
	TB ENG 150

Load classification



	
	TB 9-1718A-1
	Guns, Automatic



	T119E1
	MWO ORD D52-W1
	20-mm



	
	TM 9-1374AA
	M24

LO 9-2024



	T138
	MWO ORD D58-W2
	M24A1

LO 9-2024



	T139
	MWO ORD D58-W1
	Guns (cal .60)



	
	TM 9-718B
	TM 9-2310

M38 (130E4)



	
	TM 9-3031
	TM 9-2310

T130E3



	Guns (120-mm)
	
	Guns, Machine



	M1
	LO 9-380
	TB ORD 366

Rebuild standards



	
	MWO ORD D32-W1
	Guns, Machine (cal .30)



	
	MWO ORD D32-W2
	Accidents; malfunctions



	
	MWO ORD D32-W3
	TM 9-2210

Causes; safety precautions



	
	MWO ORD D32-Wll

TB 9-380-3
	TB 9-307-4

Adjustment of trigger



	
	TB 9-380-4
	Browning Models



	
	TB 9-380-5
	ORD A5-W16

MWO

M1917A1



	
	TB 9-380-7
	TB ORD 585

M1919A4



	
	TB ORD 429
	TB ORD 585

M1919A4E1



	
	TB ORD FEll
	TM 9-205

AN-M2



	
	TM 9-380
	TM 9-2005



	
	TM 9-1380
	TM 9-2200



	
	TM 9-2300
	LO 9-U6

M1917A1



	M1A1
	LO 9-380
	TM 9-2005



	
	TB 9-380-4
	TM 9-2200



	
	TB 9-380-5
	LO 9-U6

M1919A4



	
	TB 9-380-7
	MWO ORD A6-W14



	
	TB ORD 429
	TM 9-2200



	M1A2
	TB 9-380-5
	TM 9-2205



	
	TB 9-380-7
	MWO ORD A6-W14

M1919A4EI



	
	TB ORD 429
	TM 9-2005



	M1A3
	TM 9-380-7
	TM 9-2005

M1919A5



	Guns (155-mm)
	
	TM 9-2200



	M1
	MWO ORD D24-W19
	LO 9-U6

M1919A6



	
	MWO ORD D24-W21
	MWO ORD A6-W12



	MIAl
	MWO ORD D24-W19
	MWO ORD A6-W14



	
	MWO ORD D24-W21
	MWO ORD A6-WI5



	M2
	MWO ORD D24-W21
	SB9-79



	
	MWO ORD D24-W26
	TM 9-2200



	
	TB Ord 553
	TM 9-2205

TM 9-2012



	
	TB 9-350-7
	M37



	
	TB 9-350A-1
	TM 9-2013

M37



	
	TB 9-350B-1
	Guns, Machine (cal50)



	
	TM 9-1350
	Accidents; malfunctions



	
	TM 9-2300
	TM 9-2210

Causes; safety precautions



	
	TM 9-3040
	Browning Models



	M2A1
	MLWO ORD D24-W26
	LO 9-225

AN-M2



	
	TB ORD 553
	MWO ORD A38-Wll



	MI2
	TB ORD FE5
	TM 9-225



	M1917
	TM 9-345

TM 9-1345
	TM 9-2021














	Guns, Machine (cal50)-
	-Con.
	Hammers, Hand (see also Tools,
	




	Browning ModelsC
	ontinued
	hand).
	



	AN-M3
	LO 9-219

TM 9-219
	Maintenance; care

Hammers, Pile driving
	TM 9-867



	
	TM 9-2205
	McKiernan-Terry
	TM 5-9582



	M2
	LO 9-U7
	Vulcan Model
	



	
	LO 9-226
	1
	TM 5-9832



	
	MWO ORD A38-W12
	Hammers, Pneumatic
	



	
	MWO ORD A39-W13
	Barco Models
	



	
	MWO ORD A59-W2
	H-8
	TM 5-4091



	
	SB 9-92
	Body and fender straightening
	



	
	TB ORD FE49
	Cornwell Model H-100
	TM 9-9062-1



	
	TB ORD 264
	Ingersoll-Rand Models
	



	
	TM 9-226

TM 9-2021
	Hammers, Pneumatic chipping
	TM 9-9062-2



	
	TM 9-2300
	MasterPneumatic Tool Models
	



	Guns, Machine (cal60)
	
	4
	TM 9-9062-3



	T17E3
	TM 9-231
	Hammers, Riveting
	



	Guns, Machine (7.9-mm dual pur
	
	Boyer Models
	TB 5-4145-1



	pose)
	
	Chicago Pneumatic Models
	



	MG34 (German)
	TM E9-206A
	50
	TM 5-4144



	Guns, Subcaliber
	
	Ingersoll-Rand Models
	



	Interior type
	
	4A; 5A, B, C; 6A, B, C; 8A,
	



	1.457-in
	TM 9-2300
	B, C; 9A, B, O
	TM 5-4076



	37-mm
	TM 9-2300

TM 9-2300
	Hammers, Spike
	



	75-mm

Guns, Submachine (cal .45)
	
	Nordberg Models

AH
	LO 5-4252



	
	TB 9-1217-1
	
	TB 5-4252-1



	Accidents; malfunctions; causes;
	
	
	TM 5-4252



	safety precuations
	TM 9-2210
	Hand arms.

(See Small arms.)
	



	M3
	MWO ORD A58-W3
	Hand carts.

(See Carts, Hand.)
	



	
	TB ORD 415
	Hand crank kits
	



	
	TM 9-1217
	MG-589
	MWO SIG 11-1324-2



	
	TM 9-2200

MWO ORD A58-W3
	Hand drills.

(See Drills, Hand.)
	



	M3A1
	
	Hand grenades.

(See Grenades,
	



	
	TM 9-1217
	Hand.)
	



	
	TM 9-2200
	Hand

grinders.

Grinders,

(See
	



	Thompson Models
	TM 9-2205
	Hand.)
	



	M1, MIAl
	TM 9-215
	Hand tools.

(See Tools, Hand.)

Handbooks
	



	
	TM 9-2200
	British Army
	TM 30-410



	M1928A1
	TM 9-1215
	German Military Forces
	TM E30-451



	
	TM 9-2200
	Italian Military Forces
	TM 30-420



	Guns, Tank
	
	Japanese Military Forces
	TM E30-480



	Bore excavator equipped
	
	Lumber and allied products
	TM 38-305



	Cleaning; care
	TB ORD 469
	Medical Dept soldiers
	TM 8-220



	Guns, Used

Storage and issue
	SB 9-115
	Pontoon construction

Road construction
	TM 55-3715



	Guy kits
	
	Truck drivers
	TM 5-253

TM 55-505



	MK-99/U
	TM 11-5073
	U. S. S. R. Military Forces
	TM 30-430



	MK-101/U
	TM 11-5073
	Handicrafts
	TM 21-205



	MX-744/FR
	TM 11-2617
	Handsets
	



	MX-745/FR
	TM 11-2617
	H-22/U
	MWO SIG 24



	Guylines (See Slings and guylines.)
	
	H-23/U
	MWO SIG 25



	Gryo instruments
	
	H-33/PT
	MWO SIG 75



	Lubrication

H
	TM 1-5-1-11
	f-33A/PT
	TB SIG 555-4

MWO SIG 75



	Hague Convention
	
	H-33B/PT
	MWO SIG 75



	Provisions
	TM 27-251
	E-33C/PT
	MWO SIG 75



	Hainan
	
	
	TM 11-296



	Medical and sanitary data
	TB MED 118
	H-33D/PT
	MWO SIG 75



	Half-track cars.

(See Cars, Half
	
	
	TB SIG 265



	track.)
	
	H-33E/PT
	MWO SIG 133



	Hammers (artillery parts)

B8485: change in piece mark
	
	MTS-1
	TB SIG 265



	number
	TB ORD 251
	TS-9
	MWO SIG 11-704-1

MWO SIG 177



	Hammers, Forging (pneumatic)
	
	TS-10
	



	Chambersburg Models
	LO 5-9833

TB 5-9833-1
	Serviceability standards

TS-13
	SB-11-100-58

MWO SIG 24














	Handsets-Continued

TS-13-( )
	TM 11-2531
	Heaters-Continued

0-Con.

Perfection Stove series 460
	



	TS-13-B;-C;-E; -F
	MWO SIG 85
	
	TM 5-9742



	TS-15-A
	MWO SIG 25
	Vapor Heating

Corp.

Models
	



	TS-15-C
	MWO SIG 25
	A1-4901
	TM 5-9741



	Hangars, Airplane (portable)
	
	Heaters, Asphalt
	



	Steel
	
	Cleaver Brooks Models
	



	Erection procedure
	TM 5-9609
	DA-2
	LO 5-1014



	(See Boats, Harbor.)

Harbor boats.
	
	DS
	MWO ENG 1042-1

TM 5-1014



	Harbor crafts
	
	
	TM 5-1042



	Operation
	TM 55-370

TM 55-320
	
	TM 5-1044



	Preventive maintenance

Harbor studies and surveys
	TM 5-360
	DS-2
	TB 5-1014-2



	Harbor tugs
	
	
	TB 5-1042-1



	Design 320
	TM 55-4000
	DS-3
	LO 5-1014



	Hard top closure kits.

(See Kits,
	
	
	MWO ENG 1014-1



	Hard top closure.)
	
	
	TB 5-1014-1



	Harnesses
	
	
	TB 5-1014-2



	Repair
	TM 10-268
	
	TM 5-1046

TB 5-1014-2



	Harrows, Disk
	
	DS-31
	TM 5-1078



	International Harvester Models
	
	
	



	DYRR SO-49
	TM 5-1082
	William Bros Models

SG-41-T
	LO 5-1077



	Harrows, Peg tooth
	
	
	MWO ENG 1077-1



	McCormick

Deering

Models
	TM 5-1080
	
	TM 5-1077



	No. 2

Harrows, Spike tooth
	
	SG-45T
	LO 5-1079



	International Harvester Models
	
	
	TB 5-1079-1



	2
	TB 5-1080-1
	
	TM 5-1079



	Hatchets
	
	Heaters, Crew compartment
	



	Maintenance; care
	TM 9-867
	South Wind Models
	



	Headlights
	
	f-R

978M, 978M-C, 978M
	TM 9-8862



	Plastic sealed beam
	
	Heaters, Power plant
	TB ORD 598



	Distortion prevention
	TB

ORD 544
	Interim wheeled vehicles
	



	Headset microphone assemblies
	MWO SI
	Heaters, Space

Inspection; maintenance
	TM 5-647



	AN/URA-1
	IG 11-600-7

T

?B SIG 155
	Installation; maintenanc

o
	TM 5-646



	Headsets
	
	
	



	H-16/U
	T

B 01G 109
	Heaters, Tent

250,000 Btu
	LO 10-730



	Elimination of health hazards
	SB 11-166
	Herman Nelson Models
	



	HS-30
	MWO SI1

1 11-1122-2
	GT-3077
	TM 10-730



	HS-30-(*)
	MV

VO SIG 54
	GT-3000-20
	LO 10-1621



	HS-30A through H; I through
	
	
	TM 10-1621



	O; R; U
	MWO SIG 21
	Installation of ventilatin

g fan
	



	Health hazards
	TB MED 35
	
	MWO 10-730-1



	Industrial solvents
	
	Silent Glow Model
	TM 10-730



	Hearses

Cadillac Models 4876
	TM 9-2800-1
	Heaters, Water
	



	Chrysler Models C38
	TM 9-2800-1
	Electric
	



	Heat
	
	Operation; maintens

ance
	TM 5-680A



	Adverse effects
	
	Inspection; maintenance
	TM 5-649



	Prevention; treatment
	TB MED 175
	Littleford Models
	



	Heat indicators
	
	5-C
	TM 5-1152



	Reclamation
	TB 9-2830-62
	Portable

M1
	TM 3-228



	Heaters
	TM 5-9140
	
	



	Evans Models 203435
	
	Heating
	TB 5-283-4



	Hunter Models
	LO 5-9170
	Principles

Terminology
	TM 5-704



	UH-3
	TB 5-9170-1
	
	



	
	TM 5-9170
	(E

See Boil

Heating system boilers.
	



	UH-3D
	LO 5-9171
	ers, Heating system.)
	



	
	TB 5-9171-1
	Heating systems
	TM 5-644



	
	TM 5-9171
	Automatic controls
	



	UH-58-SC-1
	LO 5-9163
	Diagrams

Reading
	TM 5-704



	
	TB 5-9163-1
	Dry Air
	TM 5-745



	Immersion type
	TM 10-702
	uals

Operation training man
	TM 5-645



	Miller Models
	TB 11-2525-1

TM 11-2525
	Heating systems, Coal fired
	



	Perfection Stove series 460
	LO 5-9742
	Inspection; maintenance

e
	TM 5-647



	
	TB 5-9742-1
	Installation; maintenan

.ce
	TM 5-646












	Heating systems, Electric
	Helicopters-Continued




	Cooley Models
	H-1EContinued



	TM 5-9725

MH-3
	Installation

of jettisonable



	Heating systems, Gas fired
	TM 1-1H-13-504

doors and door stops



	Construction; installation; main

TM 5-652
	Installation of power train

quick



	tenance

TM 6-653

Inspection; maintenance
	change

assembly

and/or engine quick change



	TM 5-646

Installation; maintenance
	built-up kit

TM 1-1H-13-207



	Heating systems, Hot water
	Installation of throttle con



	Construction; installation; main
	trol lever nut and space



	TM 5-652

tenance
	TM 1-1H-13-501



	TM 5-645

Inspection; maintenance
	Modification of fore and aft



	TM 5-653
	cyclic control assembly



	TM 5-644

Types
	TM 1-1H-13E-202



	Heating systems, Oil-fired

TB 5-4030-1

Ingersoll-Rand Models 27-F
	H-13G

Installation of power train



	TM 5-4030
	quick

change

assembly



	TM 5-646

Installation; maintenance
	and/orengine quick change



	Heating systems, Steam
	built-up kit

TM 1-1H-13-207



	Construction; installation; main
	11-19



	TM 5-652

tenance
	Inspection of main rotor ser



	TM 5-645

Inspection; maintenance
	TM 1-1H-19-208

vo control brackets



	TM 5-653
	H-19A



	TM 5-644

Types

Heating systems, Warm-air
	Change of servo support as



	TM 5-643

Inspection
	TM 1-1H-19-206

sembly

Installation of cap assembly



	TM 5-642

Installation; maintenance
	free wheel unit

TM 1-1H-19-223



	Heel slides, Inboard
	Installation of fuel quantity



	Hellcopters,H-25A
	indicating system test



	TM 1

Modification

-1H-25A-207
	TM 1-1H-19-204

switches



	Height Finder Elements
	Installation of shock mount



	TM 9-9612

Electric tester
	TM 1-1H-19-209

for generator



	Height finders
	Modification

of clutch as



	Desiccation and charging

TM 9-1622

M1
	TM 1-1H-19-61

sembly

of tail cones

Modification



	TM 9-1623
	TM 1-119-218



	TM 9-1623

M1Al
	Preflight

inspection

work



	TM 9-624

M2
	TM 1-1H-19A-6PR

sheets



	TM 9-1624

Helicopters
	Reinforcement of transmis



	H-13
	sion oil

support

cooler



	Inspection and replacement
	TM 1-1H-19-246



	of engine mount assembly

TM 1-1H-13-210
	Replacement of main trans

mission attachment bolts,



	Installation

jet in

of

oil
	TM 1-1H-19-219

lower housing



	TM 1-1H-13-208

crankshaft
	Replacement

ring

of

as



	Tail

rotor

pitch

control
	sembly in free

wheeling



	links

TM 1-1H-13-507
	unit

TM 1-lH-19-62



	1-13B
	Replacement of shaft in low



	tail

Inspection

rotor

of
	er housing main transmis



	drive shaft splined coup

TM 1-1H-13-511

lings
	TM 1-1H-19-67

sion

of tail rotor

Replacement



	H-13C
	TM 1-lH-19-214

pylon assembly



	Inspection of tail rotor drive
	of J-2

Revision

compass



	shaft splined couplings
	wiring

TM 1-1H-19-213



	TM 1-1H-13-511
	:-19B



	H-13D
	Change of servo support as



	Inspection of tail rotor drive
	TM 1-1H-19-206

sembly



	shaft splined couplings

TM 1-1H-13-511
	Installation of fuel quantity

indicating

system



	Installation

of jettisonable
	test

TM 1-111-19-204

switches



	TM 1-1H-13-504

doors and door stops
	Installation of shock mount



	Installation of throttle con
	TM 1-11-19-209

for generator



	trol lever nut and spacer
	Maintenance instructions



	TM 1-1H-13-501
	TM 1-1H-19B-2



	H-13E
	Modification of tail cones



	Flat type oil cooler

TM 1-1H-13E-201

Inspection of tail rotor drive
	TM 1-IH-19-218



	shaft splined couplings
	Reinforcement of transmis

sion oil cooler support



	TM 1-1H-13-511
	TM 1-1H-19-246












	Helicopters-Continued
	Helicopters-Continued




	H-19BContinued
	H-21A-Continued



	Replacement of main trans.
	Replacement of engine door



	mission attachment bolts,
	latch hinge pin retainers



	TM 1-1H-19-219

lower housing
	TM 1-111-21-505



	Revision of J-2 compass wir

TM 1-111-19-213

ing
	Restriction on use of collec



	
	tive pitch bungee moment

TM 1-1H-21-506

adjustments



	H-19C
	H-21B



	Change of servo support as

TM 1-1H-19-206

sembly
	Inspection of engine drive



	Installation of cap assembly
	TM 1-1H-21-202

shafts



	TM 1-1H-19-223

free wheel unit
	H-210



	Installation of fuel quantity
	Inspection of engine drive



	indicating

system

test
	TM 1-11-21-202

shafts



	TM 1-11-19-204

switches
	Modification of searchlight



	Installation of shock mount
	wiring installation

TM 1-1H-21-204



	TM 1-1H-19-209

for generator
	Replacement of engine door

latch hinge pin retainers



	Microphone selector switch
	TM 1-1H-21-505



	MWO SIG 136

es

Modification of clutch as
	Restriction on use of collec



	TM 1-111-19-61

sembly
	tive pitch bungee moment



	Modification of control boxes
	TM 1-1H1-21-506

adjustments



	MWO SIG 137
	E-25A



	Modification of tail cones
	Fabrication and installation



	TM 1-1H-19-218
	of oil shield for aft trans



	Reinforcement of transmis
	mission

clutch

actuator



	sion oil cooler support
	TM 1-1H-25A-505



	TM 1-1H1-19-246
	Inspection

of lower flight

tube

control

push-pull



	Replacement of main trans

mission attachment bolts,
	TM 1-1H-25A-509

rod end



	TM 1-111-19-219

lower housing
	Installation of air entrances



	Replacement

ring

of

as
	and protective covers



	sembly in free wheeling
	TM 1-1H-25A-210



	unit

TM 1-111-19-62
	Installation of safety screws



	Replacement of shaft in lower
	TM 1-111-25A-213

in engine cowl panel



	housing main transmission
	Modification of aft transmis

sion clutch sub-assembly



	TM 1-11:-19-67
	TM 1-1H-25A-504



	Replacement

of tail rotor

TM 1-11H-19-214

pylon assembly
	Modification

carburetor

of



	Revision of J-2 compass wir
	air temperature bulb wir



	TM 1-111-19-213

ing
	TM 1-1H-25A-202

ing-installation



	1'-19D

MWO SIG 139
	instrument

Relocation

of



	Change of servo support as
	lighting ground wire



	TM 1-111-19-206

sembly
	TM 1-1H-25A-221



	Installation of fuel quantity
	Safetying of engine control

rod quick-disconnects



	test

indicating

system
	TM 1-1H-25A-203



	TM 1-111H-19-204

switches
	H-25D



	Installation of shock mount

TM 1-111-19-209

for generator
	Modification of control box



	Maintenance instructions
	MWO SIG 137

es



	TM 1-1H-19B-2
	Sikorsky Models H19B; H1-19D



	Modification of control boxes
	TM 1-1H-19B-10

Build-up instructions



	MWO SIG 137
	Parts list, illus

TM 1-111-19B-4

Y11-13



	Modification of tail cones
	Inspection and replacement



	TM 1-111-9-218
	of engine mount assembly



	Reinforcement

of transmis

sion oil cooler support
	TM 1-11-13-210



	TM 1-111-19-246
	YH-19



	Revision of J-2 compass wir
	Installation of bearing liner



	TM 1-11-19-213

ing
	in main transmission oil



	IH-21
	TM 1-111-19-210

cooler fan housing



	Inspection of engine

drive
	Installation of cap assembly

TM 1-1H-19-223

free wheel unit



	TM 1-111-21-202

shafts
	Installation of shock mount



	H-21A
	TM 1-111-19-209

for generator



	Inspection of engine

drive
	of clutch as

Modification



	TM 1-111-21-202

shafts
	TM 1-111-19-61

sembly



	Modification of searchlight
	Modification of tail cones



	TM 1-111-21-204

wiring installation
	TM 1-111-19-218














	Howitzers (8-inch)-Continued
	
	Howitzers (I55-mm)-Continued
	MWO ORD C39-W15



	M2
	TM 9-2300
	M1
	TB ORD 553



	
	TM 9-3054
	
	TB ORD 590



	M2A1
	MWO ORD D29-W20
	
	TB 9-331A-1



	
	TB ORD 553
	
	TB 9-331B-1



	T89
	MWO ORD D49-Wl

TB ORD 553
	
	TM 9-331A



	
	
	
	TM 9-331B



	T108
	LO 9-7220
	
	TM 0-2300



	
	MWO ORD G1-W38
	
	TM 9-3043



	
	MWO ORD G1-W61

TM 9-2800-1
	M1Al
	MWO ORD C39-W15



	
	TM 9-7205-2
	
	TB ORD 553



	
	
	M44 (T194)
	LO 9-7004



	Howitzers (75-mm)
	TM 9-320
	
	MWO ORD G1-W56



	M1

M1A1
	TM 9-320
	
	MWO ORD G1-W60



	
	TM 9-321
	
	TB 9-7205-2-2



	M2
	TM 9-318
	M45 (T186E1)
	TB ORD 553



	M3
	TM 9-318
	
	TB ORD 590



	
	TM 9-2300
	M1917A1
	TM 9-330



	
	TM 9-3049
	
	TM 9-1330



	M8
	MWO ORD C20-W31
	M1917A2
	TM 9-330



	Howitzers (75-mm), Pack
	
	
	TM 9-1330



	MlAI
	LO 9-319
	M1918
	TM 9-330



	
	MWO ORD C20-W26
	
	TM 9-1330



	
	TM 9-319
	T99E1
	TM 9-2800-1



	
	TM 9-2300
	T194
	LO 9-7004



	
	TM 9-3051
	
	MWO ORD Gl-W40



	Howitzers (105-mm)
	
	
	MWO ORD 01-W41



	Aerial delivery
	TB 10-560-1
	
	MWO ORD G1-W42



	M2
	MWO ORD F197-W3
	
	MWO ORD G1-W47



	M2A1
	LO 9-325
	
	TB ORD 509

TM 9-7004



	
	MWO ORD C21-W17
	
	



	
	MWO ORD C21-W21
	Howitzers (240-mm)
	LO 9-336



	
	MWO ORD F197-W3
	M1
	MWO ORD D31-W38



	
	MWO ORD J3-WI
	
	TB 0-1341A-FE1



	
	TB 9-325-8
	
	TB ORD FE47



	
	TM 9-325
	M1
	TB ORD 553



	
	TM 9-2300

TM 9-3007
	
	TM 9-341



	
	
	
	TM 9-1341A



	Tube failures
	TB 9-1860-3

TM 9-1326
	
	TM 9-2300



	M3
	MWO ORD C63-WI
	Hub adjusting nuts
	



	M4
	MWO ORD C63-W2
	
	TB 9-2830-26



	
	MWO ORD J3-W1
	Reclamation
	



	
	TM 9-324
	Hubs, Wheel
	



	
	TM 9-1324
	Reclamation
	TB 9-2830-87



	
	TM 9-2300
	ventilating

Hull
	(See

blowers.



	M4A3E2
	TB ORD 95
	Blowers, Hull ventilating.)
	



	T96E1
	TM 9-324A
	Hulls
	



	
	TM 9-1324AA
	Armored car T17EI
	TM 9-1741C



	T98E1
	LO 9-7204
	Car
	



	
	MWO ORD G1-W40
	M8
	TM 9-1743



	
	MWO ORD G1-W42
	M20
	TM 9-1743



	
	MWO ORD G1-W47
	Cargo carrier M28 (T15)
	TM 9-1893B



	
	MWO ORD G1-W56
	Carriage, gun motor
	



	
	TB ORD 509
	M10
	TM 9-1750L

TM 9-1750L



	
	TB 9-7205-2-1
	M10A1
	TM 9-1747



	
	TB 9-2853-9
	M40
	TM 9-1755B



	
	TM 9-717A
	76-mm

Carriage, howitzer motor
	



	
	TM 9-2800-1
	
	TM 9-1747



	
	TM 9-7205-1
	M43
	



	
	TM 9-7205-2
	Tanks, light
	



	T194
	TM 9-7205-2
	M3
	TM 9-1726B



	1936 (German)
	TM E9-325A
	M5
	TM 9-17270



	Howitzers (155-mm)
	
	MSA1
	TM 9-1727G



	M1l
	LO 9-331
	T9E1
	TM 9-1724B



	
	MWO ORD C39-W9
	Tank, medium
	



	
	MWO ORD C39-W10
	M4
	TM 9-1750K














	Humidity elements
	
	
	




	
	
	Ice plants
	



	ML-418/AMT-4
	SB 11-140
	Frick Models
	



	Hungarian language

Guides
	TM 30-616
	AU

ISDQW
	TM 5-9090



	Phrase book
	TM 30-616
	W
	TM 5-9088

TM 5-9106



	Hungary
	
	Inspection; maintenance
	TM 5-673



	Medical and sanitary data
	TB MED 140
	Operation
	TM 5-670



	Hunting permits
	TM 19-250
	Reco Models
	



	Huts, Arctic
	
	G-2000-S50D
	TB 5-9095-1



	Prefabricated
	
	Victor Model
	TB 5-9244-1



	Mark 3, standardization
	TB 34-9-43
	York Flakice Models
	



	Hydraulic fluids
	
	DER-12A
	LO 5-90193



	List used by Dept of the Army

Hydraulic jacks.

(See Jacks, Hy
	SB 38-5-3
	
	TB 5-9193-1

TM 5-9193



	draulic.)
	
	York

Ice

Machinery

Corp
	



	Hydraulic

presses.

(See

Presses,
	
	Models
	



	Hydraulic.)
	
	V-50
	TB 5-9086-1



	Hydraulic systems
	
	
	TM 5-9086



	Gun-lifting trucks
	TM 9-8007-2
	V-50-V
	TB 5-9086-2



	Hydrogen compressors.

(See Com
	
	York Models
	TB 5-9195-1



	pressors, Hydrogen.)
	
	A-354771
	LO 5-9195



	Hydrogen generator sets.

(See Gen

erator sets, Hydrogen.)
	
	DER-10

Maintenance manual; part
	TB 5-9189-1

s



	Hydrogen generators.

(See Gener
	
	catalog
	TM 5-9194



	ators, Hydrogen.)
	
	Icelandic language
	



	Hydrometers
	
	Guide
	TM 30-313



	Maintenance; care
	TM 9-867
	Identification equipment
	



	Hydroponics
	TM 20-500
	Folmer-Graflex unit
	LO 11-403



	Hygiene
	
	PH-385
	LO 11-403



	Oral
	TM 8-225
	
	TM 11-403



	Hygrometer systems, Electric

Method of inspection
	SB 5-62
	PH-385A
	LO 11-403



	Hypochlorination units
	
	PH-385B

PH-3850
	LO 11-403

LO 11-403



	Wallace & Tiernan Models
	
	PH-385D
	LO 11-403



	A-506
	TM 5-2032
	PH-385E
	TM 11-403A



	
	
	Identification sets
	



	I
	
	AN/TFQ-1
	TM 11-2340



	Ice cream mix
	
	AN/TFQ-1A
	TM 11-2340



	Dry or paste

Reconstitution and freezinj
	TB QM 54

g
	AN/TFQ-1B
	TM 11-2340A



	
	
	AN/TFQ-3
	TM 11-2367



	Ice cream plants
	
	Idler flanges
	



	Emory Thompson Models
	
	Reclamation
	TB 9-2830-92



	
	TM 10-1706

TM 10-1707
	Idler wheels

D37916, reclamation
	TB 9-2830-50



	603
	LO 10-1709
	Igniter fuzes.

(See Fuzes, Igniter.)
	



	
	TM 10-1709
	Igniters
	



	Tekni-craft-Taylor Models
	
	Chemical bombs
	



	10-QM
	TM 10-1707A
	Characteristics
	TM 3-400



	(Se

Ice

cream storage

cabinets.
	ee
	French types
	



	Cabinets, Storage (ice cream).)
	
	Designations; descriptions
	TM 9-198-6



	Ice creepers

M-1950
	
	German types

Designations; descriptions
	



	Standardization
	TB 34-9-56
	Italian types
	TM 9-1985-2



	Ice makers
	
	Designations; descriptions
	TM 9-1985-6



	Carrier Models
	
	Japanese types
	



	7K4
	TM 5-9244
	Designations; descriptions
	TM 9-1985-4



	Ice making machines
	
	Ignition cartridges
	



	Ajax Iceman Models
	
	Artillery ammunition
	TM 9-1901



	A5A-2

A5A-4
	TM 5-9161

LO 5-9161
	Ignition systems
	



	
	TB 5-9161-1
	Tanks, light M3

Illuminating

shells.

(See

Shells,
	TM 9-1726A



	
	TM 5-9161
	Illuminating.)
	



	Liquid Freeze Models
	
	Immersion foot
	



	SC-250
	LO 5-9165
	Prevention;

symptoms;

treat
	



	
	TB 5-9165-1
	ment
	TB MED 81



	
	TM 5-9165
	Immunizations
	



	Ice making units

Reco Models
	
	Procedures

Implements.

(See Tools and Im
	TB MED 114



	G 2 000-S 50D
	LO 5-9095
	plements.)
	












	Impression outfits
	Indicators, Radio frequency




	Maintenance

TM 9-1860
	TM 11-1255

TS-446/U



	Incendiaries
	Indicators, Radio modulation



	Field behavior

TM 3-240
	TM 11-5060

ID-176/GX



	Incendiaries, Equipment destroying
	Indicators, Tachometers



	M2A1

E
	Kollsman Models

TM 1-5E6-2-9-3 & 4



	Requisitioning and issue

SB 725-1300-1

Incendiaries, Safe destroying
	E-17A

TM 1-5E6-2-18-13

Model 8DJ13AA-S33



	MlAl
	Indicators, Temperature



	Requisitioning and issue

SB 725-1300-1
	AF types



	Incendiary fuels

TM 3-366
	TM 1-5E6-3-7-14

G-7, G-8, B-17, HI



	Incendiary

bomb

clusters.

(See
	TM 1-05-40D-21

Indicators, Thermocouple



	Clusters, Incendiary bomb.)
	Indicators, Thermometer



	TM 5-634

Incinerators
	Army types



	Indexes
	TM 1-5E6-3-2-21

AN 5790-6



	Federal supplies classes

SB 708-402
	TM 1-5E6-3-2-21

AN 5790T6A

TM 1-5E6-3-2-21

AN 5795-6



	Federal supply classification

SB 708-403

SB 10-500

Purchase notice agreements
	TM 1-5E6-3-2-21

AN 5795T6A



	Supply cataloging
	Indicators, Turn and bank



	Federal item identification
	Eclipse Pioneer Models



	SB 708-301

guide
	TM 1-5F8-4-2-11

A-8



	India
	TM 1-5F8-4-2-11

A-11



	Medical and sanitary data T

'B MED 174
	TM 1-5F8-4-2-11

A-12



	Indicator kits, Bearing
	Indicators, Wheel alinement



	SIG 11-243-4

MWO

MC-551
	TM 9-834

Wilco Products Co.

Industrial solvents.

(See Solvents,



	Indicator units

LO 11-1466-4

ID-105/MPG-1
	Industrial.)



	MWO S

SIG 11-2443-1

ID-373/GMQ-11
	(See Diseases,

Infectious diseases.



	Indicators
	Infectious.)



	LO 11-1424-1

BC-1088-A
	Information-Education officer



	LO 11-1424-1

B C-1088-B
	TM 28-210

Duties



	General Electric Models

TM 1-05-5-11
	Input consolidation systems



	TM 11-424

ML-117
	TB SIG 240

Installation, operation



	TM 11-424

ML-117-A

TM 11-424
	Insect control

TM 5-632

Materials and methods



	ML-117-B

Indicators, Bearing
	(See Sprayers, In

Insect sprayers.



	MWO

SIG 11-243-2

BC-1159-A
	sect.)



	TM 11-4063
	Inspection kits



	TB SIG 146

Maintenance
	Metals and finishes



	Indicators, Canister resistance
	TB SIG 234

MK-97/U



	TB 3-205-17

E8R4
	Inspection railway cars.

(See Rail



	Indicators, Directional
	way cars, Inspection.)



	Sperry Gyroscope Co.

*M 1-05-20-10

AN5735
	Inspections

TM 9-1904

Ammunition



	02 T

I 1-5F8-5-4-1

Types C-1; C-5C
	TM 55-270

Locomotives; locomotive cranes



	Indicators, Electric tachometer

T.
	TM 55-285

Rolling stock



	Kollsman Models

M 1-05-5E-16

TN
	indicating

Repaired

electrical



	TM

I 1-5E5-3-2-1
	TB SIG 24

instruments



	Indicators, Eyepiece leakage
	TM 9-2810

Tactical motor vehicles



	E5

TB 3-205-16
	Installations, Fixed



	Indicators, Horizon

Company

Sperry
	Sanitary control of water sup

TB MED 229

plies



	Gyroscope

Models
	Instrument

lights.

Lights,

(See



	TM 1-05-20-9

AN5736
	Instrument.)



	Indicators, Liquid level
	Instrument panels, Aircraft



	Company

King

Engineering
	L-17 series aircraft



	TM 55-3774

Models
	Reinforcement to firewall



	Indicators, Mechanical telegraph
	TM 1-1L-17-201



	Harper Models
	Instrument repairman

TM 9-2602

Instruction guide



	TB 55-3755-1

120-28
	Instruments



	Indicators, Panoramic

TM 11-5086

IP-173/U
	Angle of site



	Indicators, Powder temperature
	TM 9-1525

M1917



	TM 9-575

M13
	Ordnance motor vehicles



	TM 9-2300
	TB ORD 479

Standardization



	TM 9-575

M15
	TM 9-1727F

Tanks, light M5, M5AI



	TM 9-2300

Indicators, Pressure
	Instruments, Binaurial training

TM 9-1662

M1



	TM 1-5P3-4-11-3 & 4

Kollsman Models
	TM 9-1662

M2














	Instruments, Flank spotting
	
	Interrogator sets-Continued
	




	M1
	TM 9-1610
	AN/TPX-20
	MWO SIG 125



	Instruments, Observation, AA

Ml (Battery commanders)
	
	Maintenance information
	



	
	TM 5-975

TM 9-1665
	AN/TPX-19 through 23
	TB SIG 239-18

MWO SIG 125



	
	TM 9-2300
	
	MWO SIG 151



	M3
	I

TM 9-2300
	AN/TPX-21
	



	Instruments, Spotting
	i
	Maintenance information
	



	M2
	TM 9-575

TM 9-2300
	AN/TPX-22
	TB SIG 239-19

MWO SIG 125



	Insulation

testers.

Testers,

(See

Insulation.)
	
	Maintenance information
	



	Insulators
	TM 5-680C
	AN/TPX23
	TB SIG 239-20

MWO SIG 125



	Intelligence
	
	
	MWO SIG 155



	Corps area
	I

TM 30-220
	Inteirupters
	



	Post, camp and station (ZI)

Intercommunicating stations
	TM 30-230
	PE-248
	MWO SIG 11-340-3



	LS-124/FI through LS-130/FI
	TM 11-2572
	PE-250

Installation; adjustment;
	



	LS-124A/FI
	TB 11-2572-1
	maintenance
	TB SIG 203



	LS-124B/FI
	TM 11-2572A
	Interviews
	



	LS-124C/FI
	TM 11-2572A
	Techniques
	TB PMG 15



	LS-128A/FI

Rauland Electric Models
	TM 11-2572A
	Invalid chairs.

(See Chairs, Inva
	



	2412M
	TB 11-2572-1
	lid.)

Inverters
	



	Webster Electric Models
	
	Acme MFM
	TM 11-2644



	5A45
	TM 11-2572
	Vibrator type (12 volt de to 110
	



	5A45B
	TM 11-2572
	volt ac)
	TM 11-2519



	212AM-3
	TM 11-2572
	Wincharger Models
	



	212M

224AM-3
	TM 11-2572

TM 11-2572
	AN3186-1

Inverters, Ringing
	TM 1-8(37-7-4-3



	224AM-3-9
	TM 11-2572
	TA-46/FT
	TM 11-2051



	224M
	TM 11-2572
	TA-46A/FT
	TM 11-2501



	224M-9
	TM 11-2572
	Ireland.

Eire.)

See
	



	Intercommunication sets
	
	Irkutsk Oblast
	



	AN/UIC-1

PA-8
	TM 11-2643
	Medical and sanitary data
	TB MED 209



	Interior

painting.

Painting,

(See
	TM 11-2564
	Iron wrought products

Manufacturing practices
	TM 38-306



	Interior.)
	
	Italian language
	



	International Atomic weights.
	(See
	Guide
	TM 30-303



	Atomic weights, International.)
	
	Phrase book
	TM 30-603



	International Morse code
	
	Italian

materiel.

Materiel,

(See
	



	Instructions

Interphone

amplifiers.

(See
	TM 11-459

Am
	Italian.)

Italian Military Forces
	



	plifiers, Interphone.)
	
	Handbook
	TM 30-420



	Interphone control boxes
	
	Italian Somaliland
	



	BC-606-A, through G

C-663/VIA-1
	MWO SIG 11-600-8

TB 9-718A-6
	Medical and sanitary data

Italy
	TB MED 132



	Interphone equipments
	
	Medical and sanitary data
	TB MED 178



	Extension kit
	
	Military maps
	TM 5-248



	RC-298

RC-53
	TM 11-703

TM 11-700
	Mine warfare equipment

Items
	TM 5-223D



	Serviceability standards
	SB 11-100-69
	Recoverable
	SB 9-64



	RC-53-A
	TM 11-700
	Interviews
	



	Serviceability standards
	SB 11-100-69
	VD contact investigations
	



	RC-99
	TM 11-702
	Guide
	TB MED 243



	Serviceability standards

Interphone equipments (auxiliary)
	SB 11-100-38
	Ivory Coast

Medical and sanitary data
	TB MED 217



	AN/VIA-l
	MWO SIG 11-704-1

TM 11-704
	Izu Islands

Medical and sanitary data
	TB MED 83



	Interpupillometer
	
	
	



	M1
	TM 9-575
	J
	



	
	TM 9-2300
	
	



	Interrrogation

Techniques
	TB PMG 15
	Jackets, Shell
	



	Interrogator sets
	
	M1951

Jackets, Utility
	MWO QM 39



	AN/TPX-19
	MWO SIG 125
	Cotton, OG 107
	MWO QM 39



	Maintenance information
	
	Jackets, WAC
	



	
	TB SIG 239-17
	Shade 121
	MWO QM 26














	Jackets, Wool, OD
	
	K
	




	M50
	MWO QM 33
	Kamchatka
	



	Jacks, Antenna
	
	Medical and sanitary data
	TB MED 46



	J1

J2
	MW

O SIG 11-612-2

MW

O SIG 11-612-2
	Karafuto

Medical and sanitary data
	TB MED 219



	Jacks, Hydraulic
	TM 9-1834E
	Kazan Islands
	



	Jacks, Mud
	
	Medical and sanitary data
	TB MED 83



	Koehring Models
	
	Keratectomies
	



	50-2A
	LO 5-9776
	Indications and contraindica
	



	Jacks, Power

Nordberg Models
	
	tions

Keratoplasty
	TM MED 177



	BJ
	LO 5-4253
	Indications and contraindica
	



	
	TB 5-4253-1
	tions
	TB MED 177



	
	TM 5-4253
	Kettles
	



	Jacks, Radio frequency
	
	Gas-fired
	TM 5636



	ua-30/U
	TM 11-1221
	Steam-connected
	TM 5-636



	Jacks, Wheel
	
	Kettles, Asphalt
	



	General purpose vehicles

Japan
	TB ORD FE42
	750-gallon

Rosco Models
	TB 5-255-5



	Maps
	
	KO
	LO 5-1147



	Topographic
	TM 5-248
	
	TB 5-1147-1



	Medical and sanitary data
	TB MED 160
	
	TM 5-1147



	Japanese language
	
	Standard Steel Models
	



	Dictionaries
	TM 30-541
	ESMP
	TM 5-1155



	Dictionary of technical terms
	TM 30-482
	Kettles, Asphalt repair
	



	Glossaries
	TM 30-485
	Aeroil Models
	



	Guide

Phrase book
	TM 30-341

TM 30-641
	6-ZPSA
	LO 5-1153

TB 5-1153-1



	Readings

Chinese

for
	pla
	
	TM 5-1153



	names
	TM 30-486
	7-XSP
	MWO ENG 1157-1



	
	TM 30-487
	120/15 DVP
	LO 5-1145



	
	TM 30-488
	
	TB 5-1145-1



	Japanese B encephalitis
	
	
	TM 5-1145



	Diagnosis; treatment
	TB MED 181
	Littleford Models
	



	Japanese materiel.

Japanese.)
	(See Materiel,
	US-66
	LO 5-1158

TB 5-1154-3



	Japanese Military Forces
	
	
	TB 5-1156-2



	Handbooks
	TM E30-480
	
	TM 5-1156



	Japanese mine training aids
	
	US-84-HD-2
	TB 5-1167-1



	Set No. 2
	TB ENG 79
	84-HD-3
	LO 5-1154



	JATO
	
	
	LO 5-1158



	D4

D5
	TB 9-1950-2

TB 9-1950-2
	
	MWO ENG 1154-1

TB 5-1154-2



	TIOE1
	TB 9-1950-1
	
	TB 5-1154-3



	14DS-1,000
	
	
	TM 5-1154



	Mk 4, MOD 2
	TB-9-1955-1
	
	TM 5-1158



	Java
	
	Standard Steel Works Models
	



	Medical and sanitary data
	TB MED 102
	ESMP
	



	(See Trucks, Utility, Y4-ton

Jeeps.

4 x 4.)
	
	Keyer tubes
	



	Jet assisted takeoff.

(See
	JATO.)
	6C21
	MWO S

IG 11-1524-1



	Jig saws.

(See Saws, Jig.)
	
	Keyers
	



	Joint service agreement report
	
	KY-7/FRT
	TM 11-2669



	No. 2-55-4300
	TB 110-1
	KY-77/U
	TM 11-1092



	Jointers, Woodworking
	
	TG-10-A through D; F through
	TM 11-447



	Boice-Crane Models

1400
	LO 5-4563
	H;J

TG-34-A
	TM 11-443



	
	TB 5-4563-1
	Keying head drive
	



	
	TM 5-4563
	MX-439/U
	TM 11-377



	Joints, Universal
	
	Keying heads
	



	Armored Infantry vehicles
	TM 9-7419-1
	KY-14/U
	TM 11-377



	Junction boxes
	
	Keying oscillators.

(See Oscillators,
	



	J-65/VI

JB-40
	TM 11-2254

MWO SIG 11-2534-3
	Keying.)
	



	JB-71-A
	MWO SIG 11-1524-13
	Keys
	



	JB-71-B
	MWO SIG 11-1524-13
	J-45
	MWO SIG 18



	Jungles
	
	Khabarovsk Krai and Maritime
	



	Clothing, equipment, and
	ra
	Krai, USSR
	



	tions
	TB QM 13
	Medical and sanitary data
	TB MED 88














	Kitchen equipment
	
	Kits, Modification
	




	Bake ovens
	TM 10-1010
	MX-423/TPS-3
	TB 11-1540-6



	Deep fat fryers
	TM 10-1030
	MX-635/FMQ-1
	MWO SIG 11-2602-1



	Electric
	
	MX-636/FMQ-1
	MWO SIG 11-2403-3



	Operation; maintenance
	TM 5-680A
	MX-830/AMT
	MWO SIG 11-2430-1



	Griddles, electric and gas
	TM 10-1020
	MX-1056/MP
	MWO SIG 11-1524-25



	Inspection
	TM 5-637
	
	MWO SIG 11-1554-3



	Inspection; maintenance
	TM 5-640
	Radio gate circuit
	



	
	TM 5-641
	MC-581
	MWO SIG 11-1524-8



	Installation
	TM 5-283
	Radio sets
	



	
	TM 5-636
	SCR-543-A, B, C
	TB 11-625-3



	Maintenance
	TM 5-636
	RD-117/1U
	MWO SIG 11-2537-1



	
	TM 5-637
	RD-117A/U
	MWO SIG 11-2537-1



	Kitchen railway cars. (See Railway
	
	Kits, Personnel heater
	



	cars, Kitchen.)
	
	Installation
	TB 9-2855-2



	Kits
	
	
	TB 9-2855-5



	Aerial delivery
	
	
	TB 9-2855-11



	A-1
	M

WO 10-565-1
	
	TB 9-2855-12



	A-IA; A-2A; A-22

Maintenance
	
	
	TB 9-2855-13



	Extraction bar assemblies
	TB 10-598-1
	
	TB 9-2855-15



	
	M
	
	TB 9-2855-21



	M55 gun, type E-1
	WO 10-560-2

M

WO 10-561-1
	Tanks, medium, A1

Cargo carriers M29

o
	TB 9-2855-20

[46



	Azimuth-tracking
	
	Cargo trucks
	TB 9-2855-30



	No A-96-P1
	TM 11-1057
	
	TB 9-2855-8

TB 9-2855-18



	Canvas repair
	TM 10-633
	Dump trucks
	TB 9-2855-18



	Clevis and cotter pins
	
	Gun motor carriag
	TB 9-2855-27



	Replacement with bolt and
	
	High speed tractor
	TB 9-2855-33

rs



	nut
	M'

WO 10-597-1
	Personnel carriers
	TB 9-2855-27



	Fingerprinting
	
	Kits, Petroleum testing
	



	Use
	TM 10-632
	Standardization
	TB 34-9-50



	Food testing, screening
	
	Testing capabilities
	TM 10-1158



	ABC-M3
	TB CML 41
	Kits, Power plant heater
	



	Standardization
	TB 34-9-49
	Installation
	TB 9-2855-3



	Fuel
	
	
	TB 9-2855-14



	E2R1
	TB CW 21
	
	TB 9-2855-16



	Heavy drop
	
	
	TB 9-2855-22



	Repair
	TB 10-597-1
	Ambulance trucks
	TB 9-2855-6



	M55, type E-1
	M'

WO 10-561-1
	Cargo carrier
	TB 9-2855-31



	Radar, trial fire training
	
	Cargo trucks
	TB 9-2855-6



	PH-645/GP
	TM 11-1091
	
	TB 9-2855-19



	Tube socket adapter
	'i
	Command trucks
	TB 9-2855-6



	MX-949/U
	PB 11-2627-2
	Dump trucks

Gun motor carriages
	TB 9-2855-19



	Water testing; screening
	
	
	TB 9-2855-28

TB 9-2855-25



	AN-M2
	'1

PB CML 40
	Motor carriages
	



	Ml
	PB CML 40

tl

t
	Tanks, medium
	TB 9-2855-32



	M1A1
	TB CML 40
	M46

Tanks (vehicles)
	TB 9-2855-29



	Kits, Connecting and switching
	
	Telephone
	maintenance



	MX-155/GT
	TM 11-2546
	trucks
	TB 9-2855-6



	Kits, Crystal
	
	Tractors
	TB 9-2855-34



	CK-I( )/GR
	SB 11-88
	Kits, Processing
	



	Kits, Fuel filling (fiamethrowers)
	
	Photographic
	SB 11-192



	M10
	TO CML 17

MW
	Kits, Repair
	



	M1OA1
	TM 3-411
	Electrical connector
	



	Kits, Grease gun
	
	41-K-103-100
	q

TB 0-1825E-1



	Gray Models
	
	Kits, Safety cable release
	



	PK-100
	TM 5-9080
	Modification; installation
	0 10-1602H-1

MW



	Kits, Hard-top closure
	
	Kits, Service
	



	Installation
	TB 9-2855-7
	Chemical bombs

(AN-M78) E6
	



	
	TB 9-2855-10
	(AN-M79) E6
	TB CW 33



	Cargo carriers M290
	TB 9-2855-30
	M13
	TB CW 33



	Cargo trucks
	I

TB 9-2855-17
	Flame Thrower
	TM 3-400



	Tractors
	T

'B 9-2855-35
	M2-2
	M

WO CML 13



	Utility trucks M38
	TB 9-2855-4
	Kits, Soft top closure
	



	Kits, Maintenance
	
	Installation
	



	MK-40/FSM-3
	TM 11-2006
	GuCnn motor carriages
	TB 9-2855-27



	MX-842/GT
	TM 11-2138
	Personnel carriers
	TB 9-2855-27














	
	
	Kits, Winterization-Continued
	




	Kits, Starting Aid

M40
	TB ORD 390
	Tractor, crawler
	



	Kits, Trailer-lighting adapter
	
	Caterpillar Models
	



	6, 12, 24-volt
	MWO ENG 1999-3
	D-4
	TB ENG 93



	Kits, Training aids
	
	D-7
	TB ENG 94



	Bridge Models
	TM 5-260K
	D-8
	TB ENG 95



	
	TM 5-261K
	Welder
	



	
	TM 5-272K
	Hobart Model
	



	
	TM 5-277K
	GR-300S
	TB ENG 109



	Map reading
	TM 5-9990
	Knives
	TM 9-867



	Terrain Models
	TM 5-9991
	Maintenance; care

Rebuild standards
	TB ORD 366



	Kits, Transmitter-receiver
	modifi
	Korea
	



	cation
	TM 11-1563
	Clothing almanac
	SB 10-502



	MC-607

MC-607-A
	TM 11-1363
	Medical and sanitary data
	TB MED 208



	
	TM 11-1563
	Korean language
	



	Kits, Tube socket adapter
	
	Guide
	TM 30-342



	MX-949/U
	I

IWO SIG 140

Nl
	Phrase book
	TM 30-642



	Kits, Winterization
	
	KP (kitchen police)
	



	Air compressors
	
	Selection of personnel
	TM 10-402



	Ingersoll-Rand Models
	
	Kurile Islands
	



	6R50
	TB ENG 97
	Medical and sanitary data
	TB MED 24



	IK-315
	TB ENG 98
	
	



	Le Roi Models
	
	L
	



	105-GA
	TB ENG 107
	
	



	Cranes
	
	Labels, Decalcomania

Addition to modification kits
	SB 11-174



	Bucyrus-Erie Models
	
	
	



	22-B
	TB ENG 103
	Laboratories, Petroleum

Mobile
	LO 10-1160



	Harnischfeger Models
	TB ENG 104
	Laboratory darkrooms
	



	150-TC

Koehring Models
	
	AN/TFQ-7
	MWO SIG 11-2308-1



	304
	TB ENG 105
	Laboratory specimens (Medical)
	



	Quickway Models
	
	Collection; preparation for ship
	



	E
	TB ENG 102
	ment
	TB MED 237



	Thew Lorain Models
	
	Laboratory technicians, Dental
	



	MC-3
	TB ENG 101
	Techniques; procedures
	TM 8-226



	Engines
	
	Laboratory technicians, Medical
	



	Ford Models
	
	Operational methods
	TM 8-227



	2NY
	TB ENG 108
	Laboratory tests (clinical)
	TM 8-227



	Wisconsin Models
	
	Directions

Lacquer
	



	AEH
	TB ENG 110
	Characteristics; application
	TB ORD 552



	Generator set
	
	Laminating equipment
	



	Onan Models

W3M
	TB ENG 85
	PH-523ii0F
	



	
	
	
	TM 11-2369



	WC4-7.5S
	TB ENG 108
	Lamp equipments (photographic)
	



	Ready Power Models
	
	-207A; -208;

PH-62; -63; -207;

-209; -211; -216; -216A; -217;
	



	RD-6A
	TB ENG 100
	-218; -219; -251; -421; -422
	



	Generating units

M5
	TB 9-616-1
	Serviceability standards
	11-100-14

SB



	Lubricators
	
	Lamp equipments, Signal
	



	Stewart Warner Models
	
	EE-80
	LO 11-390



	2430
	TB ENG 110
	
	TM 11-390



	M10
	TB 9-616-1
	EE-80-A
	LO 11-390



	M12
	TB ORD 240
	
	TM 11-390



	M13
	TB ORD 240
	EE-84
	TM 11-391



	Sawmill
	
	SE-11
	TB 11-392-1

TM 11-392



	American Models
	
	
	



	R-1572
	TB ENG 99
	Lamps

Field operating
	TM 8-610



	Scraper
	
	FSC group 62
	



	Le Tourneau Models
	TB ENG 96
	Catalogidentificationguides
	SB 708-362



	Super C

Snow plows
	
	LM-54
	TM 11-1221



	Klaver Models
	
	
	TM 11-1253



	TU-3
	TB ENG 111
	
	TM 11-1255



	Tractor
	
	Oil-burning
	TB TO 5



	Case Model
	
	Therapeutic
	



	DI
	TB ENG 92
	Mercury arc
	TM 8-621



	International Models

TD-14
	TB ENG 112
	Lamps, Darkroom

PH-566/UF
	TM 11-404A














	Lamps, Photoflash
	
	Landing vehicles, Tracked-Con.
	



	Safety measures
	TB SIG 217
	Armored-Continued
	



	Lamps, Printing

Macbeth Arc Lamp Models
	
	Mk I LVT (A) (1)-Continued
	



	12B1-25
	TM 5-6046
	
	MWO ORD Gl-W30



	Lamps, Signal
	
	
	MWO ORD Gl-W33



	M-227
	TB 11-392-2
	
	MWO ORD G1-W34

TB 9-1775-1



	Land mines
	
	
	TB ORD 102



	Chemical
	TM 3-300
	
	TM 9-1775



	French types
	
	Mk II LVT (A) (2)
	MWO ORD Gl-W14



	Designations; descriptions
	
	
	MWO ORD G1-W28



	
	TM 9-1985-6
	
	MWO ORD Gl-W30



	German types
	
	
	MWO ORD G1-W33



	Designations; descriptions

Italian types
	TM 9-1985-2
	
	MWO ORD G01-W34



	Designations; descriptions
	TM 9-1985-6
	
	TB ORD 102



	Japanese type
	
	
	TB 9-1775-1

TM 9-1775



	Designations; descriptions
	TM 9-1985-4
	Mk III LVT (A) (3)
	LO 9-775-2



	Nonmetallic
	
	Mk IV LVT (A) (4)
	LO 9-775-2



	M14
	TB 9-1940-12
	
	MWO ORD G1-W14



	Practice
	TB 9-1940-11
	
	MWO ORD G1l-W28



	Types
	TM 9-1900
	
	MWO ORD G01-W30



	
	TM 9-1940
	
	MWO ORD Gl-W33



	Land navigation

Dead reckoning
	
	
	MWO ORD G1-W34



	Land odographs.

(See Odographs,
	TB ENG 90
	
	TB 9-1775-1



	Land.)
	
	
	TB ORD 102



	Land warfare
	
	
	TM 9-775

TM 9-2800-1



	Treaties governing
	TM 27-251
	Mk V LVT (A) (5)
	LO 9-775-3



	Written and unwritten rules
	
	
	TM 9-775



	ofconduct
	TM 8-220
	
	TM 9-2800-1



	Land-clearing equipment
	
	Unarmored
	



	Use
	TB ENG 55
	Mk II LVT (2)
	MWO ORD Gl-W14



	Landing boats.

(See Boats, Land

ing.)
	
	
	WMO ORD Gl-W28



	Landing craft (mechanized)
	
	
	MWO ORD G1-W30



	LCM-8000 through LCM-8430
	
	
	MWO ORD GI-W33



	Operation; maintenance
	TM 55-3203
	
	MWO ORD Gl-W34

TB 9-1775-1



	Landing crafts, Diesel
	
	
	TB ORD 102



	Design LCM3
	LO 55-U118
	Mk IV LVT (4)
	LO 9-775-1



	Design LCM6
	LO 55-U118
	
	MWO ORD G1-W14



	Landing fields
	
	
	MWO ORD Gl-W28



	Construction

Prefabricated

bituminous
	TM 5-252
	
	MWO ORD Gl-W30



	sur

facing (PBS)
	TB 5-255-4
	
	MWO ORD GI-W33



	Landing gear
	
	
	MWO ORD Gl-W34



	Cleveland Pneumatic Models
	
	
	TB 9-776-FE1

TB 9-1775-1



	Main

landing

gear

aerol
	
	
	TB ORD 102



	strut assembly
	TM 1-4S1-17-3
	
	TM 9-775



	Landing gear bulkhead assembly
	
	
	TM 9-1775



	L-19A series aircraft
	
	
	TM 9-2800-1



	Modification

Landing gear shock shoes
	TM 1-IL-19A-231
	Landing wheels
	



	L-20 series aircraft
	
	Goodyear Models
	TM 1-4W1-1-43



	Modification
	TM 1-1L-20-211
	
	TM 1-4W1-1-44



	Landing gear wheel wells
	
	Language disorders

Aphasic
	TB MED 155



	L-23A
	
	Language guides
	



	Modification
	TM 1-1L-23A-20
	Albanian
	TM 30-352



	YL-23
	
	Arabic, North African
	TM 30-321



	Modification
	TM 1-1L-23A-20
	Bulgarian
	TM 30-345



	Landing-mats
	
	Burmese
	TM 30-332



	Airplane
	
	Cantonese
	TM 30-334



	Steel and wood

Rehabilitation plant
	TB 5-255-1
	Chinese
	TM 30-333



	Landing vehicles, Tracked
	TB 5-255-6
	Danish

Dutch
	TM 30-311



	Armored
	
	French
	TM 30-307

TM 30-302



	Mk I LVT (A) (1)
	
	German
	TM 309-306



	
	MWO ORD G1-W14
	Greek
	TM 30-350



	
	MWO ORD G1-W28
	Hindustani
	TM 30-327














	Language guides-Continued
	
	Laundries, Mobile-Continued
	




	Hungarian
	TM 30-316
	Prosperity Models PLSD; LSD
	TM 10-1670



	Icelandic
	TM 30-313
	Troy Models
	



	Italian
	TM 30-303
	W-950-QM-3270
	TM 10-351



	Italian-English
	TM 30-703
	Laundries, Two trailer type (Mo
	



	Japanese
	TM 30-341
	bile)
	MWO QM 10-1680A-t



	Korean
	TM 30-342
	
	TM 10-1680



	Malay
	TM 30-339
	Extractor
	LO 10-1680-2



	Norwegian
	TM 30-310
	Generator
	LO 10-1680



	Persian

Portuguese
	TM 30-326

TM 30-301
	
	MWO 10-1680A-3



	Rumanian
	TM 30-349
	Tumbler trailer, PLMT-51A

Drying tumbler
	TM 10-1680A

LO 10-1680A-5



	Russian
	TM 30-344
	
	TM 10-1680A



	Serbo-Croatlan
	TM 30-346
	Engine; generator
	LO 10-1680A-6



	Spanish
	TM 30-300
	
	TM 10-1680A



	Swedish
	TM 30-312
	Trailer chassis
	LO 10-1680A-7



	Tagalog
	TM 30-340
	
	TM 10-1680A



	Thai (Siamese)
	TM 30-331
	Tumbler trailer, TLMT-51
	TM 10-1680A



	Turkish
	TM 30-318
	Drying tumbler
	LO 10-1680A-5



	Lanterns, Gasoline
	
	
	TM 10-1680A



	Leaded fuel
	TB QM 47
	Engine; generator
	LO 10-1680A-6



	Lapping machines
	
	
	TM 10-1680A



	TL-312/FSM-1

Larceny (government and personal
	TM 11-2685
	Trailer chassis
	LO 10-1680A-7



	property)
	
	
	TM 10-1680A

TM 10-1680A



	Control; prevention
	TB PMG19
	Washer trailer, PLMW-51A

Extractor
	LO 10-1680A-2



	Lathes
	
	
	TM 10-1680A



	10-inch
	
	Washer
	LO 10-1680A-1



	Brake drum reconditioning
	
	
	TM 10-1680A



	fixtures
	TB 9-1834A-FE1
	Water heater
	LO 10-1680A-3



	Lathes, Bench
	
	
	TM 10-1680



	Logan Models
	
	Water pump
	LO 10-1680A-4



	210S
	TM 5-4040
	
	TM 10-1680A



	South Bend Models
	
	Washer trailer, TLMW-51
	TM 10-1680A



	444-Z

Lathes, Brake drum
	TM 5-4154
	Extractor
	LO 10-1680A-2

TM 10-1680A



	Barrett Equipment Co. Models
	
	Trailer chassis
	LO 10-1680A-7



	B-21
	TM 9-9066-1
	Washer
	LO 10-1680A-1



	Van Norman Models
	
	
	TM 10-1680A



	303
	LO 5-4396
	Water heater
	LO 10-1680A-3



	
	TM 5-4396
	
	TM 10-1680A



	Lathes, engine
	
	Water pump
	LO 10-1680A-4



	Cincinnati Lathe and Tool Co.
	
	
	TM 10-1680A



	Models
	
	Water heater
	LO 10-1680-4



	Tray Top
	TM 9-9068-2
	Laundry plants
	



	Smith, Drum Models

SD1
	TM 5-4080
	Installation
	TM 5-283



	South Bend Models
	
	Laundry trailers
	



	8187-RN
	LO 5-4194
	Protection in freezing weather
	TB 10-351-3



	
	TM 5-4194
	Laundry trailers, Mobile
	



	Lathes, Gap
	
	Nos. 1 and 2
	MWO QM 10



	Seneca Falls Models
	
	Lawn mowers
	



	Star
	TM 5-4028
	Case Models
	



	Lathes, Woodworking
	
	D-57
	TB 5-9129-1



	Oliver Models
	
	D1-57
	TM 5-9129



	51-K
	LO 5-4336

TM 9-1834A
	VAI-5
	LO 5-9134

TB 5-9134-1



	Lathes and equipment

Launcher-loader, Guided missile
	
	
	TM 5-9134



	XM26

MWO
	ORD Y5-W1
	57
	LO 5-9116



	Rocket.

Rocket

Launchers,

(See
	
	
	TB 5-9116-1



	launchers.)
	
	
	TM 5-9116



	
	
	Devere Models
	



	Laundries, Fixed

Organization; operation; equip-
	
	31
	LO 5-4493



	'ment
	TM 10-354
	
	TB 5-4493-1



	
	
	
	TM 5-4493



	Laundries, Mobile

American Models ALSD
	TM 10-1670
	Moto-Mower Models
	



	Gramm Models
	
	Super-Detroit
	LO-5-4492



	SL-226
	TM 10-1613
	
	TB 5-4492-1














	Lawn mowers-Continued

Standard

Manufacturing
	
	Light plants
	



	Models
	Co.
	Kohler Models
	



	3
	TM 5-4490
	E

Lighting fixtures
	TM 5-97013



	Sterns Models
	
	FSC group 62
	



	624
	TM 5-4494
	Catalog identification guides
	SB 708-362



	630
	TM 5-4494
	Lighting system, Navigational
	



	Technical data
	TB 5-9720-20
	Aircraft, L-19A
	TM 1-L-19A-22;3



	Toro Models
	
	Lights, Aiming post
	



	Grassking
	TM 5-4491
	M14
	TM 9-575



	Lead azide
	
	
	TM 9-6015;



	Properties
	TM 9-2900
	Red and green filters
	SB 9-104:



	Leads, thermocouple
	TM 1-05-40D-21
	M41
	TM 9-575



	Leases, Real estate

Payment
	
	
	TM 9-6016



	Leather
	TM 14-504
	M43
	TM 9-571



	Hand sewing
	TM 10-268
	
	TM 9-6011,



	Restoration
	TM 10-268
	Lights, Instrument

M10
	TM 9-6017



	Leather belts.

(See Belts, Leather.)
	
	
	TB ORD 4



	Leather

gloves.

(See

Gloves,
	
	M19
	MWO ORD F205-W2



	Leather.)
	
	M30
	TM 9-6017'



	Leather goods
	
	M31
	MWO ORD F205-W2



	Repair procedures
	TM 10-268
	M32
	TM 9-6017



	Leather

straps.

Straps,

(See
	
	M33
	TM 9-6017



	Leather.)
	
	M34
	MWO ORD F205-W2



	Lens
	
	M35
	MWO ORD F205-W2



	Flashlight diffusing
	SB 11-146
	M36
	TM 9-6017



	PH-332
	TM 11-2348
	M390
	TM 9-6017



	Lens, Still picture camera
	
	M42
	TM 9-6017



	PII-350
	TM 11-2327
	M44
	TM 9-6017



	Leprosy

Diagnosis; treatment
	TB MED 205
	M45
	TM 9-6017



	Lesser Sunda Islands
	
	T22
	TM 9-6017



	Medical and sanitary data
	TB MED 75
	Limbers, Carriage

M2
	MWO ORD D24-W18



	Lethal

weapons.

Weapons,

(See
	
	
	MWO ORD D29-W13



	Lethal.)
	
	M3
	TM 9-345



	Lettering
	
	
	TM 9-1345



	Railroad equipment
	TM 55-289
	M6
	LO 9-335



	Levant States (Greater Syria)
	
	
	LO 9-350



	Medical and sanitary data
	TB MED 128
	
	MWO ORD D24-W23



	Leveling fixtures
	
	
	TB 9-350-7



	41-F-2994

Alteration
	TB ORD 373
	
	TM 9-793



	Levels
	
	
	TM 9-1350



	Maintenance; care
	TM 9-867
	M1917
	TM 9-345



	U. S. Military
	
	M1917A1
	TM 9-1345

TM 9-345



	No. 10-X
	TM 5-9414
	
	TM 9-1345



	Leavening agents
	
	M1918
	TM 9-345



	Inspection
	TM 10-210
	
	TM 9-1345



	Libraries
	
	M1918A1
	TM 9-345



	Special service
	TM 21-205
	
	TM 9-1345



	Lice
	
	Limiter

anplifiers.

(See
	Ampli

Fi



	Control
	TM 5-632
	fiers, Limiter.)
	



	Lids (pot)
	
	Line fault location
	



	Tea or coffee, individual

Issue
	SB 10-499
	Principles
	TM 11-757



	Lie detecting sets
	
	Line units

BE-77 through 77-C
	TM 11-359



	AN/USS-2
	TM 11-5535
	Liners, Helmet
	



	AN/USS-2A
	TM 11-5530
	M-1
	I

MWO QM 34



	AN/USS-2B
	II -a3a

[I'v
	Linking machines.

(See Machines,
	



	Lie detectors
	I

TB PMG 22
	Linking.)
	



	Life insurance.

(See U. S. Govern
	
	Liquid fuel distribution
	



	ment

Life

Insurance;

National
	
	Terminology
	TM 5-704



	Service Life Insurance.)
	
	
	



	Light equipment
	
	Liquid fuel systems
	



	Directory
	TM 11-4871
	Diagrams

Reading
	TM 5-704



	Light meters
	
	Lithographic
	



	V-mail
	TM 11-2313
	offset presses.

Presses, Lithographic offset.)
	(See














	plate

Lithographic

graining

Machines,

chines.

(See
	ma

Litho
	Loaders, Earth

Euclid Models
	



	graphic plate graining.)
	
	9-BV
	LO 5-9000



	Lithographic plates
	
	
	TB 5-9000-1



	Presensitized
	TB ENG 159
	
	TM-5-9000



	Lithographic whirlers
	
	Loaders. Snow
	



	Pitman Models
	
	Belt-type

Barber-Greene Models
	



	AW 101
	TM 5-6044
	38-D
	TM 5-1116



	Load

bearing

platforms.
	(See
	538-B
	LO 5-1117



	Platforms, Load bearing.)
	
	
	TB 5-1117-1



	Loader attachments, Earth
	
	
	TM 5-1117



	Austin-Western Models

991
	TB 5-1072-2
	Bucket type

Haiss Models
	



	
	
	75-CS
	LO 5-9590



	Loader rammers

T23
	LO 9-3026-1
	
	TB 5-9590-1



	Loaders
	
	
	TM 5-9590



	Hough Models
	
	Loads
	



	HM
	TB 5-1340-1
	Lifting and moving

Methods Methods
	



	Loaders, Aggregate
	
	Local control systems.

(See

Sys
	TM 5-725



	Bucket type
	
	tems, Local control.)
	



	Athey Models
	
	(See Controls, Lo

Local controls.
	



	W-4
	LO 5-1196
	cal.)
	



	W-4-1
	LO 5-1196
	Locks, Combination
	



	Barber Greene Mode
	Is
	Three tumbler types
	



	82-A
	LO 5-1118

TM 5-1006
	Changing settings

equipment.

Locomotives

brake
	TB 10-227



	82-AD
	LO 5-1118
	(See Brake equipment, Locomo
	



	
	MWO

ENG 1006-1
	tive.)
	



	
	TB 5-1006-1
	Locomotive

cranes.

Cranes,

(See
	



	
	TB 5-1118-1
	Locomotive.)
	



	
	TB 5-1118-2
	Locomotives
	TM-55-270



	82-AM
	TM 5-1118

LO 5-1118
	Inspection and maintenance

Repair shops
	



	
	MWO

ENG 1006-1

TB 5-1006-1
	Operation

Locomotives-repair shops
	TM 55-274



	
	TB 5-1118-1
	Locomotives, Diesel-electric
	



	
	TB 5-1118-2
	Alco Models
	LO 55-1265



	
	TM 5-1118
	
	TM 55-1265



	82-AT
	MWO

ENG 1006-1
	American Locomotive Models
	



	
	TB 5-1118-2
	RDSW
	LO 55-1257

TM 55-1257



	Hough Models

S1
	LO 5-3014
	Baldwin Models
	LO 55-1260



	
	TB 5-1313-1
	Baldwin-Lima-Hamilton

Mod
	



	M-R-S Models
	
	els
	



	72 GFEL
	TB 5-1115-1
	RS-4-TC
	TM 55-1281-1



	Nelson Models
	
	Damage due to overload
	TB 55-270-1



	Q-12 TMP
	I,O 5-1305

TB 5-1305-1
	Davenport Besler Models
	LO 55-1279



	Pettibone Mulliken Models
	
	112-5708
	LO 55-1280



	15
	TB 5-1113-1
	Electro-Motive Models
	



	
	TM 5-1113
	GP7

GP7L
	TM 55-1271-3

LO 55-1271-2



	15 Speedall loader
	IO 5-1113
	
	TM 55-1271-1



	Trackson Traxcavator Mod

els
	
	MRS-1
	LO 55-2176



	IT4
	LO 5-1360
	
	TM 55-1271-1



	
	TM 5-1360
	
	TM 55-1275-2



	
	TB 5-1360-1
	SW8
	TM 55-1271-1

TM 55-1271-4



	T4
	LO 5-1360
	SW9
	TM 55-1271-4



	
	TB 5-1360-1

TM 5-1360
	TR5
	TM 55-1271-4



	Tractomotive Models
	
	TR6
	TM 55-1271-4



	TS-5
	LO 5-1337
	Fairbanks Models
	



	
	TB 5-1337-1

TM 5-1337
	H 12-44
	LO 55-1276

TM 55-1276-1














	Locomotives, Diesel-electricCon.
	
	data-Aviation

Logistical

camou.
	




	General Electric Models
	TM 55-1251
	flage battalion engineer-Con.
	



	
	TM 55-1263
	Chemical depot company, avi
	



	B46/46-1GE733
	LO 55-1268

TM 55-1268
	ation

depot

Chemical

company,
	SB 3-16



	B50/50-1GE733
	LO 55-1268
	Chemical
	SB 3-13



	
	TM-55-1268
	Chemical mortar battalion
	



	BB88188
	LO 55-1250
	Headquarters and headquar
	



	BB90/90
	LO 55-1250
	ters company
	SB 3-3



	BB94/94
	LO 55-1251

LO 55-1250
	Mortar company

Chemical smoke generator bat
	SB 3-1



	BB160/160-4GE747
	LO 55-1264
	talion
	



	BB160/160-4GHM-833
	LO 55-1264
	Headquarters and headquar.
	



	
	TM 55-1264-1
	ters detachment
	SB 3-7



	GE19B238G1
	LO 55-1277
	Chemical storage company, avi
	



	GE19B238G2
	LO 55-1277

TM 55-1278
	ation
	SB 3-17



	NHBIS-600

2GE-733
	LO 55-1251
	Chemical

warfare

equipment

and supplies
	SB 3-15



	4GE-7733
	LO 55-1250
	Combat battalion, Engineer
	SB 5-3



	Operation
	TM 55-271
	
	SB 5-43



	Porter Spec 7283
	LO 55U170
	Combat group, Engineer
	SB 5-32



	Whitcomb Models
	
	Construction

battalion,

Engi
	



	25DE26

Locomotives, Gasoline
	LO 55-1272
	neer

Construction group, Engineer
	SB 5-23

SB5-23



	Plymouth Models
	
	Decontamination

company,
	



	DLB
	LO 55-1269
	Chemical
	SB 3-10



	
	TM 55-1269
	Depot company, Engineer
	SB 5-12



	FLH
	LO 55-1270
	Dump truck company, Engineer
	SB 5-l



	Locomotives, Steam
	TM 55-1270
	Engineer aviation topographic
	



	56 W-inch gage, 80-ton
	LO 55-U51-2
	organization

Engineer battalions, separate
	8B 5-30

8B 5-35



	
	
	Forestry battalion, Engineer
	SB 5-21



	Alco Models
	
	General service battalion, Engi
	



	0-6-0
	LO 55-1266
	neer
	SB 5-39



	Lima Models
	
	General service regiment, Engi
	



	0-46-0

Log books
	LO 55-1266
	neer
	SB 5-31

SB 5-40



	Height finder
	TB ORD 345
	Headquarters and headquarters
	



	Logarithmic computation
	TM 11-679
	company
	



	Logarithmic tables
	TM 20-230
	Engineer base depot group
	SB 5-2f



	cruiser

Logging

wheels.
	(See
	Engineer port construction
	



	Wheels, Logging cruiser.)

Logistical data
	
	and repair

Heavy ponton battalion, Engi
	SB 5-36



	Airborne Engineer aviation bat-
	
	neer
	SB 5-27



	talion
	SB 5-29
	Heavy shop company, Engineer
	SB 5-14



	Airborne Engineer battalion
	SB 5-37
	
	SB 5-38



	headquarters

Air

Force

corn-
	
	Laboratory company, Chemical
	SB 3-11



	pany, Engineer

Armored Engineer battalion
	SB 5-42

SB 5-23
	Light equipment company, En

gineer
	SB 5-19



	
	SB 5-47
	Light ponton company, Engi
	



	Aviation camouflage battalion,
	
	neer
	SB 5-16



	Engineer
	SB 5-24
	Maintenance company, Chem
	



	data-Aviation

Logistical

camou-
	
	ical
	SB 3-8



	flage battalion engineer

Aviation battalion, Engineer
	SB 5-34
	Maintenance

company,

Engi

neer
	SB 5-18



	Base depot company, Chemical
	SB 3-12
	Parts supply company, Engi
	



	Base depot company, Engineer
	SB 5-5
	neer
	8B 5-9



	Base equipment company, En-
	
	Parts supply separate platoon,
	



	gineer

Base topographic organizations,
	SB 5-10
	Engineer

distribution

Petroleum
	8B 5-6



	Engineer
	SB 5-41
	corn

pany, Engineer
	SB 5-13



	Camouflage battalion, Engineer
	SB 5-3
	Processing company, Chemical
	SB 3-18



	
	SB 5-7
	Smoke

generator

company,
	



	Combat battalion, Engineer
	SB 5-8
	Chemical
	SB 3-6



	Chemical battalion, motorized
	SB 5-48

SB 3-4
	Special service regiment, Engi

neer
	SB 5-44



	Chemical company, air opera-
	
	Special shop battalion, Engineer
	SB 5-43



	tions, heavy, medium, light or
	
	Topographic battalion, Engineer
	SB 5-43



	dive
	SB 3-14
	Topographic company, Engineer
	SB 5-33














	data-Aviation

Logistical
	camou
	Lunettes
	



	flage battalion engineer-Con.
	
	Standardization
	TB 34-9-29



	Treadway bridge company, En
	
	M
	



	gineer

Water supply company, Engi
	SB 5-17
	
	



	neer
	SB 5-11
	Machine gun barrels.

(See Barrels,
	



	Long lines equipment (telephone)
	
	Machine gun.)
	



	Repair instructions
	TM 11-4301
	Machine

gun

clinometers.
	(See



	
	TM 11-4302
	Clinometers, Machine gun.)
	



	Long Range Navigation System
	
	Machine gun mounts. (See Mounts,
	



	Sperry Gyroscope
	
	Machine gun.)
	



	Mark 2, Mod 2
	TM 11-1502A
	Machine gun trainers. (See Trainers,
	



	LORAN.

(See Long Range Naviga
	
	Machine gun.)

Guns,

Machine

guns.

Ma

(See
	



	tion System.)

Loudspeaker stands
	
	chine.)
	



	MX-128/TIQ-2
	MWO SIG 11-2586-2
	Machine shop work
	



	Loudspeakers
	
	Operations
	TM 10-445



	LS-l11A/UIQ-1
	TM 11-2505A
	Machine tools
	



	LS-112/U
	MWO SIG 11-2590-1
	Carpentry
	TM 5-613



	
	MWO SIG 11-2590-4
	Description; data
	TM 5-727



	LS-156/FRC
	TM 11-809A
	Grinders
	TM 1-422



	LS-181/U
	TM 11-2537
	Planers
	TM 1-421

TM 1-421



	standby

Lube

oil
	pumps.

(See
	Shapers

Types; operations
	TM 10-445



	Pumps, Lube oil standby.)

Lubricating oil purifiers. (See Puri
	
	Machines, Brake-relining
	



	fiers, Lubricating oil.)
	
	Barrett Models
	



	Lubricant specifications
	
	B-51
	TM 5-4172



	Standardization
	TB 34-9-25
	51CG
	TM 9-9074-1



	Lubricants
	
	Chicago Rivet & Machine Co.
	



	Aircraft
	SB 55-27
	Models LO-648
	TM 9-9826-2



	Automotive andartillerygrease
	TB 9-2835-13
	& Tool

Star

Machine
	Co.



	Identification and/or disposal
	SB 10-241
	Models 35M
	TM 9-9826-1



	Supply cataloging

Federal

item
	identification
	35S

Machines, Button sewing
	TM 9-9826-1



	guide
	SB 708-384
	Singer Models
	



	Universal gears
	TB ORD 370
	175-60
	TM 19-263



	by Department

Used
	of the
	175-61
	TM 10-263



	Army List
	SB 38-5-3
	Machines, Cable lashing
	



	Lubricants and cleaning materials
	
	B (Neale)
	TM 11-2058



	Use
	TB ORD 300
	LC-231/FT
	TM 11-2055



	Lubricating oils
	
	Machines, Cable reeling
	



	Temperature ranges
	TB ORD 383
	RL-118/G
	LO 11-373



	Lubrication

Cold weather
	TB ORD 193
	Machines, Darning

Singer Models
	



	Fire control materiel
	TB 9-2835-1
	47W70
	TM 10-263



	Ordnance materiel
	TB 9-2855-1
	Machines, Dough-mixing
	



	
	TM 9-2835
	Lubrication
	LO 10-706



	Lubrication fitting
	
	Machines, Earth boring
	



	Rearaxle; removal
	MWO ORD G1-W43
	Sterling Models
	



	Lubrication systems
	
	"G I"
	TM 5-9141-1



	Tanks, light M3, M3A1
	TM 9-1726F
	
	TM 5-9141-2



	Lubricators
	
	Machines, Film examining
	TM 11-2388



	Alemite Models
	TM 5-9028
	PH-179

PH-179-A
	TM 11-2388



	2430

Graco Models
	
	PH-279
	TM 11-2388



	225036
	MWO ENG 9818-1
	PH-561/U
	TM 11-2379



	LU
	TB 5-9818-1
	Machines, Fuse-bond
	



	LU-225-155
	LO 5-9818
	Metallizing Engineering Models
	



	
	TM 5-9818
	C
	TM 9-9083-1



	Stewart Warner Models
	
	Machines, Linking
	



	2430
	LO 5-9028
	M5
	LO 9-218

TM 9-218



	
	TB ENG 110
	
	



	2430B

Lumber
	MWO ENG 9028-1
	Machines, Lithographic plate grain

ing
	



	FSC group 55
	
	Zenith Models
	



	Catalog identification guide
	SB 708-355
	T-20
	TM 5-6130



	Grades and sizes
	TM 38-305
	Machines, Map duplicating
	



	Requisitions
	TM 38-305
	Ditto Models
	



	.Terminology
	TM 38-305
	D22
	TM 5-6121














	Machines, Mortising
	
	Maintenance equipment

Replenishment
	SB 11-64



	Beach Models
	LO 5-4275
	Technical data
	TB 5-9720-7



	40
	TB 5-4275-1
	Maintenance equipment, Radio
	



	
	TM 5-4275
	ME-13-A through -D
	TM-11-306



	Machines, Paper processing
	
	ME-40-(*)
	TM 11-315



	EH-5(1)
	
	Maintenance instructions
	



	Expendable supplies
	SB 11-188
	Helicopters
	TM 1-1H-19B-2



	Machines, Pipe threading
	
	(See Kits, Main

Maintenance kits.
	



	Oyster Models
	
	tenance.)
	



	502
	TM 5-9024
	Maintenance manuals
	



	Machines, Printing and developing
	
	Buick, 1951
	TM 9-8848



	Oyalid Models
	
	Cars, passenger
	



	ENG Streamliner III
	LO 5-6135
	Chevrolet
	TM 10-1129



	
	TB 5-6135-1
	
	TM 10-1133



	
	TM 5-6135
	Ford
	



	76500
	LO 5-6137
	2GA73C
	TM 10-1375



	100,000
	LO 5-6133
	2IA73C
	TM 10-1375



	
	TB 5-6133-1
	Plymouth
	TM 10-1151



	Paragon-Revolute Models
	
	Laundry units
	



	Meteor 55000
	TB 5-6134-1
	Gramm Model SL-226
	TM 10-1613



	Machines, Repositioning
	
	Refrigeration units
	



	Cal50 cartridges
	
	York Ice Co
	TM 10-1614



	M15
	TM 9-220
	Semitrailers
	



	Machines, Sewing
	
	Gramm Model SR-120
	TM 10-1609



	Clothing and textile repair
	TM 10-263
	Highway Models
	TM 10-1171



	Merrow Models
	TM 10-264
	Timpte Models T-8
	TM 10-1372

TM 10-1618



	A-3

60-BW
	TM 10-264
	10-ton, 2 wheel
	



	Scovill Models
	
	Trailmobile Models
	TM 10-1307



	A
	TM 10-264
	Trailers, 4-wheel
	



	Singer Models
	
	Corbitt Model T-15
	TM 10-1429



	7-33
	TM 10-591
	Trucks
	



	17w15
	TM 10-591
	b-ton, 4 x 2
	



	31-15
	TM 10-263
	Chevrolet Models
	TM 10-1247



	55-5
	TM 10-591
	
	TM 10-1251



	97-10
	TM 10-591
	Dodge Models
	TM 10-1155



	111w151
	TM 10-591
	
	TM 10-1379



	111w153
	TM 10-263
	Ford Models
	TM 10-1437



	112w116
	TM 10-591
	51%-ton, 4 x 2
	



	113w113
	TM 10-591
	Chevrolet Models
	TM 10-1321



	246-5
	TM 10-264
	6-ton, 6 x 6
	



	Machines, Shoe repair
	
	Mack Models
	TM 10-1447



	American Models
	TM 10-262
	
	TM 10-1477



	Landis Models
	TM 10-262
	
	TM 10-1679



	Machines, Snap fastener
	TM 10-624
	Maintenance parts publications
	



	Machines, Tack button
	TM 10-264
	SIG 7, 8 and 10
	



	Overedge

Machines, X-ray (dental)
	TM 8-634
	Requisitioning

objectives,
	



	Machinists
	
	establishment
	SB 11-158



	Operational procedures
	TM 10-445
	Maintenance

railway

cars.
	(See



	Magnetic release attachments
	
	Railway cars, Maintenance.)
	



	MX-477/U
	TM 11-377
	Maintenance shop sets
	



	Magneto testers
	TM 9-1834D
	Installation
	



	Magnetos
	
	Cargo trailers
	TB ORD 444-9



	American Bosch Models
	
	Cargo trucks
	TB ORD 444-9



	MJT7A302
	TM 9-1750C
	Maintenance shops, Engineer
	



	MJT9A304
	TM 9-1750C
	Operation
	TM 5-505



	MJT9A306
	TM 9-1750C
	Safety measures
	TM 5-505



	Fairbanks Morse Models
	
	Maintenance tools
	



	FME6B16
	MWO

ENO 5166-1

ENG 5166-1
	T-hi-],1.t

Technical data
	TR .1-079.0-7

TB 5-9720-7



	Jack and Heintz Models
	
	Maintenance troops
	



	LA4
	
	Engineer equipment
	TM 5-400



	Magnetron tubes
	
	
	



	Care; maintenance
	TB SIG 255
	Malaria

Control
	TB MED 164



	Mail

Undeliverable
	TM 12-205
	Treatment
	TB MED 72



	Maintenance checks
	
	Malarial parasitemia
	



	Army aircraft
	TB AVN 1
	Treatment
	TB MED 72














	Malay language
	
	Materials
	




	Guide
	TM 30-339
	Preservation; packaging; pack
	



	Phrase book
	TM 30-639
	ing
	SB 38-100



	Mallets
	
	Materials handling equipment
	



	Maintenance; care
	TM 9-867
	Accessories, attachments, special
	



	Manchuria
	
	devices
	TB 10-1610-1



	Medical and sanitary data
	TB MED 216
	Utilization

Descriptive references
	TM 10-1619



	Manholes

Construction
	TM 5-680D
	Fits; sizes and tolerances
	TB QM 56



	(See Fiber rope.)

Manila rope.
	
	Installation of hour meter
	



	machines.

Map

duplicating
	(S&

Dee
	
	MWO QM 10-1619-1



	Machines, Map duplicating.)
	
	maintenance

Preventive

serv
	



	Map making
	
	ices
	TM 10-1600



	Topographic
	TM 5-244
	Technical inspection
	TM 10-1600



	Map reading
	
	Materiel, Automotive
	



	Instruction kit
	TM 5-9990
	Winterization equipment
	SB 9-16



	Map reproduction, Field
	TM 5-245
	Materiel,

Chemical warfare.

(See

Chemical warfare materiel.)
	



	Methods and materials
	
	Materiel, German
	



	Mapharsen reactions

Use of BAL in oil for treatmen
	its
	Preliminary fuel and lubricant
	



	
	TB MED 104
	instructions
	TB ORD E2



	Mapping computations
	
	Materiel, Italian
	



	Performance guide
	TM 5-241
	Preliminary fuel and lubricant
	



	Mapping equipment see also Trai
	il-
	instructions
	TB ORD E2



	ers. Map reproduction.
	
	Materiel, Japanese
	



	Multiplex
	TM 5-244
	Preliminary fuel and lubricant
	



	Mapping functions
	
	instructions
	TB ORD E2



	Corps of Engineers
	TM 5-231
	Materiel, National Guard

Transportation
	TM 55-590



	Maps

FSC group 76
	
	Materiel, Quartermaster
	



	Catalog identification guid
	Les SB 708-376
	Returned from OS
	



	Maps, Foreign
	
	Processing
	SB 10-265



	Reading
	TM 5-248
	Mathematical tables
	TM 20-230



	Marcus Islands
	
	Mathematics
	



	Medical and sanitary data
	TB MED 83
	Shop work
	TM 9-2820



	Mariana Islands
	
	Mattocks
	



	Medical and sanitary data
	TB MED 20
	Maintenance; care
	TM 9-867



	Marijuana
	TB PMG-1
	Mattresses

Renovating and cleaning
	TB 10-354-1



	Marine electrical equipment

Transportation Corps
	TM 55-340
	Mauls
	



	(See Engine, Di

Marine engines.
	ie-
	Maintenance; care
	TM 9-867



	marine;

Engines,

Gasolit

sel
	ne
	Meat and meat products
	



	marine; Engines, Steam marine.
	.)
	Inspection
	TM 10-210



	Marine equipment
	
	Smoked and cured
	TB QM 25



	FSC group 20
	
	Meat-, fish-, and bone-cutting ma
	



	Catalog identification gui(
	SB 708-320

de
	chine
	TM 5-636



	pumps.

Marine

hydraulic
	(E

lee
	Meat grinders
	TM 5-636



	Pumps, Marine hydraulic.)
	
	Meat processing
	TM 10-418



	Marine repair shops, Floating
	
	Procedures
	TM 5-636



	Design 7011
	TM 55-3779
	Meat slicers

Mechanical equipment
	



	Marshall Islands
	
	Quartermaster
	



	Medical and sanitary data
	TB MED 111
	Q~aServiceability standards
	SB 10-236



	Masonry
	
	Mechanical examinations
	



	Cleaning methods
	TM 5-615
	Steam locomotive engineers
	TM 55-282



	Design and specifications
	TM 5-615
	telegraph

indicators.

Mechanical
	



	Materials and methods
	TM 5-615
	Indicators,

Mechanical

(See
	



	Mast bases
	
	telegraph.)

Mechanical telegraph transmitters.
	



	MP-47
	MWO SIG 16
	Transmitters,

Mechanical

(See
	



	Master junction boxes
	TM 9-8631
	telegraph.)
	



	EC-40EC-40E12-1A
	
	Mechanics
	



	Master power meter panels.
	(E

See
	Railway cars
	TM 55-290



	Meter panels, Master power.)
	
	Mechanism, Hand-traversing
	



	Masts
	
	Multiple type, no-back springs
	



	AB-275/U
	TB SIG 274
	
	MWO ORD G244-W28



	Materials handling equipment opt
	er
	Mechanism, traversing

Tank turret
	



	Ma

ators.

(See

Operators,

rials handling equipment.)
	te
	M46
	TM 9-1718D













	Mechanism, traversing-Contini

ued
	Menus, Master

Monthly issue
	SB 10-260



	Tanks, light

TM 9-1727K

M5
	Mercury fulminate
	



	Tanks, medium
	Properties
	TM 9-2900



	TM 9-1750H

M3
	Message center clocks.

(See Clocks,
	



	TM 9-1731E

M4
	Message center.)
	



	TM 9-1731F
	Mess management
	



	TM 9-1731G
	Organization; training
	TM 10=402



	76=mm
	Workbook
	



	TM 9-7017-6

M41A1 (T41E2)
	Use
	TM 10-402A



	and sanitary data.

Medical

See
	Metalizing equipment
	TM 9-1834E



	under names of countries, e.

g.,

China:

Medical

and sanit

ary
	Metal

materials.

cleaning

(See

Cleaning materials, Metal.)
	



	data.)
	Metals
	



	I

diathermy.

Medical

(See

)Dia-
	Bending and straightening
	TB ENG 25



	thermy, Medical.)
	Inspection kit
	



	Medical equipment
	MK-97/U
	TB SIG 234



	Dressing and instrument tat

)le
	Metals, Ferrous
	



	MWO MED 11

CRM
	Black finishing equipment
	TM 9-1861



	FSC group 65
	Cleaning and finishing
	TM 9-1861



	Catalog identification gui

de

SB 708-365-1
	Metascopes
	



	SB 708-365-2
	Type US/F
	TB 5-9340-1



	SB 708-365-3
	Meteorological equipment
	TM 11-2405



	SB 708-365-4

Needles and syringes
	Balloons

Directory
	TM 11-487G



	TB MED 78

Use
	Graphing boards
	



	Radiographic

and

fiuorosco

opic
	ML-312/TM
	TM 11-2429



	units
	Low temperature lubricants
	TB SIG 212



	Standardization

TB 34-9-39
	Plotting equipment
	



	Medical examinations
	AN/GMQ-3
	TM 11-2418



	TB MED 33

Neuropsychiatric
	Radiosonde receptors
	



	TB MED 224

Nutritional
	AN/FMQ-1
	TM 11-2403



	Medical facilities
	AN/FMQ-1A
	TM 11-2403



	Admission records

WDMD Form 52

TB MED 7
	Supply

Meteorological stations
	SB 11-118



	Medical instrument tables
	AN/PMQ-1
	TM 11-412



	CRM

MWO MED 11
	AN/PMQ4
	TM 11-2412



	Medical items
	AN/TMQ-1
	TM 11-2406



	Regulated items

SB 8-41
	AN/TM Q-4
	TM 11-2426



	Supply information for zone

of
	Mobile
	



	interior stations

SB 8-25
	SCM-1
	TM 11-2409



	Medical

laboratory

technicia

ns.
	Meteorological tables. (See Tables,
	



	Laboratory

technicia

uns,

(See

Medical.)
	Meteorological.)

Meteorology
	



	Medical officers
	Use in artillery
	TM 20-240



	TB MED 244

Army aviation medicine
	Meter boxes
	



	Neuropsychiatry guide

TB MED 94
	MC-598
	SB 11-144



	Medical service equipment
	Meter panels, master power
	TM 11-2510



	Preservation for storage

TB MED 235
	Meter test equipments
	



	Medical supplies.

(See also Me

d-
	AN/GSM-1
	TM 11-2535



	ical equipment.)
	AN/OSM-1B
	TM 11-2535A



	Classification

SB 8-10

Packing-room

lay-outs

ad
	Meters, Bias
	TM 11-2200



	ai

packing

SB 8-2
	1-97-A

Meters, Crystal impedance
	



	Preservation for storage

TB MED 235
	TS-330/TSM
	TM 11-5051



	Medical technicians
	TS-537/TSM
	TM 11-5052



	Handbook

TM 8-230
	TS-683/TSM
	TM 11-2652



	Medical terms
	Meters, Field strength
	



	TM 8-233

Definitions
	Simpson Models
	



	Medical treatment
	25
	TM 11-1253



	TM 8-285

Chemical warfare casualties
	Meters, Output
	



	Psychiatric

TB MED 84

TB MED 238

Psychiatric patients
	TS-585A/U

TS-585B/U
	TM 11-5017

TM 11-5017



	Meetings, Professional
	TS-585C/U
	TM 11-5017



	TB MED 210

Authorization
	Meters, Power
	



	TB MED 158

Menopause
	·

TS-125/AP
	TM 11-1217



	Menus
	
	TM 11-1241



	Adjustments

WAC

for

pi

er
	Methadones
	



	sonnel

SB 10-501
	Characteristics and effects
	TBPMG 8













	FSO group 96

Ammunition

Catalog identification guides

TB 34-9-35

SB 708-396

Standardization agreement

Mines, Aircraft

Microfilming

AN-Mk 26-Mod 1

TB 9-1975-3

TM 12-257

Records

TB 9-1975-2

Mk 13 (Navy)

Microphones

(See Land mines.)

Mines, Land.

TB SIG 137

Disposition

Miscellaneous supplies

TB SIG 272

M-29A/U

FSC group 99

MWO SIG 11-273-2

T-17

Catalog identification guide

SB 708-399

MWO SIG 11-2568-1

T-23

MWO SIG 11-2568-3

Mites

TM 5-632

Control

T-30

Mixers (kitchen equipment)

Serviceability standards

SB 11-100-79

TM 5-636

Vertical

T-45

Mixers, Asphalt and soil aggregate

Serviceability standards

SB 11-100-71

Microphones, Headset

Barber-Greene Models

Units I and II

LO 5-1280-2

H-62/U; H-63/U; AN/URA-1

S

LO 5-1280-1

Serviceability standards

Unit III

B 11-100-109

LO 5-1280-3

Unit IV

Microwave energy

LO 5-1281

TM 11-673

840-G

Generation; transmission

TB 5-1281-1

TM 3-216

Military biology

TB 5-1281-2

TM 3-215

Military chemistry

TM 5-1281

Military government

TM 5-1281-1

TM 27-250

Cases

TM 5-1281-2

Military intelligence

LO 5-1280-1

TM 30-236

Prisoner of war censorship

841

TB 5-1280-1

Military law

TB 5-1280-5

Psychiatric medicolegal exami

TB 5-1280-8

TM 8-240

nations

TM 5-1280

Military police

LO 5-1002

TB PMG 21

Crimes involving poisons

848

MW O ENG 1002-1

TB PMG 10

Search and seizure guide

TB 5-1002-1

TB PMAI 23

Water patrols

TB 5-1002-2

(See Pyro

Military pyrotechnics.

TM 5-1002

technics, Military.)

TM 5-1108

Milk, Dry whole

TM 5-1484

TB QM 55

Wood Models 48

Reconstituting

Milk, Evaporated

Mixers, Concrete

TB QM 61

Handling, storage, utilization

Chain Belt Models

SB 10-162

LO 5-1141

Milk containers

6S

TB 5-1141-1

Milliammeters

TM 11-1255

TM 5-1141

D-c 0 to 1 Ma

TM 5-1131

Milling machines

16S

TM 1-421

Description; maintenance

Machinery

Co.,

Construction

Master Models

Models

A, B, M

TM 5-4410

LO 5-1138

7-S

Millwork

TB 5-1138-1

FSC group 55

TM 5-1138

Catalog identification guide

SB 708-355

LO 5-1135

16S

(See Rollers,

Mine clearing rollers.

TB 5-1135-1

Mine clearing.)

TM 5-1135

Detectors,

Mine

detectors.

(See

General Engine Co. Models

Mine.)

TB 5-4123-1

T6-100

(See Excavators,

Mine excavators.

Gilson Models

Mine.)

TM 5-1143

16 S-SCE

Exploders,

Mine

exploders.

Koehring Models

(See

LO 5-1074

Mine.)

7S-5A

TB 5-1074-1

Mine warfare equipment

TB 5-1074-2

TM 5-223D

British

TM 5-1074

TM 5-223B

European

TM 5-223D

French

Ransome Models

TM 5-223C

TM 5-1486

German

7-S-U

TM 5-223D

Italian

LO 5-1076

14-S

TM 5-223B

TM 5-2108

Oriental

TM 5-223A

TB 5-1076-1

Soviet

TB 5-1076-2

Mineral primary products

TM 5-1076

FSC group 96

LO 5-1076

Catalog identification guides

SB 708-396

14S-U
	
	Minerals




	
	Metric system
	














	Mixer, Concrete-Continued
	
	Moistureproofing
	




	Rex Models
	
	Medical Department equipment
	



	7-S
	LO 5-1139
	
	TB MED 186



	
	TB 5-1139-1

TM 5-1139
	Radio sets

SCR-543, A, B, O
	TB 11-625-2



	T. L. Smith Models
	
	SCR-545- A
	TB SIG 160



	499
	LO 5-1555
	SCR-584
	TB SIG 160



	
	TB 5-1555-1
	Remote data indicator kit
	



	
	TM 5-1555
	MC-544
	TB SIG 160



	Mixers, Rotary tiller
	
	Signal Corps equipment
	TB SIG 13



	Army Model
	
	Molds.

(See Casts and molds.)
	



	TP-84M
	LO 5-1029
	Molukken Islands
	



	
	TB 5-1029-1
	Medical and sanitary data
	TB MED 70



	
	TM 5-1029
	Monitoring equipment
	



	Chicago Fence Models

CF-72
	LO 5-1034
	AN/PTA-1
	



	
	TB 5-1034-1
	Serviceability standards
	



	Seaman Models
	
	Monitoring sets
	SB 11-100-123



	ABT-48
	LO 5-1126
	Automatic telegraph service
	



	
	) ENG 1126-1

MW(
	TS-577/FG
	MWO SIG 11-2053-1



	
	TB 5-1126-1
	
	TM 11-2053



	
	TB 5-1126-2
	TS-577A/FG
	TM 11-2053



	
	TM 5-1126
	Monitors, Audio frequency
	



	DT-47
	LO 5-1029
	AN/PTA-1
	TM 11-2099



	
	TB 5-1029-1
	Monopod leg components
	



	
	TM 5-1029
	Removal
	TB 9-297-1



	MHD-72
	LO 5-1034
	Monorail Systems
	



	
	ENG 1034-1

MW(

TB 5-1034-1
	C119C-beam, C119I-beam
	TM 10-531



	
	TM 5-1034
	Moroccan language

Phrase book
	TM 30-276



	Mixers, Soil preparation
	
	Morphia dosages
	



	Barber-Greene Models
	
	Standardization
	TB 34-9-41



	821-109
	LO 5-1280-3
	Morphine
	



	
	TB 5-1280-6
	Characteristics and effects
	TB PMG 8



	Mixers, Soil stabilizer
	
	Use
	TB MED 234



	Iarnischfeger Models
	
	Mortar baseplates.

(See Baseplates,
	



	LA-88
	TM 5-1052
	Mortar.)
	



	Mobiloaders
	
	Mortar carriers.

(See Carriers, Mor.
	



	Athey Models
	
	tar.)
	



	8
	TM 5-1194
	Mortar mounts. (See Mounts, Mor
	



	8B
	TM 5-1194

TM 5-1194
	tar.)
	



	8C

8H
	TM 5-1194
	Mortars

Ammunition
	



	8M
	TM 5-1194
	Classification
	TM 9-1900



	Athey Truss Wheel Models
	
	Japanese types
	



	W4, 4
	TM 5-1338
	Designations; descriptions
	



	Modification kits.
	(Sec Kits, Modi
	
	TM 9-1985-5



	fication.)
	
	Mortars (3-in)
	



	Modulator-power supply groups
	
	M3
	TM 9-2300



	AN/URA-14
	M

IWO SIG 153
	Mortars (4.2-in)
	



	Modulators
	
	M2
	LO 9-261



	B C-984-A
	LO 11-1424-4
	
	MWO ORD A70-W1



	
	MWO SIG 11-1524-15
	
	MWO ORD A70-W2



	
	MWO SIG 11-1524-23
	
	TB 9-261-1



	
	MWO SIG 11-1524-31
	
	TM 3-320

TM 9-2300



	BC-984-B
	LO 11-1424-4
	M2A1
	LO 9-261



	
	MWO SIG 11-1524-15
	M30 (T104)
	LO 9-261A



	
	MWO SIG 11-1524-23
	
	TM 9 261A



	
	MWO SIG 11-1524-31

MWO SIG 11-1524-32
	
	TM 9-2009



	MD-1/FRC
	TM 11-820
	Mortars (12-in)
	



	MD-35/TPS 3
	MWO SIG 11 1540-3
	M1890M1
	TM 945-6



	MD-36/MPG-1
	LO 11-1466-4
	M1908
	TM 9-457



	MD-69/FRT
	TM 11-2650
	M1912
	TM 9-458



	MD-69A/FRT
	TM 11-5034
	Mortars (60-mm)
	



	MD-104
	SB 11-140
	M2
	TM 9-1260



	MD- 142/MPQ-10
	MWO SIG 11-1303 9
	
	TM 9-2300



	ML 310
	SB 11-140
	Conversion
	MWO ORD A43-W4














	Mortars (60-mm)Continued

M19
	LO 9-U3
	Motors

Dunmore Models
	



	M
	WO ORD A43-W4
	11
	TM 5-4724



	
	TM 9-1260
	Thor Models
	



	M

T18E6
	WO ORD A43-W5
	G5-S
	TM 5-4140



	Mortars (81-mm)
	
	Motors, Electric
	



	M1
	TM 9-1260

TM 9-2300
	Operations; maintenance
	TM 5-680A

TM 5-681



	M29 (T106)
	LO 9-260
	Preventive maintenance
	TM 55-405



	
	TM 9-260
	Universal marine Models
	



	
	TM 9-1260
	M500
	TM 55-2300



	Preventing damage to shock ab
	
	M1000
	TM 55-2300



	sorber springs
	TB 23-90-2
	M3000
	TM 55-2300



	Mortars, Field artillery
	
	M6000
	TM 55-2300

TM 55-2300



	Overhaul and rebuild standards
	TB ORD 327
	M7500

M9000
	TM 55-2300



	(See Machines,

Mortising machines.
	
	M12500
	TM 55-2300



	Mortising.)
	
	M15000
	TM 55-2300



	(See Military occupational

MOS.
	
	M20000
	TM 55-2300



	specialties.)
	
	M25000
	TM 55-2300



	Mosquito control
	TM 5 632
	Wagner type
	



	Motion picture data
	TB SIG 211
	RP
	TM 5-9096



	Motion picture photography
	
	Motors, Outboard

Evinrude Lightwin Models
	



	Techniques
	TM 11-401
	4313; 4314
	TB 5-278-1



	Motion picture service

Army and Air Force
	TM 28-410
	
	TM 5-8014



	Motor carriages.

Carriages,

(See
	
	Evinrude Speediform Models
	



	Motor.)
	
	8008
	LO 5-278



	Motor controllers (ventilation fans).
	
	
	TB 5-278-1



	(See Controllers, Motor (ventila
	
	
	TB 5-278-2



	tion fans).)
	
	
	TB 5-8010-1

TM 5-278



	Motor drives
	MWO ORD F274-W3
	Evinrude Speeditwin Models
	



	M2A1
	TM 9-1372B
	6039
	TB 5-278-1



	
	TM 9-2300
	6041
	TB 5-278-1



	M2A2
	TB ORD 486
	
	TB 5-8016-1



	(See Fuels, Motor.)

Motor fuels.
	
	Johnson Models
	



	Motor generators.

(See Generators,
	
	POLR-15
	LO 5-278

TB 5-278-1



	Motor.)
	
	
	TB 5-278-2



	Motor graders

Caterpillar Models
	
	
	TB 5-8000-1



	12
	
	
	TM 5-278



	Parts failure and replace
	
	RDM-10
	LO 5-8081



	ment
	TB ENG 162
	
	TB 5-8081-1



	Riddell Corp Models
	
	RDM-11
	TM 5-8081



	4D1100
	
	TSL-15
	TB 5-278-1

TM 5-8002



	Improved saddle index
	
	TSL-20

Speeditwin Models
	



	assembly

Motor scooters.

(See Scooters, Mo
	TB ENG 163
	6041
	TM 5-8016



	tor.)
	
	Tillotson Models
	



	Motor vehicles
	
	MS-47D
	TM 55-1095



	Shipment and storage
	SB 9-4
	Motors, Starting
	



	Motor vehicles, Tactical
	
	Leece-Neville Models
	TM 55-4036-2



	Inspections; maintenance
	TM 9- 2810
	12005A
	TM 55-4036-2



	Motorcycles, Solo

Harley-Davidson Models
	
	12006A

Moulages, War wound
	



	G
	TM 9-2800-1
	Use

in

teaching
	emergency



	WLA
	LO 9-879
	medical care and first aid
	TB MED 116



	
	TB 9-1879-1
	Mountain climbing equipment
	



	
	TM 9-879
	Purpose; care; use
	TM 10-275



	
	TM 9-1879
	Mountings
	3 SIG 11-850-6

MW(



	WL45
	TM 9-2800-1
	FT-162

FT-172
	MWO SIG-70



	40 WLA

41 WLA
	TM 9-2800-1

TM 9-2800-1
	FT-178
	O SIG 11-850-6

MW(



	42 WLA
	TM 9-2800-1
	FT-253-A
	3 SIG 11-630-8

MW(



	50 WLA
	TM 9-2800-1
	FT-317-A
	MWO SIG 45



	Indian Models
	
	
	MWO SIG 67



	148
	TM 9-2800-1
	FT-317-B
	MWO SIG 45

MWO SIG 67



	149M, T3
	TM 9-2800-1
	
	














	Mountings-Continued
	
	
	




	MT-297/GR
	MWO SIG 113
	Mounts, Gun (75-mm)-

M6
	-Continued

TM 9-311



	through

MT-297/GR
	MT
	
	TM 9-1311



	300/GR; MT-327/GR
	MWO SIG 135
	M9
	TM 9-1312



	MT-298/GR
	MWO SIG 113
	M10
	TM 9-2300



	MT-299/GR
	MWO SIG 11-286-1
	M34, M34A1
	TM 9-307



	MT-300/GR
	MWO SIG 113
	
	TM 9-1307



	
	TM 11-2643
	
	TM 9-2300



	MT-327/GR
	MWO SIG 113
	M64
	TM 9-313



	SC-D-7398-B
	MWO SIG 11-637-2
	
	TM 9-1313



	Mounts, Antenna
	
	
	TM 9-2300



	MP-61-B
	LO 11-1454-1
	T69
	LO 9-3026-1



	Mounts, Combat vehicle
	
	
	LO 9-3026-2



	M4
	TB 9-325-8
	
	MWO ORD D48-W1



	
	TM 9-325
	
	MWO ORD D48-W2



	M4A1
	TB 9-325-8
	
	MWO ORD D48-W3



	
	TM 9-325
	
	MWO ORD D48-W4



	Mounts, Gun
	
	
	MWO ORD D48-W5



	Truck; boat; ground tank
	TM 9-2205
	
	TB 9-3026-1



	Mounts, Gun (AA)
	
	
	TM 9-361



	Standardization of tire sizes
	SB 9-95
	Mounts, Gun (76-mm)
	



	Mounts, Gun (Combination)
	
	M1
	MWO ORD C58-W3



	M34, M34A1
	MWO ORD C44-W8
	
	MWO ORD C58-W5



	M52
	TM 9-1324
	
	TM 9-1308



	M54
	MWO ORD A29-W13

TB 9-235-8
	
	TM 9-2300



	
	TB 9-1235-5
	M62
	TM 9-1308



	M54C
	TB 9-235-8
	
	TM 9-2300



	M62 (T80)
	MWO ORD C64-W1
	Mounts, Gun (90-mm)
	



	
	MWO ORD C64-W2
	M1
	MWO ORD D28-W3



	
	MWO ORD C64-W3
	
	MWO ORD D28-W6



	M64
	MWO ORD C66-W1
	
	MWO ORD D28-W9



	
	MWO ORD C66-W2
	
	MWO ORD D28-W10



	
	TB 9-1313-1
	
	MWO ORD D28-W11



	M67 (T99E2)
	MWO ORD D39-W1
	
	MWO ORD D28-W14



	
	MWO ORD D39-W2
	
	MWO ORD D28-WV17



	M78
	MWO ORD D54-W1
	
	MWO ORD D28-W20



	
	TM 9-1374AA
	
	MWO ORD D28-W21



	T99
	MWO ORD D39-WI
	
	TM 9-1653



	T99E1
	MWO ORD D39-W1
	
	TM 9-2300



	Mounts, Gun (3-in)
	
	M1A1
	LO 9-370



	M5
	TM 9-323

TM 9-1323
	
	MWO ORD D28-W3

MWO ORD D28-WV6



	Mounts, Gun (8-in)
	
	
	MWO ORD D28-W9



	MIA1, railway
	TM 9-463
	
	MWO ORD D28-W10



	Mounts, Gun (37-mm)
	
	
	MWO ORD D28-W11



	M23, M23A1
	TM 9-250
	
	MWO ORD D28-W14



	
	TM 9-2300
	
	MWO ORD D28-W17



	M42
	TM 9-235
	
	MWO ORD D28-W20



	M44
	TM 9-250
	
	MWO ORD D28-W21



	M54
	TM 9-2300
	
	MWO ORD D28-W22



	Mounts, Gun (40-mm)
	
	
	MWO ORD D28-W24



	M3
	LO 9-252-1
	
	MWO ORD D28-W26



	
	MWO ORD A50-W33
	
	MWO ORD D28-W27



	
	MWO ORD A50-W37
	
	MWO ORD D28-W28



	
	TM 9-1252
	
	MWO ORD D28-W31



	
	TM 9-2300
	
	MWO ORD D28-W32



	M4
	MWO ORD A50-W32
	
	MWO ORD D28-W33



	
	MWO ORD A50-W33

TM 9-251
	
	MWO ORD D28-W35

MWO ORD D28-W36



	
	TM 9-1252
	
	MWO ORD D28-W37



	
	TM 9-2300
	
	MWO ORD D28-W38



	M5
	MWO ORD A50-W18
	
	MWO ORD D28-W39



	
	TM 9-2300
	
	MWO ORD F207-W14



	Mounts, Gun (75-mm)
	
	
	TB 9-370-4



	AN-M9
	TM 9-312
	
	TB ORD 301



	
	TM 9-2300
	
	TM 9-370



	M1
	TM 9-307
	
	TM 9-1370



	
	TM 9-1307
	
	TM 9-2300














	Mounts, Gun (90 mm)-Continued
	
	Mounts, Gun (120 mm AA)-Continued
	



	M1A2
	MWO ORD D28-W27
	M1
	MWO ORD D32-W3



	
	MWO ORD D28-W35

MWO ORD D28-W36
	
	MWO ORD D32-W6



	
	MWO ORD D28-W37
	
	MWO ORD D32-W7



	
	MWO ORD D28-W38
	
	MWO ORD D32-W9



	
	MWO ORD D28-W39
	
	MWO ORD D32-W10



	
	TB 9-370-4
	
	MWO ORD D32-Vll



	M2
	LO 9-372
	
	MWO ORD D32-WV12



	
	MWO ORD D38-W1
	
	MWO ORD D32-W13



	
	MWO ORD D38-W2
	
	MWO ORD D32-W14



	
	MWO ORD D38-W4
	
	MWO ORD D32-W15



	
	MWO ORD D38-W5
	
	MWO ORD D32-W16



	
	MWO ORD D38-W6
	
	MWO ORD D32-W20



	
	MWO ORD D38-W7
	
	MWO ORD D32-W22



	
	MWO ORD D38-W10
	
	MWO ORD F207-W12



	
	MWO ORD D38-Wll
	
	TB 9-380-3



	
	MWO ORD D38-W13
	
	TB 9-380-4



	
	MWO ORD D38-W14
	
	TB 9-380-5



	
	MWO ORD D38-W15
	
	TB 9-380-6

TM 9-380



	
	MWO ORD D38-W18
	
	TM 9-1380



	
	MWO ORD D38-W19
	
	TM 9-2300



	
	MWO ORD D38-W20

MWO ORD D38-W24
	MlAl
	LO 9-380



	
	MWO ORD F207-W13
	
	MWO ORD D32-W6



	
	MWO ORD F274-W3
	
	MWO ORD D32-W7



	
	TB 9-372-2
	
	MWO ORD D32-W10



	
	TB 9-372-3
	
	MWO ORD D32-W12



	
	TB 9-1372A-FE1
	
	MWO ORD D32-W13



	
	TB ORD 406
	
	MWO ORD D32-W14



	
	TM 9-372
	
	MWO ORD D32-W15



	
	TM 9-1372A
	
	MWO ORD D32-W16



	
	TM 9-1372B
	
	MWO ORD D32-W18



	
	TM 9-2300
	
	MWO ORD D32-W19



	M2A1
	LO 9-372
	
	MWO ORD D32-W20



	
	MWO ORD D38-W18
	
	MWO ORD D32-W22



	
	MWO ORD D38-W20
	
	MWO ORD D32-W24



	M2A1
	MWO ORD D38-W24
	
	MWO ORD F211-W3

MWO ORD F288-W3



	
	TB 9-372-4
	
	TB 9-380-3



	M3
	LO 9-373

MWO ORD D37-W1
	
	TB 9-380-4



	
	TM 9-2300
	
	TB 9-380-5



	M4
	MWO ORD D39-W1
	
	TB 9-380-6



	
	TB ORD 428
	
	TB 9-1380-1



	
	TM 9-1374
	
	TM 9-2300



	
	TM 9-2300
	M1A2
	LO 9-380



	M4A1
	MWO ORD D39-W1
	
	MWO ORD D32-W18



	
	TB ORD 428
	
	MWO ORD D32-W24



	
	TM 9-1374
	
	TB 9-380-5



	
	TM 9-2300
	Mounts, Gun (155-mm)
	



	M67
	TB ORD 428
	M13
	TB 9-350B-1



	
	TM 9-1374
	
	TM 9-1350



	
	TM 9-2300
	
	TM 9-2300



	M67A1
	TM 9-1374
	
	TM 9-3040



	M73
	MWO ORD D47-W1
	Mounts, Gun sight
	



	
	MWO ORD D47-W2

TB ORD 428
	M74
	TM 9-1614



	
	TM 9-1374
	
	TM 9-2300



	T2E1
	TB ORD 72
	M74 (T120E2)
	TB 0-314-3



	T148
	TM 9-3031
	M74C
	TB 9-314-3



	Mounts,

Gun

(105-mm,
	combina
	
	TM 9-1614



	tion)
	
	M80
	TM 9-1619



	M52
	TM 9-2300
	T155
	MWO ORD F354-WI



	M71
	TM 9-324
	7675757
	TM 9-1633A



	
	TM 9-2300
	Mounts, Howitzer (8-in)
	



	Mounts, Gun (120-mm AA)
	
	M17
	TB 9-335B-1



	M1
	MWO OR

ID D32-W1
	
	TM 9-1350

TM 9-2300



	
	MWO OR

3D D32-W2
	
	














	Mounts, Howitzers (75-mm)
	
	Mounts, Machine gun-C
	ontinued




	M7
	
	M49A1
	LO 9-224



	
	TM 9-2300
	M49AlC
	LO 9-224



	
	TM 9-3049
	M49C
	LO 9-224



	M12
	TM 9-2300
	M55
	LO 9-223



	
	TM 9-3049
	M63
	LO 9-U7



	Mounts, Howitzer (105-mm)
	
	
	LO 9-226



	M4
	WMO ORD C21-W19
	
	TB 9-1225-27



	
	MWO ORD C21-W20
	
	TM 9-2021



	
	TM 9-2300
	M65
	LO 9-230



	
	TM 9-3007
	
	TM 9-230



	M4A1
	WMO ORD C21-W19
	M74
	MWO ORD A86-W1



	
	MWO ORD C21-W20
	
	TM 9-2005



	
	TM 9-2300
	M1917A
	LO 9-U6



	
	TM 9-3007
	M1917A1
	MWO ORD C91-WI



	M5
	MWO ORD C76-W1
	
	TM 9-2005



	
	TM 9-1324
	M1917A2
	MWO ORD C91-W1



	
	TM 9-2300
	Rebuild standards
	TB ORD 366



	T67EI
	TM 9-1324AA
	Truck mounted
	LO 9-224

TM 9-224



	Mounts, Howitzer (155-mm)
	
	
	



	M14
	MWO ORD C39-W13
	6551070
	MWO ORD A55-W16



	
	MWO ORD C39-W14
	6580030
	MWO ORD A55-W17

MWO ORD A55-W21



	
	TB 9-331B-1

TM 9-2300
	
	MWO ORD A55-W16



	
	TM 9-3043
	7008929
	MWO ORD A55-W14



	
	TM 9-331B
	7058104
	TM 9-3031



	
	
	7364875

7387769
	MWO ORD A55-W16



	Mounts, Machine gun
	MWO ORD A55-W13
	8346119
	TM 9-2031



	D76459
	MWO ORD A55-W15
	
	



	D80030
	TB ORD FE49
	Mounts, Machine gun (cal45)
	MWO ORD A61-W7



	M2
	LO 9-U6
	M45 series
	



	
	MWO ORD A61-W9
	Mounts, Machine gun (cal50)
	



	
	SB 9-89
	M45 series
	TB ORD 583



	
	SB 9-94
	Mount, Machine gun trailer
	



	
	TM 9-226
	M55
	TB 9-789-1



	
	TM 9-2005
	
	TB 9-2010-1



	M2A1
	TM 9-226
	
	TM 9-2010



	M3
	LO 9-U7
	Aerial delivery
	TB 10-561-1



	
	LO 9-226
	Mounts, Mortar (4.2-in)
	



	
	TB 9-226-10
	M24 (T61)
	LO 9-261A



	
	TM 9-226
	
	MWO ORD A85-WI



	
	TM 9-2021
	
	MWO ORD A85-W2



	M33
	TM 9-223
	
	WMO ORD A85-W3



	
	TM 9-1223
	
	MWO ORD A85-W4

TM 9-261A



	M36A1
	MWO ORD G744-W1
	
	TM 9-2009



	M39
	TM 9-230
	
	



	M39A1
	TM 9-230
	Mounts, Mortar (60-mm)
	



	M41
	TM 9-230
	M2
	MWO ORD A43-W3



	M40
	TM 9-230

TM 9-230
	
	TM 9-1260



	M43
	TM 9-230
	
	TM 9-2300



	M43A1
	MWO ORD A61-W1
	M5
	LO 9-U3



	M45
	TB 9-223-1
	
	MWO ORD A43-W3



	
	TM 9-223
	
	TM 9-1260



	
	TM 9-1223
	
	TM 9-2300



	M45 series
	LO 9-223
	Mounts, Mortar (81-mm)
	



	
	MWO ORD A61-W2
	M1l
	LO 9-U4



	
	MWO ORD A61-W4
	
	MWO ORD A33-W2



	
	MWO ORD A61-W6
	
	TM 9-1260



	
	MWO ORD A61-W9
	
	TM 9-2300



	
	TM 9-2010
	M4
	LO 9-U4



	M45C
	TB 9-223-1
	
	MWO ORD A33-W2



	M45D
	MWO ORD A61-W8
	
	MWO ORD A33-W3



	M45F
	MWO ORD A61-W5
	
	TM 9-1260



	
	MWO ORD A61-W8
	
	TM 9-2300



	M46
	LO 9-230
	M23
	TM 9-1260



	
	TM 9-230
	M23A1
	TM 9-1260



	M48
	LO 9-224
	T62
	LO 9-260



	M49
	LO 9-224
	
	TM 9-260














	Mounts, Periscope
	
	Mounts, Telescope-Cont
	inued




	Elimination of interference
	TN 9-1602-1
	M16
	TM 9-1545



	M66
	MWO ORD F312-W1
	
	TM 9-2300



	
	MWO ORD F312-W2
	M16A1
	TM 9-2300



	
	TM 9-1602
	M18A1
	TB ORD 556



	
	TM 9-2300
	
	TM 9-1545



	M66C
	MWO ORD F312-W1
	
	TM 9-2300

TM 9-6103



	
	MWO ORD F312-W2
	M19
	TM 9-1545



	M67
	MWO ORD F312-W1

MWO ORD F312-W2
	M21
	MWO ORD F197-W1



	
	TM 9-1602
	
	TM 9-1545



	
	TM 9-2300
	M21A1
	MWO ORD F197-W5



	M68
	MWO ORD F312-W1
	
	MWO ORD

F197-E6



	
	MWO ORD F312-W2
	
	TB ORD 556



	
	TM 9-1602
	
	TM 9-1545



	
	TM 9-2300
	
	TM 9-2300



	M73
	MWO ORD F312-W1

MWO ORD F312-W2
	
	TM 9-6103

MWO ORD F197-W3



	
	TM 9-1602
	M23
	TM 9-1545



	
	TM 9-2300
	
	TM 9-2300



	M83
	MWO ORD F312-W1
	
	TM 9-6101



	
	MWO ORD F312-W2
	M24
	TM 9-1545



	
	TM 9-1602
	
	TM 9-2300



	
	TM 9-2300
	
	TM 9-6099



	M88
	TM 9-6055
	M25
	TB ORD 556



	M89 (T177)
	MWO ORD F358-W1
	
	TM 9-1545



	
	MWO ORD F358-W3
	
	TM 9-2300



	
	TM 9-6055

TM 9-6055
	M26
	TM 9-6103

TM 9-1545



	M93 (T176E1)

M94 (T177E2)
	TM 9-6055
	M27
	TM 9-1545



	T116
	MWO ORD F312-WI
	M28
	MWO ORD F224-W1



	
	MWO ORD F312-W2
	
	TM 9-2300



	
	TM 9-1602
	
	TM 9-6101



	
	TM 9-2300
	M29
	MWO ORD D28-W21



	T176E2
	TM 9-6055
	
	TM 9-1545



	T177
	MWO ORD F358-W3
	M30
	TM 9-1545



	T184
	TM 9-6011

TM 9-6011
	
	TM 9-2300

TM 9-6103



	T184E1

Mounts, Pistol
	
	M31
	TB ORD 429



	M1
	TM 9-1290
	
	TM 9-2300



	
	TM 9-2200
	
	TM 9-6101



	Mounts, Pyrotechnic pist
	tol
	M32
	TB ORD 429



	M1
	TM 9-2018
	M32
	TM 9-6101



	Mounts, Quadrant
	
	M35
	TM 9-1539



	M1l
	TM 9-2300
	
	TM 9-2300

TM 9-1545



	Mounts, Rifle (105-mm)
	
	M36
	TM 9-1545



	M75
	TM 9-329

TM-9-3053
	M39

M40
	TM 9-1545



	T143
	TM 9-329
	M41
	TM 9-1545



	Mounts, Rifle (106-mm)
	
	M41A1
	TM 9-1545



	M79
	MWO ORD G758-W3
	M41A2
	MWO ORD F197-W5



	Mounts, Rocket launcher
	
	
	TM 9-1545



	M77
	LO 9-297A
	
	TM 9-2300



	
	TM 9-297A
	M42
	MWO ORD F197-W3



	Mounts, Smoke generatoe
	
	
	MWO ORD F256-W3

TM 9-2300



	Mechanical
	
	
	TM 9-6101



	M1
	TB 3-381-2
	M43
	TM 9-2300



	Mounts, Telescope
	
	M44
	MWO ORD F271-W1



	M2
	TM 9-1674
	
	TM 9-1545



	M3
	MWO ORD F106-W2
	
	TM 9-2300



	
	TM 9-1545
	
	TM 9-6103



	
	TM 9-2300
	
	



	M3A1
	MWO ORD F106-W2
	M44A1
	TM 9-2300



	
	TM 9-2300
	
	TM 9-6103



	
	TM 9-6103
	M46
	TM 9-2300



	M6A1
	TM 9-1554
	
	TM 9-6101



	M7
	TM 9-1545
	M50
	TM 9-1545













	Mounts, Telescope-Con
	atinued
	Mozambique




	M52C
	TM 9-2300
	Medical and sanitary data

TB MED 179



	
	TM 9-6101
	Mud jacks



	M52D
	TM 9-2300
	Koehring Models



	
	TM 9-6101
	TM 5-9776

50-2A



	M54
	MWO ORD D28-W21
	Mud pumps.

(See Pumps, Mud.)



	
	MWO ORD F224-W1
	Mule packs.

(See Packs, Mule.)



	
	TM 9-2300

TM 9-6101
	Multimeters

Hickok Models



	M55
	TM 9-2300
	TM 11-2673

202



	
	TM 9-6099
	TM 11-2673

202-NX



	M56
	TM 9-2300
	ME-6A/U

TM 11-5549



	
	TM 9-6099
	ME-6B/U

TM 11-5549A



	M57
	TM 9-1545
	ME-6C/U

TM 11-5549B



	
	TM 9-2300
	ME-77/U

TB SIG 555-9



	
	TM 9-6099
	TM 11-5500

TS-297/U



	M59
	TM 9-1546-4
	TM 11-5527

TS-352/U



	
	TM 9-2300

TM 9-2300
	TS-352B/U (Phaostron)

TM 11-5527A



	M63
	TM 9-6099
	TM 11-2673

TS-389/U

TS-505/U

MWO SIG 11-5511-1



	M64
	TM 9-2300
	TM 11-5511



	
	TM 94099
	TS-620A/U

TM 11-5504



	M65
	TM 9-2300
	Multiplex stereoscopes

TM 5-244



	
	TM 9-6099
	Music



	M69
	TM 9-2300
	TM 21-205

Special services



	
	TM 9-6103
	Musical instruments



	M70
	TM 9-2300
	FSC group 77



	
	TM 960099

TM 9-2300
	Catalog identification guide

SB 708-377



	M71
	TM 9-6101
	Mutiline

observation

sets.

(See

Observation sets, Mutiline.)



	M72
	TM-9-2300
	Muzzle covers



	
	TM 9-6099
	Expendable synthetic rubber

TB ORD 330



	M75
	MWO ORD F180-W2
	



	
	TB ORD 556
	N



	
	TM 9-2300
	



	M76
	TM 9-2300

TM 9-6103
	Nail drivers



	M77
	TM 9-2300
	Thor Models

TM 5-4065

63N



	
	TM 9-6099
	TM PMG 8

Narcotic drugs



	M78
	TM 9-1546-4
	Elimination of illegal trafficking



	
	TM 9-2300
	Cooperation

with

Federal



	M79
	TM 9-1546-4
	TB PMG 19

agencies



	
	TM 9-2300
	Narcotics



	M82
	TM 9-2300
	Marijuana

TB PMG-1

TB PMG 8



	M85
	TM 9-6099

MWO OR

D F353-W1
	Opium and opium derivatives

National Defense Act Units



	
	TM 9-1614
	Issue of Ordnance general sup



	M87 (T173)
	MWO OR

D F344-W1
	plies

SB 9-8



	M87A1
	MWO OR

D F344-W1
	National Guard



	M92 (T178)
	TM 9-6049
	Troops; materiel; supplies



	M1904A1
	TM 9-2300
	-

TM 55-590

Transportation



	M1904MIA1
	TM 9-2300
	National

Guard

materiel.

(See



	T158
	MWO OR

D F353-WI

TM 9-6035
	Materiel, National Guard.)



	T169EI

T173
	TM 9-1558
	National

Insurance

Service

Life

TM 14-600

Administration



	T178E1
	TM 9-6049
	Nauru



	T181
	TM 9-6041
	Medical and sanitary data

TB MED 189



	T191
	TM 9-6161
	Navigation equipment



	Mounts, Trailer
	
	Army aircraft



	M20
	TM 9-2010
	Requisitioning

SB 11-164



	Mounts, Truck
	
	Needle bearings



	M36

M36A1
	MWO OR

D A55-W18

MWO OR

D A55-W18
	Instructions for installation and

removal

TB 37-265-1



	
	TB 9-819-4
	Ingersoll-Rand Models



	M36A2
	MWO OR

D A55-W18
	6-CND

TM 5-4060



	Pedestal
	
	Thor Models



	M24A3
	MWO OR

D A55-W20
	LO 5-4065

63N



	M31A1
	TI

B ORD 465
	TB 5-4065-1



	M310
	B ORD 465

TI
	TB ORD 263

Neoprene gas check pads












	Netherlands
	Observation towers.

(See Towers,



	Medical and sanitary data

TB MED 39
	Observation.)



	Network Testers
	Obstacles



	Data smoothing
	TM 5-220

Passage



	TM 9-9605
	



	17-T-5548-700
	Obturator spindle plugs.

(See Plugs.



	Networks, Hybrid circuit
	Obtuator spindle.)



	TM 11-2144

TA-31/U
	Occupational therapy.

(See Therapy,



	TM 11-2003A

TA-255/TT
	occupational.)



	Neuropsychiatric examinations
	Ocean Islands



	TB MED 33

Induction station
	Medical and sanitary data

TB MED 189



	Neuropsychiatric patients
	Odographs, Land



	treatment

Convalescent

pro
	TB 5-9401-1

M1



	TB MED 80

grams
	TM 5-9400



	
	TM 5-9401



	Neuropsychiatric teams
	



	TM 8-241

Operations
	TM 5-9411



	Neurotropic virus diseases
	Tropicalization

TB 5-9400-1



	TB MED 212

Diagnosis; treatments
	Office appliances



	Nicobar Islands
	Standard repair procedures

TB QM 26



	Medical and sanitary data

TB MED 105
	TM 10-600



	Nike (guided missile)
	buildings.

Buildings,

(See

Office



	
	Office.



	XSAM-A-7
	



	MWO ORD Y15-W1

Tool set
	Office machines



	Nippers
	Addressograph



	TM 9-867

Maintenance; care
	TM 10-626A

Class 700



	Nitrogen generators.

(See Genera
	TM 10-626B

Class 1900



	tors, Nitrogen.)
	Davidson Models



	
	TM 5-6104



	Nitrostarch explosives
	221



	TM 9-2900

Properties
	Ditto



	Noise generators.

(See Generators,
	TM 5-6121

Model D22



	Noise.)
	Excess and unserviceable



	Nomenclature designations
	Packing

SB 10-228



	TB SIG 103

Signal Corps publications
	FSC group 74



	Nonnarcotic

drugs.

Drugs,

(See
	Catalog identification guide

SB 708-374



	Nonnarcotic.)
	Graphotype



	Nonappropriated

funds.

(See
	TM 10-626C

Class 6100



	Funds, Nonappropriated.)
	TM 10-626D

Class 6300



	Nonmetallic crude materials
	TB QM 14

International Payroll



	FSC group 94
	Office supplies



	Catalog identification guide

SB 708-394
	FSC group 75



	Nonpersistent

bombs.

gas

(See
	Catalog identification guide

SB 708-375



	Bombs, Nonpersistent gas.)
	Officers



	Norway
	TM 14-505

Agent finance



	1

?B MED 29

Medical and sanitary data
	Agent finance (Military Attaches



	
	TM 14-505A

only)



	Norwegian language
	



	TM 30-310

Guide
	TM 20-605

Career management



	TM 30-610

Phrase books
	TM 28-210

Information education



	TM 55-289

Numbering equipment
	Pay and allowances

TM 14-501



	Nursing
	Special services (athletic and rec



	TM 8-270

Professional techniques
	TM 21-205

reation)



	Nursing services
	Officers, Disbursing



	TM 8-273

Procedures; techniques
	Receipts; payments



	
	TM 14-704



	Nut assemblies
	Accounting



	TB9-2830-51

Reclamation
	Relief under PL 248-80th Con



	Nut runners, Electric
	TB 14-500-17

gress



	Black & Decker Models
	Ohmmeters



	TM 9-C083-1

18
	TM 11-2050

ZM-21A/U



	TM 20-500

Nutriculture
	TM 11-2050A



	TM 8-501
	



	Nutrition

TB MED 53
	Oil



	Feeding of infants

1 ]ffrlV

-Aon
	SB 9-19

Conservation



	T

Nutritional rehabilitation
	Oil burners



	
	Crane Co Models



	O
	TM 55-3737

CR2FG



	
	CR2FT

TM 55-3737



	Observation sets, Multiline
	



	TM 11-2012

ADW-BM-100
	TM 55-3746

2A12C



	Observing sets (telephone lines)
	Fans,

fans.

(See

Oil

Oil

cooler



	TM 11-2085

TA-51/FT
	cooler.)



	Observation telescopes.

(See Tele
	Oil cooler support



	
	Transmission reinforcement TM 1-1H-19-246



	scopes, Observation.)
	














	Oil filter disks
	
	Ordnance materiel-Continued
	



	Cleaning tools
	
	Inspection
	TM 9-1100



	I

rB ORD 523

Construction
	
	Loading and blocking on railway
	



	1

rB ORD 342

Oil filter elements

Oil filters
	cars

Major
	items; major combina
	TM 9-1005



	Non-standard
	
	tions; components
	



	Replacement
	SB 9-97
	Related publications
	SB 9-1



	heating

systems.

Oil-fired

(See
	
	Marking: domestic, oversea
	TM 9-1005



	Heating systems, Oil-fired.)
	
	Operation; maintenance in ex
	



	Oil pressure gages.

(See Gages, Oil
	
	treme cold
	TM 9-2855



	pressure.)
	
	Processing; packaging; packing
	TM 9-1005



	pump gears.

(See Gears,

Oil

Oil
	
	Rebuild costs
	SB 9-30



	pump.)

Oil seal assemblies
	
	Ordnance vehicles
	SB 9-1



	Reclamation

TB 9-2830-26
	
	Electrical equipment
	



	O11 seals
	
	Delco-Remy
	TM 9-8627



	Reclamation

TB 9-2830-19
	
	Ore primary products
	



	Oil stove burners.

(SeeBurners, Oil
	
	FSC group 96
	



	stove.)
	
	Catalog identification guides
	SB 708-396



	Oils
	Ores
	
	



	Supply cataloging
	
	FSC group 96
	



	Federal item identification

guide

SB 708-391
	Organizational
	Catalog identification guides

equipment.

(See
	SB 708-396



	Oils, Engine
	
	Equipment, Organizational.)
	



	Grade SAE 50
	Organs, Electric
	
	



	U S Army specification 2-104B
	SB 5-2
	Wurlitzer series
	



	Oils, Mineral
	30
	
	TM 10-752



	TB ENG 36

Gasoline engines
	
	Organs, Electronic
	



	Oils, Petroleum
	
	AN/TNP-1

MWO
	QM 10-751-1

TM 10-751



	Characteristics and uses

TB ORD 586

Ollstones
	
	
	TM 11-4703



	TM 9-867

Maintenance; care
	
	Hammond Models
	



	Olives
	
	G

MWI
	O

QM 10-751-1



	TM 10-210

Inspection
	Organs, Folding
	
	



	(SeePolelines,

Open wire pole lines.
	
	Chaplains'
	TM 10-750



	Open wire.)
	
	Orthographic projection
	



	Operating agencies

Fiscal accounting

TM 14-701
	
	Standardization of third

angle

Orthopedic patients
	TB 34-9-20



	Operating room procedures

TM 8-230
	
	Physical and surgical th

,erapy
	TB MED 10



	Operations centers
	
	Oscillations, Parasitic
	



	AN/MTQ-I

MWO SIG 126
	
	Elimination
	MWO SIG 11-820-6



	TM 11-5550
	Oscillators
	
	



	TM 11-5550

AN/MTQ-1A
	
	I-151-A, -E
	TM 11-2524



	AN/TTQ-1

TM 11-438

AN/TTQ-2

TM 11-448
	0-2/FRC
	
	TM 11-820

TM 11-2670



	Operators, Materials handling equip
	
	0-14/FSM-1

0-14A/FSM-1
	TM 11-2670



	ment
	0-37/FRT
	
	TM 11-2692



	TM 21-302

Selection and training
	
	
	TM 11-2692A



	TM 21-302A
	0-73/URT
	
	TM 11-5025



	M

WO MED 6

Ophthalmoscopes
	
	0-73A/URT
	TM 11-5025



	Opium
	0-86/FRT
	1
	4WO SIG 11-2205-1



	TB PMG 8

Characteristics and effects

Optical coating equipment
	
	Special purpose
	TM 11-2205

TM 11-670



	TM 9-1501

Operation and maintenance
	
	TS-401/U (51A (SPL))
	TM 11-2040



	Optical instruments
	V0-3-F
	
	TM 11-5061



	TB ORD 331

Fungus-proofing
	
	
	



	
	
	Oscillators, Audio
	



	TM 9-2601

Optics, Elementary
	
	Hewlett-Packard Models
	



	Ordnance Corps items
	
	205-AG
	TM 11-2649



	Newly adopted
	
	0-138/CRD-2A
	MWO SIG 11-514-1



	Requisitioning
	SB 9-110
	TS-312/FSM-1
	TM 11-2684



	Peacetime replacement factors
	SB 9-107

TS-337
	
	TM 11-2039



	Regulated items

SB 725-950
	TS-379/U

SB 9-101
	
	TM 11-2039

TM 11-2039



	Wartime replacement factors

Ordnance items
	TS-382/U
	TS-379B/U
	TM 11-2684



	Transfer listings

SB 38-50-1
	
	TS-382A/U
	TM 11-2684A



	SB 38-50-2
	TS-421/U
	
	TM 11-2649



	Ordnance materiel
	
	Oscillators, Keying
	



	TM 9-2853

Deep-water fording

PB ORD 196

Identification plates
	
	Wilcox type

95A
	TM 11-2551














	Oscillators, Standard
	
	Packaged equipments
	




	Galvin Models
	
	Carrier telegraph
	TM 11-2029



	CES-1
	TM 11-2675
	Carrier transfer panel
	



	TS-39A/TSM-I
	TM 11-2697
	Type C
	TM 11-2031



	TS-220/TSM
	TM 11-2675
	Composite panel
	TM 11-2031



	Oscillators, Test
	
	Line terminating
	TM 11-2031



	TS-47/APR
	TM 11-1034
	Open-wire offices
	TM 11-2037



	Oscillograph equipments
	
	Telegraph repeater
	TM 11-2034

TM 11-2030



	Oscilloscopes
	
	Test and control board

Test unit
	



	AN/USM-24
	MWO SIG 149

MWO SIG 168
	2A (SPL)
	TM 11-2033



	AN/USM-24B
	MWO SIG 168
	Packaged equipments, Panel
	



	BC-1060-A
	TM 11-2526
	Installation instructions
	TM 11-2020



	I-134-C
	TB 11-1213-1
	raph

Packaged equipments, Teleg
	



	I-245-A
	TM 11-2689A
	Carrier telegraph
	TM 11-2024



	I-245-B
	TM 11-2689
	,hone

Packaged equipments, Telep
	



	OS-8A/U
	TM 11-1214
	elines

Application to open-wire
	TM 11-2021



	OS-26/USM-24
	MWO SIG 168
	Telephone repeater
	TM 11-2028

TM 11-2023



	OS-26A/USM-24
	MWO SIG 168
	Type C carrier telephone
	TM 11-2026



	TS-34/AP
	TM 11-1067
	Type H carrier telephone
	TM 11-2025



	
	TM 11-1221

TM 11-1067A
	0e

(See I

Packaged rations.

Rations,
	



	TS-34A/AP
	TM 11-1241
	Packaged.)
	



	
	TM 11-1253
	Package equipments offices
	



	
	TM 11-1255
	Maintenance
	



	TS-100/AP
	TM 11-1253
	Tools, gages, materir

als
	TM 11-2041



	TS-152/FSM-1
	TM 11-2664
	Packaging
	



	TS-324/U (Du Mont type 241)
	TM 11-2562
	Military

supplies

and

equip-
	TM 38-230



	Ostrova Komandorskiye
	
	ments
	



	Medical and sanitary data
	TB MED 139
	Ordnance materials
	TM 9-1005



	Otoscopes
	MWO MED 6
	Supplies and equipment
	SB 38-100



	Outboard motors. (See Motors, Out
	
	Packing

~rs
	TM 10-530



	board.)
	
	Aerial delivery container

Materials and methods
	TM 5-614



	Outlet boxes
	
	Medical supplies
	SB 8-2



	J-175/FIA-1

(See Meters, Out

Output meters.
	MWO SIG 11-2590-1
	equip

Military

and

supplies
	



	put.)
	
	ment
	TM 38-230



	Oven burners. (See Burners, Oven.)
	
	Office machines
	SB 10-228



	Ovens
	
	Parachutes
	TB 10-501-1



	Electric; gas; oil fired
	TM 10-1010
	
	TB 10-503-1



	Overhaul standards
	
	
	TB 10-504-1



	Field artillery materiel
	TB ORD 327
	
	TB 10-506-1

TB 10-507-1



	Gun carriages
	TB ORD 256
	
	TB 10-508-1



	Gun mounts
	TB ORD 301
	Personnel parachutes
	SB 38-100



	Guns, automatic
	TB ORD 256
	Supplies and equipment

Packing procedures
	



	Guns, 90-mm
	TB ORD 301

TB ORD 327
	Cargo parachutes
	TB 10-503-1



	Mortars

Recoilless rifles
	TB ORD 327
	
	TB 10-504-1



	Small arms materiel
	TB ORD 366
	
	TB 10-506-1



	Overpayments
	
	Extraction parachutes
	TB 10-507-1



	Collection action
	TB 14-500-17
	Personnel parachutes
	TB 10-501-1



	Overseashipments. (See Shipments,
	
	Pilot's parachutes
	TB 10-510-1



	Oversea.)
	
	Packing-room lay-outs
	SB 8-2



	(See Theaters,

Oversea theaters.
	
	Medical supplies
	



	Oversea.)
	
	Packs, Vibrator
	MWO SIG 11-2586-1



	equipment.

welding

Oxacetylene
	
	PP-31/TIQ-2

PP-68/U
	TM 11-2648



	(See Welding equipment, Oxacety
	
	PP-68A/U
	TM 11-2648



	lene.)

Oxidizers
	
	Pad Resistance
	



	Health hazards
	TB MED 242
	Tester, 17-T-65547
	TM 9-9607



	Oxygen generators. (See Generators,
	
	Padlocks
	



	Oxygen.)
	
	MC-92
	SB 11-161



	Oxygen therapy outfits
	
	Paint mixing
	



	Mask type, complete
	TM 8-617
	Field use

(See S

Sprayers,
	TM 9-2851



	
	
	Paint sprayers.
	



	
	
	Paint.)
	



	P
	
	Painting
	



	Pack, Tray

Personnel parachute
	MWO 10-502-1
	Equipment

Railroad equipment
	TM 5-618

TM 55289














	Painting, Exterior
	
	Parachutes-Continued
	




	Materials and methods
	TM 5-618
	Extraction type
	TB 10-507-1



	Painting, Interior
	
	Pack assembly
	



	Materials and methods
	TM 5-618
	P/N 47R3190
	MWO 10-508-2



	Painting instructions
	
	P/N 47R7637
	MWO 10-594-1



	Field use
	TM 90-2851
	Release assemblies
	TB 10-574-1



	Paints
	
	Service record, AF Form 46
	TM 57-220



	FSC group 80
	SB 708-380
	Parachutes, Cargo
	



	Catalog identification guides

Paints and varnishes
	TM 5-618
	Extraction type

G1; Gl-A
	MWO 10-595-1

TB 10-503-1



	Used by Transportation Corps
	SB 55-18
	Maintenance
	TB 10-595-1



	Palau Islands
	
	G-11
	MWO 10-504-1



	Medical and sanitary data
	TB MED 41
	
	TB 10-504-1



	Palestine
	
	Maintenance
	TB 10-595-2



	Medical and sanitary data
	TB MED 126
	Modification

of log record
	



	Pamphlets (domestic)
	
	book pocket
	MWO 10-595-3



	Procurement
	SB 10-507
	Conversion
	MWO 10-595-2



	Panel bridges.

(SeeBridges, Panel.)
	
	G-11A
	MWO 10-504-1



	Panel packaged equipments.

(See
	
	
	TB 10-504-1



	Packaged equipments, Panel.)

Panels
	
	
	TB 10-562-1

TB 10-564-1



	BD-90
	MWO SIG 13
	Maintenance
	TB 10-595-2



	BD-98
	MWO SIG 11-340-2
	Modification of log record
	



	
	MWO SIG 11-340-3
	book pocket
	MWO 10-595-3



	BD-132
	TM 11-2064
	G-12
	MWO 10-505-1



	BD-132-A
	TM 11-2064
	Q-12A
	MWO 10-505-2



	Serviceability standards
	SB 11-100-124
	G-12B
	MWO 10-505-2



	Composite for packaged equip
	
	G-12C
	MWO 10-505-2



	ment
	TM 11-2031
	Packing procedures
	TB 10-505-1



	Weather
	
	G-13
	TB 10-506-1



	ML-143-A

ML-143-B
	TM 11-2414

TM 11-2414
	Maintenance
	TB 10-595-4



	ML-143-C
	TM 11-2414
	Parachutes, Personnel

Back and chest
	



	ML-143-D
	TM 11-2414
	Maintenance
	TB 10-594-3



	ML-173-B
	TM 11-2414
	Back-type
	MWO 10-508-1



	ML-183-A
	TM 11-2414
	
	MWO 10-508-2



	ML-183-B
	TM 11-2414
	Installation of safety device
	MWO 10-501-7



	Panels, Auxiliary power
	
	Packing
	TB 10-508-1



	Pelham Electric Manufacturing
	
	Ripcord assembly
	MWO 10-508-3



	Co. Models
	TM 55-3726-1
	Chest type
	MWO 10-508-1



	Panels, Battery charging
	TM 55-3726-2
	Pack assemblies
	MWO 10-501-4



	Lake Erie Electric Manufactur
	
	Modification

Pilot's
	TB 10-510-1



	ing Co. Models
	
	Seat type
	MWO 10-508-1



	2042
	TB 55-3754-1
	
	MWO 10-509-1



	Pelham Electric Manufacturing
	
	
	MWO 10-509-2



	Co. Models
	TB 55-3761-1
	Packing procedures
	TB 10-509-1



	Whitmor Models
	
	Static line extension modifica
	



	5176
	TB 55-3758-1
	tion
	MWO 10-502-4



	Panoramic adapters.

(See Adapt
	
	T-7, troop type
	TM 57-220



	ers, Panoramic.)

Panoramic

Tele

telescopes.

(See
	
	T-7A, troop type
	MWO 10-501-1



	scopes, Panoramic.)
	
	
	MWO 10-501-2



	Pantographs
	
	Maintenance
	TB 10-594-1



	American Blue Print Models
	
	Packing procedures
	TB 10-501-1



	1960
	TB 5-6024-1
	Relocation of pack assembly
	



	Paper cutters
	
	eyes
	MWO 10-501-6



	PH-513/GF
	TM 11-2302
	T-10
	



	Pappataci fever.

(See Sand-fly
	
	Packing procedures
	TB 10-502-1



	fever.)
	
	Repair
	TB 10-594-2



	Paracel Islands

Medical and sanitary data
	TB MED 152
	Parachutes, Pilot
	



	Parachute pack covers
	
	Maintenance
	TB 10-595-5



	0-1
	MWO QM 10-230C-1
	Parachutists
	



	Parachutes
	
	Technical training
	TM 57-220



	Canopy and pack assembly
	
	Parachutists equipment bags.
	(See



	Modification
	MWO 10-501-3
	Equipment bags,

Parachutists.)
	



	Condemned
	
	Parachutists

weapons

case.
	(See



	Disposal
	SB 10-506
	Weapons case, Parachutists.)
	














	Paraplegic patients

Equipment
	
	Parts repalcement-Continued
	



	Parka-shells
	BB 8-30
	During warranty period-Con.
	



	l

M-1951
	IWO QM 39
	Willys

Overland

Inc.
	Motors,

SB 9-98-9



	Parking lock
	
	Passenger boats.
	(See Boats, Pas



	Tank medium, M46
	TM 9-1718E
	senger.)
	



	Parts breakdown, Illustrated
	
	Passenger buses.
	(See Buses, Pas-



	Aircraft, L-19A

TIV
	[1-L-19A-4
	senger.)
	



	Parts lists
	
	Passenger

elevators.
	(See Eleva



	Semitrailers
	
	tors, Passenger.)
	



	Gramm Model BR-120

Highway Models
	TM 10-1609

TM 10-1171
	Patching panels
	



	
	TM 10-1372
	SB-99/FRC

Pathology
	TM 11-889A



	Timpte Model T-8
	TM 10-1618
	Dental and oral
	TM 8-225



	Trailers
	
	Patrol boats.

(SeeBoats, Patrol.)
	



	6-ton, 2 wheel
	
	Patrols, Train and station
	



	Utility Models
	TM 10-1300
	Duties
	TM 19-275



	Trucks
	
	Paulins, Waterproof
	



	%3-ton, 4 x 2 Ford Models
	TM 10-1436
	Special purpose
	SB 11-83



	%-ton, 4 x 2 Dodge Models
	TM 10-1154
	Pavements
	



	Pi-ton, 4 x 4 Dodge Models
	TM 10-1120
	Maintenance methods
	TM 5-624



	
	TM 10-1368
	Pavers, Concrete
	



	5-ton, 4 x 2 Mack Models
	TM 10-1546
	Foote Models
	



	6-ton, 6 x 6 Mack Models

Parts price lists
	TM 10-1182
	34-E
	LO 5-1072-1



	Chevrolet Models
	
	
	LO 5-1072-2

MWO ENG 1072-1



	1942
	TM 10-1162
	
	TB 5-1072-1



	Parts replacement
	
	Paving breakers. (SeealsoBreakers,
	



	During warranty period
	
	Paving.)
	



	ACF-Brill Motor Co.
	SB 9-98-26
	Pneumatic

Chicago
	Models



	Airport Service Equipment
	
	CP-115
	LO 5-4092



	Co., Inc
	SB 9-98-20
	Pay and allowances
	



	Autocar Sales and Service
	
	Enlisted personnel
	TB 14-502-5



	Co
	SB 9-98-13
	Officer personnel
	TM 14-501



	Cadillac Metropolitan Am

bulances
	SB 9-98-22
	Payments
	



	Chrysler Corp.
	SB 9-98-2
	Due subsequent to discharge

Collection
	TB 14-502-5



	Corbitt Co.
	SB 9-98-19
	Initial family allowances
	



	Cushman

Motor

Works,
	
	Combined status
	TB 14-502-5



	Inc.
	SB 9-98-17
	Retired pay
	TB 14-502-5



	Federal Motor Truck Co.
	SB 9-98-3
	Supplies and nonpersonal serv
	



	Fontaine Truck Equipment
	
	ices
	TB 14-504-1



	Co. Inc
	SB 9-98-27
	
	TB 14-504-3



	Ford Motor Co.
	SB 9-98-5
	
	TB 14-504-4



	Four Wheel Drive Auto Co.
	SB 9-98-15
	
	TM 14-504



	Fruehauf Trailer Co.

General Motors Corp.
	SB 9-98-28

SB 9-98-12
	Payroll machines

International
	TB QM 14



	Buick Motor Div.
	SB 9-98-12
	Pedestals
	



	Chevrolet Div.
	SB 9-98-4
	AB-8A/GP
	LO 11-1466-1



	GMC Truck and Coach
	
	AB-39/TPL-1
	LO 11-1452-1



	Div.
	SB 9-98-7
	
	LO 11-1452-3



	Pontiac Motor Div.
	SB 9-98-8
	AB-159/GMD-1
	MWO SIG 146



	General procedures
	SB 9-98-1
	AB-159A/GMD-1
	MWO SIG 146



	Gramm Trailer Corp.
	SB 9-98-10
	AB-159B/GMD-1
	MWO SIG 146



	Harley-Davidson Motor Co.
	SB 9-98-11
	AB-159C/GMD-1
	MWO SIG 146



	Henney Motor Co., Inc.

International Harvester Co.
	SB 9-98-14

SB 9-98-6
	MP-61
	LO 11-1424-3

MWO SIG 11-1324-3



	John Trailer Div., Pressed
	
	
	MWO SIG 11-1324-6



	Steel Car Co., Inc.
	
	
	



	La Crosse Trailer Corp.
	
	
	



	
	SB 9-98-29
	
	MWO SIG 11-1524-9



	Mack Manufacturing Corp.
	SB 9-98-21

SB 9-98-16
	ML-61-A

MP-61-B
	LO 11-1424-5

LO 11-1424-5



	Meteor Motor Car Co.
	SB 9-98-22
	Pedographs
	



	Military tactical vehicles
	SB 9-98-24
	M1
	TB ENG 63



	A J Miller Co.
	SB 9-98-22
	Peelers
	



	Strick Co.
	SB 9-98-31
	Vegetable
	TM 5-636



	Superior Motor Car Co.
	SB 9-98-22
	Peg tooth harrows.
	(See Harrows,



	Trailmobile Co.
	SB 9-98-18
	Peg tooth.)
	



	Twin Coach Co.

White Motor Co.
	SB 9-98-30

SB 9-98-23
	Pens and pen drive assemblies

Replacement
	MWO SIG 11-441-2














	Percussion primers.
	(See Primers,
	Personnel-Continued

Radio repair
	




	Percussion.)
	
	Training
	TM 11-477



	mounts.

Periscope

(See
	mounts,
	Signal communication training
	TM 11-450



	periscope.)

Periscopes
	
	Personnel

carriers.

(See Carriers,
	



	M4A1
	MWO ORD F235-W9
	Personnel)
	



	
	TM 9-6113
	Personnel

heater kits.

(See Kits,
	



	
	TM 9-2300
	Personnel.)
	



	
	MWO ORD F235-W2
	Personnel

parachutes.

(See Para
	



	
	TM 9-1608B
	chutes, Personnel.)
	



	
	TM 9-2300
	Personnel tests
	



	M8A1
	TM 9-2300
	Administration
	TM 12-260



	
	TM 9-6117
	Pest control
	



	M9
	MWO ORD F235-W2

MWO ORD F235-W4
	Safety measures

Petroleum dispensing pumps.
	TM 5-632



	M10 series
	TM 9-2300
	(See

Pumps, Petroleum dispensing.)
	



	M1OC
	TM 9-6119
	Petroleum handling equipment
	



	M10D
	TM 9-2300
	Functions; capabilities
	TM 10-1103



	
	TM 9-6119
	Petroleum laboratories.

(See Lab
	



	M10F
	TM 9-2300
	oratories, Petroleum.)
	



	
	TM 9-6119
	Petroleum products
	TM 5-678



	M1OG
	TM 9-2300
	Characteristics
	TM 5-678



	
	TM 9-6119
	Consumption factors
	SB 10-231



	MIOP
	TM 9-2300
	Containers and equipment
	



	
	TM 9-6119
	Inspection
	8B10-82



	M12
	TM 9-1608E
	Dispensers
	



	
	TM 9-2300

TM 9-1608E
	Inspection;maintenance
	TM 5-679



	M13
	TM 9-2300
	Operation; maintenance

Handling
	TM 5-678

TM 10-466



	
	TM 9-1608E
	Sold by DA
	



	M13B1

M14
	TM 9-1608E
	Pricing guide
	SB 10-389



	
	TM 09-2300
	Storage
	TB QM 35



	M14A1
	TM 9-1608E
	Storage systems
	



	
	TM 9-2300
	Inspection; maintenance
	TM 5-679



	M15
	TM 9-1808F
	Operation; maintenance
	TM 5-678



	
	TM 9-2300
	U. S. Army
	



	M15A1
	TM 9-1808F
	List
	SB 10-258



	M16 (MIOE6) type
	TM 9-2300

TM 9-16080
	Petroleum products laboratory
	TB QM 16



	M160

M16D
	TM 9-1608G
	Pharmaceutical preparations

Classification
	TM 8-233



	M16F
	TM 9-1608G
	Pharmacy technicians
	



	M16G
	TM 9-1608G
	Handbook
	TM 8-233



	M16H1
	TM 9-1608G
	Philebotomus fever.

(See Sand-fly
	



	M17
	MWO ORD F235-W16
	fever.)
	



	
	TM 9-1608E
	Philippine Islands
	



	
	TM 9-2300
	Medical and sanitary data
	TB MED 68



	M18C
	TM 9-2300
	Phonographs
	



	M19
	MWO ORD F235-W10

MWO ORD F235-W12
	FSC group 77

Catalog identification guides
	SB 708-377



	
	MWO ORD F235-W13
	Photoflash

cartridges.

(See

Car
	



	
	MWO ORD F235-W14
	tridges, Canister.)
	



	
	MWO ORD F235-W15
	lamps.

Lamps,

Photoflash

(See
	



	
	TM 9-6059
	Photoflash.)
	



	M20 (T35)
	MWO ORD F235-W8
	reports.

Photo-intelligence

(See
	



	
	TM 9-6057
	Reports, Photo-intelligence.)
	



	M20A1
	TM 9-6057
	Photographic chemicals
	



	M88
	MWO ORD F358-W2
	characteristics;

Properties;
	



	T22
	TM 9-1608E
	names in six languages
	TB SIG 158



	T25

T35
	MWO ORD F235-W18

MWO ORD G262-W20
	Photographic computations

Photographic developer
	TM 11-401



	T36
	MWO ORD F235-W16
	Interim supply procedure
	SB 11-200



	T38
	TM 9-6135
	Photographic equipment
	



	T176
	MWO ORD F358-W2
	Darkroom
	TM 11-404



	Persian language
	
	Directory
	TM 11-487F



	Guide
	TM 30-326
	Dryers
	



	Phrase book
	TM 30-626
	Peck and Harvey Model
	TM 5-6054



	Personnel
	
	Film holders
	



	Adjustment problems
	TB MED 12

TB MED 21
	PH-656/PD

PH-383
	TB SIG 226

TM 11-2366














	Photographic equipment-Continued
	
	Photoroentgen films
	




	Tropicalization
	TB SIC 149
	Life spans
	TB MED 99



	Washers
	
	Photolithography
	TM 5-245



	PH-240-B
	T

M 11-2398A
	Photography, Aerial
	



	Photographic interpretation
	
	Methods and materials
	TM 5-240



	Techniques
	TM 30-245
	Phototubes
	TB SIG 167



	Terminology
	TM 30-245
	Phrase books
	



	Photographic papers
	
	Albanian
	TM 30-652



	Stabilization processing
	TB SI

246
	Bulgarian
	TM 30-645

TM 30-632



	Water resistant
	TB SIG 250
	Burmese

Cantonese
	TM 30-634



	Photographic presses.

(See Presses,

Photographic.)
	
	Chinese
	TM 30-633



	print

Photographic

dryers.

(See
	
	Danish
	TM 30-611



	Dryers, Photographic print.)
	
	Dutch
	TM 30-607



	Photographic print processing units.
	
	French
	TM 30-602



	(See Print processing units, Photo
	
	German
	TM 30-606



	graphic.)
	
	Greek
	TM 30-650



	Photographic print washers.

(See
	
	Hindustani
	TM 30-627



	Washers, Photographic print.)
	
	Hungarian
	TM 30-616



	(See Print

Photographic printers.
	
	Italian
	TM 30-602



	ers, Photographic.)
	
	Italian-English
	TM 30-803



	Photographic processing
	
	Japanese
	TM 30-641



	Techniques
	TM 11-401
	Korean
	TM 30-642



	Photographic processing equipment.
	
	Malay
	TM 30-639



	(See Processing equipment, Photo
	
	Moroccan
	TM 30-276



	graphic.)
	
	Norwegian
	TM 30-610



	Photographic sets
	
	Persian
	TM 30-626



	ES-12(1)
	TM 11-400A
	Portuguese
	TM 30-601

TM 30-649



	PH-261
	TM 11-400
	Rumanian

Russian
	TM 30-644



	Photographs, Aerial

Tactical interpretation
	TM 30-246
	Serbo-Croatian
	TM 30-646



	Photography
	
	Spanish
	TM 30-600



	Cold weather
	TB SIG 189
	Swedish
	TM 30-612



	Investigative
	TB PMG 9
	Thai (Siamese)
	TM 30-631



	Projector changes
	TB SIG 555-12
	Turkish
	TM 30-618



	Terminology
	TM 11-401
	Physical programs
	



	Under

high temperature

con
	
	Tuberculous patients
	TB MED 222



	ditions
	TB SIG 190
	Physical reconditioning
	



	Photography, Aerial
	
	Advanced
	TM 8-292



	Cartographic
	
	
	TM 8-294



	Accomplishment guide
	TB 5-240-1
	Bed and ward patients
	TB MED 137



	Engineer responsibilities
	TB 5-240
	Physical therapy
	



	Field expedients
	TB SIG 229
	and

amputation

Orthopedic
	



	Use in map making
	TM 5-230
	cases
	TB MED 10



	Photography, Combat
	
	Picket boats.

(See Boats, Picket.)
	



	Aerial Photo Procurement Pro
	
	Pickles, relishes, olives, and sauces
	TM 10-2



	gram

Army Aviation Photo Program
	TB SIG 555-2
	Picric acid

Properties
	TM 9-2900



	
	TB SIG 555-2
	Piers
	



	Mobile laboratory darkrooms
	TB SIG 555-3
	Maintenance
	TM 5-622



	Night

photography for

target
	
	Pigeon entries
	



	location
	TB SIG 555-11
	Company property book
	SB 11-24



	Panoramic photographs
	TB SIG 555-4
	Pile driving hammers.
	(See Ham



	Photo action on "Old Baldy"
	TB SIG 555-8
	mers, Pile Driving.)
	



	Tactical applications
	TB SIG 555-5
	Pile driving rigs.

(See Rigs, Pile
	



	
	TB SIG 555-6
	driving.)
	



	
	TB SIG 555-7
	Piles and pile driving
	



	
	TB SIG 555-9
	Construction
	TM 5-360



	Tactical support
	TB SI

555-1
	Pillows
	



	Through the viewfinder
	TB SIG 555-10
	Renovating and cleaning
	TB 10-354-1



	Photography, Reconnaissance
	
	Pilonidal cysts
	



	Mission; equipment; materials
	TM 30-245
	Treatment
	TB MED 89



	Photography, Signal
	
	Pilot balloon targets.

(See Targets,
	



	Basic principles; techniques
	TM 11-401
	Pilot balloon.)
	



	Photography, Special types
	
	Pinions
	



	Corrective; flash; color
	TM 11-401
	Reclamation
	TB 9-2830-39



	Photogrammetry
	
	Pins, Panel
	



	Methods
	TM 5-230
	Bailey type
	MWO ENG 277-1














	Pintles
	
	planes
	



	Standardization
	TB 34-9-29
	Maintenance; care
	TM 9-867



	Pipefitting
	
	Planes, Cargo
	



	Techniques, methods
	TM 5-746
	0-46
	T

B ENG 33C



	Pipe layers
	
	C-46-D
	T

B 9-765-FE1

T



	Trackson Models
	
	
	B 9-808-FE3

T



	AF4
	TM 5-1993

'
	C-47
	B ENG 33A



	AF7

MD7
	'M 5-1991-2

'
	
	TB ENG 64

T



	Pipe line equipment
	PM 5-1991-1
	C-47-A
	B 9-765-FE1

T



	Roehlk Models
	TM 5-9005
	C-54B
	B 9-808-FE3

T

B ENG 33B



	Pipe-line systems
	
	C-82A
	T.

B ENG 33D



	Construction
	TM 5-350
	Plant pests
	



	Designs and specifications
	TM 5-350
	Control
	TM 5-632



	Pipe lines
	
	Plant protection (physiological)
	



	Testing procedures
	TM 5-746
	Methods
	TM 20-500



	Pipe threaders
	
	Plants, Asphalt
	



	Oster Models
	
	Barber-Greene Models
	LO 5-1280-2



	562, Tom Thumb
	TM 5-4690
	
	LO 5-1281



	Pipe threading machines.

(See Ma
	
	
	TB 5-1281-1



	chines, Pipe threading.)
	
	
	TM 5-1016



	Pipes
	
	
	TB 5-1281-1



	Processing and packing for ex
	
	Technical data
	TB 5-9720-2



	port
	PB ENO 14
	Plants, Clothing impregnating
	



	Piping
	
	M1
	T

*B MED 213



	Water, gas, steam, sewage serv
	
	M2
	TM 3-281



	ices
	
	Plants,

Crushing

and
	screening



	Principlesi procedures
	TM 6-746
	(aggregate)
	



	Pistol

mounts.

Mounts,

(See
	
	Cedarapids Models
	



	Pistol.)
	
	DJ-50
	TM 5-1031



	Pistols
	
	Iowa Models
	



	Accidents: malfunctions
	
	2
	LO 5-1112-1



	Causes
	TM 9-2210
	
	LO 5-1112-2



	M5
	TM 9-1290
	
	TB 5-1112-2



	Mk III
	TM 9-1290
	
	TB 5-1112-3



	Pistols, Automatic (cal22)
	
	
	TM 5-1106



	Colt Ace
	TM 9-2200
	2A
	LO 5-1112-1



	Colt Woodsman

Model B
	TM 9-2200

TM 9-2200
	
	LO 5-1112-2

TB 5-1112-2



	Model H-D
	TM 9-2200
	
	TB 5-1112-3



	Pistols, Automatic (cal32)
	
	
	TM 5-1112



	Colt
	
	Pioneer Models
	



	Pistols, Automatic (cal38)
	
	33 Triplex
	LO 5-1053



	Colt
	TM 9-2200
	
	TB 5-1053-1



	Pistols, Automatic (cal45)
	
	
	TM 5-1053



	M1911
	
	Plants, Crushing, screening, washing
	



	
	TM 0 91295

T]I 9-2200
	Pioneer Models
	TM 5-1241



	M1911A1
	TM 9-1295
	Unit 1
	TM 5-1400-1



	
	TM 9-2200
	153-PRA
	LO 5-1400-1



	
	TM 9-2205
	Units 2, 9
	TM 5-1400-3



	Pistols and revolvers
	
	Units 3, 7, 12, 13
	LO 5-1400-3



	Rebuild standards
	TI

3 ORD 366
	
	TB 5-1400-3



	Pistols, Pyrotechnic
	
	
	TM 5-1400-4



	
	TM 9-2018
	Units 4, 8
	TB 5-1400-4



	
	TM 9-2200
	Unit 5
	LO 5-1400-5



	
	TM 9-2205
	
	TB 5-1400-5



	M2
	TM 9-1290
	
	TM 5-1400-6



	Plague
	
	Unit 6
	TB 5-1400-6



	Diagnosis; treatment
	TB

MED 124
	
	TM 5-1400-7



	Plan position units
	
	Unit 10
	LO 5-1400-7



	BC-1058-A

MWO SIc
	3 11-1524-20
	
	TB 5-1400-7



	BC-1058-B

MWO SIc
	11-1524-20
	Units 11, 14
	LO 5-1400-8



	Planer and jointer
	
	
	TB 5-1400-8



	Oliver Models
	TM 5-4562
	
	TM 5-1400-9



	166

Planers
	
	42-VAE
	LO 5-1400-6

TB 5-1400-6



	Description; maintena

nrice
	TM 1-421
	54-VAE
	LO 5-1400-2



	Newman Models
	
	
	TB 5-1400-2



	600
	TM 5-4265
	300-WAE
	LO 5-1400-4














	Plants, Food (emergency)
	
	Plugs
	




	Islands of the Pacific
	TM 10-420
	PL-258
	SB 11-156



	Plants, Poisonous
	
	
	TM 11-1221



	Islands of the Pacific
	TM 10-420
	
	TM 11-1253

TM 11-1255



	Plants, Washing (Aggregate)
	
	PL-259
	TM 11-1255



	Pioneer Models
	TM 5-1248
	Plugs, Adapter
	



	300-WA

Plants, Washing and screening
	
	U-4/GT
	TB 11-333-1



	Sand and gravel
	
	Plugs, Bridging-access
	



	Pioneer Models
	
	U-23/G
	TB 11-369-3



	412-VW
	M

IWO

ENG 1102-2
	Plugs, Cork

Installation in helicopter
	



	
	TM 5-1102
	main landing gears
	TM I

1-1H-25A-501



	Plastic coating
	
	Plugs, Drain (aircraft)
	



	Application to Ordnance
	mate

TB ORD 574
	Combustion heater
	



	riel

Plate grainers. (See Grainers, I
	Plate.)
	Inspection
	TM

1-15H1-1-501



	Plate supply timer units
	
	Plugs, Obturator spindle
	q

rB ORD 309



	Ml

PE-244
	WO SIG 11-2568-2
	Replacement and servicing

Plumbing
	



	Plate waste
	
	Diagrams
	



	Measurement in messes
	TB QM 51
	Reading
	TM 5-704



	Platforms, Load bearing
	
	Materials, tools, equipment
	TM 5-746



	Aerial delivery riggings
	TB 10-563-1
	Terminology
	TM 5-704



	Heavy drop
	MWO 10-560-1
	Plumbing systems

Installation
	TM 5-619



	Repair
	TB 10-593-2
	Maintenance
	TM 5-619



	(See also Tools, Hand

Pliers.

Maintenance; care
	.)

TM 9-867
	layout,

installation,

Selection,
	



	Plotting

boards.

(See
	B

oards,
	operation, maintenance, repair
	



	Plotting.)
	
	
	TM 5-746



	Plotting charts
	
	Plywood
	



	ML- 347/GMQ-3
	'TM 11-2418
	FSC group 55

Catalog identification guide
	SB 708-355



	Plotting equipments
	TM 11-2581
	Pneumatic drills. (See Drills, Pneu
	



	AN/TSA-1

AN/TSA-2
	TM 11-2582
	matic.)
	



	Plotting sets
	
	Pneumatic

Floats,

floats.

(See
	



	AN/GMQ-3
	TM 11-2418
	Pneumatic.)
	



	AN/TMA-1
	TB S1G 174
	Pneumatic grinders.

(See Grinders,

Penumatic.)
	



	Plows
	
	Pneumatic

hammers.

(See Ham
	



	McCormick Models

10
	LO 5-1231
	mers, Pneumatic.)
	



	
	TB 5-1231-1
	Watches,

Pocket

watches.

(See
	



	
	TM 5-1231
	Pocket.)
	



	Technical data
	TB 5-9720-20
	(See Plants, Poi

Poisonous plants.

sonous.)
	



	Plows, Bottom
	
	Poland
	



	John Deere Models
	
	Medical and sanitary data
	TB MED 176



	7
	
	Polar relays
	



	Plows, Cable

LC-61
	LO 11-370
	Maspeth Telephone and Radio

Corp. Models
	



	
	TM 11-370
	4TRY30
	SB 11-173



	Plows, Disk
	
	Pole lines, Open wire
	



	Deere Models
	
	Construction; maintenance
	TM 11-2262



	205
	LO 5-1230
	Poles, Signal line
	



	
	MWO ENG 1230-1
	AB-308/G; -309/G
	



	
	TM 5-1230
	Use

Poliomyelitis
	TB SIG 268



	Plows, Furrow
	Iels
	Diagnosis; treatment
	TB MED 193



	Minneapolis Moline Mod

FF-16-SP
	LO 5-1232
	(See Bridges, Pon

Ponton bridges.
	



	
	TB 5-1232-1
	ton.)
	



	
	TM 5-1232
	Ponton dollies.

(See Dollies, Pon
	



	Plows, Snow.

(See Snow plo
	Iws.)
	ton.)
	



	Plows, Tractor
	
	Pontons
	



	Deere Models
	
	Construction handbook
	TM 55-3715



	7
	TM 5-1088
	Pontoons
	



	
	LO 5-1086

MWO ENG 1086-1
	FSC group 19

Catalog identification guide
	SB 708-319



	11
	TB 5-1086-1
	Port construction
	



	
	TM 5-1086
	Missions and responsibilities
	TM 5-360














	Port construction-Continued
	
	Power control units-Continued
	




	Planning and organization
	TM 5-360
	Caterpillar Models
	



	Terminology
	TM 5-360
	D4
	VWO ENG 9062-1

Ml



	Port rehabilitation
	TM 5-360
	21
	LO 5-9957



	Port repair ships.

(See Ships, Port
	
	
	TB 5-9957-1



	repair.)
	
	
	TM 5-9957



	Portrait

cameras.

Cameras,

(See
	
	24
	LO 5-9957



	Portrait.)
	
	Parts

failure
	and

re



	Post cemeteries.

(See Cemeteries,
	
	placement
	



	Post.)
	
	
	TB ENG 162



	Posts, Aiming
	
	
	TB 5-9957-1



	MWO 0

M10
	RD F35-W1
	
	TM 5-9957



	Portrait photography

Techniques
	TM 11-401
	25
	LO 5-9957

TB 5-9957-1



	Portugal
	
	
	TM 5-9957



	Medical and sanitary data
	q

TB MED 66
	46
	LO 5-9958



	Portuguese language
	
	
	TB 5-9958-1



	Dictionaries
	TM 30-501
	
	TM 5-9958



	Guide
	TM 30-301
	od Models

GarWo
	



	Phrase book
	TM 30-601
	151
	LO 5-9875



	Position finders, Depression
	
	
	TB 5-9875-1



	M1
	T

'B ORD 339
	281
	LO 5-9876



	
	TM 9-1695
	
	TB 5-9876-1



	
	TM 9-2300
	Heil M

odels
	



	M2
	TM 9-2300
	-2

LD
	LO 5-9304



	M2A1
	TM 9-2300
	
	TB 5-9304-1



	M1907
	TM 9-1685
	
	TM 5-9304



	Post engineers
	
	neau Models

LeTouw

FD
	TB 5-1224-1



	Maintenance shops

Operation
	TM 5-611
	)-8
	TM 5-9370



	
	TM 5-612
	FT

D 7
	LO 5-9372



	Posts, Aiming
	
	
	TB 5-1224-1



	M1
	TM 9-575
	
	TB 5-3070-1



	M4
	TM 9-575
	
	TB 5-9372-1



	M6
	TM 9-575
	
	TM 5-3132



	M7
	TM 9-575
	
	TM 5-3138



	M8
	TM 9-575
	HN
	TB 5-3140-1



	M9
	TM 9-575
	
	TM 5-3134



	M10
	TM 9-575
	
	TM 5-3140



	Poultry and eggs
	TM 10-210
	
	TM 5-9062



	Inspection
	TB QM 33
	N
	TM 5-9372



	Use

Powder

temperature

indicators.
	
	
	LO 5-9372

TB 5-9372-1



	(See Indicators,

Power tempera
	
	
	TM 5-3132



	ture.)
	
	
	TM 5-3138



	Powders, Explosive
	
	
	TM 5-9372



	Smoke; smokeless
	TM 9-2900
	R
	LO 5-9372



	Power amplifiers.

(See Amplifiers,
	
	
	TB 5-9372-1



	Power.)
	
	
	TM 5-3132



	Power ballasters.

(See Ballasters,
	
	
	TM 5-3138



	Power.)
	
	
	TM 5-9372



	Power ballaster tampers. (See Tam
	
	R-7
	TB 5-1224-1



	pers, Power ballaster.)
	
	
	TB 5-3070-1

TM 5-3084



	Power control units
	
	R-8
	TB 5-1224-1



	Allis Chalmers Models
	
	R-6

678
	TB 5-1224-1



	HD-7W
	LO 5-9304
	
	TM 5-9284



	T-305-BA
	TM 5-9956
	T
	LO 5-9372



	Baker Models
	
	
	TB 5-9372-1



	PCU-2X
	LO 5-9629
	
	TM 5-3132



	
	TB 5-9629-1
	
	TM 5-3138



	
	TM 5-9629
	
	TM 5-9372



	Bucyrus Erie Models
	
	T-4
	TB 5-1224-1



	P-24
	TM 5-9294
	
	TB 5-3132-1



	P-25
	LO 5-3302
	
	TM 5-3122



	P25M
	LO 5-9292

TB 5-9292-1
	
	TM 5-3132

TM 5-3138



	
	TM 5-9292
	rols (FCS T38)

Power conti
	



	P-29
	LO 5-3302
	T21E1
	TM 9-6081-8














	Power cords.

(See Cords, Power.)
	
	Power supplies-Continued

PP-597/U
	TM 11-958



	Power distribution panel
	TM 9-9604
	PP-638/U
	TM 11-992



	17-P-550-15

Power Equipment
	
	PP-674/TPS-ID
	MWO SIG 11-1250-1



	Directory
	TM 11-487E
	PP-712/GRC-26A
	MWO SIG 169



	Power generator sets.
	(See Genera
	
	TM 11-5062



	tor sets, Power.)
	
	PP-712A/GRC-26A
	MWO SIG 169



	Power jacks.

(See Jacks, Power.)
	
	
	TM 11-5062



	Power plant coolers.
	(See Coolers,
	PP-804/U
	TM 11-5072



	Power plant.)
	
	PP-835/U
	TM 11-5077



	Power plant heater kits.
	(See Kits,
	PP-842/U
	TM 11-2537



	Power plant heater.)
	
	PP-846/U
	TM 11-5078



	Power plants
	
	PP-867/U
	TM 11-5079



	Amphibian truck
	
	PP-868/U
	TM 11-5079



	General Motors Models
	
	PP-869/U
	TM 11-5079



	CCKW-352
	TM 9-1802A
	PP-888/MPQ-IOA
	MWO SIG 11-1303-8



	Barbette carriage M1917
	TM 9-452
	Power supplies, Amplifier
	



	Basic vehicles
	
	AM-598/U
	TM 11-5055



	Dodge Models
	TM 9-1808A
	Power supplies, Dynamoto
	r



	Ordnance transports
	
	DY-88/GRC-9
	MWO SIG 11-263-5

TM 11-5076



	Distributor adjustment
	TB ORD 341
	DY-93/G
	TM 11-5076



	Scout car M3A1
	TM 9-1705C
	DY-98/G
	TM 11-5076



	Power plants, Diesel
	
	DY-100-U

DY-105 ( )/GRC-9X
	SB 11-182



	Maintenance

for seacoast
	gun
	Power supplies, Rectifier
	



	batteries
	TB ORD 360
	PE-140
	TM 11-4068



	Power plants, Searchlight
	
	PE-140-B
	TM 11-4038



	General Electric Models
	TM 5-7105

TM 5-7144
	PP-86/TXC-1
	TM 11-4038



	1941
	TM 5-7040
	Power supplies, Vibrator
	



	1941A
	TM 5-7117
	PE-237
	MWO SIG 69



	1942
	TM 5-7048
	PP-31/TIQ-2
	TM 11-2596



	
	TM 5-7051
	PE-31A/TIQ-2
	TM 11-2596



	1942A
	TM 5-7115
	PP-31B/TIQ-2
	TM 11-2596



	
	TM 5-7116
	PP-114/VRC-3
	TM 11-983



	Mole-Richardson Models
	
	PP-114A/VRC-3
	TM 11-983



	1941-A
	TM 5-2703
	PP-114B/VRC-3
	TM 11-983



	1942
	TM 5-7100
	Power supply units
	



	Sperry-Gyroscope Models
	
	PE-120-B
	MWO SIG 45



	1941A
	TM 5-7140
	PE-214-B
	TM 11-2531



	1942
	TM 5-2721
	PP-949/TGO
	TM 11-991



	
	TM 5-2722
	RA-61-A
	TM 11-873



	
	TM 5-2723
	RA-74-B
	MWO SIG 11-866-2



	Power rectifiers
	
	
	MWO SIG 11-866-3



	PP-l/FRC
	TM 11-820
	
	MWO SIG 73



	Power reels
	
	
	TM 11-866



	Construction of separator ring
	TB SIG 138
	RA-74-C
	MWO SIG 11-866-2



	Power supplies
	
	
	MWO SIG 11-866-3



	PP-109
	MWO SIG 11-5036-3
	
	MWO SIG 73

TM 11-866



	
	MWO SIG 11-5036-4
	
	MWO SIG 73



	PP-109/GR
	TM 11-5036
	RA-74-D
	TM 11-866



	PP-109/GRC
	MWO SIG 11-5036-1
	
	MWO SIG 11-844-3



	
	MWO SIG 11-5036-2

TM 11-5036
	RA-84-A
	MWO SIG 73



	
	MWO sIG 11-5036-3
	
	TM 11-866



	PP-112
	MWO SIG 11-5036-4
	RA-84-B
	MWO sIa 11-866-3



	
	MWO SIG 11-5036-2
	
	MWO SIG 73



	PP-112/GR
	TM 11-5036
	
	TM 11-866



	PP-112/GRC
	MWO SIG 11-5036-1
	RA-04-A
	MWO SIG 11-866-2



	PP-219A/FRT
	TM 11-5034
	
	MWO SIG 11-866-3



	PP-281/GRC
	MWO SIG 11-5040-1
	
	MWO SIG 73



	
	TM 11-2643
	
	TM 11-866



	
	TM 11-5040
	Power takeoff
	



	PP-282/GRC
	MWO SIG 11-5040-1
	GarWood assemblies
	



	
	TM 11-2643
	74Y6001L
	TB 5-9921-1



	
	TM 11-5040
	Twin Disc Model
	



	PP-427/U
	TM 11-990
	C-106-PS
	LO 55-1132



	PP-448/GR
	MWO SIG 11-5040-1
	(See Tools,

Power tools.
	Power.)



	
	TM 11-5040
	Power train components
	



	PP-479/FRO
	TM 11-889A
	Spicer Division, Dana
	TM 9-8621

Corp.














	Power train units
	
	Power trains-Continued
	




	Tanks, medium
	
	Trucks-Continued
	



	M3
	TM 9-1750
	4 to 5-ton, 4 x 4
	



	
	TM 9-1750A
	Autocar Models
	TM 9-1816



	M4
	TM 9-1750
	Federal Models
	TM 9-1816



	
	TM 9-1750A
	6 to 6 ton
	



	
	TM 9-1750B
	Autocar Models
	TM 9-1817



	Power trains
	
	6-ton, 6x 6
	



	Amphibian truck
	
	Brockway Models
	TM 9-1813



	General Motors Models
	
	Corbitt Models
	TM 9-1813



	DUKW-353
	TM 9-1802B
	Ward La France Models
	TM 9-1813



	Basic half-track vehicles
	TM 9-1707B
	White Models
	TM 9-1813



	Basic vehicles
	
	10-ton, 6 x 4
	



	Dodge Models
	TM 9-1808B
	Mack Models
	TM 9-1818B



	Cargo carrier M28 (T15)
	TM 9-1893B
	Trucks, bomb service
	



	Cargo trucks
	
	M6
	TM 9-1765B



	M41
	TM 9-1837B
	Universal carrier, T16
	TM 9-1746B



	M54
	TM 9-1837B
	Vehicles, half-track
	TM 9-1710



	M55
	TM 9-1837B
	
	TM 9-1710A



	94-ton, 4 x 4
	TM 9-8031-2
	Power transfer panel
	



	Cargo van trucks
	
	CN-22/F
	TM 11-967



	M64
	TM 9-1837B
	Model 100-A-3
	TM 11-967



	Carriages, motor, 76-mm gun
	TM 9-1755A
	Power tubes
	



	Cars
	
	Care and maintenance
	TB SIG 166



	M8
	TM 9-1743
	units.

Power

(See also Engines,
	



	M20
	TM 9-1743
	Diesel; Engines, Gasoline.)
	



	Chassis trucks
	
	Allis Chalmers Models
	



	M40
	TM 9-1837B
	B-15
	TM 5-9234



	M61
	TM 9-1837B
	Atlas Imperial Model
	



	M63
	TM 9-1837B
	L-90
	TM 5-9234



	M139
	TM 9-1837B
	6EN668
	LO 55-1211-1



	Dump trucks
	
	Caterpillar Models
	



	M51
	TM 9-1837B
	D-13000
	LO 55-1204



	Heavy wrecker Ml, series 2
	TM 9-1795A
	Continental Models
	



	Medium wrecker trucks
	
	F
	LO 3-222-2



	M62
	TM 9-1837B
	Ford Models
	



	Scout car M3A1
	TM 9-1705
	A
	LO 3-222-3



	Tanks, light
	
	Hercules Models
	



	M3; M3A1
	TM 9-1728
	HD-24
	LO 11-U8



	T9E1
	TM 9-1724B
	HD-40
	LO 11-U8



	Tractor
	
	Le Roi Models
	



	18-ton, M4
	TM 9-1875B
	XPI-7
	TM 5-9671



	Tractor trucks
	TM 9-1767B
	Minneapolis-Moline Me
	odels



	M52
	TM 9-1837B
	403-4A
	TB 5-9529-1



	Trailer trucks
	TM 9-1767B
	605-6A
	TB 5-5210-1



	Trucks
	
	1210-12A
	TM 5-5206



	General Motors Models
	
	Novo Models
	



	CCKW-352
	TM 9-1801
	CW-133
	LO 3-222-1



	CCKW-353
	TM 9-1801
	PD-49-F
	MWO SIG 11-920-1



	CCW-353
	TM 9-1801
	e-1- JA!
	TM 11-920



	34-ton, 4 x 4
	
	PE-49-C

M'
	TM 11-920



	Ford Model GPW
	TM 9-1803B
	PE-49-D
	LO 11-920



	Willys Overland Model
	
	
	WO SIG PE-49-D-1



	MB
	TM 9-1803B
	
	MWO SIG 11-920-1



	134-ton, 4 x 2
	TM 9-1806B
	
	TM 11-920



	234-ton, 4 x 2
	
	PE-49-F
	LO 11-920



	
	
	
	TM 11-920



	Federal Models
	TM 9-1821
	PE-49-G
	LO 11-920



	25-ton, 6 x 6
	TM 9-1819AC
	
	TM 11-920



	2iH-ton, 6 x 6
	TM 9-1819B
	Signal Corps Models
	



	Studebaker Models
	TM 9-1807
	PE-58/G
	TB ORD 589



	234 to 4-ton, 4 x 4
	
	PE-63-C
	LO 11-U7



	Four

Wheel

Drive
	
	PE-63-D
	LO 11-U7



	Models
	TM 9-1815B
	PE-63-F
	LO 11-U7



	21i to 5-ton, 6 x 4
	
	
	



	Studebaker Models
	TM 9-1807
	PE-75-AA through AE
	LO 11-900



	
	
	
	MWO SIG 11-909-3



	4-ton, 6 x 6
	
	
	TM 11-900



	Diamond T Models
	TM 9-1811
	PE-75-AD
	TM 11-2505A














	Power units-Continued

PE-75-AF
	LO 11-900A
	Power units-Continued
	



	
	TM 11-900A
	PE-95-KContinued
	TM 11-904



	PE-75-C
	MWO SIG 11-900-3
	PE-105-A
	LO 11-U7



	PE-75-C,

-D,

-G,
	-J

-H,
	PE-108-A, -B, -C
	MWO SIG 11-927-1



	through -N, -P, -S through
	
	
	MWO SIG 11-927-2



	-U, -W, -AA through -AE
	
	
	MWO SIG 11-927-3



	
	MWO SIG 11-900-4
	
	TM 11-927



	PE-75-C through W
	LO 11-900
	PE-108-D,-E
	MWO SIG 11-927-2



	
	TM 11-900
	
	MWO SIG 11-927-3



	PE-75-D
	MWO SIG 11-900-3
	
	TM 11-927



	PE-75-F
	MWO SIG 11-900OA-1
	PE-120-A, -B
	MWO SIG 14



	PE-75-J
	MWO SIG 11-900-3
	PE-142-D
	TM 11-942D



	PE-75-R
	MWO SIG 11-900-3
	PE-162-( )
	



	PE-75-P
	MWO SIG 11-900-3
	Serviceability standards
	



	PE-75-S
	MWO SIG 11-900-3
	
	SB 11-100-113



	PE 75-T

PE-75-U
	MWO SIG 11-900-3
	PE-162-A
	TM 11-971



	PE-75-W
	MWO SIG 11-900-3

MWO SIG 11-900-3
	PE-162-B
	LO 11-971

MWO SIG 162



	PE-77
	LO 11-903
	
	TM 11-971



	PE-77-A through E
	TM 11-903
	PE-162-C
	TM 11-971



	PE-78-G
	TM 11-911
	PE-167-A
	TM 11-946



	PE-78-H
	TM 11-911
	PE-182
	MWO ORD G716-W1



	PE-79-F
	TM 11-912F
	
	TB ORD 589



	PE-85-A
	LO 11-U3
	
	TM 11-939



	PE-85-B
	LO 11-U3
	PE-183-A
	MWO ORD G716-W1



	PE-85-C
	LO 11-U3
	
	TB ORD 589



	PE-85-D
	LO 11-U3
	PE-185-A
	LO 11-925



	PE-85-F
	LO 11-U3
	PE-185-B
	LO 11-925



	PE-85-G
	LO 11-U3
	PE-197
	LO 11-940



	PE-85-H

PE-85-J
	LO 11-U3
	
	MWO SIG 11-940-1

MWO SIG 11-940-3



	PE-85-K
	LO 11-U3

LO 11-U3
	
	MWO SIG 117



	PE-85-L
	TM 11-916L
	
	TM 11-940



	PE-85-M
	TM 11-916M
	PE-197-A
	MWO SIG 117



	PE-88
	TM 11-997
	PE-198-B
	LO 11-936



	PE-88-A
	TM 11-997
	
	TB 11-1329-12



	PE-90-D
	TM 11-999
	PE-198-C
	LO 11-936



	PE-95-A
	TM 11-904
	
	TM 11-936



	PE-95-B
	TM 11-904
	PE-201-A
	LO 11-914



	PE-95-C
	TM 11-904
	
	TM 11-914



	PE-95-F
	MWO ORD G716-W1
	PE-201-B
	LO 11-914



	
	TB ORD 589

TM 11-904
	PE-201-C
	LO 11-914

TM 11-914C



	PE-9OG
	LO 11-904
	PE-205-B
	TM 11-970



	
	MWO ORD G711-Wl
	PE-205-D
	TM 11-970



	
	MWO SIG 11-904-1
	PE-210
	LO 11-947



	
	MWO SIG 11-904-2
	
	MWO SIG 162



	
	MWO SIG 11-904-3
	
	MWO SIG 11-947-1



	
	MWO SIG 11-904-4
	
	SB 11-144



	
	MWO SIG 176
	
	TM 11-947



	
	TB ORD 589
	PE-210-A
	LO 11-947



	
	TM 11-904
	
	TM 11-947



	PE-9SH
	LO 11-904
	PE-210-B
	TM 11-947



	
	MWO SIG 11-904-4
	PE-214-()
	



	
	MWO ORD G716-W1

MWO SIG 11-904-1
	Serviceability standards
	SB 11-100-113



	
	MWO SIG 11-904-2
	PE-214-A
	TM 11-913



	
	MWO SIG 11-904-3
	PE-214-B
	LO 11-947



	
	MWO SIG 176
	
	MWO SIG 114



	
	TB ORD 589
	
	MWO SIG 162



	
	TM 11-904
	
	TM 11-945



	PE-95-I
	LO 11-904
	PE-214-C
	LO 11-947



	
	MWO SIG 11-904-4
	
	MWO SIG 114



	
	MWO SIG 176
	
	TM 11-945



	
	TM 11-904
	
	TM 11-947



	PE-95-K
	LO 11-904

MWO ORD G718-W1
	PE-214-D
	MWO SIO 114

TM 11-943



	
	MWO SIG 176
	PE-215-A
	LO 11-941














	Power units-Continued
	
	Power units-Continued
	




	PE-215-B
	LO 11-941
	Tanks, medium
	



	
	TM 11-941
	M3A4
	TM 9-1750F



	PE-215-C
	LO 11-941
	M4A4
	TM 9-1750F



	
	TM 11-941C
	U. S. Motors Models
	



	PE-215-E
	LO 11-941
	5KW
	TM 5-5079



	
	TM 11-941C
	Waukesha Models
	



	PE-215-F
	LO 11-941-1
	6WAK
	LO 55-U9



	PE-220-A
	LO 11-998-1
	6WAL
	LO 55-U9



	
	LO 11-998-2
	145GK
	LO 55-U9



	PE-220-B
	LO 11 998-1
	145GZ
	LO 55-U9



	
	LO 11-998-2
	Power units,

Gasoline.

(See
	En



	PE-220-C
	LO 11-998-1
	gines, Gasoline.)
	



	
	LO 11-998-2
	Power units, Rectifier
	



	
	TM 11-998
	PP-219( )/FTR
	MWO SIG 148



	PE-235-A
	TM 11-972
	Power units accessories
	



	PE-HC-43
	LO 11-302-1
	Tanks, medium
	



	PE-HD-43
	LO 11-302-1
	M3A4
	TM 9-1750J



	PE-HE-43

PE-HF-43
	LO 11-302-1
	M4A4

utility boats.
	TM 9-1750J



	PE-HG-43
	LO 11-302-1

LO 11-302-1
	Power

(See Boats,

Power utility.)
	



	PE-HH-43
	LO 11-302-1
	Powered ground equipment.
	(See



	PE-HJ-43
	LO 11-302-2
	Ground equipment, Powered.)
	



	PE-HK-43
	LO 11-302-3
	Pratas Isiand
	



	Pioneer Models
	
	Medical and sanitary data
	TB MED 146



	
	TB 5-1400-5
	Precision tube checkers.

(See Tube
	



	300-WA
	TB 5-1254-1
	checkers, Precision.)
	



	PU-6/TPS
	TM 11-845
	warehouses.

Prefabricated
	(See



	PU-6ITPS-1
	LO 11-933
	Warehouses, Prefabricated.)
	



	
	TM 11-933
	Preparation

for export.

(See Ex
	



	
	TM 11-1241
	port, Preparation for.)
	



	
	TM 11-1253
	Preservation
	



	
	TM 11-1255
	Military

supplies

and

equip-
	TM 38-230



	PU-19/FRC
	LO 11-986
	ments
	



	
	TM 11-986
	Ordnance materials
	TM 9-1005



	PU-21/U
	LO 11i-974
	Supplies and equipment
	SB 38-100



	
	MWO SIG 11-1540-3
	Preservative materials
	



	
	TM 11-974
	Used by Dept of the Army
	



	PU-26-A
	MWO ORD G716-W1
	List
	SB 38-5-3



	PU-26/U
	LO 11-976
	Preservative materials (metals)
	



	
	MWO ORD G716-W1
	Types; uses
	TM 9-850



	
	TB ORD 589
	Preservatives
	



	PU-26A/U
	TM 11-975

LO 11-976A
	Aircraft

Prescriptions
	SB 55-27



	
	MWO SIG 128
	Preparation
	TM 8-233



	
	TM 11-976A
	Presses, Hydraulic
	



	PU-301F
	LO 11-944
	Blackhawk Models
	



	
	TM 11-944
	S-71
	TM 5-4146



	PU-32/C
	LO 11-975
	Rodgers Models
	



	
	TM 11-960
	22
	LO 5-4170



	PU-35/U
	LO 11-975
	
	TM 5-4170



	
	TM 11-975
	36
	LO 5-4170



	PU-53/FRC
	LO 11-973
	Presses
	TM 5-4170



	
	TM 11-973
	American Type Founders
	



	PU-53A/FRC
	LO 11-973
	Models
	



	
	TM 11-973
	Chief 29
	LO 5-6021-1



	PU-58-A
	MWO ORD G716-W1
	
	LO 5-6021-2



	PU-58/G
	LO 11-980
	
	TB 5-6021-1



	
	TM 11-980
	
	TM 5-6020



	PU-104/U
	LO 11-926
	
	TM 5-6021



	
	MWO SIG 11-926-1

TM 11-926
	Harris Seybold Potter Model

LTE
	TM 5-6022



	PU-107-U
	MWO ORD 0716-WI
	
	



	
	
	Presses, Photographic

FM-30 (1)
	TM 11-2317



	PU-138/U
	LO 11-U4
	PH-125
	TM 11-2375



	PU-181-( )/PGC-1
	
	Presses, Track
	



	Serviceability standards
	SB 11-100-113
	Rodgers Models
	



	PU-181/PGC-1
	LO 11-947
	11
	TM 5-9756



	Signal Corps
	TB SIG 18
	18-36
	TM 5-4202













	Pressure gages
	
	Printers, Photographic-Continued




	Maintenance
	TM 9-1860
	TM 11-2372

PH-193-A



	Pressure transmitters, Autosyn
	
	MWO SIG 103

PH-299



	Eclipse-Pioneer Models
	
	Serviceability standards

SB 11-100-15



	Overhaul instructions; parts
	
	MWO SIG 103

PH-299-A



	catalog
	TM 1-05-55B-80 & 81
	MWO SIG 103

PH-313



	Primers, Artillery ammunition
	TM 9-1901
	LO 11-U6

PH-314



	Primers, Percussion
	
	MWO SIG 103



	Mk 2A4
	TB ORD 436
	Serviceability standards

SB 11-100-15



	Primer line clamps.

(See Clamps,
	
	PH-314-A

LO 11-2359



	Primer line.)
	
	MWO SIG 103



	Print processing units, Photographic
	
	TM 11-2362

PH-507/PF



	AN/TFQ-9
	TM 11-404A
	Serviceability standards

SB 11-100-10

TM 11-5513



	Print straighteners
	
	PH-508/PF

Serviceability standards

SB 11-100-10



	PH-146
	TM 11-2382

TM 11-2382
	PH-639/TF

LO 11-405



	PH-146-A

Print trimmers
	
	MWO SIG 11-2339-2



	PH-8
	
	TM 11-2339A



	Serviceability standards
	SB 11-100-9
	TM 11-404A

PH-642/TF



	PH-210
	
	TM 11-2322



	Serviceability standards
	SB 11-100-9
	LO 11-2320

P1649/U



	PH-220
	
	TM 11-2320



	Serviceability standards
	SB 11-100-9
	Printers, Teletypewriter



	Printer developer
	
	Ta-7-A

MWO SIG 11-352-1



	Continuous Tone Models
	
	MWO SIG 11-353-1



	76500
	LO 5-6137
	MWO SIG 82



	
	TB 5-6137-1
	TM 11-352



	Printers, Photographic
	
	M

IWO SIG 82

TG-7-B



	Bell and Howell Models
	
	Printers, Transparency



	D (35-mm, continuous)
	LO ll-U6
	Diazo materials



	J (16-mm, continuous)
	LO 11-U6
	SB 11-199

Supply procedure



	Eastman Auto-Focus Enlarger
	
	Printing and developing machines.



	Models
	
	(See Machines, Printing and de



	C
	LO 11-U1
	veloping.)



	Frank

Herrnfeld

Engineering
	
	Printing frames, Vacuum



	Corp.
	LO 11-2359
	TM 5-6052

Pitman Models



	Morse Models
	
	TM 5-6042

AF-101



	A-14
	TM 5-6143
	Printing

Lamps,

lamps.

(See



	A-18
	TM 5-6144
	Printing.)



	PH-13, 13-A
	I

SI5:
	Prints.

(See Drawings and Prints.)

Prismatic

compasses.

(See

Com



	Serviceability standards

PH-13-B
	B 11-100-10
	passes, Prismatic.)



	Serviceability standards
	TM 11-2391

I

B 11-100-10
	Prisoner of war (enemy)



	PH-13-D
	~I

'

M 11-2391A
	TM 19-500

Regulations



	PH-48, -51
	
	Prisoner of war censorship



	Serviceability standards
	S

B 11-100-10
	TM 30-236

Military intelligence



	PH-51-B
	TM 11-2371
	Probe

antennas.

Antennas,

(See



	Serviceability standards
	S:

B 11-100-10
	Probe.)



	PHE-67
	LO 11-U6
	Processing equipment, Photographic



	
	VO SIG 103

MW
	TM 11-2319

B-5A



	Serviceability standards
	B 11-100-15

S.
	PH-253A



	PH-67-A
	MW

VO SIG 103
	SB 11-100-29

Serviceability standards



	PH-87
	LO 11-Ul
	TM 11-404

PH-395



	PH-87-A
	LO 11-2374
	Serviceability standards

SB 11-100-29



	PH-95-A
	LO 11-2374
	TM 11-405

PH-406



	
	TM 11-2374
	Serviceability standards

SB 11-100-29



	PH-95-B
	TI

M 11-2374A
	Professional meetings.

(See Meet



	MW

PH-129
	'O SI

G 11-2339-2
	ings, Professional.)



	PH1-129, 129-A
	LO 11-405
	Fuzes, Pro

Projectile fuzes.

(See



	MW
	WO SI

a 11-2339-1
	jectile.)



	
	TM 11-2339
	Projectiles



	PH-129-A

MW
	G 11-2339-2

rO SI

LO 11-405
	German types

TM 9-1985-3

Designations; descriptions



	PH1-129-B

MW
	
	Italian types



	
	SITO

G 11-2339-2

TI

M 11-2339A
	TM 9-1985-6

Designations; descriptions



	PH-192
	FM 11-2385
	Japanese types



	Serviceability standards
	S

B 11-100-10
	TM 9-1985-5

Designations; descriptions



	PH-193
	TM 11-2372
	Projection

screens.

(See

Screens,



	Serviceability standards
	S

B 11-100-10
	Projection.)












	Projectionist's manual

Army and Air

Force motion
	Projectors and projection equipment-Con.



	picture service

TM 28-410
	PH-398

MWO SIG 11-406-2



	Projectors, Pyrotechnic
	MWO SIG 11-406-3

TM 11-406



	TM 9-2018

Ground signal
	Serviceability standards

SB 11-100-35



	TM 9-2200
	PH-398-A

MWO SIG 11-406-A-2



	TM 0-2205

M1A1
	MWO SIG 11-406-1



	TM 0-1290

M3
	MWO ,IG

11-406-2



	TM 9-1290

M4
	TM 11-406



	Hand
	Serviceability standards

SB 11-100-35



	M9

TM 9-2018
	PH-399

LO 11-2347



	TM 9-2200
	Serviceability standards

SB 11-100-36



	TM 9-2205
	PH-405

LO 11-U5



	Projectors, Sound
	MWO SIG 11-2345-1



	Use of test films in repair and
	TM 11-2345



	TM 11-2335

adjustment
	Serviceability standards

SB 11-100-59



	
	TM 11-407

PH-408



	Projectors, Target rocket

M1
	PH-543/UF

LO 11-2304



	TM 9-856
	TM 11-2304



	Projectors and projection equipment
	PH-637/PFP

MWO SIG 11-2323-1



	Airgraph Models

A
	TM 11-2323



	LO 11-2304
	TM 11-2323

PH-637A/PFP (transparencies)



	Ampro Models
	PH-652/PFP-1

MWO SIG 11-2331A-3



	LO 11-2347

AA
	PH-652A/PFP-1

MWO SIG 11-2331A-3



	YSA

LO 11-2347

AN/PFP-I

MWO SI(

I 11-2331A-1
	Proofing cabinets.

(See Cabinets,

Proofing.)



	MWO SI(

G 11-2331A-2
	Propeller shafts



	MWO SI6

I 11-2331A-4
	Reclamation

OFSTB 2830-3



	'M 11-2331A
	Tanks, light, M5; MSAI

TM 9-1727C



	Shuttle and cam kits

SB 11-185
	Universal Products Co.

TM 0-1839D



	AN/TFQ-4

LO 11-2347
	Propeller switch assemblies



	TM 11-2347
	L-20A



	AN/TFQ-5

IG 11-2346-1

MWO S:
	Replacement

TM 1-1L-23-208



	TM 11-2346
	L-23B



	B MED 188

Hospital use

T:
	Replacement

TM 1-1I-23-208



	AS-2 (1)

MWO SIC

G 11-2331A-4
	YL-23



	Shuttle and cam kits

SB 11-185
	Replacement

TM 1-1L-23-208



	MWO SIC

G 11-2331A-5
	Propellers, Aircraft



	Bell & Howell Models

138; -V; -W; -X
	Disposition of unapproved

SB 9-100



	LO 11-2357

156-A; -D; -H; -V

LO 11-2357
	Propelling charges

Artillery ammunition



	LO 11-2357

179-C
	TM 9-1901

Propelling units



	M

WO SIG 95

185
	Murray & Tregurtha Models



	Ceiling light
	OA6 (TO)

LO 55-3717



	Ml-121-A through

TM 11-421
	TM 55-3717



	Crouse-Binds
	Property, Restricted



	DCE-8

MWO SIG 11-2416-1
	TM 19-250

Registration



	De Vry Model
	Propulsion units, Diesel



	XNOR or 1200

LO 11-U5
	Port and starboard



	PH-131 A through G

LO 11-2357
	Detroit Diesel Models



	MWO SIG 11-2357-1
	TM 55-4036-1

12005A



	TM 11-2357
	TM 55-4036-1

12006A



	Serviceability standards

SB 11-100-24
	TM 55-4036-2



	PH-131-H

LO 11-2357

MWO SIC 11-2357-1
	Prosthesis

TM 8-231

Upper and lower extremities



	TM 11-2357
	



	PH-131-J

LO 11-2357
	Prostitution



	TM 11-2357
	TB PMG 19

Repression



	PH-131-K

TM 11-2331
	Protective devices



	PH-131-L

MWO SIG 95
	TM 11-676

Electronic



	PH-132

TM 11-2340
	TB MED 223

Respiratory



	Serviceability standards

SB 11-100-25
	Protection equipment (CBR)



	TM 11-2349

PH-132-B
	Individual

TM 3-290



	Serviceability standards

SB 11-100-25
	Protectors, Collective



	PH-132-C

TM 11-2330
	TB 3-350-1

MIAI



	PH-132-D

TM 11-2330
	MIA2

TB CW 13



	TM 11-408

PH-222; -222A
	TB 3-350-1

M2



	Serviceability standards

SB 11-100-25

PH-222-C
	TB CW 13

TB 3-350-1



	TM 11-2332
	M2A1














	Protectors, Collective-Continued
	
	Publications, Technical
	




	M2A2
	TB 3-350-1
	For aircraft files
	TM 1-1-1-10



	
	TB CW 13
	Publishers
	



	M3
	TB CW 13
	List, under contract with NY
	



	M6
	TB 3-350-2
	QM Procurement
	SB 10-507



	
	TB 3-350-3

TB 34-9-57
	Pullers, Spike
	



	
	a

[B CML 36
	Nordberg Models

AP
	LO 5-4254



	M7

Psychiatric patients
	
	
	TB 5-4254-1



	Physical reconditioning
	TM 8-292
	
	TM 5-4254



	Treatment
	T

'B MED 84
	tuberculosis.

Pulmonary

(See
	



	Psychiatric social work
	
	Tuberculosis, Pulmonary.)
	



	Procedures
	TM 8-241
	Pulse generators.

(See Generators,
	



	Psychiatric treatments
	
	Pulse.)
	



	Combat casualties
	B MED 238

TI
	(See Generators,

Pulse jet engines.
	



	Psychiatry
	TM 8-240
	Smoke, M3A1.)
	



	Use in military law

Psychologist
	
	Pulse techniques
	TM 11-672



	Clinical
	TM 8-242
	Pump units

Reiner Models
	



	Psychology, Clinical
	
	BH-15A
	TM 55-2518



	Military applications
	TM 8-242
	GP-75
	TM 5-9231



	Techniques
	B MED 103

T.
	MDGP-40A
	TM 55-2950



	Psychotherapy, Group
	
	
	TM 55-2950-1



	Psychrometer equipments
	
	Twin Coach Models
	TM 5-3553



	ML-313/AM
	TM 11-2415
	Pump units, Generator
	



	ML-313A/AM
	TM 11-2415
	Reiner Models
	



	Psychromneters
	TM 11-2417
	BH-15A, 10kw
	LO 55-2518



	ML-24

ML-224
	TM 11-2417
	GP-55
	TB 5-2114-1



	Psychrometric

calculators.
	(See
	Pumpers
	



	Calculators, Psychrometric.)
	
	American Marsh Models
	



	Public address sets
	
	F-500

General Fire Truck Co.
	LO 5-9397



	AN/PIQ-1
	MWO S

IG 11-2566-1
	Class 500
	TM 5-3541



	
	TM 11-2566
	M-60
	LO 5-3500



	AN/SIQ-1
	MWO S

IG 11-2577-1
	Howe Fire Apparatus Co.
	LO 5-9397



	
	TM 11-2577
	
	TM 5-9397



	AN/TIQ-2
	MWO S

IG 11-2586-1

MWO S

IG 11-2586-3
	Kermath Models
	



	
	MWO S

IG 11-2586-4
	Sea Chief
	TM 55-3000



	
	TM 11-2586
	Pumping

and

hypochlorination
	



	AN/TIQ-2A
	MWO S

IG 11-2596-3
	(See also Units, Pumping

units.
	



	
	MWO S

IG 11-2586-4
	and hypochlorination.)
	



	
	TM 11-2586
	Wallace & Tiernan Models
	



	AN/TIQ-2B
	MWO S

IG 11-2586-3
	U- 8600
	TM 5-2058



	
	MWO S

IG 11-2586-5
	Pumping stations
	



	
	TM 11-2586
	Hanlon-Waters Models

B-222
	TM 5-9458



	AN/TIQ-3
	MWO SIG 11-2531-1

TM 11-2531
	McGregor and Reed Models
	



	AN/TIQ-3A
	TM 11-2531A
	M-1950
	TM 5-9162



	AN/UITH-2
	TM 11-436
	Pumping units, Fire and salvage
	



	Serviceability standards
	SB 11-100120
	Hale Models
	



	AN/UIQ-1
	TM 11-2505
	Design 2001
	TM 55-2940



	AN/UIQ- 1A
	TM 11-2505
	Pumps
	



	AN/UIQ-IB
	TM 11-2505A
	High pressure
	



	AN/UIQ-3
	TM 11-2560
	Bean Models
	LO 3- 222-4



	PA-I-F
	TM 11-442
	Friend Models
	LO 3-222- 7



	PA-2-B

PA-4-C
	TM 11-449

TM 11-435
	Maintenance
	TM 5-661



	PA-5
	TM 11-2504
	Technical data
	TB 5-9720-12



	Serviceability standards
	SB 11-100-8
	Waterous Models
	



	PA-5-A
	TM 11-2504
	P-1118
	LO 55-2515



	Serviceability standards
	SB 11-100-8
	Pumps, Asphalt
	



	Public address systems
	
	Littleford Models
	



	Hospital program distribution
	TM 11-2537
	US-3C
	LO 5-1026

TB 5-1026-1



	Publications
	
	
	TM 5-1026



	FSC group 76

Catalog identification guides
	SB 708-376
	Pumps, Auxiliary
	



	Publications (imported)
	
	Kermath Models
	



	Procurement
	SB 10-507
	Sea Chief
	LO 55-3000














	Pumps, Bilge.

(See also Generator
	
	Pumps, Centrifugal-Continued
	



	and Bilge pump sets.)

Deming Models
	
	Carver Models-Continued
	



	3312M-No. 2A
	TM 55-2977
	4822
	TM 5-2056



	Marlow Models
	
	25212

1½j WHI
	TM 5-500-4



	415-EL
	LO 55-1211-2
	
	LO 5-2091

TB 5-2091-1



	Peerless Models
	
	A3815
	LO 55-U184



	V156DL
	TM 9-1775
	A-25212
	LO 5-2118



	Stuckeman Models
	
	
	TB 5-2118-1



	U300GW
	LO 55-U126
	
	TM 5-2118



	Tanks, medium
	TM 9-1718E
	D-4
	TM 5-2009



	Weinman JC, Nordberg Models
	
	KN2H
	LO 5-2119



	4FS3
	LO 55-2501-2
	
	TB 5-2119-1



	Pumps, Centrigugal
	
	
	TM 5-2119



	Allis-Chalmers Models
	
	KN2LC

KN3H
	TM 5-2253

TM 55-2969



	SJS
	LO 55-2939
	KN6Hl
	LO 5-2047



	
	TM 55-2939
	
	TB 5-2047-1



	Bardco Models

DP500
	
	
	TM 5-2047



	
	LO 55-U164
	Construction Machinery Mod
	



	Barnes Models
	
	els
	



	CE6P2

KN-2LC
	LO 5-9427
	10M
	LO 5-2241



	7M
	LO 5-2253

LO 5-2120
	
	TB 5-2241-1



	
	LO 5-2253
	
	TM 5-2241



	
	TM 5-2253
	Darley Models
	



	7M US
	TM 5-2120
	F-300
	LO 5-2049



	40M
	LO 5-2015
	F-500
	TB 5-2049-1

TM 5-2043



	
	TB 5-2015-1
	KFF-500
	TB 5-2041-1



	
	TM 5-2015
	M
	LO 5-2045



	Berkeley Models
	
	
	TM 5-2045



	2-EQLL
	LO 5-2007
	Deming Models
	



	
	TB 5-2007-1

TM 5-2007
	4303
	TB 55-2972-1



	Byron Jackson Models
	
	9000
	TM 55-2927



	IF-1930
	TB 55-2973-1
	Economy Models
	



	Carter Models
	
	B-180
	LO 5-2036



	4-MHW
	LO 5-2031
	
	TB 5-2036-1

TM 5-2036



	
	TB 5-2031-1
	
	TM 5-2037



	
	TM 5-2031
	Fairbanks-Morse Models
	



	7-MCW
	LO 5-2253
	5530
	TB 55-2925-1



	10-MCW
	LO 5-2242
	5551
	TM 55-2979



	
	TM 5-2242
	5553
	TM 55-2979



	10OMCW7
	TM 5-2242
	5554
	TM 55-2979



	O0MSW7

10OMW7
	TB 5-2242-1

TB 5-2242-1
	6977
	TM 55-2956



	15-MCBV
	LO 5-9429
	Gardner-Denver Models

D
	LO 55-U168



	
	TB 5-9429-1
	Gorman-Rupp Models
	



	
	TM 5-9429
	C54-14
	LO 5-2028



	30 MCC-G
	TB 5-2299-1
	
	TB 5-2028-1



	501 LE-1½I
	LO 5-2020
	
	TM 5-2028



	
	TB 5-2020-1
	J54
	TM 5-2008



	504-CW
	LO 5-2029
	W52-10
	LO 5-2038



	504-CW

700-3SE 7½
	TB 5-2029-1

TM 55-2944
	
	TB 5-2038-1



	701-2]i-4
	LO 55-3022
	W52-1OA
	TM 5-2038

LO 5-2034



	
	TB 5-2253-1
	
	TB 5-2038-1



	
	TM 5-2253
	
	TM 5-2034



	Carter-Weil Models
	
	06-H-260
	LO 5-9428



	700-2V1 EM
	LO 55-2946
	30M
	LO 5-2006



	
	TM 55-2946
	
	TM 5-2006



	Carver Models
	
	34!F140
	LO 5-2250



	2-APS-1
	LO 5-2022

TB 5-2022-1
	1205A
	LO 5-2013



	
	TM 5-2022
	
	TB 5-2013-1



	255
	TM 5-500
	
	TM 5-2013



	4822
	LO 5-2056
	3201
	LO 5-2253



	
	TB 5-2056-1
	
	TM 5-2253



	
	TB 5-2056-2
	3202
	LO 5-2253














	Pumps, Centrifugal-Continued
	
	Pumps, Centrifugal-Continued
	




	Gorman-Rupp Models-Continued
	
	Rosco Model
	



	3205
	TM 5-2021
	MAE
	TB 5-1136-1



	3402
	LO 5-2033
	
	TB 5-1150-2



	
	TB 5-2033-1
	
	TM 5-1136



	
	TM 5-2033
	Waterous Models
	



	3801
	TB 5-2092-1
	CA-1
	TM 5-3541



	Hale Models
	
	Weinman Models
	



	CFS
	TM 5-2094
	JC
	LO 5-2097



	CFUS
	TM 5-2094
	
	TB 5-2097-1



	CFT
	TM 5-2094
	
	TM 5-2097



	CFUT
	TM 5-2094
	U-LL
	TB 55-2937-1



	OS-3
	TM 5-2095
	Pumps,

Centrifugal

(Petroleum
	



	Hanlon-Waters Models
	
	pipe line)
	



	1650
	TB 5-2279-1
	Reiner Models
	



	Goulds Models
	
	GP-60
	LO 5-9219



	3620
	TM 55-2936
	
	TB 5-9219-1



	3460
	TM 55-2932
	GP-75
	LO 5-9231



	Ingersoll-Rand Models
	
	
	TB 5-9231-1



	SP, type 1RVNL-5
	TB 55-2930-1
	Pumps, Circulating
	



	CFV, ALV,

UV, AUV,
	
	Taco Models
	



	AFV,

AFVS,

ALVS,
	
	HC
	TM 55-2941



	AFVM, LFV, BEV, GT,
	
	HDH
	TM 55-2960

TM 55-2962



	GTS
	TM 55-2982
	
	



	3-GT
	LO 5-2026
	Pumps, Deep well
	



	
	TM 5-2026
	Cook Models
	



	10AFV
	LO 55-2942
	PE-535
	TM 5-2052



	Jaeger Model
	TB 10-351-1
	PI-535
	LO 5-2053



	2-APS-1
	LO 5-2022
	PI-606
	TB 5-9160-1



	
	LO 10-351-6
	SK-635
	LO 5-2312



	
	TB 5-2022-1
	
	TM 5-2090



	
	TM 5-2022
	S0K-660
	LO 5-2312



	2-PAF
	LO 5-2253
	Deming Models
	



	
	TM 5-2253
	4700
	LO 5-2012

'TM 5-2012



	2-XPK
	LO 5-2016
	
	



	
	TM 5-2016
	Johnston Models
	TB 5-2079-1



	6PHO
	TB 5-1400-8
	6EC
	



	
	TM 5-1400-9
	Peerless Models
	LO 5-2080



	6PO
	LO 5-1256
	6M
	TB 5-2040-3



	
	TM 5-1256
	6M-A
	LO 5-2080



	Leff Models
	
	
	TB 5-2080-1



	Aurora AD2
	LO 5-2316
	42
	LO 1079



	
	TB 5-2316-1
	
	TB 5-2054-1



	
	TM 5-2316
	52
	LO 5-2046



	Marlow Models
	
	
	TB 5-2046-1



	17-W
	LO 5-2087
	53
	TM 5-2051



	
	TM 5-2087
	68-A
	LO 5-2080



	22U, "Water Wizard"
	TM 5-2089
	Pumps, Diaphragm
	



	32HEL12
	TM 55-2931
	Carver Models
	



	34PV
	LO 5-2088
	D-4
	LO 5-2009



	
	
	Marlow Models
	



	Novo Models
	TM 5-2014
	404
	LO 5-2121



	AD-4
	LO 5-2044
	
	TB 5-2121-1



	KH2
	TM 5-2044
	
	TB 5-2121-2



	
	
	Novo Models
	



	Peerless Models
	
	
	LO 5-2014



	USPL 4 inch
	LO 5-9222
	AD-4
	



	
	TB 5-9222-1
	Pumps, Fire and salvage

Carter Models
	



	6-M
	TM 5-2040

TM 5-2042
	704-5
	TM 55-2987



	42
	TM 5-2054
	Reiner Models
	



	42-H1
	
	DP-60
	TM 55-2966



	Pioneer Models
	
	
	



	
	TB 5-1400-8
	Waterous Models
	TM 5-2083



	300-WA
	TB 5-1256-1
	CA-I
	



	Red Jacket Models
	
	Pumps, Fire truck.

(SeePumpers
	s.)TM 5-37



	7M
	TM 5-500-3
	Pumps, Fire trucks
	



	7-MAG
	LO 5-2253
	American Marsh Models
	



	
	TM 5-2253
	F-500
	TM 5-9397














	Pumps, Fuel
	
	Pumps, Marine hydraulic
	



	Maintenance
	TM 9-1828A
	Operation; maintenance
	TM 55-325



	Pumps, Fuel (aircraft)
	
	Pumps, Mud
	



	American Bosch Models
	
	Koehring Models
	



	TSE 7664D
	LO 5-9935
	50-2A
	TB 5-9776-1



	
	TM 5-9935
	Pumps, Petroleum dispensing
	



	Chandler-Evans Models
	A

TI

1-6R5-3-10-14
	Barnes Models
	



	-

Replacement
	M 1-1H-23-205
	CE6P2
	TB 5-9427-1



	Pumps,

Fuel

dispensing
	(aul

o-
	Gorman-Rupp Models
	



	motive, aviation)
	
	06-H-260
	TB 5-9428-1



	Tokheim Models
	
	Pumps, Recharging (carbon di
	



	1117 (type A-4C)
	TM 10-1102
	oxide)
	



	Pumps, Fuel (hand operated)
	
	C-O-Two Fire Equipment Models
	



	Aero Models
	TM 1-6R-1-61
	AC-4
	TB 5-9396-1



	Pumps, Fuel oil transfer
	
	SC-1
	TB 5-9396-1



	Blackmer Pump Co. Models
	
	SC-4
	TM 5-9396



	WI1-404
	TB 55-2986-1
	Kidde Models
	



	De Laval Models
	
	4211-1
	TM 5-9395



	A313A
	TM 55-2061-1
	4306-1
	TM 5-9395



	
	TM 55-2961-2
	Pumps, Reciprocating
	



	Roper Models
	
	Deming Models
	



	427
	TM 55-2967
	1809
	TM-55-2988



	Worthington Models
	
	1809-4 x 434
	LO 55-U165



	3GA
	TM 55-2959
	1975-12
	TM 55-2951



	Pumps, Gasoline dispensing
	
	Gaso Models
	



	American-Marsh Models
	
	1860
	TM 5-9458



	CB
	TM 5-2116
	Gould Models
	



	Barnes Models
	
	CID-C2542
	TM 55-2984



	4059CA
	LO 10-1125
	Worthington Models
	



	9117CA
	LO 10-1125
	LO (steam operated)
	LO 55-2937



	Carter Models
	
	
	TM 552937



	Q-97
	TM 5-9671
	VA
	TB 55-2945-1



	Carver Models
	
	Pumps, Rotary
	



	6444B
	LO 5-9430
	Eagan Models
	



	
	TB 5-9430-1
	L 2125
	LO 55-U167



	
	TM 5-9430
	Viking Models
	



	Cook Models
	
	LQ 212
	LO 55-U167



	PI-606

Gary Models
	TM 5-9160
	P332
	LO 55-2952



	
	
	
	LO 55-2953



	3307B

Gorman-Rupp Models
	TM 10-1115
	ZJ 134
	LO 55-U169



	3305
	LO 5-9431
	
	LO 55-1211-2



	
	TB 5-9431-1
	ZK

ZKK
	LO 55-U162



	
	TM 5-9431
	ZP
	LO 55-U162



	
	
	Waterous Models
	LO 55-U125



	Habhegger Models
	
	HD-281-R
	



	PM-100

Hand operated
	TM 10-1660
	HD-643-HP
	TM 5-2076



	Hell Models
	SB 10-150
	
	LO 55-2928

TM 55-2928



	BW-319
	
	Pumps, Steam
	



	Marlow Models
	TM 10-1693
	American-Marsh Models
	



	34-PV
	
	
	TB 5-2123-1



	
	LO 5-2088

TM 5-2088
	202-C-1
	TM 5-9672



	
	
	Gardner-Denver Models
	



	Renown Models
	
	AD-1501
	TM 5-2078



	5-14-122
	TM 10-1115
	Pumps, Sump
	



	Service station type
	
	Chicago Pneumatic Models
	



	Bowser Models

Standardization
	LO 10-1101
	CP-2
	TM 5-2018



	
	TB 34-9-45
	CP-4
	TB 5-2019-1



	
	TB 34-9-46
	
	TB 5-2019-2



	Pumps, Horizontal
	
	Cleco Models
	



	American-Marsh Models
	
	183-A (penumatic)
	TB 5-2004-1



	
	TB 5-2123-1
	Ingersoll-Rand Models
	TM 5-2017



	202-C-1
	TM 5-2074
	25
	TB 5-2017-1



	Gardner-Denver Models
	
	35
	LO 5-2017



	AE-1500
	TM 5-2280
	
	TB 5-2017-1



	Pumps, Lube oil standby
	
	Myers Models
	



	De Laval Models
	
	30LA-235
	LO 5-2003



	A322A
	TM 55-2964
	
	TB 5-2003-1



	
	TM 55-2964-1
	
	TM 5-2003














	
	
	Quadrants, Range
	




	Pumps, Turbine

Fairbanks-Morse Models
	
	M1l
	TM 9-1545



	SR4K12
	TB 55-2926-1
	M3
	TM 9-1545



	Worthington Models
	
	
	TM 9-2300



	10-600-QDO-2
	LO 55-U124
	M3A1
	TM 9-2300



	Pumps, Turbo centrifugal
	
	M4
	MWO ORD F197-W4



	Fairbanks-Morse Models
	
	
	TM 9-1545



	6920

Pumps, Vacuum compressor
	LO 55-U163
	
	TM 9-2300

TM 9-6097



	Nash Hytor Models
	
	M4A1
	MWO ORD F197-W4



	AL; MD
	TM 55-2981
	
	TM 9-2300



	Pumps, Water
	
	
	TM 9-6097



	Aircraft
	
	M5
	TM 9-1545



	Chandler Evans Models
	
	M8
	TM 9-1545



	TM
	1-6R5-3-10-14
	MI0C
	TM 9-1545



	Decatur Models
	
	M1OD
	TM 9-1545



	16C117

Hale Models
	TM 55-2978
	Quarry equipment

Technical data
	TB 5-9720-10



	FZZP
	TB 5-2086-1
	Quartermaster Corps
	



	
	TM 5-2086
	Supplies and equipment
	



	Punches
	
	Classification
	SB 10-179



	Maintenance; care
	TM 9-867
	Demolition
	TB QM 27



	Purchase notice agreements
	
	Storage
	TM 10-250



	Index
	SB 10-500
	Quartermaster equipment
	



	Purification equipments, Air
	TM 3-350
	Petroleum handling
	TM 10-1103



	Purifiers, Lubricating oil
	
	Quartermaster items
	



	De Laval Separator Models
	TM 55-3749
	Federal stock numbers
	



	45-28
	TM 55-3749-1
	List

Issue restrictions
	SB 10-505

SB 10-504



	Pusher knees
	
	Newly adopted
	



	For standard power utility boats
	
	Supply status
	SB 10-504



	
	TB 5-271-2
	Replacement factors; consump
	



	Pyrotechnic ammunition
	TM 9-2205
	tion rates
	



	Pyrotechnic bombs.

(See Bombs
	
	Peacetime
	SB 10-38



	Pyrotechnic.)
	
	Station stockage unauthorized
	SB 10-504



	Pyrotechnic

ground

signals.
	(See
	Supply
	SB 10-242



	Ground signals, Pyrotechnic.)

Pyrotechnic pistols.

Pistols

(See
	I
	Transfer listings
	SB 38-50-1

SB 38-50-2



	Pyrotechnic.)
	
	Quartermaster items (subsistence)
	



	Pyrotechnic

(See Pro

projectors.
	
	Conversion factors
	SB 10-485



	jectors, Pyrotechnic.)
	
	Substitutive equivalents
	SB 10-485



	Pyrotechnics, Military
	TM 9-1981
	Quartermaster materiel.
	(See Mate



	Classification
	TM 9-1900
	riel, Quartermaster.)
	



	Development test and evalua
	
	Quartermaster Procurement Agency,
	



	tVon procedure manual
	TM 9-1977-1
	NY
	



	Q
	
	Contracts

for procurement
	



	
	
	
	of



	
	
	books, pamphlets, etc.
	SB 10-507



	Q-meters
	
	Quartermaster Technical Bullet'ns.
	



	Boonton type

160-A
	
	(See Technical Bulletins, QM.)
	



	Quadrant mounts.

Mounts

(See
	TM 11-2635
	Quartz

crystals.

(See

Quartz.)
	Crystals,



	Quadrant.)
	I
	Questioned documents.
	(See Docu



	Quadrants, Elevation
	
	
	



	MWO C

M1l
	ORD F204-W1
	R
	



	
	TM 9-1557
	
	



	
	TM 9-2300
	ments, Questioned.)
	



	M9
	TM 9-2300
	Rack assemblies
	



	
	TM 9-6097
	MT-47(*)/FMQ-1
	TM 11-2403



	M12
	TM 9-2300
	Racks
	



	M13 (T21)
	TM 9-6097

MWO ORD F360-WI
	MT-687/FRC
	TM 11-889A



	
	TM 9-6053
	Racks, Battery charging
	



	Quadrants, Gunner's
	
	Srniperscope M2
	MWO ENG 9342A-1



	M1l
	TM 9-575
	Racks, Spare parts
	



	
	TM 9-1527
	Reclamation
	TB 9-2830-71



	
	TM 9-2300
	Racks, Telephone relay
	



	M1918
	TM 9-575
	TA-190/FTC
	TM 11-2147



	
	TM 9-1527

TM 9-2300
	TA-191/FTC

TA-192/FTC
	TM 11-2147

TM 11-2147














	Radar
	
	Radar sets-Continued
	




	Pulse system performance
	
	AN/SPN-11
	MWO SIG 11-1335-1



	Theory; measurement
	TM 11-759
	AN/SPN-11X; -11Y; -llZ
	LO 11-1335



	Trial fire training kit
	
	
	MWO SIG 11-1335-2



	PH-645/GP

Warning notice
	TM 11-1091

TB SIG 63
	
	TM 11-1335



	Radar anti-jamming
	
	AN/SPN-18; -18X
	TM 11-1535



	For the operator
	TM 11-750
	
	LO 11-1130

TM 11-1330



	For the technician
	TM 11-751
	AN/TPL-1
	MWO SIG 11-1552-2



	Radar calibration targets.
	(See Tar
	
	LO 11-1452-3



	gets, Radar calibration.)
	
	Serviceability standards
	SB 11-100-89



	Radar equipment
	
	AN/TPQ-3
	TB 11-1540-7



	German types

Ground
	TM Ell-219
	AN/TPS-ID
	MWO SIG 100



	Directory
	TM 11-487C
	Housing
	TB SIG 239-3

TB SIG 256



	Navy Models
	
	AN/TPX-1
	MWO SIG 22



	SO-12M, SO-12N
	TM 11-1165
	
	TB SIG 173



	Radar electronics fundamentals
	TM 11-466
	AN/TPX-3
	MWO SIG 22



	Instructional aids
	TM 11-466-1
	
	TB SIG 173



	Laboratory workbook
	TM 11-466
	AN/TPX-4
	MWO SIG 11-1160-1



	Radar indicator controls
	
	
	TM 11-1160



	IP-51/SPN-5

Radar modulators
	LO 11-1301
	Radar systems

Fundamentals
	



	MD-91/CPS-9
	V

M

V0 SIG 167
	Instructional aids
	TM 11-467

TB 11-467-1



	Radar receiver-transmitters
	
	Radar surveillance centrals
	



	RT-161/SPN-5
	LO 11-1301
	AN/GSS-1
	MWO SIG 11-1167-i



	RT-268/SPN-11
	LO 11-1335
	Radar

test sets.

(See Test
	sets,



	Radar receiving sets
	
	Radar.)
	



	AN/SPN-7
	MWO E

IG 11-1502-1
	Radar test sets
	



	AN-SPN-7
	T

'B 11-1502-1

TM 11-1302
	AN/GPM-1

Radar trackers
	TM 11-1080A



	
	r

TM 11-1502
	T9
	MWO ORD F350-W23-



	AN/SPN-7A
	IT

5

M 11-1502A
	
	TM 9-6081-1



	Radar search central
	
	Radiac detecting elements
	



	AN/TPQ-1
	TM 11-1085
	DT-35/PD
	TB SIG 226-2



	Radar set groups
	
	DT-64/PD
	TB SIG 226



	OA-465/MPQ-10A

Radar sets
	MWO S

SIG 11-1303-3
	DT-65/PD
	TB SIG 226



	AN/CPS-9
	M

WO SIG 167
	Radiac detector chargers

PP-630/PD
	MWO SIG 110



	AN/FPG-1
	LO 11-1466-1
	
	MWO SIG 138



	
	TM 11-1466
	
	TB SIG 226-3



	AN/MPG-I
	LO 11-1466-1
	PF-630A/PD
	MWO SIG 110



	
	LO 11-1466-2
	
	MWO SIG 138



	
	LO 11-1466-3
	
	TB SIG 226-3



	
	LO 11-1466-4

MWO S

SIG 11-1566-1
	Rawiiac sets

AN/MDQ-1
	MWO SIG 121



	
	TM 11-1366
	AN/PDR-T; -T1A; -T1 B
	



	
	TM 11-1466
	
	MWO SIG 11-5514-1



	
	TM 11-1566
	
	TM 11-5514



	AN/MPQ-10
	LO 11-1303
	AN/PDR-T2; T2A
	TM 11-5515



	
	MWO S

IG 11-1303-4

MWO S
	AN/PDR-97(*)
	TM 11-5543



	AN/MPQ-10; -10A
	IG 11-1303-9

MWO S

IG 11-1303-1
	AN/PDR-39

TS-784/PD
	TM 11-5514



	
	MWO S

IG 11-1303-2
	Radiacmeters
	TB 11-5514-1



	
	MWO S

IG 11-1303-3
	IM-9B/PD
	TB SIG 226-4



	
	MWO S

IG

11-1303-5
	IM-61/PD
	TB SIG 226-1



	
	MWO S

IG 11-1303-7
	Radiation detection devices
	TM 3-290



	
	M

IWO SIG 94
	Radiation

dosimeters.

(See
	Dosi



	
	WO SIG 115
	meters, Radiation.)
	



	
	PB 11-1303-1

T:

B SIG 239-2
	Radiations, Invisible
	



	
	TM 11-1303
	Examination of evidence, use
	TB PMG 16



	Repair manual
	TM 11-1503
	Radiator tanks

Replacement
	



	Serviceability standards
	S

B il-100-134
	in

1951

vehicles
	GMC

, TB ORD 430



	AN/MPS-501; -501A
	Ml

WO SIG 155
	Radiators, Vehicle
	



	AN/SPN-5
	LO 11-1301

MWO S:

IG 11-1501-1
	Repairs
	TM 10-450



	
	TM 11-1301
	Radioactive

tubes.

(See
	Tubes,



	
	TM 11-1501
	Radioactive.)
	












	Radio channels
	Radio receiver assemblies-Con.



	Use

TB SIG 81
	OA-65A/MRC-2

MWO SIG 11-850-4



	Radio communication equipments

'I
	TM 11-850



	Preventive maintenance guide

PB SIG 17

78
	Radio receiver bay



	Radio communications (jungle)

TB SIG

Methods for improving
	Wilcox Electric

Type 113A

TM 11-853



	4

Radio control central
	Radio receiver indicator



	AN/TRQ-1

MWO

SI

-1

G 11-2619-
	BC-1364

1V

IWO SIG 11-1158A-3



	I

TM 11-261

19
	Radio receiver monitors



	Radio controlled boats.

(See Boats,
	TM 11-889A

MX-986/FRC



	Radio controlled.)
	Radio receiver-transmitters



	Radio equipment
	MWO SIG 11-289-9



	TM 11-758

Abbreviations; symbols; terms
	AN/PPN-1A

TM 11-1140A



	Aircraft Radio Corporation
	MWO SIG 11-311-1

BC-611-F



	-1

Type 12

TB SIG 239-
	TB SIG 555-4

BC-1000



	A

Directory

TM 11-487
	BC-1000-A; -B

MWO SIG 11-4024-1



	A

Japanese types

TM 11-227
	TM 11-4024



	TB SIG 1I

RC-127-A

56
	BC-1267-A

MWO SIG 36



	RC-145
	TM 11-879

BC-1335



	Serviceability standards

SB 11-100-(

62
	BC-1335-A

TB 11-879-1



	MWO SIG

RC-145-A

36
	TM 11-879



	TB SIG 1.

56
	RT-66/GRC; -67/GRC



	MWO SIG 3

RC-148-B

36
	MWO SIG 11-289-9



	-3

Serviceability standards

SB 11-100-4
	RT-66/GRC; -67/GRC; -68/ORC



	RC-148-0

MWO SIG

36
	MWO SIG 11-289-2



	MWO SIG 3

RC-182-A

136
	MWO SIG 11-289-3



	TM 11-12

21
	MWO SIG 11-289-5



	MWO SIG 11-1332-1

RC-184

MWO SIG 36
	MWO SIG 11-289-6



	TB 11-1332-1
	MWO SIG 11-289-7

MWO SIG 11-289-8



	TB SIG 156
	TB 11-287-1



	TM 11-1332
	TB 11-289-1



	TM 11-1432
	TM 11-289



	TM 11-1532
	RT-70/ORC

MWO SIG 11-290-1



	Serviceability standards

SB 11-100-64
	MWO SIG 11-290-2



	MWO SIG 22

RC-192-A
	MWO S1G 11-290-3



	TB SIG 173
	MWO SI1

11-290-4



	RC-282-A

MWO SIG 36
	MWO SIG 11-290-5



	TM 11-1221
	MWO SIG 11-290-6



	TM 11-1362

RC-384
	MWO SIG 11-290-7



	TM 11-1462
	MWO SIO 130



	TM-11 1562
	TM 11-290



	Trouble shooting and repair

TM 11-4000
	RT-70A/GRC

MWO SIG 130



	Radio

frequency

adapters.

(See
	RT-77/GRC-9

MWO SIG 11-263-3



	Adapters, Radio frequency.)
	TB 11-4065-1

RT-174/PRC-8; -9; -10



	Radio frequency

indicators.

(See
	TB 11-4065-1

RT-175/PRC-9



	Indicators, Radio frequency.)
	RT-176/PRC-10

MWO SI

11-612-1



	Radio frequency jacks.

(See Jacks,
	TM 11-296

RT-196/PRC-6



	Radio frequency).

Radio keyers
	RT-211/TPX

MWO SIG 151



	KY-50/FRC

TM 11-889A
	RT-212/TPS-1D

MWO 6SIG0 100

RT-264/UPX-6

MWO SIG 151



	Radio

equipment.

maintenance
	Type 1505

TM 11-823



	Maintenance

equipment,

(See
	Radio receivers



	Radio.)
	TM 11-229

AN/FRR-36



	Radio modulation indicators.

(See
	TM 11-887

AN/VRR-3



	Indicators, Radio modulation.)
	TM 11-229

AN/VRR-7



	TM 11-483

Radio noises
	MWO SIG 11-624

BC-312



	Suppression
	MWO SIG 11-850-4



	TM 11-499

Radio propagation
	TM 11-4001



	Theory and application

TM 11-666
	Serviceability standards

SB 11-100-2



	Radio propagation predictions
	BC-312-A;-C through -O; -HX



	TB 11-499-125

April 1955
	MWO SIG 27



	May 1955

TB 11-499-126
	MWO SIG 11-850-3



	TB 11-499-127

June 1955
	TM 11-850



	July 1955

TB 11-499-128
	TM 11-4001



	Radio receiver assemblies
	BC-312-J; -L

TM 11-850



	TM 11-889A

OA-58A/FRC
	TM 11-4001



	MWO SIG 11-850-4

OA-65/MRC-2

TM 11-850
	MWO SIG 27

BC-312-M

MWO SIG 11-850-3














	Radio receivers-Continued
	
	Radio receivers-Continued
	




	BC-312
	TM 11-850
	BC-728-C
	TM 11-4005



	
	TM 11-4001
	BC-779(*)
	MWO SIG 11-866-4



	BC-312-N
	MWO SIG 27
	BC-779-A
	MWO SIG 73



	
	MWO SIG 11-850-1
	
	MWO SIG 11-866-1



	
	MWO SIG 11-850-3
	
	MWO SIG 11-866-3



	
	TM 11-850
	
	TM 11-866



	
	TM 11-4001
	BC-779-B
	MWO SIG 73



	BC-312-NX
	MWO SIG 27
	
	MWO SIG 11-866-3



	
	MWO SIG 11-850-3
	
	TM 11-866



	
	TM 11-850
	
	TM 11-4054



	
	TM 11-4001
	BC-787-B
	TM 11-867



	BC-314
	MWO SIG 11-850-5
	BC-787-C
	TM 11-867



	BC-314-C
	MWO SIG 11-850-3
	B C-792-A
	TM 11-4060



	
	TM 11-850
	BC-794-()
	MWO SIG 11-866-4



	
	TM 11-4002
	BC-794-A
	MWO SIG 73



	BC-314-D
	MWO SIG 11-850-3
	
	MWO SIG 11-866-3



	
	TM 11-850
	
	TM 11-866



	BC-314-E
	MWO SIG 11-850-3
	
	TM 11-4054



	
	TM 11-850
	BC-794-B
	MWO SIG 73



	
	TM 11-4002
	
	MWO SIG 11-866-3



	B C-314-F
	MWO SIG 11-850-3
	
	TM 11-866



	
	TM 11-850
	
	TM 11-4054



	BC-314-G
	MWO SIG 11-850-2
	BC-969-A
	TM 11-873



	
	MWO SIG 11-850-3
	
	TM 11-4013



	
	TM 11-850
	BC-969-B
	TM 11-4013



	
	TM 11-4002
	BC-923-A
	TM 11-4030



	BC-342
	MWO SIG 11-850-4
	BC-973-A
	TM 11-4028



	
	TM 11-4001
	BC-973-B
	TM 11-4028



	B C-342-A
	TM 11-850
	B C-1000-A
	TM 11-4024



	BC-342-C; -D; -F
	TM 11-4001
	BC-1000B
	TM 11-4024



	
	MWO SIG 27

MWO SIG 11-850-3
	BC-1004-()
	MWO SIG 11-866-4

MWO SIG 73



	
	TM 11-850
	BC-1004-A
	TM 11-4054



	
	TM 11-4001
	BC-1004-B
	MWO SIG 73



	BC-342-H
	MWO SIG 27
	
	MWO SIG 11-866-3



	
	MWO SIG 11-850-3
	
	TM 11-866



	BC-342-J
	TM 11-850
	
	TM 11-4054



	
	TM 11-4001
	BC-1004-C
	MWO SIG 73



	BC-342-L; -M
	MWO SIG 27
	
	MWO SIG 11-866-3



	
	MWO SIG 11-850-3
	
	TM 11-866



	
	TM 11-850
	
	TM 11-4054



	
	TM 11-4001
	BC-1004-D
	MWO SIG 73



	BC-342-N
	MWO SIG 27
	
	MWO SIG 11-866-3



	
	MWO SIG 11-850-1
	
	TM 11-866



	
	MWO SIG 11-850-3
	
	TM 11-4054



	
	TM 11-850
	BC-100-SA
	TM 11-4047



	
	TM 11-4001
	B3-1147
	TM 11-4041



	BC-344
	MWO SIG 11-850-5
	BC-1147-A
	TM 11-4041



	
	TM 11-50
	BC-1306
	TM 11-4009



	BC-344-D
	MWO SIG 11-860-2
	D-99945
	MWO SI0 112



	
	MWO SIG 11-850-3
	F-M (frequency modulation)
	TM 11-668



	
	TM 11-850
	Hallicrafters Model jv
	



	
	TM 11-4002
	S-37
	TM 11-881



	BC-470-D
	TM 11-4014
	S-39
	TM 11-876



	BC-470-F
	TM 11-4014
	SX-28-A
	TM 11-874



	B C-474-A
	TM 11-4006
	Hammarlund Models
	



	BC-603-A; -C; -D; -AM

-DM
	[; -CM;
	SP-600-J
	MWO SIG 76



	BC-611-A through -F
	TM 11-4033

TM 11-4019
	SP-600-JX
	MWO SIG 76



	BC-620-A; -B; -F; -G; -
	
	SP-600-JLX
	MWO SIG 89

MWO SIG 89



	
	TM 11-4022

-H; -J
	KAAR type
	



	BC-652-A
	TB 11-630-4
	
	TM 11-888



	
	TM 11-4008
	National HRO series
	TM 11-885



	B C-659-A; -B; -H; -J
	TM 11-4023
	R-19(')/TRC-1
	TB 11-2601-22



	BC-669-A; -B; -C; -D
	; -AM;
	R-80-( )/PR
	TM 11-876



	-BM; -CM
	TM 11-4058
	R-96/SR
	TM 11-878



	BC-683-A; -B; -BM
	TM 11-4036
	R-96A/SR
	TM 11-878A



	BC-728-A
	TM 11-4005
	R-100/URR.
	MWO SIG 43














	Radio receivers-Continued
	
	Radio receivers-Continued
	




	R-108/GRC
	MWO SIG 11-898-1
	R-450/FRR-28
	



	
	MWO SIG 11-898-2
	Antijamming procedures
	TB SIG 263



	
	MWO SIG 11-898-3
	R-483/FRR
	MWO SIG 76



	
	TM 11-898
	
	MWO SIG 89



	R-108/GRC

through
	R-110/
	
	TM 11-85'



	ORC
	MWO SIG 130
	R-483A/FRR
	MWO SIG 89



	
	TB 1-898-2
	
	TM 11-851



	R-109/ORC
	MWO SIG 11-898-1
	R-515/U

R-520/URR
	TM 11-2537

TM 11-877



	
	MWO SIG 11-898-2

MWO SIG 11-898-3
	R-542/FRR
	SB 11-168



	
	TM 11-898
	RCA Models
	



	R

R-110/G
	MWO SIG 11-898-1
	AR-88D
	TM 11-880



	
	MWO SIG 11-898-2
	F
	TM 11-880



	
	MWO SIG 11-898-3
	Scott Models
	



	
	TM 11-898
	SLRF
	MWO SIG 51



	R-F stage oscillation elimi
	
	Superheterodyne
	TM 11-665



	nation
	TB 11-898-1
	TRF (tuned-radio frequency)
	TM 11-665



	R-129/U
	MWO SIG 73
	Western

Electric

Model

Co.

LD-R1
	MWO SIG 87



	
	TM 11-866

TM 11-4054
	
	MWO SIG 116



	R-140/FSM-1
	TM 11-885
	
	MWO SIG 122



	R-182/MRC-2
	MWO SIG 11-850-4
	Wilcox Electric type 128-AY
	TM 11-868



	R-182A/-MRC2
	MWO SIG 11-850-4
	Radio receiving sets
	



	R-192A/TRC-1
	MWO SIG 11-2601-6
	AN/FRR-7( )
	TM 11-883



	R-192B/TRC-1
	MWO SIG 11-2601-6
	AN/FRR-12X
	TM 11-896A



	R-192C/TRC-1
	MWO SIG 11-2601-6
	AN/FRR-36
	



	R-203/SR
	TM 11-875
	Serviceability standards
	SB 11-100-143



	R-203A/SR
	TM 11-875
	AN/FRR-38
	TM 11-647

TM 11ll48



	R-206/PR
	MWO SIG 11-5011-1

TM 11-5011
	AN/FRR-39

AN/FRR-4
	



	R-260A/PR

R-208/FR
	TM 11-853
	Serviceability standards
	SB 11-lu0-142



	R-209/FR
	TM 11-853
	AN/ORR-1
	MWO SIG 11-892-1



	R-210/U
	
	
	TM 11-892



	Antijamming procedures
	TB SIG 260
	AN/GRR-5
	TM 11-295



	R-213/SR
	
	Serviceability standards
	SB 11-100-97



	Antijamming procedures
	TB SIG 261
	AN/TLR-I
	TB SIG 245



	R-237(*)/VR
	MWO SIG 11-607-3
	Dual diversity
	



	R-237B/VR
	MWO SIG 11-607-1
	Wilcox type CW3-D

MV
	O SIG 11-2204-1



	R-257/U
	MWO SIG 11-607-3

TM 11-5071
	
	



	R-270/FRR
	MWO SIG 73
	Marker beacon

AN/ARN-12
	MWO SIG 161



	R-274C/URR
	MWO SIG 164
	TM
	1-16-30ARN12-6



	R-274/FRR
	.TM 11-897
	Navy Models
	



	R-247A/FRR
	MWO SIG 76
	RBA; RBA-1; RBA-2;
	



	
	MWO SIG 89
	RBA-3
	TM 11-865



	
	TM 11-851
	
	TM 11-894



	R-274C/FRR
	MWO SIG 89
	RBZ
	TM 11-895



	R-274D/FRR
	TM 11-851

TM 11-897
	Utility Electronics Corp.
	



	R-275/FRR
	
	Models

TM
	1-16-30ARN12-6



	Antijamming proce
	TB SIG 262

dures
	Western Electric type
	WO SIG 11-884-1



	R-294/U
	TM 11-5092
	MV

D-99945

MV
	VO SIG 11-884-2



	R-320/FRC
	TM 11-899
	
	TM 11-884



	
	TM 11-889A
	Radio relay sets
	



	R-320A/FRC
	MWO SIG 76
	AN/GRC 40
	



	
	MWO SIG 89
	Maintenance information
	TB SIG 239-25



	R-333/OR C-IA
	TM 11-851

MWO SIG 11-2693-2
	AN/TRC-3H
	TM 11-2601



	R-336/ORC-26
	MWO SIG 11-850-4
	AN/TRC-4
	MWO SIG 11-2601-3



	R-369/FRC-10
	MWO SIG 116
	
	MWO SIG 11-2601-4



	
	MWO SIG 122
	
	SB 11-109



	R-388/URR
	MWO SIG 11-264A-2
	
	SB 11-176

TM 11-2601



	
	TB SIG 555-12
	
	



	
	TM 11-854
	AN/TRC-4A
	MWO SIG 11-2601-3

MWO SIG 11-2601-4



	R-390/URR
	MWO SIG 164
	
	MWO SIG 11-2601-5



	
	TM 11856
	
	MWO SIG 11-2601-7



	R-392/URR
	TM 11-858
	
	TM 11-2601












	Radio relay sets-Continu,
	Radio sets Continued




	AN/TRC-4B

MWO SIG 11-2601-3
	AN/GRC-10

MWO SIG 11-614-2



	MWO SIG 11-2601-4
	TB SIG 655-5



	MWO SIG 11-2601-5
	TM 11-614



	MWO SIG 11-2601-7
	Elimination of wide band



	TM 11-2601

MWO SIG 11-2601-3
	input

MWO SIG 11-614-1

Maintenance information

TB SIG 239-23



	AN/TRC-4C

MWO SIG 11-2601-4
	AN/GRC-19

TM 11-274



	MWO SIG 11-2601-5
	Maintenance information

TB SIG 239-21



	TM 11-2601
	AN/GRC-26

MWO SIG 64



	MWO SIG 11-2601-4

AN/TRC-4D
	TM 11-264



	MWO SIG 11-2601-5
	AN/GRC-26 ( )



	MWO SIG 11-2601-7

TM 11-2601
	Serviceability standards

SB 11-100-102



	AN/TRC-4E

MWO SIG 11-2601-4
	AN/GRC-26A

MWO SIG 11-264A-4

MWO SIG 64



	MWO SIG 11-2601-5
	MWO SIG 11-264A-1



	MWO SIG 11-2601-7
	MWO SIG 11-264A-2



	TM 11-2601
	MWO SIG 11-264A-3



	AN/TRC-4G

MWO SIG 11-2601-7
	TB SIG 232



	AN/TRC-12

MWO SIG 11-618-1
	TM 11-264A



	AN/TRC-12, -12A, -12

2B

SB 11-175

TM 11-618A
	AN/GRC-26B

TM 11-264A

AN/GRC-26C

MWO SIG 11-264A-5



	TB 11-618A-1
	TM 11-264A



	TM 11-618

AN/TRC-12 (XC-3)
	AN/GRC-32

TB SIG 239-28



	Radio relay siting
	AN/GRC-38

MWO SIG 11-264A-4



	Microwave

TB SIG 237
	TM 11-281B



	Radio repeater sets
	AN/GRR-2

TM 11-874



	AN/FRC-26
	Serviceability standards

SB 11-100-103



	TB SIG 254

Safety procedures

TM 11-614

AN/GRC-40
	AN/MRC-2

TM 11-620

AN/MRC-2; -2A; -2B



	Radio sets
	TM 11-624

AN/MRC-2A

TM 11-620



	Amplitude-modulated
	AN/MRC-2B

MWO SIG 11-624



	TM 11-496

Training text
	AN/MRC-20

TM 11-692



	AN/ARC-3

MWO SIG 63
	AN/MRQ-2

MWO SIG 35



	TM 11-692A-1
	TM 11-640



	TB SIG 239-4

AN/ARC-27
	AN/PDR-27(*)

TM 11-5543



	TM 11-692C-1

TM 11-629C-2
	AN/PRC-5

TM 11-265

AN/PRC-6



	AN/CPS-9

MWO SIG 173
	MWO SIG 11-296-1

MWO SIG 11-296-2



	AN/CRD-2

MWO SIG 11-514-1
	MWO SIG 11-296-3



	TM 11-514
	MWO SIG 11-296-4



	AN/CRD-2A

MWO SIG 11-514-1
	TB SIG 239



	AN/CRD-3

TM 11-513
	TB SIG 555-4



	AN/CRT-2

TM 11-512

AN/FRC-6
	TB SIG 555-5



	MWO SIG 11-5506-1

TM 11-5506
	TM 11-296

TM 11-4069



	AN/FRC-7A

TM 11-292
	Serviceability standards

SB 11-160-90



	AN/FRC-10

MWO SIG 11-2132-1
	AN/PRC-7



	AN/FRC-15
	Serviceability standards

SB 11-100-92



	Serviceability standards

SB 11-100-140
	AN/PRC-8

TB SIG 239-13



	TM 11-292

AN/FRC-17A
	TM 11-612



	AN/FRC-20

MWO SIG 102

AN/FRC-21

MWO SIG 102
	AN/PRC-8 through-10

MWO SIG 11-612-2

MWO SIG 11-612-3



	AN/FRC-27

TM 11-226
	MWO SIG 11-612-5



	Serviceability standards

SB 11-100-141
	MWO SIG 11-612-6



	AN/FRR-4

TM 11-866
	MWO SIG 11-612-7



	AN/GRC-3 through 8

MWO SIG 11-284-2
	MWO SIG 11-5055-1



	MWO SIG 78
	MWO SIG 154



	SB 11-178

TB SIG 239
	TB SIG 555-6



	TM 11-284
	TM 11-612

TM 11-4065



	Serviceability standards

SB 11-100-105
	Serviceability standards

SB 11-100-91



	AN/GRC-9

MWO SIG 11-263-1
	AN/PRC-8A

TM 11-612



	MWO SIG 11-263-2
	AN/PRC-9

TB SIG 239-15



	MWO SIG 11-263-3
	TM 11-612



	TB SIG 238
	AN/PRC-9A

TM 11-612



	TB SIG 55-3
	AN/PRC-10

TB SIG 239-16



	TM 11-263
	TB SIG 555-3

TM 11-612














	Radio sets-Continued
	
	Radio sets-Continued
	




	AN/PRC-10A
	TM 11-612
	AN/TRC-8B
	TM ll-618A



	AN/PRC-16
	TB SIG 239
	AN/TRC-8 (XC-3)
	TM 11-618



	
	TM 11-288
	AN/TRC-20
	TB SIG 239-14



	Serviceability standards
	SB 11-100-104
	
	TM 11-615



	AN/PRD-I
	
	AN/TRC-22
	TB SIG 239-11



	Standardization
	TB 34-9-36
	Serviceability standards
	SB 11-100-139



	AN/PRT-1
	TM 11-259

TB SIG 209
	AN/TRC-28
	TB SIG 239-12

TM 11-252



	AN/SRD-3

AN/TPS-1
	TB SIG 117
	Serviceability standards
	SB 11-100-145



	AN/TPS-1A
	TB SIG 117
	AN/TRC-34
	TM 11-29t



	AN/TPS 1D
	LO 11-1167-1
	Maintenance information TB SIG 239-22
	-



	
	MWO SIG 11-1167-1
	standards

Serviceabilil
	SB 11-100-144



	
	MWO SIG 11-1167-2
	V

AN/TRC-42
	



	
	SIG 11-1167-3

MWO
	Schutting Models
	



	
	MWO SIG 11-1167-4
	14A
	MWO SIG 175



	
	TB 11-1167-1
	AN/TRR-2
	TM 11-269



	
	TM 11-1167
	AN/TRT-1
	MWO SIG 11-269-1

TM 11-269



	Serviceability standards
	SB 11-100-122
	AN/VRC-1
	



	AN/TPS-3
	MWO SIG 11-1540-2

MWO SIG 11-1540-3
	Serviceability standards
	SB 11-100-98



	
	TB 11-1540-4
	AN/VRC-2
	MWO SIG 11-607-1



	
	TB 11-1540-6
	
	MWO SIG 11-607-2



	AN/TPX-4
	MWO SIG 11-1160-1
	
	MWO SIG 11-607-3



	AN/TRC-1
	MWO SIG 11-2601-3
	
	MWO SIO 11-607-4



	
	MWO SIG 11-2601-4
	
	MWO SIG 11-607-5



	
	SB 11-109
	
	MWO SIG 11-607-6



	
	SB 11-176
	
	TM 11-607



	
	TM 11-2601
	Serviceability standards
	SB 11-100-110



	Serviceability standards
	SB 11-100-111
	AN/VRC-2X
	MWO SIG 11-607-5

MWO SIG 11-607-8



	AN/TRC-IA
	MWO SIG 11-2601-3

MWO SIG 11-2601-4
	AN/VRC-3
	MWO SIG 11-637-1



	
	MWO SIG 11-2601-5
	
	MWO SIG 11-637-2



	
	MWO SIG 11-2601-7
	
	MWO SIG 11-4024-1



	
	TM 11-2601
	
	TM 11-607



	AN/TRC-1B
	MWO SIG 11-2601-3
	
	TM 11-637



	
	MWO SIG 11-2601-4
	Serviceability standards
	SB 11-100-77



	
	MWO SIG 11-2601-5
	AN/VRC-5
	TM 11-600



	
	MWO SIG 11-2601-7
	AN/VRC-6
	MWO SIG 144



	
	TM 11-2601
	AN/VRC-6(*)
	TM 11-283



	AN/TRC-1C
	MWO SIG 11-2601-3
	Serviceability standards
	SB 11-100-135

MWO SIG 144



	
	MWO SIG 11-2601-4

MWO SIG 11-2681-5
	AN/VRC-6X
	TM 11-283



	
	TM 11-2601
	AN/VRC-6Y
	MWO SIG 144



	AN/TRC-1D
	MWO SIG 11-2601-4
	
	TM. 11-283



	
	MWO SIG 11-2601-5
	AN/VRC-7
	TM 11-285



	
	MWO SIG 11-2601-7
	AN/VRC-7, -8, -9, -10
	MWO SIG 154



	
	TM 11-260i
	
	TB SIG 239



	AN/TRC-IE
	MWO SIG 11-2601-4
	AN/VRC. 8, -9, -10
	TM 11-286



	
	MWO SIG 11-2601-5
	Serviceability standards
	SB 11-100-93



	
	MWO SIG 11-2601-7
	AN/VRC-13, -14, -15
	MWO SIG 78



	
	TM 11-2601
	
	TB SIG 239



	AN/TRC-1G
	MWO SIG 11-2601-7
	
	TM 11-291



	AN/TRC-1H

AN/TRC-5 (XC-3)
	TM 11-2601

TM 11-626
	Serviceability standards
	SB 11-100-94



	AN/TRC-6 (SC-2)
	TB 11-631-2
	AN/VRC-16, -17, -18
	MWO SIG 78



	AN/TRC-6 (SC-3)
	TB 11-631-2
	
	TB SIG 239



	AN/TRC-6 (XC-2)
	MWO SIG 11-631-1
	
	TM 11-611



	
	TM 11-631
	Serviceability standards
	SB 11-100-95



	
	TM 11-632
	AN/VRC-19
	MWO SIG 11-297-1



	
	TM 11-633
	
	MWO SIG 144



	AN/TRC-6 (XO-3)
	MWO SIG 11-613-1
	
	TM 11-297



	
	TM 11-631
	AN/VRC-19 (')
	



	
	TM 11-632

MWO SIG 11-618-1
	Serviceability standards
	SB 11-100-138



	AN/TRC-6 (XC-8)
	SB 11-17
	AN/VRC-19X
	MWO SIG 144



	
	TM 11-618A
	
	TM 11-297



	AN/TRC-8A
	SB 11-175
	AN/VRC-19Y
	MWO SIG 144



	
	TB 11-618A-1
	
	TM 11-297














	Radio sets-Continued
	
	Radio sets-Continued
	




	AN/VRC-20 through -22
	I

IWO SIG 78
	SCR-506-A
	MWO SIG 11-630-7



	
	TB SIG 239
	
	MWO SIG 11-630-8



	
	TM 11-642
	
	TB 11-630-4



	Serviceability standards
	SB 11-100-96
	
	TB SIG 238



	
	TM 11-642
	
	TM 11-630



	AN/VRC-23
	M

WO SIG 102
	SCR-508-( )
	TB SIG 238



	AN/VRQ-I through -3
	TB SIG 239
	Serviceability standards
	SB 11-100-51



	
	TM 11-287

S
	SCR-508-A; -AM;
	-C; -CM;



	Serviceability standards

% SCR-177-B
	SB 11-100-101

TM 11-232
	-D; -DM
	MWO SIG 11-600-5

MWO SIG 11-600-6



	SCR-188-A
	TM 11-233
	
	MWO SIG 11-600-7



	r/WO

SCR-193
	SIG 11-273-3
	
	MWO SIG 11-600-8



	Serviceability standins
	SB 11-100-99
	
	MWO SIG 11-600-9



	MWO

SCR-193(*)
	SIG 11-273-2
	
	MWO SIG 11-600-10



	Serviceability standards
	SB 11-100-44
	
	TM 11-600



	SCR-193-D; -G; -GH; -J; -KB;
	
	SCR-509-( )
	TM 11-318



	-KW; -L; -M; -P; -Q; -R;

-S;-T; -U
	
	Serviceability standards
	SB 11-100-52



	SCR-244-A
	TM 11-273

TM 11-866
	SCR-509-A
	MWO SIG 11-605-2

MWO SIG 11-605-3



	SCR-244-B
	TM 11-866
	
	MWO SIG 11-605-7



	SCR-244-D
	TM 11-851
	
	MWO SIG 11-605-10



	SCR-268-( )
	
	
	TB SIG 115



	Serviceability standards
	SB 11-100-46
	
	TM 11-605



	SCR-281-A
	TM 11-244
	SCR-509-( )-A
	MWO SIG 11-605-8



	SCR-281-B
	TM 11-244
	SCR-509-B
	MWO SIG 11-605-2



	SCR-281-D

MWO
	SIG 11-244-1
	
	MWO SIG 11-605-3



	
	TM 11-244

MWO SIG 11-243-1
	
	MWO SIG 11-605-7



	SCR-291-A
	MWO SIG 11-243-2
	
	MWO SIG 11-605-10

TB SIG 115



	
	MWO SIG 11-243-3
	
	TM 11-05



	
	MWO SIG 11-243-4
	SCR-509-( )-B
	MWO SIG 11-605-8



	
	TB SIG 146
	SCR-510-(*)
	TB SIG 238



	
	TM 11-243
	Serviceability standards
	SB 11-100-52



	SCR-299-( )
	
	SCR-510-A;-B
	MWO SIG 11-605-2



	Serviceability standards

SCR-300-( )
	SB 11-100-48
	
	MWO SIG 11-605-3



	-Serviceability standards
	SB 11-100-49
	
	MWO SIG 11-605-7

MWO SIG 11-605-10



	SCR-300-A
	MWO SIG 11-242-1
	
	TB SIG 115



	
	MWO SIG 11-242-2
	
	TM 11-05



	
	MWO SIG 11-242-3
	SCR-S10-( )-A
	MWO SIG 11-605-8



	
	MWO SIG 11-4024-1
	SCR-528-( )
	



	
	TM 11-242
	Serviceability standards
	SB 11-100-51



	SCR-300-B
	MWO SIG 11-4024-1
	SCR-528-A; -C; -D
	MWO SIG 11-600-5



	SCR-399-()

Serviceability standards
	SB 11-100-48
	
	MWO SIG 11-600-6

MWO SIG 11-600-7



	SCR-399-A
	MWO SIG 11-281-2
	
	MWO SIG 11-600-9



	
	MWO SIG 11-281-5
	SCR-528-AM; -CM; -DM
	



	
	MWO SIG 11-281-6
	
	MWO SIG 11-600-5



	
	MWO SIG 11-281-9
	
	MWO SIG 11-600-6



	
	MWO SIG 11-281-10
	
	MWO SIG 11-600-7



	
	TM 11-281
	
	TM 11-600



	SCR-499-()
	
	SCR-536-( )
	



	Serviceability standards

SCR-499-A
	SB 11-100-48

MWO SIG 11-281-2
	Serviceability standards

SCR-536-A; -B; -C
	SB 11-100-60

MWO SIG 11-235-2



	
	MWO SIG 11-281-5
	
	MWO SIG 11-235-4



	
	MWO SIG 11-281-6
	
	MWO SIG 11-235-5



	
	MWO SIG 11-281-9
	
	MWO SIG 11-235-6



	
	TM 11-281
	
	MWO SIG 11-235-7



	SCR-499-0
	TM 11-281A
	
	MWO SIG 11-235-8



	SCR-502
	TB SIG 146
	
	TM 11-235



	SCR-504-A
	TM 11-256

TM 11-862
	SCR-536-D; -E
	MWO SIG 11-235-4



	SCR-506-( )
	TB 11-630-3
	
	MWO SIG 11-235-5



	Serviceability standards
	SB 11-100-50
	
	MWO SIG 11-235-7



	SCR-506-A
	MWO SIG 11-630-1
	
	MWO SIG 11-235-8



	
	MWO SIG 11-630-3
	
	TM 11-235



	
	MWO SIG 11-630-4
	SCR-536-F
	MWO SIG 11-235-5



	
	MWO SIG 11-630-5
	
	MWO SIG 11-235-7














	Radio sets-Continued
	
	Radio sets-Continued
	




	SCR-536-F
	MWO SIG 11-311-1
	SCR-593-C
	TM 11-859



	
	TM 11-235
	SCR-602-A
	TB SIG 117



	SCR-538-( )
	
	SCR-02-T6
	TB SIG 117



	Serviceability standards
	SB 11-100-51
	SCR608-( )
	TB SIG 238



	SCR-542
	
	Serviceability standards
	SB 11-10041



	Serviceability standards
	SB 11-100-98

TB 11-625-1
	SCR608-A; -B
	MWO SIC

11-620-1



	SCR-543

SCR-543-A; -B; -C
	MWO SIG 11-625-2
	
	MWO SIG 11-620-2

TM 11-620



	
	MWO SI

11-625-6
	)

SCR-609-(
	TM 11-318



	
	MWO SI

11-625-9
	Serviceability standards
	SB 11-100-54



	
	MWO SIG 11-927-1
	SCR-609-A
	MWO SIG 11415-3



	
	TB 11-625-2
	
	MWO SIG 11-615-6



	
	TM 11625
	
	TM 11-615A



	Serviceability standards
	SB 11-100-84
	SCR-609-A; -B
	MWO SIG 11-615-9



	SCR-545-A
	TB SIG 160
	
	MWO SIG 11-615-10



	Serviceability standards
	SB 11-100-65
	
	MWO SIG 11-615-13



	SCR-582-A
	TM 11-1221
	
	TB SIG 115



	SCR-582-T6
	TM 11-1221
	
	TM 11415



	SCR-584
	MWO SIG 11-1524-1
	SCR-610-(-)
	TB SIO 238



	
	MWO SIG 11-1524-2
	Serviceability standards
	TM 11-318



	
	MWO SIG 11-1524-3

MWO SIC 11-1524-5
	SCR-610-A
	SB 11-100-54

MWO

11-615-3

SIC



	
	MWO SIG 11-1524-9
	
	TM 11-615A



	
	TB 11-1524-23
	SCR-610-( )-A; -B
	MWO SIG 11-615-~1



	
	TB SIG 160
	SCR-610-A; -B
	-

MWO SIG 11-615-6



	SCR-584-(*)
	MWO SIG 11-1524-27
	
	MWO SIG 11-615-9



	Serviceability standards
	SB 11-100-66
	
	MWO SIG 11-615-13



	SCR-584-A; -B
	LO 11-1424-1
	
	TB SIG 115



	
	LO 11-1424-2
	
	TM 11-15



	
	LO 11-1424-3
	SCR-614-A
	TM 11-873



	
	LO 11-1424-4
	SCR-616
	TM 11-260



	
	LO 11-1424-5
	SCR-619
	MWO SIG 11-619-1



	
	MWO SIG 11-1324-2
	
	MWO SIG 11-619-2



	
	MWO SIG 11-1324-3
	
	TM 11-619



	
	MWO SIG 11-1324-6
	SCR-619-(*)

SCR-628-( )
	TB SIC

238



	
	MWO SIG 11-1324-7

MWO SIG 11-1524-7
	Serviceability standards
	SB 11-100-61



	
	MWO SIG 11-1524-8
	SCR-628-A
	MWO SIG 11-620-1



	
	MWO SIG 11-1524-10
	
	MWO SIG 11-620-2



	
	MWO SIG 11-1524-11
	
	TM 11-620



	
	MWO SIG 11-1524-12
	SCR-628-B
	MWO SIG 11-620-2



	
	MWO SIG 11-1524-13
	SCR-658
	MWO SIC 11-1158A-1



	
	MWO SIG 11-1524-14
	
	MWO SIC 11-1158A-2



	
	MWO SIO 11-1524-15
	
	MWO SIG 11-1158A-3



	
	MWO SIO 11-1524-16
	
	TM 11-1158A



	
	MWO SIG 11-1524-18
	SCR-658-T1
	TM 11-1158



	
	MWO SIG 11-1524-19
	SCR-682-A
	MWO SIG 11-1561-2



	
	MWO SIO 11-1524-20
	
	,TM 11-1221

TB SIG 238



	
	MWO SIG 11-1524-22

MWO SIG 11-1524-23
	SCR-694-C
	TM 11-230C



	
	MWO SIG 11-1524-24
	Serviceability standards
	SB 11-100-85



	
	MWO SIG 11-1524-25
	SCR-704
	TM 11-866



	
	MWO SIG 11-1524-26
	SCR-784
	LO 11-1454-1



	
	MWO SIO

11-1524-28
	
	MWO SIG 11-1554-1



	
	MWO SIG 11-1524-30
	
	MWO SIO 11-1524-3



	
	MWO SIG 11-1524-31
	
	MWO SIG 11-1554-5



	
	MWO SIG 11-1524-32
	
	TM 11-1354



	
	MWO SIG 11-1524-33
	
	TM 11-1454



	
	TM 11-1324
	
	TM 11 1554



	
	TM 11-1363
	SCR-808-A

SCR-82R-A
	TM 11 601

TM 11-01



	
	TM 11-1424
	Vehicular
	



	
	TM 11-1524
	Distribution
	SB 11-131



	
	TM 11-1563
	Radio sets, Vehicular
	



	SCR-588
	TB 11-1329-12
	
	



	SCR-588-B
	TM 11-1129
	Distribution
	BB 11-131



	SCR-593-A
	TM 11-859
	Radio stations
	



	Serviceability standards
	SB 11-100-82
	Repair; maintenance
	TM 11-477













	Radio terminal sets
	
	Radio transmitters-Continued



	AN/GRC-39
	
	-E

through

BC-339-A

-C;



	
	TM 11-614
	through -H; -J through -M

TM 11-836

MWO SIG 11-836-1



	Maintenance information
	TB SIG 239-24
	BC-339-N

TM 11-836



	AN/TRC-3
	MWO SIG 11-2601-3
	TM 11-836

BC-339- O



	
	MWO SIG.11-2601-4
	TM 11-828

BC-365-F



	
	SB 11-109
	TB SIG 555-4

BC-375



	
	SB 11-176
	BC-447-Athrough-E

MWO SIG 11-827-1



	
	TM 11-2601
	TM 11-827

B C-447-F



	AN/TRC-3A
	MWO SIG 11-2601-3
	TM 11-4006

BC-474-A



	
	MWO SIG 11-2601-4
	BC- 604-A; -C;-D;-AM;

CM;



	
	MWO SIG 11-2601-5
	-DM

TM 11-4034



	
	MWO SIG 11-2601-7

TM 11-2601
	BC-610-A; -B;-O

MWO SIG 49

BC-610-E

MWO SIG 11-281-6



	AN/TRC-3B
	MWO SIG 11-2601-3
	MWO SIG 11-281-9



	
	MWO SIG 11-2601-4
	MWO SIG 11-4057-1



	
	MWO SIG 11-2601-5
	MWO SIG 49



	
	MWO SIG 11-2601-7
	TM 11-826



	
	TM 11-2601
	BC-610-F

MWO SIG 11-4057-1



	AN/TRC-3C
	MWO SIG 11-2601-3
	MWO SIG 66



	
	MWO SIG 11-2601-4
	MWO SIG 77



	
	MWO SIG 11-2601-5
	TB 11-826-1



	
	TM 11-2601
	TM 11-826



	AN/TRC-3D
	MWO SIG 11-2601-4

MWO SIG 11-2601-5
	BC-610-G

MWO SIG 66

MWO SIG 77



	
	MWO SIG 11-2601-7
	TB 11-826-1



	
	TM 11-2601
	TM 11-826



	AN/TRC-3E
	MWO SIG 11-2601-4
	MWO SIG 11-826-1

BC-610-H



	
	MWO SIG 11-2601-5
	BC-610-H;-I

MWO SIG 77



	
	MWO SIG 11-2601-7
	TB 11-826-1



	
	TM 11-2601
	TM 11-826



	AN/TRC-3G
	MWO SIG 11-2601-7
	BC-611-A through -F

TM 11-4019



	AN/TRC-4fE
	TM 11-2601

TM 11-2601
	BC-620-A; -B; -F;. G; -H; -J

TM 11-4022

TM 11-4007

BC-653-A



	AN/TRC-11
	MWO SIG 11-618-1
	TM 11-4050

BC-655-A



	AN/TRC-11, -11A,
	SB 11-175

-11B
	BC-659-A; -B; -H; -J

TM 11-4023



	
	TB 11-618A-1
	BC-669-A through -D; -AM;



	
	TM 11-618A
	BM; -CM

TM 11-4058



	Radio towers.
	(See Towers, Radio.)
	BC-684-A; -B; -BM

TM 11-4037



	Radio

transmitter-receivers.
	(See
	TM 11-4004

BC-978-A



	Radio receiver-transmitters.)
	
	TM 11-4040

BC-1149



	Radio transmitters

A-M (amplitude modulation)
	TM 11-665
	TM 11-849

BC-1149-A

TM 11-4040



	AN/SRT-1A
	TM 11-830A
	TM 11-849

BC-1149-B



	BC-AA-191
	TB 11-800-2
	TM 11-4009

BC-1306



	
	TM 11-800
	C-W (continuous wave)

TAM 11-665



	BC-191
	TB SIG 555-4
	F-M (frequency modulation)

TM 11-668



	BC-191-A;-B;-O
	MWO SIG 11-800-1
	KAAR type



	
	TB 11-800-2
	PTS-22X

TM 11-842



	
	TM 11-800
	Lifeboat



	BC-191- D
	TM 11-4017
	TM 11-830

ET-8026

MWO SIG 32



	
	MWO SIG 11-800-1

TB 11-800-2
	PW-15A

MWO SIG 32

PW -40A; -40B; -40BA



	
	TM 11-800
	TM 11-824

SST-1ol



	BC-191- E; -F
	MWO SIG 11-800-1
	T-4/FRC

MW

O SIG 11-820-2



	
	TB 11-800-2
	O SIG 11-820-6

MW



	
	TM 11-800
	TM 11-820



	
	TM 11-4017
	T-5/FRC

O SIG 11-820-3

MW



	BC-191-F
	MWO SIG 11-800-1
	MW

O SIG 11-820-5



	
	TB 11-800-2

TM 11-800
	MW

O SIG 11-820-6

TM 11-820



	
	TM 11-4017
	TM 11-845

T-28/APT-1



	BC-191-N
	TB 11-800-2
	TM 11-4062

T-55/MRQ-2



	
	TM 11-800
	TM 11-837

T-83/SR



	
	TM 11-4017
	T-88/TRT-1

MW

O' SIG 11-269-1



	
	TM 11 836
	T-158A/FRT

MW(

SI(G 11-2671-3



	
	
	MW(

SIG 11-2671-4





MWO SIG 108

TB SIG 247










	Radio transmitters-Continued
	
	Radio transmitting sets-Continued
	




	T-158A/FRT
	MWO SIG 148
	AN/ART-13B
	



	T-158B/FRT
	MWO SIG 11-2671-3
	Operating instructions
	TM 11-692B-2



	
	MWO SIG 11-2671-4
	AN/FRT-4
	TM 11-5048



	
	MWO SIG 108
	AN/SRT-3A
	TM 11-860



	
	MWO SIG 148
	AN/SRT-4A
	TM 11-852



	T-158C/FRT
	MWO SIG 11-5034-1
	AN/SRT-10
	TM 11-837



	
	MWO SIG 11-5034-2
	AN/TPT-1
	TM 11-845

TM 11-844



	
	MWO SIG 148
	AN/SRT-13

AN/SRT-13X
	TM 11-844



	
	MWO SIG 108
	Radioactive luminous compounds
	



	
	TM 11-5034
	Protective measures
	TB MED 232



	T-158D/FRT
	MWO SIG 11-5034-2
	Radiographic and fiuoroscopic units
	



	
	MWO SIG 148
	Standardization
	TB 34-9-39



	
	TM 11-5034
	Radiographic exposure
	



	T-159A/FRT
	TM 11-808
	Principles
	TM 8-252



	T-195/GRC-19
	TM 11-806
	Radiography
	



	T-171/FRT
	MWO SIG 108
	Principles
	TM 8-282



	T-171A/FRT
	MWO SIG 108
	Radios
	



	T-171B/FRT
	MWO SIG 108
	Soviet type
	



	T-171C/FR
	TM 11-810
	RBM-1
	TB SIG F-400-RU



	T-177A/FR
	TM 11-834A
	Radios (home-type)
	



	T-193(*)/VRC-2
	MWO SIG 11-607-3
	FSC group 77

Catalog identification guide
	SB 708-377



	T-193B/VRC-2

T-213/GRC-26
	MWO SIG 11-607-3

MWO SIG 66
	Radiosonde baseline check sets
	



	
	MWO SIG 77
	AN/GMM-1
	MWO SIG 11-2440-1



	
	TB 11-826-1
	AN/GMM-1
	MWO SIG 11-2440-2



	
	TM 11-826
	AN/GMM-1A
	MWO SIG 11-2440-2



	T-265/FRC-10
	TM 11-814
	Radiosonde modulators
	



	T-278/U
	MWO SIG 178
	ML-310/AMT-1
	MWO SIG 11-2430-1



	
	TM 11-839
	ML-310A/AMT-1
	MWO SIG 11-2430-1



	T-363/ARC
	SB 11-166
	ML-310B/AMT-1
	MWO SIG 11-2430-1



	T-416
	TM 11-839
	Radiosonde receivers
	



	T-416/GR
	MWO SIG 178
	R-17(*)/1 FMQ-1
	TM 11-2403



	TWT PB-50A
	TM 11-825
	R-228/FMQ-2
	MWO SIG 11-2434-1



	Western Electric Models
	
	Raaiosonde receptors
	



	33A; 34A
	MWO SIG 11-818-1

TM 11-818
	AN/FMQ-1
	LO 11-2403

MWO SIG 11-2403-1



	Wilcox Electric type
	
	
	MWO SIG 11-2403-2



	96A
	TM 11-2671
	
	MWO SIG 11-2403-4



	960
	MWO SIG 11-2671-2
	
	MWO SIG 11-2403-5



	
	MWO SIG 11-2671-3
	
	MWO SIG 11-2403-6



	
	MWO SIG 11-2671-4
	
	TM 11-2403



	
	MWO SIG 148
	AN/FMQ-1A
	MWO SIG 11-2403-4



	
	TM 11-2671
	
	TM 11-2403



	96C-3
	MW'.

SIG 11-2671-3
	AN/FMQ-2
	LO 11-2403



	
	MWO SIG 11-2671-4
	
	MWO SIG 11-2434-1

TM 11-2434



	
	MWO SIG 148

TM 11-2671
	
	TM 11-2434



	96-200A
	TM 11-802
	AN/FMQ-2A

Radiosonde recorders
	



	96-200A (T-171/FR)
	
	AN/TMQ-5
	LO 11-2403



	
	MWO SIG 11-802-1
	
	MWO SIG 123



	96-200B
	TM 11-802
	
	TM 11-2436



	96-200B (T-171A/FR)
	
	AN/TMQ-5A
	TM 11-2436



	
	MWO SIG 11-802-1
	RD-3/FMQ-1
	LO 11-2403



	96-200C
	TM 11-802
	
	MWO SIG 11-2403-3



	149-A
	TM 11-822
	RD-3(*)/FMQ-1
	TM 11-2403



	Radio transmitting equipment
	
	RD-3A/FMQ-1
	MWO SIG 11-2403-3



	RC-263

Western Electric type
	TM 11-816
	RD-88/TMQ-5
	LO 11-2403



	D-156000
	TM 11-832
	Radiosonde signals

AN/AMT-2
	MWO SIG 11-2403-4



	Radio transmitting sets
	
	Radiosonde test sets
	



	AN/ART-4(XA-3)
	TM 11-893
	AN/GMM-1
	TM 11-2440



	AN/ART-4(XA-4)
	TM 11-893
	TS-654/GRR-1
	TM 11-5021



	AN/ART-13
	
	Radiosonde transmitters
	



	Operating instructions
	·

TM 11-692B-2
	T-69( )/AMT-2
	MWO SIG 11-1158A-2



	AN/ART-13A
	
	Radiosondes
	



	Maintenance instructions
	TM 11-629-1
	AN/AMT-1
	TM 11-2430



	Operating instructions
	TM 11-692B-2
	AN/AMT-2
	TM 11-2430














	Radiosondes-Continued
	
	Railway cars, Hospital
	




	AN/AMT-2 ()
	SB 11-140
	American Car & Foundry Co.
	LO 55-1254



	AN/AMT-2A
	TM 11-2433
	
	TM 55-1254



	AN/AMT-3; -3A through -3D
	TM 11-2431
	St Louis Car Co
	LO 55-2020



	AN/AMT-4
	SB 11-140
	Ambulance units
	LO 55-2020



	
	SB 11-160
	Railway cars, Hospital kitchen
	



	
	TM 11-2432
	American Car & Foundry Co.
	LO 55-1258



	AN/AMT-4A
	TM 11-2432A
	
	TM 55-1258



	Frequency modulated audio ob
	
	St.Louis Car Co. Models
	LO 55-2019



	servations; instructions
	TM 11-2424
	Railway cars, Inspection
	



	Operational test
	TB SIG 264
	Fairmont Models
	



	Radiotelegraph operation
	TM 11-454
	ST2-G-3
	TM 565-2011



	Radiotelegraph transmitters
	
	Kalamazoo Models
	



	Press wireless type
	
	54
	LO 55-U157



	PW-15A
	TM 11-821
	
	TM 55-2016



	PW-40-B
	TM 11-835
	Multigage, 4-man
	LO 55-1256



	PW-40-BA
	TM 11-835
	
	TM 55-1256



	PW-981-A
	TM 11-834
	Northwestern Models
	



	Radiomarine Models
	
	539R
	TM 55-2012



	ET 8003
	TM 11-831
	Railway cars, Kitchen
	



	T-50-M
	TM 11-838
	Supplies,

equipment,

and ra
	



	Radiotelephone terminal sets
	
	tions
	TM 10-206



	AN/FRC-23
	
	Troop kitchen
	TM 55-2019



	Safety procedures
	TB SIG 254
	St. Louis Car Co. Models
	LO 55-2019



	Radioteletype terminal equipments
	
	Railway cars, Maintenance
	LO 55-1255



	AN/FGC-1
	MWO SIG 11-356-1
	8-man
	TM 55-1255



	Rafts
	
	Buda Models
	



	Construction

Rafts, Infantry support
	TB ENG 46
	19L
	LO 55-2014



	Description and use
	
	1191i
	LO 55-2014



	Railcutting saws.

(See Saws, Rail
	TM 5-271
	R1
	LO 55-2000



	cutting.)
	
	
	TM 55-2000



	Rail electrical equipments
	
	Fairbanks-Morse Models

50B
	LO 55-2008



	Transportation Corps
	TM 55-340
	
	TM 55-2008



	Railroad equipments
	
	Fairmont Models
	



	Standard

painting;

lettering;
	
	A3C-2
	LO 55-U155



	numbering
	TM 55-289
	A3Z42-D2
	LO 55-2015



	Railroad rolling stock.

(See Rolling
	
	
	TM 55-2015



	stock, Railroad.)
	
	ASZUA2
	LO 55-2004



	Railroad signals.

(See Signals, Rail
	
	
	TM 55-2004



	road.)
	
	A5ZU-C-3
	LO 55-U187



	Railroad

structures.

Struc

(See
	
	M 19ZU-E-5
	LO 55-U156



	tures, Railroad.)
	
	S2E-4
	LO 55-2009



	Railroad track shifters
	
	
	TM 55-2010



	Nordberg Models
	
	S2F-3
	LO 55-2009



	S-
	LO 5-4256
	
	TB 55-2009-1



	
	TB 5-4256-1
	ST2G-3
	LO 55-2100



	Railroad tracks
	TM 5-4256
	19ZU-E-5
	TM 55-2007



	Construction; maintenance
	TM 5-627
	Kalamazoo Models
	



	Railroads
	
	27
	LO 55-U158



	Location; construction; rehabili
	
	27 AW
	LO 55-2013



	tation maintenance
	TM 5-370
	39

Multigage, 8-man
	LO 55-2002

LO 55-1255



	Operation of diesel-electric loco
	
	
	LO 55-1262



	motives
	TM 55-271
	Northwestern Models
	



	Railway car mechanics
	TM 55-290
	532R
	LO 55-2012



	Rolling stock
	
	
	TM 55-2012



	Inspection; maintenance
	TM 55-285
	539R
	LO 55-U186



	Steam locomotive engineers
	
	561-IHC 85
	LO 55-2003



	Examinations
	TM 55-282
	561V8-85
	LO 55-2017



	Ways and structures
	
	Railway cranes.

(See Cranes, Rail
	



	Maintenance
	TM 5-627
	way.)
	



	
	TM 55-275
	Railway equipment
	



	Railway

bridges.

(See

Bridges,
	
	FSC group 22
	



	Railway.)
	
	Catalog identification guide
	SB 708-322



	Railway cars
	
	Railway

trestles.

Trestles,

(See
	



	Mechanics
	TM 55-290
	Railway.)
	













	Railways
	
	Rawin sets-Continued




	Communications; signals
	TM 55-205
	AN/GMD-1A

MWO SIG 11-271A-2



	Rammers, Spring
	
	MWO SIG 11-271A-3



	M8A1
	TB 9-1370A-2
	MWO SIG 80



	Ramming and extracting tools.
	(See
	MWO SIG 84



	Tools, Ramming and extracting.)
	
	MWO SIG 107



	Range calibratois.
	(See Calibrators,
	MWO SIG 111



	Range.)

Range drives
	
	MWO SIG 118

MWO SIG 129



	T25
	TM 9-6013
	MWO SIG 132



	Range finders
	
	MWO SIG 146



	M7
	TM 9-575
	TB SIG 258

Adjustments



	
	TM 9-2300
	AN/GMD-IA

TM 11-271A



	M9
	TM 9-575
	Readers (photographic)



	
	TM 9-2300
	PH-284

LO 11-2309



	M9A1
	TM 9-575
	TM 11-2309



	
	TM 9-2300

TM 9-6067
	PH-608/PFP

TM 11-2344

PH-608A/PFP

TM 11-2344



	M12

T41
	TM 9-6067
	Real estate leases.

(See Leases, Real



	Range indicators
	
	estate.)



	BC-1371
	LO 11-1524-2
	Reamers



	MkI
	TM 9-575
	TM 9-867

Maintenance; care



	
	TM 9-2300
	Receiver transmitters.

(See Radio



	Range quadrants.
	(See Quadrants,
	receiver-transmitters.)



	Range.)
	
	Receiver units



	Range tracking units
	LO 11-1466-3
	TB SIG 137

Disposition

(See Radio receivers.)

Receivers.



	C-163/MPG-1

Range units
	
	Receptacle connectors



	BC-1062-A
	MWO S

1IG 11-1524-11
	MWO SIG 144

J804



	
	MWO S

!It 11-1524-16
	Receptacle stands

TM 5-634



	
	MWO S

1IG 11-1524-19
	Receptors,

Radiosonde.

(See Re



	
	MWO S

IOG 11-1524-22
	ceptors, Radisonde.)



	BC-1062-B
	MWO S

JIG 11-1524-11

MWO S
	pumps.

(See Pumps,

Recharging



	
	IGa 11-1524-16

MWO S

;IG 11-1524-19
	Recharging.)

TM 10-412

Recipes



	
	MWO S

SIG 11-1524-22
	Reciprocating

compressors.

(See



	B C-1062-C
	MWO

SIG 11-1554-1
	Compressors, Reciprocating.)



	Ranges.

(See cleo Stoves)
	
	Reciprocating feeders.

(See Feeders,



	Electric
	
	Reciprocating.)



	Operation
	TM 5-680A
	Reciprocating pumps.

(See Pumps,



	Inspection; maintenance
	TM 5-641
	Reciprocating.)



	Installation, maintenance

Ration issues, Field
	TMS-640
	Reclamations



	Monthly recapitulation
	SB 10-260-1
	Steel cutters

TB 9-2830-98



	Ration supplement packs
	TB QM 53
	Recognition equipment



	Rations
	
	Directory

TM 11-487C



	Breakdown outfit
	TB QM 62
	Recoil mechanisms



	Kitchen cars
	TM 10-206
	Hydropneumatic



	Use in the jungle
	TB QM 13
	Initial

setting and adjust

TB ORD 579



	Rations, Packaged

Characteristics and nutritional
	
	ment

Inspection; evacuation; rec



	value
	TB MED 141
	TB ORD 212

ords



	Rawin receiver
	
	Instructions

checking

for



	R-301A/GMD-1
	MWO SIG 11-271-1
	and

nitrogen

correcting



	R-301B/

MD-1
	MWO SIG 11-271A-3
	TB ORD 426

pressure



	R-301B/GMD-lA
	MWO SIG 11-271-2
	Hydrospring type



	
	MWO SIG 11-271A-1

MWO SIG 11-271A-3
	Uniform method of filling

TB ORD 246

Instructions for exercising

TB ORD 303



	R-301C/GMD-I

R-301 C/GMD-1A
	MWO SIG 11-271A-1
	TB ORD 278

Ml, MiA1



	Rawin sets
	
	MWO ORD C20-W29

MIA4



	AN/GMD-A
	MWO SIG 11-271-1
	MWO ORD C21-W10

M2



	
	MWO SIG 11-271-3
	TM 9-3007

M2A1



	
	MWO SIG 111
	TM 9-3007

M2A2



	
	MWO SIG 129
	TM 9-3007

M2A3



	
	MWO SIG 146

TM 11-271
	MWO ORD D24-W24

M3



	AN/OMD-1A
	MWO SIG 11-271-2
	MWO ORD D24-W24

M3AI



	
	MWO SIG 11-271-3
	MWO ORD D29-W18

M4



	
	MWO SIG 11-271A-1
	MWO ORD D29-W18

M4A1














	Recoil mechanisms-Continued
	
	Recorders-Continued
	




	M6
	MWO ORD C39-Wll
	P1I-283; -Y
	LO 11-2310-1



	
	TM 9-3043
	
	LO 11-2310-2



	M6A1
	TM 9-3043
	
	TM 11-2310



	M6A2
	TM 9-3043
	RD-2/GF R
	TM 11-382



	M6B1
	TM 9-3043
	RD-17/U
	TM 11-377



	M6B2
	TM 9-3043
	RD-54/TP
	MWO SIG 11-1303-7



	M7
	MWO ORD D33-W35
	RD60/U
	SB 11-159



	
	MWO ORD D33-W29
	RD-126/TFH-3
	MWO SIG 11-5302-1



	
	TB 9-1341A-FEI
	
	TM 11-5302



	M7A1
	MWO ORD D33-W35
	RO-2/GMQ
	LO 11-2444



	M8
	MWO ORD D31-W29
	
	MWO SIG 170



	
	TB 9-1341A-FEI
	RO-2A/GMQ
	LO 11-2444



	M17
	MWO ORD D38-WI

IWO ORD D38 -W19
	Soundscriber Models
	



	
	TB ORD 278
	5DR
	TM 11-5064



	M18
	TB ORD 278
	Recorders, Azimuth-elevation range

RD-54/TP
	



	M21
	MWO 01

RD D24-W24
	RO-3/MPQ
	TM 11-5534



	M22 (T33E1)
	MWO C

)RD C66-W1
	Recorders, Control
	TM 11-5534



	
	TB 9-1313-1
	C-577A/GMD-1
	MWO SIG 129



	M23
	MWO 01

RD D29-W18
	C-577B/GMD-1
	MWO SIG 129



	Mobile field artillery
	ORD 138

'B
	Recorders, Radiosonde. (See Radio
	



	Precautions

prior
	to

charging
	sonde recorders.)
	



	with nitrogen
	I

rB ORD 325
	Recorders, Reproducers
	



	T47E2
	LO 9-3026-1
	AN/TNH-3
	TM 11-2578



	T47E3
	LO 9-3026-1
	Recorders, Signal
	



	Reconnaissance boats.
	(See Boats,
	RD-41B/U
	TM 11-5526



	Reconnaissance.)
	
	Recorders, Weather
	



	Recorder-reproducers
	
	ML-144-A through -D
	TM 11-2414



	AN/FNQ-2
	TM 11-5064
	ML-174-B
	TM 11-2414



	AN/FNQ-2A
	TM 11-5064
	Recording equipments
	



	AN/FNQ-3
	TM 11-5063
	General Electric Models
	



	AN/FNQ-3A
	TM 11-5063
	20B-2
	TM 11-2576



	AN/CNQ-4
	TM 11-2567
	20N-1
	TM 11-2544



	AN/CNQ-5
	TM 11-2547
	50A
	TM 11-2548



	AN/CNQ-5A
	TM 11-2547
	51
	TM 11-2548



	AN/CNQ-7

AN/CNQ-7A
	TM 11-2511
	PH-346-A
	TM 11-2350



	AN/CNQ-8
	TM 11-2511

TM 11-2595
	RC-169
	TM 11-2569



	AN/CNQ-8A
	TM 11-2595
	Records administration

Filing procedures
	



	AN/CNQ-9
	TM 11-2579
	Microfilming of records
	TM 12-258

TM 12-257



	AN/TNH-2
	TM 11-25S3
	Records and reports
	



	General Electric Models
	
	Ordnance inspections
	TM 9-1100



	50A
	TM 11-2548
	Recreation facilities
	



	51
	MWO S

3IG 11-2548-1
	Layouts
	TM 5-283



	
	TM 11-2548
	Recreational equipment
	



	RD-31A/U
	OS

MW

IIG 11-2548-1
	FSC group 78
	



	RD-31B/U
	TM 11-5502
	Catalog identification guide
	SB 708-378



	RC-31C/U
	TM 11-5502A
	Rectifier battery chargers
	



	RD-74/U
	O S

MW

I0 11-5528-1
	PP-255A/FT
	TM 11-2536



	
	TM 11 5528
	Rectifier-modulators
	



	RD-74A/U
	OS

MW

IG

11-5528-1
	1- Wilcox 8-1 Models
	



	Recorder-scanners
	TM 11-4027
	26B
	MWO SIG 48



	BC-918-B
	
	
	



	Recorders

Airgraph Models
	TM 9-1829A
	Rectifier

power

supplies.

Power supplies, Rectifier.)
	(See



	C-1
	LO 11-2310-1
	Rectifier power units
	



	
	LO 11-2310-2
	Fansteel Metallurgical Corps.
	



	BC-1016
	SIG 11-441-2

MV

WO
	1152
	MWO SIG 124



	
	TM 11-441
	1161
	MWO SIG 124



	
	TM 11-4051
	PP-34/MSM
	TM 11-965



	Electricord Models
	
	PP-34C/MSM
	TM 11-965



	K-142
	TM 11-2554
	PP-77/FSM-1
	TM 11-979



	MC-311
	
	PP-108/TG
	TM 11-968



	Serviceability standards
	SB 11-100-87
	PP-147/G
	TM 11-966



	
	SB 11-100-88
	PP-193/TRA-7
	MWO SIG 169



	MC-502; -A
	
	PP-193A/TRA-7
	MWO SIG 169



	
	TM 11-2542
	RA-133; -A; -B
	MWO SIG 90



	PH-271
	TM 11-2353
	
	TB 11-300-3














	Rectifier test sets, Crys
	
	Rectifiers-Continued
	




	TS-268/U
	TB SIG 182
	RA-91-B
	TM 11-964A



	
	TM 11-1242
	RA-91-C
	MWO SIG 11-964A-1



	Rectifier tubes
	
	RA-120
	TM 11-953



	VT-46-A
	MWO SIG 11-281-2
	Unitron
	



	Rectifiers
	
	Allen Models
	



	Electron tube
	
	E-2
	TM 11-313



	Trojan Model
	TM 11-2067

17820
	Western Electric Models
	



	PP-i/FRC
	MWO SIG 11-820-1
	KS-5988
	MWO SIG 131



	PP-125/VT
	TM 11-2529
	Wilcox Electric types
	



	RA-1A
	TM 11-1055
	36A
	TM 11-2666



	RA-22-H
	MWO SIG 11-801-2
	36A4
	TM 11-2666



	RA-34 ( )
	
	6RB6B17
	TM 11-951



	Serviceability
	standards

SB 11-100-67
	Rectifiers, Crystal
	TB SIG 162



	RA-34-A
	TM 11-961
	Rectifiers, Range power supply
	MWO SIG 11-1554-5



	
	TM 11-4701
	RA-72-A; -B

Red Cross
	



	RA-34-B
	MWO SIG 11-959G-2

TM 11-961
	Special services
	TM 21-205



	
	TM 11-4701
	Redeployment
	



	
	TM 11-4702
	Medical problems
	TB MED 170



	
	MWO SIG 11-959G-2
	(See Gears, Re

Reduction gears.
	



	RA-34-C
	TM 11-961
	duction.)
	



	
	TM 11-4701
	Reel assemblies
	



	RA-34-D
	MWO SIG 11-959G-2
	RL-106/VI
	TM 11-2254



	
	TM 11-961
	Reel carts
	



	
	TM 11-4701
	RL-16
	



	RA-34-E
	MWO SIG 11-959G-1
	Serviceability standards
	SB 11-100-80



	
	TM 11-961
	Reel equipments
	



	
	TM 11-4701
	CE-11
	TM 11-2250



	RA-34-F
	MWO SIG 11-959G-1
	Serviceability standards
	SB 11-100-5



	
	MWO SIG 11-959G-2
	Reel units
	



	
	TM 11-961
	RL-26
	MWO SIG- 11-360-1



	
	TM 11-4701
	
	MWO SIG 11-360-2



	RA-34-G
	MWO SIG 11-959G-1
	
	MWO SIG 11-360-3



	
	MWO SIG 11-959G-2
	Serviceability standards
	SB 11-100-40



	
	MWO SIG 11-961-5
	RL-26-A
	MWO SIG 11-360-3



	
	TM 11-961
	RL-2-A; -B; -C
	LO 11-360-2



	
	TM 11-4701
	
	MWO SIG 11-360-1



	RA-34-H
	MWO SIG 11-961-1
	
	MWO SIG 11-360-2



	
	MWO SIG 11-961-2
	
	TM 11-360



	
	MWO SIG 11-961-3
	RL-26-B
	MWO SIG 11-360-3



	
	MWO SIG 11-961-4
	RL-26-C
	MWO SIG 11-360-3



	
	TM 11-961
	RL-26-E

RL-31-( )
	MWO SIG 11-360-1



	
	TM 11-4701
	
	



	RA-34-J
	TM 11-961
	Serviceability standards
	SB 11-100-42

LO 11-362



	
	TM 11-4701
	RL-31; RL-31-B through -E
	MWO SIG 11-362-1



	RA-36-J through L, N, Q
	TM 11-951
	
	TM 11-362



	RA-37
	TM 11-955
	RL-1O08/VI
	TM 11-2254



	RA-43-A; -B
	MWO SIG 106

TM 11-954
	RL-128( )/C
	



	
	TM 11-962
	Serviceability standards
	SB 11-100-112



	RA-63-B
	TM 11-962D
	Reeling machines, Cable
	



	RA-63-D

RA-63-E
	TM 11-962E
	RL-118/G
	



	RA-68-A
	LO 11-1424-4
	Serviceability standards
	SB 11-100-133



	RA-68-B
	LO 11-1424-4
	Reels
	



	RA-69-A
	MWO SIG 11-1524-14
	D R-15
	MWO SIG 72



	
	MWO SIG 11-1554-2
	Field wire
	



	RA-69-B
	MWO SIG 11-1524-14
	Soviet type
	SIG F-202-RU

TB



	RA-72-A
	MWO SIG 11-1524-33
	RL-39
	



	RA-72-B
	MWO SIG 11-1524-33
	Serviceability standards
	



	RA-83
	MWO SIG 11-963-1
	RL-150-U
	



	RA-83-A
	MWO SIG 11-963-1
	Reference data
	



	
	TM 11-963
	Signal Corps
	



	RA-83-C
	TM 11-963
	Tactical communications
	TM 11-462



	RA-87
	MWO SIG 11-957-1
	Refinishing
	



	
	TM 11-957
	Surface preparation
	TM 10-270



	RA-87-A
	TM 11-957A
	Reflector assemblies
	



	RA-91; -91A
	TM 11-964
	Use with radio sets
	SB 11-175

TB 11-618A-1



	Serviceability standards
	SB 11-100-70
	
	














	Reflectors, corner

Construction and installation
	TB SIG 163
	Refrigerators-Continued

Walk-in type
	



	Refrigerant compressors.

(See Com
	
	Inspection; maintenance
	TM 5-671



	pressors, Refrigerant.)
	
	Refrigerators, Chest type
	



	Refrigeration
	
	25 eu ft capacity
	TM 10-1681



	Methods
	TB 5-283-4
	Refrigerators, Field
	



	Principles
	TM 10-610
	2603 cu ft
	TM 10-1625



	Terminology

Refrigeration equipment
	TM 5-704
	Refrigerators, Portable

Cabinet only
	TM 10-1310



	FSC group 41
	
	Hussmann Models
	



	Catalog identification guides
	SB 708-341
	QM PR-28-164-A
	TM 10-1310



	Hussman-Ligonier Models
	TM 5-9274
	Refuse
	



	Installation; maintenance
	TM 5-670
	Collection equipment
	TM 5634



	Universal Cooler Corps Models

OCE-300-FLE-A
	
	Disposal equipment
	TM 5-634



	OCE-300-FLG-A
	TM 5-9096

TM 5-9094
	Disposal methods
	TM 5-283



	
	TB 5-9094-1
	Regenerative repeaters
	TM 51634



	
	TB 5-9094-2
	OA-3/FC
	O SIG 11-2032-1

MW



	Refrigeration systems
	
	Regulated items
	



	Diagrams
	
	Army Medical Service
	SB 8-41



	Reading
	TM 5-704
	Corps of Engineers
	SB 5-64



	Frigidaire Models
	
	Ordnance
	SB 725-950



	Service operations
	TM 55-3710
	Quartermaster
	SB 10-504



	Installation
	TM 5-283
	Regulators, Voltage

CN-2(*)/FMQ-1
	TM 11-2403



	Thermo King Models

CO-Q5
	LO 10-1673-1
	Relay units
	



	
	
	BE-84-A
	TM 11-343



	Refrigeration units

Keco Models
	
	Relishes
	



	F-4E
	LO 10-1351
	Inspection
	TM 10-210



	
	IWO 10-1351-1
	Remote control consoles.
	(See Con



	F-5G
	LO 10-1312
	soles, Remote control.)
	



	Universal Cooler
	
	Remote control equipment

AN/TRA-2; -2A
	



	Operation; maintenance
	TB 10-1614-1
	Ground radio sets
	TM 11-2621

TM 11-488



	U. S. Thermo Models
	
	RC-47-A through -D; -G
	TM 11-312



	K-10
	LU 10-1365A

TM 10-1366
	RC-261
	MWO SIG 11-2632-1



	MQ-51
	LO 10-1350
	
	MWO SIG 11-2632-2



	
	Q-15-E

IWO 10-1350-1
	
	TM 11-2632



	
	TM 10-1350
	RC-289
	MWO SIG 11-2667-1



	Q-15-E
	LO 10-1310B
	Serviceability standards
	TM 11-2667



	
	TM 10-1310B
	Remote control systems
	SB 11-100-39



	Q-15-G
	LO 10-1310A
	Antiaircraft artillery
	



	
	M

WO 10-1311-1

TM 10-1311
	Change in oil
	TB ORD 337



	York Ice Co.
	
	M1l
	TB ORD 171



	V-45
	TM 10-1614
	
	TM 0-1643



	150 cuft
	
	M2
	MWO ORD F207-W3



	66-R-325
	TM 10-1634
	
	MWO ORD F207-W7

MWO ORD F207-W14



	Refrigeration

and

equip

cooling
	
	
	TB ORD 531



	ments
	
	
	TM 9-1642



	York Models
	
	
	TM 9-2300



	25-A
	TM 55-3018
	M2.

A1
	MWO ORD F207-W17



	Refrigerators
	
	
	TB ORD 531



	Bailey-Traulsen Models

RHT 20-1
	TM 55-3779
	On-mount test procedures
	TB ORD 542



	General Electric Models
	
	M3

M5
	TB ORD 171

MWO ORD F208-W3



	CM53B
	TM 55-3711
	
	TB ORD 171



	CM63B
	TM 55-3711
	
	TM 9-1643



	HD-2/FSM-1
	TM 11-2683
	M6
	MWO ORD F207-W3



	Kohlenberger Models
	
	
	MWO ORD F207-W10



	FV
	TM 55-3709
	
	TM 9-1676



	Mills Industries Models

FC1ALA
	TM 55-3712
	
	TM 9-2300



	Reach-in type
	
	A1

M6i
	MWO ORD F207-W10

MWO ORD F207-Wll



	Inspection; maintenance
	TM 51671
	
	TM 9-1676



	Warren Models
	
	
	TM 0-2300



	US 65
	LO 10-1304
	M6O

L2
	MWO ORD F207-W17



	
	TM 10-1304
	
	TB ORD 496














	Remote control systems-Continued
	
	Reports
	




	M10
	TM 9-2300
	Ordnance
	SB 9-AMM-8



	M12
	MWO ORD F207-W3
	Reports, Photo-intelligence
	



	
	MWO ORD F207-W8
	Preparation; reproductio
	TM 30-245



	
	MWO ORD F207-W13
	(S

Repositioning machines.

See Ma
	



	
	TB ORD 497
	chines, Repositioning.)
	



	
	TM 9-1682

TM 9-2300
	Reproducers, Sound.

Sound

(See

reproducers.)
	



	M12A1
	TB ORD 486
	Reproducers, Speech.

(See

Speech
	



	
	TB ORD 497
	reproducers.)
	



	M13
	MWO ORD F207-W3
	Reproducing equipments
	



	
	MWO ORD F207-W7
	AN/GNQ-9
	SB 11-179



	
	TM 9-1642
	Requisitions
	



	
	TM 9-2300
	Oversea
	TM 38-418



	M14
	TM 9-627
	Corps

Training

Reserve

Officers'
	



	
	TM 9-2300
	al sup

Issue of Ordnance gener
	



	M15
	MWO ORD F208-W1
	plies
	SB 9-7



	
	MWO ORD F208-W3

MWO ORD F208-W4
	Resistors

MWO S
	I0G 11-5034-1



	
	MWO ORD F208-W7
	R-21

MWO S

R-25
	IG 11-2203-3



	
	MWO ORD F208-W8
	Resonators
	



	
	TB ORD 171
	MWO S

M-356
	0IG 11-1122-2



	
	TM 9-2300
	Respirators, Paint spray
	



	
	TM 9-6127
	M5
	TB CML 35



	Remote control units
	
	Serviceability standa

ard
	SB 3-30-12



	RM-10-F
	TM 11-828
	Respiratory depression
	



	RM-21-A; -B; -C
	MWO SIG 11-625-7
	Treatment
	TB MED 131



	RM-29-(*)
	TM 11-308
	Respiratory system
	



	RM-52
	MWO SIG 11-2632-1
	Diseases
	TB MED 69

TB MED 47



	Remote controls
	MWO SIG 143
	Control
	



	C-433/GRC

Remote data indicator kits
	
	Responder-beacons

AN/PPN-1
	TB 11-1140-1



	MC-544
	TB SIG 160
	Rest therapy
	



	Repair kits.
	(See Kits, Repair.)
	Procedures
	TB MED 236



	Repair materials, Rubber
	
	(See Property,

Restricted propsrty.
	



	Storage and shipment
	SB 9-43
	Restricted.)
	



	Repair time guide
	
	Resuscitation
	



	Wheeled vehicles
	TB ORD 173
	Wounded soldiers
	



	Repeater terminals.
	Termi

(See
	Use of morphine
	TB MED 234



	nals, Repeater.)
	
	Reverse

gears.

(See

Gears,

Re
	



	Repeaters, Telephone

AN/TCC-5
	TB SIG 239-7
	verse.)

Reversible drills.

(See Drills, Re
	



	AN/TCC-8
	TB SIG 239-10
	versible.)
	



	Reperforator

teletypewriters.
	(See
	Revolvers
	



	Teletypewriters, Reperforator.)
	
	Accidents; malfunctions
	



	transmitters.

Reperforator
	(See
	Causes
	TM 9-2210



	Transmitters, Reperforator.)
	
	Repair and replacement parts
	SB 9-112



	Reperforators
	
	Revolvers (cal .38)
	



	Teletype Models
	
	Colt
	



	14
	MWO SIG 11-2223-1
	Commando
	TM 9-2200

TM 9-2200



	
	TM 11-2223
	Junior Commando

Smith and Wesson
	



	TT-16/FG
	MWO SIG 56
	Regular (38-200)
	TM 9-2200



	Replacement factors
	
	Special
	TM 9-2200



	Air Force materiel
	SB 38-25
	Revolvers (cal .45)
	



	Replacement factors, Peacetime
	
	Colt
	



	Chemical Corps items
	SB 3-27
	M1917
	TB 23-36-3



	Corps of Engineers
	SB 5-58
	
	TM 9-2200



	Ordnance Corps
	SB 9-107
	
	TM 9-2205



	Quartermaster Corps items

Signal Corps
	SB 10-38

SB 11-141
	Smith and Wesson
	



	Transportation Corps
	SB 55-25
	M1917
	TB 23-36-3



	
	
	
	TM 9-2200



	Replacement factors, Wartime

Chemical Corps items
	SB 3-28
	Rewinder reel attachments
	



	Corps of Engineers
	SB 5-57
	MX-478/U
	TM 11-377



	Ordnance Corps
	SB 9-101
	Rewinders
	



	Quartermaster Corps items
	SB 10-496
	PH-92
	



	Signal Corps items
	SB 11-139
	Serviceability standards
	SB 11-100-21



	Transportation Corps items
	SB 55-26
	)

PH-92-(
	LO 11-434














	Rewinders-Continued

PH-242; -254; -355; -355A
	
	Rifles-Continued

105-mmContinued
	




	Serviceability standards
	SB 11-100-21
	M27A1
	LO 9-3052



	416A
	
	
	MWO ORD C77-W2



	Serviceability standards

Rheumatic fever
	SB 11-100-21
	M75

M75A1
	LO 9-3052

LO 9-3052



	Diagnosis; treatment
	TB MED 97
	106-mm
	



	Rifle arm racks
	
	M40 (T170E1)
	LO 9-3056



	M1 (D34897)
	TB ORD 427
	M40
	MWO ORD F758-W3

TB ORD 555



	Rifle

grenades.

(See

Rifle.)
	Grenades,
	Rifles (cal .22)
	



	Rifle-shotguns (cal .22/410)
	
	Disposition of unservicable
	SB 9-103



	M6
	TB ORD 409
	Operation
	TB 9-280-1



	
	TB ORD 415
	Remington Models
	



	Rifles
	
	513T
	MWO ORD B25-W1



	Accidents; malfunctions
	
	
	MWO ORD B25-W2



	Causes; safety precautions
	TM 9-2210
	
	TM 9-280



	Overhaul and rebuild standards
	
	Stevens Models
	TM 9-2200



	
	TB ORD 327
	416-2
	TM 9-280



	Rebuild standards
	TB O RD 366
	
	TM 9-2200



	Sniper's
	TM 9-270
	U.S.
	



	M18
	LO 9-304

MWO ORD C73-W2
	M1
	TM 9-280



	
	TB 9-314-2
	Ml(M19 22M1)
	TM 9-2200



	
	TB 9-314-3
	M2
	TM 9-280



	
	TB 9-1314-3
	
	TM 9-2200



	
	TM 9-314
	M1922
	TM 9-280

TM 9-2200



	
	TM 9-1314
	Winchester Models
	



	
	TM 9-2300
	75
	TM 9-280



	57-mm
	
	
	TM 9-2200



	MIAI
	MWO ORD C73-W3
	Rifles (cal .30)
	



	
	MWO ORD C73-W5
	M1
	MWO ORD B21-W4



	
	TM 9-314-2

TB 9-314-3
	
	TB 23-5-8



	T15E13
	MWO ORD C73-W1
	
	TM 9-1275



	
	MWO ORD C73-W4
	MIC
	TM 9-2200

MWO ORD B21-W4



	
	TB 9-314-2
	
	TB 23-5-7



	
	TB 9-314-3
	
	TM 9-1275



	
	TB 9-1314-3
	
	TM 9-2200



	
	TM 9-314
	M1D
	TM 9-2200



	
	TM 9-1314

TM 9-2300
	MiT (Sniper's)
	TM 9-1275



	T15E16
	MWO ORD C73-W5
	M1903
	TM 9-270



	75-mm
	
	Disposition of receivers
	TM 9-1270

SB 9-74



	M20
	TB ORD 555
	M1903AI
	TM 9-270



	
	TB 9-314-4
	
	TM 9-1270



	M20 (T25)
	LO 9-314
	M1903A3
	TM 9-270



	
	MWO ORD C74-W1
	
	TM 9-1270



	
	MWO ORD C74-W2

TB 9-314-2
	
	TM 9-2200



	
	TB 9-314-3
	M1903A4
	TM 9-270



	
	TM 9-314
	
	TM 9-1270

TM 9-2200



	
	TM 9-1314
	
	



	
	TM 9-2300
	M1917

Headspring
	SB 9-76



	T21
	MWO ORD C74-W1
	Relaxation of serviceability
	



	
	MWO ORD C74-W2
	standards
	SB 9-42



	
	TB 9-314-2

TB 9-314-3
	Riiles, Automatic (cal .30)
	



	
	TB 9-314-4
	Browning Models
	



	
	TM 9-314
	M1918A2
	TB 9-1211-1



	
	TM 9-1314
	
	TM 9-1211



	
	TM 9-2300
	
	TM 9-2200



	105-mm
	
	
	TM 9-2205



	M27
	LO 9-3052
	Rifles, Subcaliber (cal .22)
	



	
	MWO ORD C77-W2
	M2A1

M5
	TM 9-2300

TM 9-2300



	
	TB ORD 555

TM 9-329
	Rifles, Subcaliber (cal .30)
	



	
	TM 9-3053
	M1903A2
	TM 9-2300














	Rifles, Survival (cal .22)
	
	Road gradersContinued
	



	M4 (T38) (hornet cartridge)
	TB ORD 389
	Adams Models-Continued
	



	
	TB ORD 415
	511
	LO 5-1520

MWO ENG 1520-1



	Rigging

Aerial delivery containers
	TM 10-530
	
	TB 5-1520-1



	Methods
	TM 5-725
	
	TM 5-1520-1



	Techniques
	TM 5-744
	
	TM 5-1520-2



	Rigs, Pile driving
	
	550
	LO 5-1045



	Giardino Models
	
	
	TB 5-1045-1



	G104; G107; G109
	TM 5-9598
	
	TM 5-1045



	Ring gears.

(See Gears, Ring.)
	
	Austin Western Models
	



	Ringer sets
	
	99-H
	LO 5-1027



	TC-24
	TM 11-342
	
	MWO ENG 1027-1



	Ringers
	
	
	TB 5-1027-1



	TA-3/FT
	TM 11-2011
	
	TM 5-1027



	TA-38/FC
	TM 11-2021
	Buckeye Models
	



	TA-39/FC
	TM 11-2021
	FG 24
	TB 5-1055-1

TM 5-1055



	Western Electric Co.
	
	Caterpillar Models
	



	X-61820A
	TM 11-2021
	D-12
	LO 5-1019-2



	X-61820B
	TM 11-2021
	
	TB 5-1019-1



	Ringing equipments

EE-100-A
	TM 11-342
	12
	LO 5-1018



	
	TM 11-4409
	
	MWO ENG 1018-1



	EE-100-T1
	TM 11-342
	
	MWO ENG 1018-2



	
	TM 11-4409
	
	TB 5-1018-1



	EE-101-A
	TM 11-342
	
	TM 5-1018



	EE-101-A (voice frequency)
	TM 11-4409
	
	TM 5-1018A



	(See Inventors,

Ringing inverters.
	
	44
	LO 5-1022



	Ringing.)
	
	
	TM 5-1024



	Ringworm
	
	66
	LO 5-1022



	Control in military animals
	TB MED 161
	
	TM 5-1022



	Riveting
	
	112
	LO 5-1035



	Procedures
	TM 10-270
	
	TB 5-1035-1



	(See Hammers,

Riveting hammers.
	
	
	TM 5-1035



	Riveting.)
	
	212
	TM 5-1039-1



	Road building equipment
	
	Galion Models
	TM 5-1028



	Technical data
	TB 5-9720-4
	0-23564-AG

G-23589-AG
	TM 5-1020



	Road construction
	
	101
	LO 5-1020



	Handbook
	TM 5-253
	
	MWO ENG 1020-1



	Soil stabilization
	TM 5-541
	
	MWO ENG 1020-2



	Superelevation
	TM 5-233
	
	TB 5-1020-1



	Road finishers
	
	101-D
	LO 5-1028



	Barber-Greene Models
	
	
	MWO ENG 1020-1



	897-A
	TM 5-1008
	
	MWO ENG 1020-2



	Blaw-Knox Models

XC
	TM 5-1068
	
	TB 5-1028-1



	
	
	
	TB 5-1028-2



	Road grader blades
	
	104
	LO 5-1033



	Standardization
	TB ENG 161
	
	TB 5-1033-1



	Road graders
	
	
	TM 5-1033

LO 5-1041



	Adams Models
	
	118
	TB 5-1041-1



	11
	TB 5-1124-1

TM 5-1124
	
	TM 5-1041



	
	LO 5-1120
	Rome Models
	



	11-S
	TB 5-1120-1
	402
	LO 5-1043



	
	TM 5-1120
	
	TB 5-1043-1



	104
	LO 5-1092
	
	TM 5-1043



	
	MWO ENG 1092-1
	Warco Models
	



	
	TB 5-1036-1
	4D-100
	LO 5-1013



	
	TM 5-1036
	
	MWO ENG 1013-1



	124
	MWO ENG 1092-1
	
	TM 5-1013



	124-S
	LO 5-1092
	Road pavers
	



	
	MWO ENG 1092-1
	Barber-Greene Models
	



	
	TB 5-1035-1
	82-A
	TM 5-1006



	
	TB 5-1092-1
	Multifoote Models
	TM 5-1072



	
	TM 5-1092

LO 5-1121
	34-E

Road rollers
	



	125
	TB 5-1121-1
	Adams Models
	



	402
	TM 5-1460
	10-S
	TM 5-1122














	Road rollers-Continued
	
	Road rollers-Continued
	




	American Steel Works Models
	
	Shovel Supply Models
	



	MD-96; MD-120
	TM 5-1067
	RT-100CE
	LO 5-1064



	MT-144
	TM 5-1067
	
	TB 5-1064-1



	Browning Models
	
	
	TM 5-1064



	Pierce Bear S-58
	LO 5-1101
	Tamop Models
	



	
	TB 5-1101-1
	R-13
	LO 5-1057



	
	·TM 5-1101
	
	TB 5-1057-1



	Buffalo-Springfield Models
	
	
	TM 5-1057



	KT-16
	MWO ENG 1142-1
	US 3
	TM 5-1063



	
	MWO ENG 1142-2
	Technical data
	TB 5-9720-8



	
	TB 5-1142-1
	Wm Bros Models
	



	KT-24
	TM 5-1142
	67-W
	MWO ENG 1140-1



	KX-16
	TB 5-1181-1

MWO ENG 1184-1
	
	TB 5-1140-2

TM 5-1140



	
	TM 5- 184
	450
	TM 5-1061



	KX-16C2
	LO 5-1177
	Road rooters
	



	
	TB 5-1177-1
	Austin-Western Models
	



	
	TM 5-1177
	Rip Rooter
	LO 5-1334



	TX-16
	MWO ENG 1182-1
	
	TB 5-1334-1



	TX-21
	MWO ENG 1182-1
	
	TM 5-1334



	
	TB 5-1182-1
	Isaacson Models
	



	VM-31C
	LO 5-1183
	KSR 140
	LO 5-1089



	
	TB 5-1183-1
	
	TB 5-1089-1



	
	TM 5-1183
	
	TB 5-1089-2



	VM-32C
	LO 5-1183
	LeTourneau Models
	



	
	TB 5-1183-1
	H-3
	MWO ENG 1090-2



	
	TM 5-1183
	
	TB 5-1090-1



	Ferguson Models
	
	
	TM 5-1090



	151
	LO 5-1098
	K-30
	MWO ENG 1090-2



	
	TB 5-1098-1

TM 5-1098
	S-3

Le Tourneau-Westinghouse
	LO-9884



	Galion Models
	
	Models
	



	Chief
	LO 5-1100
	I-30
	TB 5-1225-1



	
	TB 5-1100-1
	Southwest Models
	



	
	TM 5-1100
	RH-3
	TB 5-1335-1



	R
	LO 5-1492
	RM
	LO 5-1335



	
	TB 5-1492-1
	
	TB 5-1335-2



	R-25165
	TM 5-1492
	Road scrapers
	



	R-26286
	TM 5-1492
	Adams Models
	



	T5G
	TM 5-1185
	152
	TM 5-1094



	T5RW
	LO 5-1097
	American Tractor Models
	



	
	TB 5-1097-1
	C-115
	LO 5-1085



	
	TM 5-1097
	
	TB 5-1085-1



	T-8-G
	LO 5-1776

TB 5-1176-1
	Bucyrus-Erie Models
	



	
	TM 5-1176
	68AGS
	LO 5-1348

TB 5-1348-1



	Grace Models
	
	
	TM 5-1348



	WLTR
	LO 5-1051
	Heil Models
	



	
	TB 5-1051-1
	C-6; -8; -10; -15; -18
	LO 5-1093



	
	TM 5-1051
	
	TB 5-1093-1



	Huber Models
	LO 5-1188
	
	TM 5-1093



	
	TB 5-1186-1
	MS-13
	LO 5-1207



	
	TB 5-1188-1
	
	TB 5-1207-1



	
	TB1188-2
	
	TM 5-1207



	
	TM 5-1188
	OC-9
	LO 5-1343



	R-6310
	TM 5-1187
	
	TB 5-1343-1



	LeTourneau Models
	
	
	TM 5-1343



	W-2
	MWO ENG 1060-2
	2C500
	LO 5-1207



	
	TM 5-1060
	
	TB 5-1207-1



	W-3
	MW0O ENG 1060-2

TM 5-1060
	LaPlant-Choate Models
	



	Littleford Models
	
	CAB
	LO 5-1190

TB 5-1190-1



	C
	MWO ENG 1278-1
	
	TM 5-1190



	CS
	MWO ENG 1278-1
	LeTourneau Models
	



	US-45-130
	TM 5-1128
	C
	LO 5-1205



	155
	LO 5-1103
	
	MWO ENG 1205-1



	
	TB 5-1103-1
	
	TB 5-1205-1



	
	TM 5-1103
	
	TM 5-1205














	
	
	Roads
	




	Road scrapers-Continued

LeTourneau Models-C
	Sontinued
	Construction
	TM 5-252



	C
	TM 5-1205A
	Construction in the Arctic
	TM 5-560



	
	TM 5-1204
	Maintenance methods
	TM 5-624



	D
	B

IWO ENG 1206-2
	Snow and ice
	



	
	TM 5-1206
	Travel expedients
	TB ENG 42



	D-4
	TB 5-1204-1
	Roadways (railway)
	



	E-16
	LO 5-1205
	Standard plans
	TB 55-275-1



	LP
	LO 5-1212
	Rock

crushers.

(See
	Crushers,



	
	B

TWO ENG 1212-1

B

\WO ENG 1212-2
	Rock.)
	



	
	TB 5-1212-1
	Rock drills.

(See Drills, Rock.)

Rocket fuzes.

(See Fuzes, Rocket.)
	



	
	TM 5-1212
	Rocket

launcher

mounts.
	(See



	LPO
	LO 5-1213
	Mounts, Rocket launcher.)
	



	
	M

WO ENG 1213-1
	Rocket launchers
	



	
	TB 5-1213-1
	Accidents; malfunctions
	



	
	TM 5-1213
	Causes; safety precautions
	TM 9-2210



	LS
	LO 5-1210
	Descriptions
	TM 9-1950



	
	O ENG 1210-lC1

MW,
	Rebuild standards
	TB ORD 366



	
	M

[WO ENG 1212-2
	Rocket launchers (2.36-inch)
	



	
	TB 5-1210-1
	Development
	TM 9-2205



	
	TM 5-1210
	M9
	TB ORD 418



	M
	M

IWO ENG 1208-1
	
	TM 9-2200

TB ORD 418



	Super O
	TM 5-1208

LO 5-1202
	M9A1
	TM 9-2200



	
	LO 5-1204
	M1S
	TB ORD 418



	
	TB 5-1202-1
	
	TM 9-2200



	
	TB 5-1202-2
	
	



	
	TB ENG 96
	Rocket launchers (3.5-inch)

Fundamentals
	TM 9-2205



	
	TM 5-1202
	M20
	LO 9-297



	X
	M

[WO ENG 1206-2
	
	)RD B42-W1

MWO



	
	TM 5-513-1
	
	ORD B42-W2

MWO



	Murray Models
	
	
	TB 9-297-1



	75-A
	TB 5-1201-1
	
	TB ORD 418



	Southwest Models
	
	
	TM 9-2002



	S-90
	LO 5-1095
	
	TM 9-2200



	
	TB 5-1095-1
	M20AI
	TB 9-20002-1



	S-152
	LO 5-1099

TB 5-1099-1
	M20AiB1
	TB 9-2002-1

ORD B42-W2



	
	TM 5-1099
	M20B1
	MWO

TB 9-297-1



	
	
	
	TM 9-2002



	Wooldridge Models

BB-120
	TM 5-1347
	M25
	LO 9-297A



	BBU
	TM 5-1346
	
	TB ORD 418



	OS-122A
	TM 5-1349
	
	TM 9-297A



	Road sweepers, Rotary
	
	Rocket launchers (4.5-inch)
	



	Austin-Western Models
	
	M10
	TM 9-395



	Patrol
	LO 5-9277
	M12
	TM 9-394



	
	TM 5-9277
	M12AI
	TM 9-394



	Elgin Models
	
	
	TM 9-2300



	20
	LO 5-9079
	M12A2
	TM 9-2300



	
	TB 5-9079-1
	M12E2
	TM 9-394

TM 9-395



	Grace Models
	
	M14

M15
	TM 9-395



	FE
	LO 5-9075
	T27; T27E1
	TM 9-394



	
	TB 5-9075-1
	T34; T34E1
	TM 9-394



	FEW
	LO 5-9075
	T44
	TM 9-394



	
	TB 5-9075-1
	T45
	TM 9-394



	J
	LO 5-9081
	T66E3
	MWO (

0 RD C67-W1



	
	TM 5-9081
	T66E3; T66E4
	LO 9-392



	MB-100
	LO 5-9078
	
	TM 9-3034



	Little Giant Models
	
	
	TM 9-3035



	SC-100
	LO 5-9087
	T123
	LO 9-392A

TM 9-392A



	
	TM 5-9087
	
	



	Meili-Blumberg Models
	
	Rocket launchers (7.2-inch)
	TM 9-396



	53M
	TB 5-9085-1
	M17
	TM 9-2300



	Roadbuilders
	
	M24
	



	Gar Wood Models
	TM 5-1214
	Rocket launchers (762-mm)

XM26
	TB ORD 591



	RE; RB-X
	
	
	














	Rocket launders (762-mm)Con.
	
	Roller

bearings.
	




	XM 289
	LO 9-3060
	(See

Bearings,

Roller.)
	



	
	TB 9-3060-1
	Rollers, Mine clearing
	



	
	TM 9-3060
	High Herman
	LO 5-9550



	
	TM 9-3061
	
	TB 5-9550-1



	Rockets

Classification
	TM 9-1900
	Rollers, Snow
	TM 5-9550



	
	TM 9-1950
	Blaw-Knox Models
	



	German types
	
	CSR-SDH
	TM 5-9384



	Designations; descriptions

Yapanese types
	TM 9-1985-2
	Rollers, Support
	



	Designations; descriptions
	TM 9-1985-5
	Reclamation

Rollers, Transom
	TB 9-2830-81



	Rockets (2.25-in)
	
	Panel bridges, Bailey type
	TB 5-277-1



	Aircraft type
	
	Rollers, Upper bogie
	



	Descriptions
	TM 9-1950
	Reclamation
	TB 9-2830-78



	Rockets (2.36-in)

Ground type
	
	Rolling stock, Railroad

Inspection; maintenance
	TM 55-285



	Description
	TM 9-1950
	Roofs
	



	HE (high explosive)
	
	Repair
	TM 5-617



	M6A3C
	TB ORD 273
	Roofing
	



	Rockets (3.25-in)

Ground type
	
	Materials and methods
	TM 5-617



	Descriptions
	TM 9-1950
	Rooters.

(See Road rooters.)

(See Kinds of rope,

Rope.

i. e.,
	



	Rockets (3.5-in)
	
	Fiber rope, Wire rope, etc.)
	



	Aircraft type
	
	Rotary converters. (See Converters,
	



	Descriptions
	TM 9-1950
	Rotary.)
	



	Ground type

Descriptions
	TM 9-1950
	Rotary pumps.

(See Pumps, Ro

tary.)
	



	HEAT
	
	Rotary

sweepers.

(See

Sweepers,
	



	M28
	TB ORD 425
	Rotary.)
	



	M28AI; M28A2
	TB ORD 425
	Rotary tiller mixers.

(See Mixers,
	



	Practice
	
	Rotary tiller.)
	



	M29; M29A1; M29A2

Rockets (4.5-in)
	TB ORD 425
	Rotating feed assemblies. (See Feed
	



	
	
	assemblies, Rotating.)
	



	Ground type

Descriptions
	TM 9-1950
	Rotors

ML-74-A
	



	HE, beach barrage (Navy)
	TM 9-394
	Royal Air Force
	TM 11-2417

TM 30-410



	M8; M8AI; M8A2; M8A3
	TM 9-394
	Rudder assembly
	



	
	TM 9-395
	L-20A
	



	M9; M9A1; M9A2; M9A3
	TM 9-394
	Modification
	TM

1-1L-20A-510



	Noninterchangeability
	TM 9-395

TB ORD 416
	Rudder cables
	



	Smoke WP (Navy)
	
	Relocation
	TM I

I-1H-23A-208



	T22
	TM 9-394
	Rules
	



	
	TM 9-395
	ML-348/GMQ-3
	TM 11-2418



	T38E3; T38E7
	TM 9-394
	Rules, Aiming
	



	T39E3; T39E7

T46
	TM 9 -394

TM 9-394
	M1918, with sights
	TM 9-2300



	
	TM 9-395
	Rules, Flank spotting

M1
	



	Rockets (5.0-in)
	
	
	TM 9-1610



	Aircraft type
	
	Rumania
	TB MED 49



	Descriptions

Rockets (7.2-in)
	TM 9-1950
	Medical and sanitary data

Rumanian language
	



	Ground type
	
	Guide
	TM 30-349



	Descriptions
	TM 9-1950
	Phrase books
	TM 30-649



	Rockets (11.75-in)
	
	Runways
	



	Aircraft type
	
	Maintenance methods
	TM 5-624



	Descriptions

Rockets (762-mm)
	TM 9-1950
	Russian language
	



	M31 (T239)
	TM 9-1951-5
	Dictionaries (Military)
	TM 30-544



	Rocks (mineral aggregates)
	
	Dictionaries (spoken langua

age)
	TM 30-944



	Definitions; types
	TM 5-545
	Guide
	TM 30-344



	Evidentiary values in criminal

investigations
	
	Phrase book
	TM 30-644



	Rodent control
	TB PMG 17
	(See U. S. S. R.)

Russia.
	



	Materials and methods
	TM 5-632
	.Rustproofing
	



	Roentgenology
	
	Engines
	TB SIG 23



	Dental

Procedures
	TM 8-225

TM 8-280
	Ryukyu Islands

Medical and sanitary data
	TB MED 108














	S

Sabotage devices
	
	Sawmills-Continued

Star Models
	



	Japanese types
	
	4
	LO 5-9236-1



	Designations; descriptions
	TM 9-1985-4
	
	LO 5-9236-2



	Saddles
	
	
	TB 5-9236-1



	Repair
	TM 10-268
	
	TM 5-9236



	Saddles, Main bearing
	
	Saws
	



	Reclamation
	TB 9-2830-88
	Maintenance; care
	TM 9-867



	Safety glass
	
	Saws, Air
	



	Recovery
	OESTB 2830-70
	Ingersoll-Rand Models
	



	Safety belt attachments
	
	B6; B8; B12
	TM 5-4104



	Pilot's and co-pilot's
	
	881 series 38
	TM 5-4394



	Modification
	TM 1-1H-21-229
	Saws, Band
	TM 9-1834E



	Safety precautions
	
	Boice-Crane Models
	



	Testing fuzes
	TB 9-1940-8
	DoAll ML
	TM 9-9097-1



	Sakhalin
	
	2324
	LO 5-4051



	Medical and sanitary data
	TB MED 150
	
	TB 5-4051-1



	Salvage boats.
	(SeeBoats, Salvage.)
	Continental Models
	



	Salvage (Theater of operation)
	
	ML
	TM 5-4134



	Quartermaster supplies
	TM 10-260
	Wells Models
	



	Sand dehydrators.
	(See Dehydra
	H
	TM 9-9094-1



	tors, Sand.)
	
	Saws, Chain
	



	Sand-fly fever
	
	Beach Models
	



	Diagnosis; treatment
	TB MED 82
	10-A
	TM 5-4008



	Sandblasters
	TB ENG 35
	Disston Models
	TB ENG 106



	Sanders, Electric

Black & Decker Mfg. Co. Models
	
	DH-120
	LO 5-4003



	
	
	
	TB 5-4003-1



	R
	TM 9-9090-3
	0-10
	TM 5-4003



	Clarke Models

S-8
	TB 5-444-1
	
	TB 5-4002-1



	
	TM 5-4446
	
	TB 5-4052-2

TM 5-4002



	Porter-Cable Models
	
	G-26
	LO 5-4052



	A-3
	LO 5-4445
	
	TM 5-4052



	
	TM 5-4445
	0-36
	LO 5-4052



	Skil Models
	
	
	TB 5-4052-2



	12
	TM 5-4447
	
	TM 5-4052



	U. S. Electrical Tool Models
	
	P7
	TM 5-4012



	HSHD7
	TM 9-9090-2
	Mall Models
	



	Sanitary control
	
	5P
	LO 5-4115



	Water supplies for fixed installa
	
	
	TB 5-4115-1



	tions
	TB MED 229
	
	TM 5-4115



	Sauces
	
	7H
	TM 5-4015



	Inspection
	TM 10-210
	7H-24
	LO 5-4015



	Saw power units
	
	711-36
	LO 5-4015



	Little Giant Models
	
	
	TB 5-4015-I



	22-4
	TB 5-4053-1
	McCulloch Models
	



	
	TM 5-4053
	7-55
	LO 5-4001



	Saw sharpeners.
	(See Sharpeners,
	
	TB 5-4001-1



	Saw.)
	
	
	TM 5-4001



	Saw-tables
	
	Mule Pack Models
	



	Beach Models
	
	9H11-24
	TB 5-4015-1



	10-A
	TB 5-4008-1
	Northfield Models
	



	Sawmills
	
	32inch
	LO 5-4136



	American models

L
	
	
	TB 5-4136-1



	
	TB 5-9137-1

TB ENG 99
	Reed-Prentice Models
	



	R 1572

3
	TB 5-9136-1
	Timberhog 24-inch
	LO 5-4000



	7½j
	TB 5-9233-1
	
	TM 5-4000



	Corinth Models
	
	Timberhog 36-inch
	LO 5-4010



	1C
	LO 5-9234
	
	TM 5-4010



	
	TB 5-9234-1
	Saws, Circular
	



	
	TM 5-9234
	Black & Decker Models
	



	2C
	LO 5-9235
	260
	LO 5-4119



	
	TB 5-9235-1
	
	TB 5-4119-I



	
	TM 5-9235
	
	TM 5-4119



	Jackson

Lumber
	Harvester
	Comet Clipper Models
	



	Models
	
	COH
	LO 5-4117



	RM-B
	TM 5-9232
	Construction Machinery Models
	



	RM-J
	TM 5-9232
	Power Sawyer
	TM 5-4016














	Saws, Circular-Continued
	
	Saws, Reciprocating
	




	Dewalt Models
	
	Wright Models
	



	GRK
	LO 5-4054
	AS-221
	LO 5-4006



	
	TB 5-4054-1
	
	TM 5-4006



	
	TM 5-4054
	Saws, Table
	



	Ingersoll- Rand Models
	
	C. H. and E. Mfg. Co. Mode
	eIs



	B-12
	LO 5-4104
	32A
	LO 5-4137



	
	TB 5-4104-1
	
	TB 5-4137-1



	
	TM 5-4104
	
	TM 5-4137



	Jacques Models
	
	Construction Machinery Models
	



	C
	
	Power Sawyer
	LO 5-4016



	
	T

5-4404

TB 5-4404-1
	Delta Models
	



	
	
	34-305 34-305
	TB 5-4013-1



	Mall Models
	
	Saws, Timber
	



	D-128
	LO 5-4215
	Reed Prentice Models
	



	P-120A
	TM 5-4214
	2T-24
	TM 5-4116



	P-128
	TM 5-4215
	Saws, Woodworking
	



	
	TB 5-42151
	Wright Models
	



	70
	LO 5-4005
	AS-221

Scabbards
	TB 5-4006-1



	
	TB 5-4005-1
	Ms
	1



	
	TM 5-4005
	M8A1
	TB ORD 592

'



	86
	LO 5-4005
	Rebuild standards
	PB ORD 592

'



	
	TB 5-4005-1
	Scaffolding
	TB ORD 366



	
	TM 5-4005
	
	TM 5-725



	96
	LO 5-4005
	Scaffolding, Prefabricating

FSC group 54
	



	
	TB 5-4005-1
	
	



	106
	LO 5-4005
	Catalog identification guide

Scaffolding, Steel
	SB 708-354



	
	TB 5-4005-1
	Techniques
	



	
	TM 5-4005
	Scales
	TM 5-744



	128
	LO 5-4005
	ML-349/GMQ-3
	TM 11-2418



	
	TM 5-4005
	ML-356/GMQ-3
	TM 11-2418



	
	TB 5-4005-1
	PH-14; -14A
	



	Milwaukee Electric Tool Models
	
	Serviceability standards
	SB 11-100-11



	825
	LO 5-4121
	PH-14; -15; -16
	



	
	TB 5-4121-1
	Serviceability standards
	SB 11-100-11



	
	TM 5-4121
	Scales, Arm
	



	Northfield Models
	
	M1906
	TM 9-2300



	4
	LO 5-4011
	
	



	
	TB 5-4011-1
	Scales, Prediction

l
	TM 9-2300



	
	TM TM 5-401-1

5-4011
	Scan mechanisms
	



	
	
	MC-651
	LO 11-1424-5



	Oakley Models
	
	MC-697
	LO 11-1424-5



	S-102
	LO 5-4019
	Scandinavia
	



	
	TB 5-4019-1
	Military maps
	TM 5-248



	
	TM 5-4019
	Schematic

diagrams.

(See
	Dia.



	Sharpening and setting
	TB ENG 74
	grams, Schematic.)
	



	Skilsaw Models
	
	Schistosomiasis
	



	0
	TM 5-4118
	Water treatment
	'I

'B MED 190



	127
	TM 5-540-2
	Schistosomiasis Japonica
	



	2127
	TM 5-4004
	Diagnosis; treatment
	I

'B MED 167



	Saws, Contour
	
	Scissors brackets
	



	Boice-Crane Models
	
	Replacement on rotor head
	1-1I-l9-226

TM



	2325
	TM 5-4051
	Scooters, Motor
	



	2326
	TM 5-4051
	Cushman Models
	



	Saws, Hack
	
	32 (3-wheel)
	TM 9-2800-1



	Peerless Models
	rA114A

rTl
	39 (3-wheel)
	LO 9-U325



	
	TB 5-4114-1
	
	TM 9-2800-1

TM 9-876



	
	TM 5-4114
	53 (2-wheel, airborne)
	



	Saws, Jig
	
	Scout cars.

(See Cars, Scout.)
	TM 9-2800-1



	Delta Models
	
	Scrap collectors
	



	40-305
	TB 5-4138-1
	6Z8082
	SB 11-171



	
	TM 5-4138
	Scrapers
	



	Saws, Rail cutting
	
	Maintenance; care
	TM 9-867



	Racine Models
	
	Scrapers, Carryall
	



	15
	LO 5-4255
	Towed type
	



	
	TB 5-4255-1
	LeTourneau Models
	



	
	TM 5-4255
	Q
	TM 5-1204














	Screens, Deflector
	
	Searchlights (60-inch)-Cont
	tinued



	MWO O

76-mm gun tank
	RD G251-W8
	General Electric Models
	s-Con.



	Screens, Projection
	
	1941
	TB 5-7046-1



	BM-1 (1)
	TM 11-2329
	
	TB ENG 22



	PH-76; 76A; 78; 78A; 334; 358;
	
	
	TM 5-7040



	358A; 407
	
	
	TM 5-7144



	Serviceability standards
	
	1941A
	TB ENG 22



	
	SB 11-100-17
	
	TB ENG 64



	PH-358-C; -D; -E
	TM 11-2329
	
	TB 5-7046-1



	PH-555/OF
	TM 11-2336
	
	TM 5-7040



	PH-555A/GF
	TM 11-2336
	
	TM 5-7045



	PH-556/GF
	TM 11-2336
	
	TM 5-7046



	Screw threads
	
	
	TM 5-7047



	Standardization agreement
	TB 34-9-34
	1942
	TB ENG 22



	(See Tools, Hand.)

Screwdrivers.
	
	
	TB 5-7046-1



	Maintenance; care
	TM 9-867
	1942A
	TB ENG 22



	
	
	
	TB 5-7046-1



	Screwjacks

T

Lear Models
	M 1-16G-1-33
	
	TM 5-7111



	
	
	
	TM 5-7112



	Scrub typhus fever
	TB MED 31
	
	



	Diagnosis; treatment
	
	
	TM 5-7113



	Scrubbers and washers, Aggregate
	
	
	TM 5-7115



	Pioneer Models
	
	Sperry Models
	



	Log washer
	LO 5-1252
	1939
	TB 5-1722-1



	
	TB 5-1252-1
	1940
	TB 5-1722-1



	
	TM 5-1252
	1941
	TB 5-1722-1



	Seacoast fortifications
	
	1941A
	TB 5-1722-1



	Air-conditioning equipment
	
	
	TM 5-7140



	Operation;

care; mainte
	
	1942
	LO 5-1723-1



	nance
	TB ENG 86
	
	LO 5-1723-2



	Sealers, Paint
	
	
	TB 5-1722-1



	FSC group 80
	
	
	TB 5-1723-1



	Catalog identification guide
	SB 708-380
	
	TM 5-1721



	Search and seizure
	
	
	TM 5-1722



	Legal aspects
	TB PMG 10
	
	TM 5-2721



	Search centrals, Electronic
	
	1942A
	TB 5-1722-1



	AN/GSS-1
	SB 11-167
	Searchlights, Incandescent
	



	Searchlight

control

stations.

(See
	
	Carlisle & Finch Co. M,
	odels



	Control stations, Searchlight.)
	
	12SL1214BX
	TM 55-3723



	Searchlight equipments
	
	
	TM 55-3740



	Disassembly and loading
	
	12SL1214X
	TM 55-3724



	C-47 cargo planes
	TB ENG 64
	
	TM 55-3734



	Wiring installation
	
	12SL1238X
	TM 55-3747



	Modification
	TM 1-11-21-204
	Seasoning agents
	



	Searchlight

plants.

power

(See
	
	Inspection
	TM 10-210



	Power plants, searchlight.)
	
	Seat support structure, Aire
	craft



	Searchlights (12-in.)
	
	L-23A
	



	Crouse Hinds Co. Models
	
	Cap installation
	



	DCE; DCX; DCXR; DCY
	TM 55-3768
	Sector scan kits
	



	
	
	MC-645; -645-A
	MWO SIG 11-1524-24



	Searchlights (18-in.)
	
	Semitrailers
	



	Crouse-Hinds Models
	
	Fruehauf Models
	



	
	TB 5-7900-1
	220-S
	TM 10-1284



	DCR18
	TM 5-1730
	M15
	MWO ORD G160 Wi



	44676A
	TM 5-7900
	
	TM 0-1767E



	Searchlights (24-inch)
	
	M15A1
	MWO ORD G160-WI



	Mole-Richardson Models
	
	V-91MPG-1
	MWO SIG 50



	1941-A
	TM 5-2700
	5-ton to 8-ton-2-wheel
	



	
	TM 5-2701
	Oson Mfg. Co. Models
	



	
	TM 5-2703
	516
	TM 9-890



	
	TM 5-7109
	Trailer Co. of America Models
	



	
	TM 5-7110
	516
	TM 9-890



	
	TM 5-7100
	Truck

Engineering
	Corp.



	1942
	
	Models
	



	
	TM 5-7105
	516
	TM 9-890



	Maintenance manual
	TM 5-7101
	6-ton, 2-wheel
	



	Searchlights (60-inch)
	
	Highway Models
	



	General Electric Models
	
	SKD-1815
	MWO ORD G525-Wi



	1940
	TB 5-7046-1

TB ENG 22
	SKD-2215
	TM 10-1372

MWO ORD G525-W1














	Semitrailers-Continued
	
	Semitrailers, Low bed-Continued
	




	10-ton ponton bridge
	
	25-ton, 4-wheel
	



	Trailmobile Models
	
	M172
	TM 9-8222



	1938
	TM 5-537-1
	Corps of Engineers Models
	



	20-ton, 4-wheel
	
	20-T
	TB 5-9218-1



	M1

40-ton
	LO 5-9220
	Jahn Models
	TM 5-9218



	M15
	'

?B 9-767-FE1
	LKD-620
	TM 5-9208



	Semitrailers, Animal and cargo
	
	La Crosse Models
	



	6-ton 2-wheel
	
	DF6-20
	TB 5-9216-1



	Trailer Co.
	of America
	
	TM 5-9216



	Models
	LO 9-U341
	Rear loading
	LO 5-9218



	Semitrailers, Bus chassis

3-ton, 2-wheel
	
	Semitrailers, Panel cargo

7-ton
	



	Fruehauf Models
	
	Edwards,

Gramm,
	d

an



	220DDF-SP
	TM 9-2800-1
	Nabors Models
	TM 9-882



	Semitrailers, Cargo
	
	Semitrailers, Ponton carriers
	



	6-ton, 2 wheel
	
	Trailer Co. of America Models
	



	M118
	LO 9-891A
	TX-42
	TM 5-9187



	
	TM 9-8220
	Semitrailers, Refrigerator
	



	12-ton, 4-wheel
	TM 9-2800-1
	Andrews Industries Models

ML-SI-201
	



	M127
	LO 9-8214
	73i-ton, 2-wheel
	LO 10-1370



	
	TM 9-2800-1
	Brown Models
	



	
	TM 9-8214
	QST-120
	LO 10-1365



	20-ton, 4-wheel
	
	
	MWO 10-1365-1



	Jahn Models
	
	
	MWO 10-1365-2



	THL420
	TM 5-9221
	
	TM 10-1365



	Semitrailers, Cargovan

6-ton, 2-wheel
	
	Steel Products Model
	



	Ml19
	LO 9-891A
	AACR

10-ton, 2-wheel
	LO 10-1367



	
	TM 9-2800-1
	Gramm Models
	TM 10-1673



	
	TM 9-8220
	SR-120
	TM 10-1609



	Semitrailers, Charging plants
	
	Hyde Corp. Models
	TM 10-1674



	Fruehauf Models
	
	
	



	FF428DF
	TM 5-9056
	Semitrailers, Stake and platform

6-ton
	



	Semitrailers, Chassis
	
	Highway Models
	



	6-ton, 2-wheel

M117
	
	SKD-2267
	TM 10-1363



	
	
	8-ton, 2-wheel
	LO 9-890



	Semitrailers, Drop-frame
	TM 9-8220
	14-ton, 2-wheel
	LO 9-892



	Electric Wheel Models
	LO 5-9014
	
	TM 9-892



	1940
	TM 5-9014
	Semitrailers, Van
	



	Fruehauf Models
	
	Fruehauf Models

Hell Models
	LO 5-9750



	DF-231

Trailer Co. of America Models
	LO 5-9018
	02A
	



	1940
	LO 5-9018
	
	TM 5-9110A



	Semitrailers, Flat bed
	
	3-ton, 2-wheel
	



	Fruehauf Trailer Co. Models
	
	Black Diamond Models
	LO 9-886A



	CPT20
	TM 5-9034
	T118
	TM 9-2800-1



	Semitrailers, Fuel tank
	
	Carolina Models
	



	10-ton, 2-wheel
	LO 9-891
	M2A

Checker Models
	TM 9-2800-1



	
	TM 9-891
	CC3
	TM 9-2800-1



	Semitrailers, Gasoline tank

12-ton, 4-wheel
	
	Highway Models
	



	M131
	LO 9-8216
	SKD 1742A
	TM 9-2800-1



	
	TM 9-8216
	SKD 2043
	TM 9-2800-1



	Semitrailers, Laundry
	
	SKD 2269
	TM 9-2800-1



	QM special purpose
	TB QM 17
	SKD 2316

SKD 2353
	TM 9-2800-1

TM 9-2800-1



	2DT
	TB QM 18
	Kingham Models
	



	Semitrailers, Low bed
	
	H30S
	TM 9-2800-1



	20-ton
	ENC 9017-1

MWO
	Steel Products Models
	



	Front loading
	ENG 9050-1

MWO
	ASV
	TM 9-2800-1



	M1
	TB 5-9220-1

TM 5-9220
	Strick Models

300
	TM 9-2800-1



	Modification
	ENG 9220-2

MWO
	300-18
	TM 9-2800-1



	25-ton

Rear and side loading
	LO 5-9051

TM 5-9051
	Truck Engineering Models

2SF
	TM 9-2800-1














	Semitrailers, Van-Continued
	
	Separators, Gasoline-water
	




	5-ton, 2-wheel
	
	Erie Models
	



	Gramm Models
	
	4812
	TM 5-9563



	DF-75
	TM 10-1217
	4822
	TM 5-9563



	6-ton, 2-wheel
	LO 90-888
	4840
	TM 5-9563



	American Bantam Car Co.
	
	4850
	TM 5-9563



	Models
	
	4860
	TM 5-9563



	STV-620
	TM 0-888
	4880
	TM 5-9563



	American Body & Trailer
	
	4890
	TM 5-9563



	Co. Models
	
	Serbo-Croatian language
	



	DF-233-V
	TM 9-888
	Guide
	TM 30-346



	Carter Mfg. Co. Models
	
	Phrase book
	TM 30-646



	C-15-935A
	TM 0-888
	(See Kits, Service.)

Service kits.
	



	Dorsey Bros. Models
	
	Services
	TM 14-504



	E-14
	TM 90-888
	Nonpersonal, payment

(See Gen
	



	Gramm Models
	TM 10-1217
	Servo motor generators.

erators, Servo motor.)
	



	DF-75
	LO 9-U328
	Servo systems
	



	Highway Model

SKD 2269
	TM 10-1363
	Electronic
	TM 11-674



	Lubrication
	TB 9-888-1
	Sewage disposal
	



	Olson Mfg. Co. Models
	
	Methods
	TM 5-283



	KV-10
	TM 9-888
	Sewage disposal facilities
	



	LV-10
	TM 9-888
	Maintenance
	TM 5-665



	Strick Co. Models
	
	Ejectors,

ejectors.

(See

Sewage
	



	400-WV
	TM 9-888
	Sewage.)
	



	Timpte Models
	
	Sewage treatment equipment
	



	T-8
	TM 10-1618
	FSC group 46
	



	T-8-D
	TM 9-888
	Catalog identification guide
	SB 708-346



	Utility Trailer Models
	
	Sewage treatment plants
	



	GSW-2
	TM 10-1300
	Inspection; maintenance
	TM 5-666



	GSW-4
	TM 9-888
	Operation
	TM 5-665



	
	
	Sewer systems
	



	7-ton 4-wheel

M26
	
	Maintenance
	TM 5-666



	
	tLO -884
	Operation
	TM 5-665



	
	TM 9-884
	Sewerage systems
	



	10-ton, 2-wheel
	
	Designs and specifications
	TM 5-283



	Model W-8125
	TM 10-1315
	Diagrams
	



	10-ton, 4-wheel
	
	Reading
	TM 5-704



	Signal Corps

V-9/MPG-I
	TM 9-884
	Terminology

Sewing machines.

(See Machines,
	TM 5-704



	10ji-ton, 2-wheel
	
	
	



	Highway Trailer Co. Models
	
	Sewing.)
	



	SKD-2161
	TM 10-1171
	Sex crimes

Preventive measures
	TB PMG 19



	11-ton, 2-wheel
	
	Shaft accessories, Flexible
	



	Kentucky Models
	
	TI

Lear Models
	M 1-16G-1-33



	C
	LO 9-895
	Shafts
	



	
	TM 9-895
	Reclamation
	TB 9-2830-59



	Reliance Models
	TM 9-896
	I
	TB 9-2830-94



	Trailer

Co.

America

of
	
	Shafts, Drive
	



	Model
	I
	Tail rotor, inspection
	TM 1-1H-13-511



	12-ton, 2-wheel
	
	Shafts, Flexible
	



	Signal Corps Models
	
	Lear Models
	TM 1-16G-1-33



	K-78-A; -B
	LO 9-845
	Shafts, Transmission
	



	
	TM 9-845
	Replacement
	TM 1-lH-19-67



	15-ton, 2-wheel
	
	Grinders,

Shank

grinders.

(See
	



	Omaha Standard Body
	LO 9-894
	Shank.)
	



	Models F16
	TM 9-894
	Shapers
	



	Reliance Models
	LO 9-896
	Description; maintena

anee
	TM 1-421



	Semitrailers, Van (shoe repair)
	
	Sharpeners
	



	10-ton, 2-wheel
	
	s

Ingersoll-Rand Model
	



	Model W-8120
	TM 10-1315
	IR-40
	TB 5-4032-1



	Semitrailers,

Van

(textile

repair
	
	
	TM 5-4032



	equip)
	
	Sharpeners, Saw
	



	6-ton, 2-wheel (2DT'
	
	Disston Models
	



	Carter Models
	TM 10-1213
	E2-C5
	LO 5-4014



	Sentinels
	
	
	TM 5-4014



	CB R shelters
	
	G1-C5
	TB 5-4050-1



	Duties
	TM 3-350
	
	TM 5-4050














	Sharpeners, Saw-Continued
	
	ShipmentsOontinued
	




	Lofstrand Models
	
	Materials handling equipment
	



	ELS
	TM 5-4724
	Serviceability standards
	SB 10-218



	ELS-102
	LO 5-4724
	Motor vehicles
	SB 9-4



	GLS-101
	ENG 4056-1

MWO
	Transport and combat vehicles
	SB 9-26



	
	TB 5-4056-1
	Shipments, Oversea
	



	
	TM 5-4056
	Engineer equipment
	TB 5-9711-1



	PLS-104
	LO 5-4140
	Packing and crating
	TM 5-614



	
	TM 5-4140
	Shipping charts
	



	Mall Models
	
	Chemical

warfare
	am

service



	17600

Shears
	TM 5-4358
	munition
	SB 3-24



	Maintenance; care
	TM 9-867
	Shipping

containers.

tainers, Shipping.)
	(See

Con



	Sheds (portable)
	
	Ships
	



	Steel
	
	FSC group 19
	



	Erection procedure
	TM 5-9729
	Catalog identification guide
	SB 708-319



	Sheds, Airplane (portable)
	
	Ships, Port repair
	



	Steel
	
	Designs and specifications
	TM 5-362



	Erection procedures
	TM 5-9729
	Shirts, Field
	



	Sheet metal
	
	00G 108
	MWO QM 39



	Repairs
	TM 10-450
	Shock absorber springs
	



	Straightening
	TM 10-270
	Front and rear
	



	Sheet Metal Work
	
	Mortar tube replacement
	TB 9-261-1



	Heating systems; air-condition

ing systems
	
	Shock absorbers
	



	Shells, HE (high explosive)
	TM 5-745
	Rear
	



	M1
	
	Welding

Reclamation
	MWO ORD Gl-W44

TB 9-2830-53



	Weight zones
	B ORD 566

T1
	Shock mounts
	



	M71
	B ORD 420

TI
	FT-151-A through D
	MWO SIG 71



	M329
	
	FT-250-A through -H; -1; -K
	



	Firing restrictions
	TB ORD 417
	
	MWO SIG 68



	T18E1
	TB ORD 169
	Installation
	MR

rO SIG 11-850-6



	Shells, Illuminating
	
	Replacement
	MVR

'O SIG 11-630-8



	T18
	TB ORD 248
	repair machines.

Shoe
	(See IV

Ia



	Shells, Mortar
	
	chines, Shoe repair.)
	



	60-mm
	TB 9-1985-2
	Shoes.

(See Footwear.)
	



	Shells and shell fragments

Japanese types
	
	Shop manuals
	



	Identification
	TM E9-1901
	Chevrolet 1941

Passenger cars
	TM 10-1301

TM 10-1303



	Shelters
	
	Trucks
	TM 10-1305



	HO-17
	1

IWO SIG 16
	Shop sets
	



	ML-41; -A; -B
	TM 11-2417
	Field maintenance
	



	S-1/FM; S-lA/FM
	TM 11-2563
	Installation
	'

TB

ORD 444-10



	S-69/GRC
	MWO S

IG 11-264A-4
	Shops
	



	Shelters, Equipment
	
	Reclamation work
	TB QM 9



	S-44/G
	TM 11-2599
	Shops, Automotive
	



	Shelters, Protective
	
	Production control procedure
	SB 9-48



	Aerial attack

Construction
	
	Shops, Depot maintenance
	



	Designs and specifications
	TM 5-310

TM 5-310
	5th echelon

Shops, Engineer motorized
	TB ORD 73



	Shelters, Protective (improvised)
	
	Couse types
	



	CB R attacks
	
	A (chassis only)
	TM 5-9120



	Construction
	TM 3-350
	
	TM 5-9121



	Shelters, Tent type
	
	A (equipment only)
	TM 5-9122



	16 x 16 foot
	
	
	TM 5-9123



	0-1
	TM iO-616
	B (chassis only)
	TM 5-9120



	Shifting control assemblies
	
	
	TM 5-9121



	90-mm gun tank T48
	TM 9-7013-1
	B (equipment only)
	TM 5-9126



	Shigellosis (Bacillary dysentery)
	I

rB MED 119
	General purpose repair
	TM 5-9127

TM 5-9352



	Ship equipment
	
	Shops,

Repair

(general
	purpose)



	FSC group 20
	
	(mobile)
	



	Catalog identification guide
	SB 708-320
	Couse Models
	



	Shipments
	
	MED
	LO 5-9128-1



	Chemical munitions
	TM 3-300
	
	LO 5-9128-2



	Dangerous chemicals

Explosives
	TM 3-250
	
	LO 5-9128-3



	Gas bombs
	TM 3-250

TB CW 22
	
	TB 5-9128-1



	Laboratory specimens
	TB MED 237
	Shore structures

Repairs
	



	
	
	
	TM 5-622














	Shotguns

Accidents; malfunctions
	
	Shower units (8 shower-heads)

Cleaver-Brooks Models
	



	Causes; safety precautions
	TM 9-2210
	EC-3
	TM 5-9722



	Rebuild standards
	TB ORD 366
	Shower units (32 shower-heads)
	



	Shotguns (12-gage)
	
	Wallace and Tierman models
	



	Ithaca Models
	
	A-529
	TM 5-9144



	M37
	TM 9-285

TM 9-1285
	Shrubs.

vines.)
	(See Trees, shrubbery, and



	
	TM 9-2200
	Shutter assembly
	



	Remington
	
	AN/OVA-1
	TM 11-396



	M10
	TM 9-285
	Siamese language.
	(See Thai lan



	Mll
	TM 9-285
	guage.)
	



	
	TM 9-1285
	Sifters, Flour
	



	
	TM 9-2200

TM 9-2205
	For field bakeries
	TM 10-1699D



	
	TM 9-285
	Sight flaps.

Sighting equipment
	(See Flaps, Sight.)



	M31
	TM 9-1285
	Guns
	TM 9-2205



	
	TM 9-2200
	Inspections
	TM 9-1100



	Sportsman
	TM 9-285
	Sighting systems
	



	
	TM 9-1285
	M2
	TM 9-1606



	
	TM 9-2200
	M3
	MWO ORD A50-W18



	Savage Models
	
	M5
	MWO ORD A29-W13



	M720
	TM 9-285
	
	TM 9-1607



	
	TM 9-1285

TM 9-2200
	M6
	TM 9-1607

TM 9-2300



	Stevens Models
	
	M7
	TM 9-6047



	M520
	TM 9-285
	Sights
	



	
	TM 9-1285
	M4
	MWO ORD F148-W1



	
	TM 9-2200
	
	TM 9-575



	M620; M620A
	TM 9-285
	
	TM 9-1535



	
	TM 9-1285
	
	TM 9-2300



	
	TM 9-2200
	M4B1
	TM 9-2300



	Winchester Models
	TM 9-285
	M6
	TM 9-575

TM 9-1535



	M12
	TM 9-1285
	
	TM 9-2300



	
	TM 9-2200
	M32; M32B1
	TM 9-575



	M97
	TM 9-285
	
	TM 9-2300



	
	TM 9-1285
	M1901 (French)
	TM 9-1550



	M1897
	TM 9-2200
	Sights, Bore
	TM 9-2300



	Shovels
	
	Sights, Computing
	



	Buckeye Clipper Models
	
	M7A1
	MWO ORD A50-WV18

MWO ORD F208-W7



	70
	TB 5-1197-1
	
	MWO ORD F276-W1



	
	TM 5-1197

TM 5-1198
	
	TB ORD 393



	
	
	
	TM 9-1609



	Lima Models
	TB 5-1312-1
	
	TM 9-2300



	34
	TM 5-1312
	M13
	TM 9-1609



	Link-Belt Models
	
	
	TM 9-2300



	LS-40
	TB 5-9704-1
	M13AI
	TM 9-1609



	75
	TM 5-1458
	M14
	MWO ORD A29-W13

TM 9-1609



	Maintenance; care
	TM 9-867
	
	TM 9-2300



	Northwest Models
	
	M19A1
	MWO ORD F321-W1



	78-D
	TB 5-1165-1
	Sights, Front
	



	
	TM 5-1165
	M26
	TM 9-1614



	
	TM 5-1166
	Sights, Quadrant
	



	Osgood Models
	
	M1917; M1917A1
	TM 9-1555



	200
	LO 5-1162
	M1918; M1918A1
	TM 9-1555



	
	TB 5-1162-1
	Sights, Reflex
	



	
	TM 5-1162
	M18
	MWO ORD F242-W1



	Thew-Lorain Models
	
	
	TM 9-1633A

TM 9-2300



	82
	TB 5-1178-1
	M23; M24
	



	
	TB 5-1178-2

TM 5-1178
	Sights, Ring

M20
	TB ORD 393



	
	
	7686254
	MWO ORD A29-W13



	Shovels, Dozer

Bucyrus-Erie Models
	
	Sights, Telescopic
	



	T9
	TM 5-1304
	M1
	TM 9-1581



	TD9
	TM 5-1304
	T3
	TM 9-1581














	Sights, Telescopic-Continued
	
	Signals, Railway
	TM 55-205




	Weaver Models
	
	Silica gel
	



	3300
	TM 9-270
	Use in radio sets-
	TB SIG 115



	
	TM 9-1270
	Silver nitrate stains
	



	Sightunits
	
	Removal
	TB MED 228

TM 1-430



	M27
	TM 9-2300

TM 9-2300
	Silver soldering

Simulator "Judy"
	TB ENG 140



	M28; 28A1
	TM 9-2300
	Simulator "Morton"
	TB ENG 141



	M29; 29A1

M30; 30AI
	TM 9-2300
	(See Drills, Sinker.)

Sinker drills.
	



	M31; 31At
	TM 9-2300
	Sinusitis
	



	M34
	TM 9-2300
	Treatment
	TB MED 89



	Sign painting
	TM 5-618
	machines.

Sinusoidal

(See
	Ma



	Signal communication equipments
	
	chines, Sinusoidal.)
	



	Signal converters
	
	Siphons
	



	Telegraph-telephone
	
	PH-244-A
	TM 11-404A



	TA-182/U
	TM 11-2137
	(See Fiber rope.)

Sisal rope.
	



	Signal Corps equipment
	SB 11-134
	Site selection

Roads and airfields
	



	Authorized substitutes

Digest of field reports
	TB SIG 213
	Geologic considerations
	TM 5-545



	(See under Direc

Directories.
	
	Skeet shooting
	



	tories.)
	
	Regulations
	TM 1-1100



	Field reports, digest
	TB SIG 213-1
	Safety precautions
	TM 1- 1100



	and

fungi

Moistureproofing
	
	Skiing equipment
	



	proofing
	TB SIG 13
	Care
	TM 10 275



	Replacement factors
	
	Skylines
	



	Peacetime
	SB 11-141
	Monocable, jig-back
	TB ENG 68



	Wartime
	SB 11-139
	Sledges
	



	Signal Corps items
	
	Maintenance, care
	TM 9-867



	Cable reels
	SB 11-115
	Slew-scan units

C-165/MPG-1
	LO 11-1466-4



	Supply; disposition

Requisitions;

preparation

and
	
	Slide fasteners
	



	submission
	SB 11-190
	Repair; instruction guide
	TM 9-2865



	Supply procedure
	SB 11-102
	(See also Firing tables,

Slide rules.
	



	Signal Corps publications
	
	graphical.)
	



	Nomenclature designations
	TB SIG 103
	Field artillery
	TM 6-240



	Signal equipments
	
	M1l
	TM 9-2300



	Desert maintenance
	TB SIG 75
	Slings and guylines
	TM 5-725



	Lubrication
	TB SIG 69

TB SIG 219
	Types; uses

Slings, Lifting
	



	Operation at low temperatures

Serviceability standards
	SB 11-100
	Conversion
	MWO ORD J6-WI



	Tropical maintenance
	TB SIG 72
	Slip ring box
	



	Winter maintenance
	TB SIG 66
	Tank medium M46
	TM 9-1718E



	(See Generators

Signal generators.
	
	Small arms
	



	Signal.)
	
	Accidents; malfunctions
	



	Signal items
	
	Causes
	TM 9-2210



	Major components
	
	Ammunition
	TM 9-1990

TB 9-AMM 4



	Stockage
	SB 11-153

SB 38-50-1
	Lots and grades

Types
	TM 9-1900



	Transfer listings
	SB 38 -50-2
	Classification
	TM 9-2205



	Use of Federal stock numbers
	SB 11-177
	Fundamentals
	TM 9-2205



	(See Lamps, Signal.)

Signal lamps.
	
	History
	TM 9-2205



	Signal lights
	
	Rebuild basis
	SB 9-50



	Oil pressure
	TB ORD 510
	Testing and inspection
	TM 9-2205



	(See Photog

Signal photography.
	
	Wooden components
	



	raphy, Signal.)
	
	Repair
	TB ORD 507



	Signal shaping
	
	arms

gages.

(See

Small
	Gages,



	Submarine cables
	TM 11-2091
	Small arms.)

Smallarms materiel
	



	Signal systems

FSC group 63
	
	and

Field

inspection
	service



	Catalog identification guide
	SB 708-363
	ability
	TB ORD 587



	Signaling equipment
	
	Inspections
	TM 9-1100



	Pyrotechnic
	TM 9-2205
	Overhaul and rebuild standards
	



	Signals, Aircraft
	
	
	TB ORD 366



	AN-M37A1
	TM 9-1981
	Small arms weapons
	



	AN-M38A1
	TM 9-1981
	Standards for visual inspection
	



	AN-M39A1
	TM 9-1981

TM 9-1981
	of barrels

Small craft
	TB ORD 437



	AN-M40A1

AN-M41A1
	TM 9-1981
	FSC group 19
	



	AN-M42A1
	TM 9-1981
	Catalog identification guide
	SB 708-319














	Smoke

generator

mounts.

Mounts, Smoke generator.)
	(See
	Snow removal equipments-Con.

Tractors-Continued
	




	Smoke

generators.

Genera

(See
	
	Allis Chalmers Models-Con.
	



	tors, Smoke.)

Smoke

grenades.

Grenades,

(See
	
	M19

Snow rollers.

(See Rollers, Snow.)
	TM 9-1774



	Smoke.)
	
	Social work
	



	Smoke pots

HC (hexachlorethane)
	TM 3-300
	Military psychiatric

(See Footwear.)

Socks.
	TM 8-241



	Snap fastener machines.

(See Ma
	
	Soil exploration
	



	chines, Snap fastener.)
	
	Subsurface
	TM 5-541



	Sniperscopes

Infrared set No. 1
	
	Soil mechanics nomenclature
	TM 5-541



	Repair instructions
	T

M 5-9342A
	preparation

Soil

Mixers, Soil preparation.)
	mixers.

(See



	M1

MWO
	E

NG 9340-1
	Soil stabilizer mixers.
	(See Mixers,



	Operation; maintenance
	TM 5-9341
	Soil stabilizer.)
	



	Repair instruction
	T:

M 5-9341A
	Soil stabilizers
	



	M2

Operation, maintenance
	MWO E

NG 9340-1

TM 5-9341
	Barber-Greene Models
	1



	
	TM 5-9342
	821
	rB 5-1280-3

TM 5-1280



	Repair instructions
	T;

M 5-9341A
	Soils
	



	Snow rags.

(See Drags, Snow.)
	
	Classification
	TM 5-541



	Snowloaders.

(SeeLoaders, Snow.)

Snow plows
	
	Control in military construction
	TM 5-541



	Burch Models
	
	Evidentiary values in criminal

investigations
	TB PMG 17



	R-23
	LO 5-9098
	Testing Set No. I
	TB 5-253-1



	
	TM 5-9098
	Solder and soldering
	



	R2-21A
	TM 5-9108
	Methods
	TB SIG 222



	Frink Models

349SP
	
	Soldering and brazing
	TM 10-270



	
	LO 5-9348

TB 5-9348-1
	Soldering irons

Maintenance; care
	TM 9-867



	
	TM 5-9348
	Soldiers handicrafts
	TM 28-325



	T-611-CA
	LO 5-9353
	Solo

motorcycles.

(See
	Motor



	
	TB 5-9353-1
	cycles, Solo.)
	



	Gledhill Models
	TM 5-9353
	Solvents, Industrial

Health hazards
	



	7-TINE
	LO 5-9345
	Sound analyzers
	TB MED 35



	
	TB 5-9345-1
	TS-615A/U
	TM 11-5032



	10-SRE
	LO 5-9347
	Sound detectors
	



	10-TiNE
	LO 5-9347
	Speak-O-Phone Models
	



	JV5.5E
	TB 5-9347-1

LO 5-9345
	SDB

Sound equipment
	TM 11-2541



	
	TB 5-9345-1
	Directory
	TM 11-4871



	
	TM 5-9345
	Sound locators
	



	V8E
	LO 5-9347
	MiA1 to M1A8
	TM 9-1661



	Klauer Models
	TB 5-9347-1
	M2
	TM 9-1660



	TU-3
	TB 5-9638-1
	Sound locating sets

AN/TND-1
	SB 11-100-115



	
	TM 5-9638
	GR-6
	TM 11-2552



	Sicard Models
	
	GR-6-A
	TM 11-2552A



	BH 10
	TM 5-9355
	Serviceability standards
	SB 11-100-137



	Snook Snow Twin Models

102
	LO 5-9351
	Sound projectors.

Sound.)
	(See Projectors,



	
	TB 5-9351-1
	Sound ranging sets
	



	
	TM 5-9351
	AN/PNS-1 (Dodar)
	TM 11-2565



	Technical data
	TB 5-9720-20
	GR-3C
	



	Wausau Models

J
	TM 5-9114
	Tools

GR-8
	SB 11-62

LO 11-2568



	JB
	TM 5-9114
	
	MWO SIG 11-2568-1



	Willett Models
	
	
	MWO SIG 11-2568-2



	HRTA
	TM 5-9038
	
	MWO SIG 11-2568-3



	Wm Bros Models

37-PR-188
	
	
	TM 11-2568



	
	LO 5-1370

TB 5-1370-1
	Sound recording sets

AN/UNQ-1
	TM 11-2522



	Snow removal equipments
	
	AN/UNQ-IA
	TM 11-2522



	Technical data
	TB 5-9720-6
	AN/UNQ-1B
	MWO SIG 11-5501-1



	Tractors
	
	
	TM 11-5501



	Allis Chalmers Models

M7
	TM 9-774
	Sound producers

AN/FNP-1
	TM 11-5065



	
	TM 9-1774
	AN/FNP-IA
	TM 11-5065












	Sound producers-Continued
	TM 8-231

Spine affection



	TM 11-2511

AN/GNQ-6
	Splicers, Film



	TM 11-2580

AN/GNQ-10
	PH-91

LO 11-434



	TM 11-402

MC-364-A
	Serviceability standa

rds

SB 11-100-20



	TM 11-402
	PH-91A



	MC-364-B

TM 11-402
	Serviceability standai



	MC-364-C
	rds

SB 11-100-20



	MWO SIG 11-436-1

MC-364-D
	PH-239; PH-239A



	MWO SIG 11-436-2
	Serviceability standas

rds

SB 11-100-20



	TM 11-436
	LO 11-2392

PH-321



	TM 11-2537

RD-117/U
	TM 11-2392



	Soundscriber Models
	Serviceability standar

rds



	TM 11-5065

5TA
	SB 11-100-32



	Southwestern Islands
	TM 11-2303

PH-544/UF



	TB MED 75

Medical and sanitary data
	Splicers, Wire



	Heaters,

heaters.
	TB SIG 555-4

TL-582/U



	Space

(See
	Splints



	Space.)
	TM 8-231



	Spain
	Types; uses



	TB MED 165

Medical and sanitary data
	Spotlight sets



	Spanish language
	MWO SIG 11-394-1

AN/PVQ-1



	TM 30-500

Dictionaries (Military)
	TM 11-394



	TM 30-900

Dictionaries (Spoken language)
	TM 11-394

AN/PVQ-1A



	TM 30-300

Guide
	Spotting

boards.

Boards,

(See



	TM 30-600

Phrase book
	Spotting.)



	Spare parts
	Spotting sets



	Commercial type vehicles
	LO 11-434

AN/TVQ-1



	SB 9-60

Local purchase
	LO 11-2534-1



	
	LO 11-2534-2



	Engineer equipments
	TM 11-434



	TB 5-9713-1

Preparation for export
	



	SB 10-76

Marking and identification
	PH-32

LO 11-434



	parts racks.

Racks,

Spare

(See
	LO 11-2534-1



	Spare parts.)
	LO 11-2534-2



	Spare tire racks
	PH-32-B; -C; -D; -F

TM 11-434



	Cargo and dump trucks
	Spray guns, Metal



	TB 9-801-10

Relocation
	Metallizing

Engineering Mod



	Spare tires.

(See Tires, Spare.)
	els



	TB ORD 313

Spark plugs
	TM 9-9060-1

2E



	Aircraft
	(See Cabi

Spray rinse cabinets.



	TM 1-8E2-6-1-32

Types
	nets, Spray rinse.)



	TM 9-834

Cleaner and tester
	Sprayers, Insect



	Champion Spark Plug Co.
	Bean Models



	Models
	C-64-SI

LO 5-9196



	TM 9-9013-1

B-60OBB
	TM 5-9196



	TB ORD 288

Servicing
	Dobbins Models



	TB 34-9-24

Standardization
	LO 5-9197

3264



	Speakers
	



	TM 11-2256

Type 6 AL
	TM 5-9197



	(See
	Lofstrand Models



	Special type

photography.
	TM 5-9198

D-7784



	Photography, Special type.)
	Sprayers, Paint



	Spectrum

analyzers.

Ana

(See
	Binks Models



	lyzers, Spectrum.)
	TM 5-9320

E-1A;

1B



	Speech correction program
	TB 5-9320-1



	TB MED 195

Procedures
	TM 5-9321



	Speech recorders.

(See Recorders.)
	E-IC



	Speech reproducers
	TM 5-9324

E-2



	TM 11-2543

MC-503
	TB 5-9324-1



	TM 11-2543

MC-503-A
	TM 5-9322

E-4



	TM 11-2543

MC-503-B
	Binks Roche Models



	Speed drives
	I

TM 5-9322



	TB ORD 332

Lubrication instructions
	Binks Thor Models



	Speed gears.

(See Gears, Speed.)
	TM 5-9324

17A



	TM 9-1829A

Speedometers
	



	Spike hammers.

(See Hammers,
	DeVilbiss Models



	Spike.)
	PNM 616

LO 5-9335



	Spike pullers. (See Pullers, Spike.)
	TB 5-9335-1



	Spike tooth harrows. (See Harrows,
	Tarrant type



	
	H

TM 5-9330



	Spike tooth.)
	



	Spinal cord injuries
	Sprays, Engine cleaner



	Convalescent care and rehabili

TB MED 162

tation
	Binks Models

TM 9-834

160-B














	Spreaders, Aggregate
	
	Starters
	




	Berna Models
	
	EC-1416-29-F
	TM 9-8631



	8
	LO 5-1000
	Starters, Automotive
	



	
	TB 5-1000-1
	Control lever failures
	TB 9-819A-6



	
	TM 5-1000
	Jack and Heintz Models
	



	Garwood Models
	
	D30
	TM 9-8637



	4-9
	LO 5-1009
	Repositioning
	TB 9-840-7



	
	TB 5-1009-1
	Starters, Motor
	



	
	TM 5-1009
	SA-166/U
	TM 11-5510



	Grace Models
	
	SA-167/U
	TM 11-5510



	R
	LO 5-1083

TB 5-1083-1
	Starting aid kits.

(See Kits, Start

ing aid.)
	



	
	TM 5-1083
	Starting systems
	



	S
	LO 5-1083
	Tanks light M3
	TM 9-1726A



	
	TB 5-1083-1
	Static ringing generators.

(See Gen
	



	
	TM 5-1083
	erators, Static ringing.)
	



	Spreaders, Concrete
	
	Steam cleaning units
	



	Blaw-Knox Models
	
	Clayton Mfg. Co. Models
	



	S
	TB 5-1058-2
	HR-ORD
	TM 5-9101



	
	TM 5-1066
	QM-120
	TB 5-9105-1



	SA
	LO 5-1058
	
	TM 5-9105



	
	TB 5-1058-1
	Homestead Models
	



	
	TB 5-1058-2
	JL
	LO 5-9109



	Maintenance manual; parts
	TM 5-1058
	
	TB 5-9109-1

TM 5-9109



	catalog
	TM 5-1056
	JMI
	LO 5-9109



	SC
	TB 5-1284-1
	
	TB 5-9109-1



	Spreaders, Sand
	
	
	TM 5-9109



	Berna Models
	
	JO
	LO 5-9109



	2S
	TM 5-1048
	
	TB 5-9109-1



	Flink Models
	
	
	TM 5-9109



	SS
	LO 5-1047
	OD 150
	LO 5-9109



	
	TB 5-1047-1
	
	TB 5-9109-1



	
	TM 5-1047
	Steam generators.
	TM 5-9109



	Spring rammers

M8A1
	MWO ORD D28-W27
	(See Generators,

Steam.)
	



	Springs, Equilibrator
	
	Steam heating systems.

(See Heat
	



	Malfunction
	TB 9-235-7
	ing systems, Steam.)
	



	Sprinklers, Automatic
	
	Steam

locomotive engineers.
	(See



	Inspection; maintenance
	TM 5-695
	Engineers, Steam locomotive.)
	



	Square wave generators.
	(See Gen
	Steam locomotives.

(See Locomo
	



	erators, Square wave.)
	
	tives, Steam.)
	



	Stabilizer adjustments, Horizontal
	TM 1-1II-13-211
	Steam plant equipment
	



	47-267-046

47-267-049
	TM 1-111-13-211
	FSC group 44

Catalog indentiflcation guide SB 708-344
	



	Stabilizer circuit testers.
	(See Test
	Installation
	TM 5-283



	ers, Stabilizer circuit.)
	
	(See Pumps, Steam.)

Steam pumps.
	



	Stabilizers
	
	Steam release tubes
	



	Ordnance maintenance
	TM 9-1334
	Reclamation
	TB 9-2830-51



	Stabilizers, Soil
	
	Steam tables and bain-marie
	TM 5-636



	Harnischfger Models
	
	Steel
	



	LA-88
	TB 5-1052-1
	Categories
	TM 38-306



	Stains

Silver or silver nitrate
	
	Steel cutters

Reclamation
	TB 9-2830-98



	Removal
	TB MED 228
	Steel highway bridges.

(See Bridges,
	



	Standard oscillators.

(See Oscilla
	
	Steel highway.)
	



	tors, Standard
	
	Steelmaking
	



	Standpipe systems
	
	Principles
	TM 38-306



	Inspection; maintenance
	TM 5-695
	Steel treadway bridges. (See Bridges,
	



	Stands
	
	Steel treadway.)
	



	PH-196
	TM 11-2348
	Steel trestles.

(See Trestles, Steel.)
	



	Star-gaging equipment
	
	Steelwork, Structural
	TM 5-744



	Maintenance

Star graphs
	TM 9-1860
	Steering assemblies
	



	60-degree
	TM 5-238
	90-mm gun tank T48
	TM 9-7013-1



	Start-stop switches
	
	Steering controllers
	



	S9
	MWO SIG 48
	Sperry Instructions
	



	Starter units, Breeze
	
	19-C-643426-A
	TM 55-3721-3



	G-1153R type L4A
	TM 9-1731
	19-C-642384-A
	TM 55-3721-4














	Steering devices
	
	Storage and shipment-Continued
	




	Montgomery Elevator Models
	
	Ordnance materiel-Continued
	



	P-2006
	TM 55-3707
	Group F
	SB 9-OSSC-F



	Smola Engineering Co.
	
	Group G
	TB 9-OSSC-G



	Type A
	TM 55-3753
	Group J
	SB 09OSSC-J



	Sperry Gyroscope Models
	
	Group K
	SB 9-OSSC-K



	640929-1
	LO 55-3704-1
	Group L

tubes, repair

materials
	SB 9-OSSC-L



	645055-2

Steering engine
	TM 55-3704
	Tires,

and camelbask
	SB 9-43



	Electro-Mechanical Models
	TM 55-3721-1
	Storage batteries
	



	Steering gears. (See Gears, Steer-
	
	Lead-acid type
	TM 9-2857



	ing.)
	
	(See Boilers, Stor

Storage boilers.
	



	Steering knuckles
	
	age.)
	



	Reclamation
	TB 9-2830-40
	Storage charts
	



	Steering mechanisms
	
	Chemical

warfare service
	am



	Corrections
	TB 9-840-6
	munition
	SB 3-24



	Steering stands
	
	Storage containers
	



	Electro-Mechanical Models
	TM 55-3721-2
	Steel and aluminum
	



	Steering systems
	
	Adjustment; operation
	TB ORD 384



	Armored car T17E1
	TM 9-1741B

TM 55-3721-1
	Storage pests

Control
	TM 5-632



	Electro-Mechanical Models
	TM 55-3721-2
	Storm boats.

(See Boats, Storm.)
	



	Stencil duplicators
	
	Stoves
	



	Cleaning
	TB QM 24
	Cooking
	



	Testers,

Stereoscopic testers.

(See
	
	Gasoline, one-burner
	



	Stereoscopic.)
	
	M1942
	TB 10-400-5



	trainers.

Train-

Stereoscopic

(See
	
	M1942
	TB QM 46



	ers, Stereoscopic.)
	
	M1950
	TM 10-708



	Sterilization procedures
	TM 8 227
	Standardization
	TB 34-9-42



	Sterilizers
	
	No. 5
	TM 10-1080



	Instruments
	
	Field
	



	7917005
	TM 8-628
	M-1937
	TM 10-701



	Plumbing
	TM 5-283
	Repairs and utilities

Tent
	TM 5-640



	Wiring
	TM 5-283
	M-1941
	TM 10-725



	Still

picture

camera

lens.

Lens, Still picture camera.)
	(See
	Yukon Models
	



	Cam-

Still picture

cameras.

(See
	
	M-1950
	TM 10-735



	eras, Still picture.)
	
	Stoves, Gas
	



	Still picture data
	TB SIG 211
	Vulcan Hart Models
	



	(See Assemblies,

Stock assemblies.
	
	5751-1
	MWO QM 42



	Stock.)
	
	Stoves, Gasoline
	TM 8-615



	(See Watches, Stop.)

Stop watches.
	
	Strainers, Fuel systems

Aero Models
	TM 1-6R-1-61



	Storage
	
	Straps, Leather
	



	Air Force supplies and equip-
	
	Repair
	TM 10-268



	ment
	SB 38-8-2
	
	



	
	
	Stream crossing equipage
	TM 5-271



	Aircraft
	
	Street lighting systems

Installation; maintenance
	TM 5-680E



	H-19 series

H-21 series
	TM 1-1H-19A-17

TM 1-1H-21A-17
	Maintenance
	TM 5-681



	1-23 series
	TM 1-1H-23A- 17
	Street markings
	TM 5-624



	Army supplies and equipment
	SB 38-8-1
	Structures
	



	Basic information
	SB 10-226-1
	require

Maintenance;

safety
	



	Chemical munitions
	TM 3-300
	ments
	TM 5-610



	Dangerous chemicals
	TM 3-250
	Structures, Earth retaining
	



	Explosives
	TM 3-250
	Construction
	TM

-541



	Gas bombs
	TB CW 22
	Structures, Prefabricated
	



	Motor vehicles
	SB 90-4
	FSC group 54
	



	Ordnance materials

Petroleum products
	TM 9-1005
	Catalog identification guide
	SB 708354



	Quartermaster

supplies
	TB QM 35

and
	uctures, Railroad
	TM 55275



	equipment
	TM 10-250
	
	



	equipment

Vessels
	TM 10C 250

TB TC 9
	Standard plans
	TB 55-275-1



	Zone of interior
	TM 38-402
	Subgraders, Form riding
	



	Storage and shipment
	
	Gar Wood Models

FG-24 M

e1055
	LO



	Ordnance materiel
	
	
	



	Group A
	TB 9-OSSC-A
	Submachine

guns.

(See
	Guns,



	Group B
	SB 9-OSSC-B
	Submachine.)
	



	Group a

Group D
	TB 9-OSSC-C

SB 9-OSSC-D
	Submarine

(See

cables.

submarine.)
	Cables,












	Subsistence
	Supply cataloging-Continued




	FSC group 89
	Federal supply code for manu



	Catalog identification guide

SB 708-389
	facturers



	Subsistence items, Perishable
	Name to code

SB 708-501-1



	Container sizes; cubes; weights

SB 743-8100
	SB 708-501-2



	Subsistence stores
	Supply contracts.

(See Contracts,



	Depots and ports of embarkation

SB 10-151
	Supply.)



	Subsistence supplies
	Supply responsibility



	TM 10-210

Inspection

Reclamation clause in contracts

SB 10-112
	Depots

SB 3-20

Supply vessels.

(See Vessels, Sup



	Subsistence

supplies,

Perishable,
	ply.)



	Nonperishable
	Supports



	Authorized articles for issue and
	MWO SIG 11-1158A-1

FT-478



	sale
	ML-29-B; -D; -E

TM 11-424



	List

SB 10-508
	TM 11-2417

ML-54



	Substations
	ML-206-A

MWO SIG 11-429-3



	Equipment
	Supports, Antenna.

(See Antenna



	TM 5-6BOF

Installation; maintenance
	supports.)



	TM 11-468

Maintenance
	Supports, Radiosonde recorders



	Sulfonamide drugs
	MT-1355/TMQ-5

SB 11-172



	Treatment of infectious diseases

TB MED 172
	Surgical belts and corsets

TM 8-231

Surgical instruments



	Sumatra
	Care and maintenance

TM 8-611



	Medical and sanitary data

TB MED 120
	Surgical supplies



	Sump pumps.

(See Pumps, Sump.)
	TM 8-611

Care, maintenance



	Supplies
	Surgical technicians



	TB QM 32

Conservation
	TM 8-230

Handbook



	TM 10-206

Kitchen cars
	Surgical therapy



	National Guard
	and

amputation

Orthopedic



	Transportation

TM 55-590
	TB MED 10

cases



	Ordnance general
	



	Issue to Sec 55c, National

Defense Acts units

SB 9-8
	Surveying

also Construction

(see

surveying).



	Issue and sale

to ROTC
	TB ENG 18

Airdromes



	units

SB 9-7
	TM 5-232

Fundamental operations



	Protection in open storage

TB ORD 379
	TM 5-232

Principles; procedures



	TM 14-504

Payments
	TM 5-238

Star graphs, 60 degree



	(see also

Supplies and equipment.
	TM 5-232

Terminology



	Chemical Corps equipment,

En
	TM 5-235



	gineer equipment).
	Surveying, Land



	TM 10-530

Aerial delivery
	TM 5-235

Military application



	Air Force
	Surveying altimeters.

(See Altim



	Storage

SB 38-8-2

Army
	eters, Surveying.)

Surveying equipment



	Storage

38-8-1

SB
	TM 5-232

Descriptions



	Cataloging: Federal item iden
	Tripods



	tification

Fed

guides.

(See
	TM 11-423

MT-1309/GM



	eral item identification guides,
	TM 5-236

Surveying tables



	Supply cataloging.)
	Surveys, Hydrographice



	TM 5609

Custodial services
	TM 5-235

Definition; scope



	Dental

TM 8-225
	Surveys, Topographic



	TM 38-230

Preservation, packaging; packing
	TM 5-234

Methods; principles



	SB 38-8-1
	Surveys, Underground



	Storage

and equipment,

Supplies

Miscel
	TM 5-235

Application; characteristics



	laneous
	Suspension bridges.

(See Bridges,



	FSC group 99
	Suspension.)



	5B 708-399

Catalog identification guide
	Suspensions



	Technical Services
	TM 9-1893B

Cargo carriers M28 (T15)



	SB 38-50-1

Gains and losses
	TM 9-1747

Carriages, gun motor M40



	SB 38-50-2
	TM 9-1747

Carriages, howitzer motor M43

TM 9-1755B



	Used in the Army
	Carriages, motor, 76-mm gun

Cars



	Preservation;

packaging;
	TM 9-1743



	packing

SB 38-100
	M8

TM 9-1743

M20



	Supply cataloging
	Tanks light



	item

Federal

identification
	TM 9-1726B

M3



	(See Federal identi

guides.
	TM 9-1727E

M5; M5A1



	fication guides.)
	TM 9-1724B

T9E1













	Suspensions-Continued
	
	Switchboards-Continued




	Tanks medium
	
	Pelham Models



	M4
	TM 9-175uK
	TM 55-3739

4632



	Universal carrier, T16
	TM 9-1746B
	TM 55-3748

4633



	Sweden
	
	Royal Switchboard Models

TM 55-3771



	Medical and sanitary data
	TB MED 54
	TM 11-2016

SB-5/PT



	Swedish language
	
	SB-6/GG

TM 11-2035



	Guide
	TM 30-312
	SB-6A/GG

TM 11-2035



	Phrase book
	TM 30-612
	SB-18/GT

MWO SIG 86



	Sweepers, Rotary
	
	TB 11-333-1



	Elgin Models
	
	SB-22/PT

MWO SIG 11-2202-1



	20
	TM 5-9079
	MWO SIG 11-2202-2



	Grace Models
	
	TM 11-2202



	FE

FEW
	TM 5-9075

TM 5-9075
	Field report

TB SIG 555-8

Serviceability standards



	J
	LO 5-9081
	SB 11-100-108



	
	TB 5-9081-1
	Standardization

TB 34-9-48



	MB-100
	TB 5-9078-1
	TM 11-4318

SB-27/TTC-1



	
	TB 5-9078-2
	TM 11-4318

SB-28/TTC-2



	
	TM 5-9078
	SB-53( )/FTC

TM 11-2087



	Rough Models
	
	MWO 1

SB-Sb/FTC

SIG 11-2084-1



	K
	LO 5-9082
	TM 11-2084

SB-55/FTC(fire reporting)



	
	TB 5-9082-1
	MWO E

SB-55A/FTC

SIG 11-2084-1



	
	TB 5-9082-2
	TM 11-2084

SB-55A/FTC (fire reporting)



	
	TM 5-9082
	TM 11-2227

SB-56B/FGC



	M
	TM 5-9118
	TM-11 2227

SB-65A/FGC



	N
	TM 5-9276
	SB-66/FG C

TM 11-2083



	Tu-way
	TM 5-9138
	TM 11-2083

SB-66A/FGC



	Little Giant Models
	
	'

SB-86( )/P

'B SIG 555-8



	SC-100
	TB 5-9087-1
	TM 11-2133

SB-100/MTC



	Sweet products
	
	TM 11-2147

SB-170/FTC



	Inspection
	TM 10-210
	TM 11-2061

SB-171/FTC



	Swimming areas
	
	Switchboards



	Sanitary control
	TB MED 163
	SB-249/TTC

MWO SI

G LL-2146-1



	Swimming pools
	
	TM 11-2060

SB-257/FTC



	Operation
	TM 5-660
	Soviet type



	Sanitary control
	TB MED 163
	FIN-6

TB SI

G F-206-RU



	Switch assemblies
	
	TB SI

K-10

G F-200-RU



	SA-299/U
	TM 11-2537
	KOF-33

TB SI

G F-203-RU



	Switch panels
	
	TB SI

KOF-43

G F-203-RU



	SA-2/FRC

Switchboard signal assemblies
	TM 11-820
	PK-10

TB SI

CG F-205-RU

PK-30

TB SI

G F-207-RU



	SB-22/GR
	
	TM 11-2138

TA-123/GT



	Serviceability standards
	SB 11-100-125
	Telephone



	
	
	TM 24-210

Operation



	SB-223/GR
	TM 11-2149
	Switchboards, Generator control and



	Switchboards
	
	distributor



	DB-62-B; -C; -D
	
	Whitmor Models



	Serviceability standards
	SB 11-100-106
	TM 55-3757

5158



	BD-71; -71A; -72; -72A
	TM 11-33u
	Switchboards, Tactical



	Serviceability stand irds
	SB 11-100-3
	Repair instruction

TM 11-4301



	
	
	TM 11-4302



	BD

)-72-B
	TM 11-330
	Switches



	BD

)-74
	MWO SIG 17
	SIG 11-820-3

High-voltage

MWC



	BD

)-89-A through -E; -G
	TM 11-4312
	Master current relay

TB 9-718-2



	)-91-A through -D

BD
	TM 11-4313
	TM 11-2419

SA-121



	BD

)-95
	TM 11-2052
	Stop-light



	BD

)-96
	TM 11-4314
	Identification; replacement



	BD

)-100
	MWO SIG 11-358-1

MWO SIG 11-358-2
	TB ORD 499



	
	TM 11-358
	IWO SIG 44

SW-141

Iv



	
	TM 11-4315
	Wafer lever



	Serviceability standards
	SB 11-100-4
	TM 11-2537

SA-257/U



	
	
	Switches, Electronic



	BD-105
	TM 11-2052
	TM 11-5049

TS 433B/U



	BD-110
	TM 11-4316
	Switches, Microphone selector



	Graham

Electric

Products
	
	M

Modification

WO SIG 136



	Models
	
	Switzerland



	4661
	TM 55-3769
	Medical and sanitary data

TB MED 55














	Synchronizer throttles
	
	Tank assemblies.

(See Assemblies,
	




	Installation in helicopters

Synchroscopes
	TM 1-1i-19-55
	Tank.)

Tank engines (see also Engines, Gas
	



	General Electric Models

Syringes, Medical and surgical
	TM 14055-11
	oline; Engines, Diesel).

Cadillac Model V8
	



	Nozzle fittings
	
	Fits, tolerances and wear limits
	



	Standardization
	TB 34-9-51
	
	TB ORD 257



	Systems, local control
	
	Ford Models
	



	M16E1
	TM 9-2300
	GAA
	TB ORD 288

TM 9-1731B



	M22
	MWO ORD F367-W1
	GAF
	TB ORD 288



	Systems, Remote control

M12A1
	MWO ORD F207-W19
	
	TM 9-1731B



	
	
	Conversion
	TB 9-1731B-5



	T
	
	GAN
	TB ORD 288



	Tables, Meteorological
	
	
	TM 9-1731B



	Pilot balloon (30-gram)
	TM 11-2410
	Tank farms
	



	Pilot balloon (100-gram)
	TM 11-2411
	Planning; location; layouts

Tank float units
	TM 5-350



	Use in artillery
	TM 20-241
	Reclamation
	TB 9-2830-38



	Tables, Teletypewriter

133A1
	TM 11-2211
	(See Guns, Tank.)

Tank guns.
	



	Tack button machines.

(See Ma
	
	Tank tracks
	



	chines, Tack button.)
	
	Installation in tanks with radial
	



	Tachometer drives
	
	engines
	TB ORD 195



	Installation on old-style trans
	
	Reclamation of wedge bolt with
	



	mission
	TB ORD FE5
	damaged thread
	TB 9-2830-16



	Tachometers
	TM 9-1829A
	Tank turret lock bolts

Reclamation
	TB 9-2830-34



	General Electric Models

(See Motor

Tactical motor vehicles.
	TM 1-05-5-11
	Tanks (containers)
	



	vehicles, Tactical.)
	
	Acetylene
	



	Tactical switchboards.

(See Switch
	
	Supply
	SB 11-136



	boards, Tactical.)
	
	Airplane smoke
	



	Tagalog language
	
	M10
	TB 3-255A-1



	Guide
	TM 30-340
	Asphalt
	



	Tail cones, Helicopters
	
	Littleford Models

101-L
	TB 5-1143-1



	Modification

Tampers, Backfill
	TM 1-1IB-19-218
	102-S
	LO 5-1146



	Chicago Pneumatic Models
	
	
	TB 5-1146-1



	CP-2
	TB 5-4063
	
	TM 5-1146



	CP-3
	TM 5-4110
	Parts list
	TM 5-1016



	Cleco Models
	
	Rosco Models
	TB 5-1148-1



	5A
	TM 5-4088
	RMU
	TM 5-1148



	Gardner-Denver Models

T-23
	TM 5-4151
	VIC Models
	



	Hardsocg Models
	
	72
	LO 5-1081



	BT-32
	LO 5-4153
	
	TB 5-1081-I



	4153
	TB 5-4153-1
	Cleaning interiors
	TB CW 20



	Ingersoll-Rand Models
	
	Degreaser
	



	34
	TM 5-4062
	Circo Models
	



	LeRoi Models

11
	TB 5-4059-1
	C-90-E
	TM 9- 9101-1



	Thor Models
	
	Topper Models
	



	4814
	TM 5-4094
	C-90-E
	TM 9-9101-1



	Worthington Models
	
	Fuel
	



	W-8
	LO 5-4061
	Cleaning; preserving
	TB ORD 524

MWO CML 13



	
	TB 5-4061-1

TM 5-4061
	Flame throwers
	



	Tampers, Form
	
	Vehicular
	



	Jaeger Models
	
	Cleaning; preservit
	TB ORD 322

Ag

TM 10-1030



	1
	LO 5-1070
	900 and 3,000 gallon
	TM 10-1130



	
	TM 5-1070
	
	



	Tampers, Power ballaster
	
	Liquid storage
	TM 10-1185



	Chrysler Models
	
	750 gallons
	



	IND 15A-414
	LO 5-9925
	Oxygen
	



	Pullman Models

151
	TB 5-9925-1
	Supply
	SB 11-136



	Tampers, Tie
	
	Storage
	



	Cleveland Models
	
	3,000 gal
	MWO ENG 295.1



	No. 10
	
	Vie Models
	TM 5-1081



	Parts list
	TB 5-4055-1
	72
	














	Tanks (containers)-Continued

Water
	
	Tanks (vehicles)-Continued

Light-Continued
	




	Columbian Steel Tank Co.
	
	M24
	TM 9-1729B



	Models
	
	
	TM 9-1729C



	1,500 gallons
	ENG 9036-1

MWO
	T9EI
	TM 9-724



	1944
	LO 5-9312
	
	TM 9-1724A



	Lining and relining
	TB ORD 334
	
	TM 9-1724B



	Littleford Models
	LO 5-9035
	Light and medium

Misuse of electric starters
	



	JA N-T-505
	TB 5-9035-1
	
	OFSTB 700-28



	
	TM 5-9035
	Periodic checking of Pioneer
	



	Steel Tank Model 1944
	TM 5-9312
	and Shcrril compasses
	OFSTB 700-107



	U. S. Rubber Co Model
	TM 5-2050
	Track connecting fixtures
	TB ORD 125



	Tanks (vehicles)
	
	Use of hull lifting eyes
	TB ORD 123



	Flame thrower
	
	Medium
	



	T67
	TB 9-718B-1
	M3
	MWO ORD G128-W22



	Heavy
	
	
	OFSTB 1700-15



	M6
	TM 9-721
	
	OFSTB 1751-12



	M6AI
	TM 9-721
	
	TB ORD 41



	T26
	TB ORD 271
	
	TM 9-750



	
	TI

3 ORD FE34
	
	TM 9-1750



	T26EI
	MWO C

ORD Gl-W18
	
	TM 9-1750D

TM 9-1750E



	Light

M3A1
	TM 9-727
	
	TM 9-1750H



	M3A3
	MWO C

)RD Gi-W18
	M3A1
	TM 9-750



	
	TB ORD 71
	M3A2
	TM 9-750



	
	TB ORD 80
	M3A3
	TM 9-753



	
	TM 9-727
	
	TM 9-1750G



	M5
	MWO (

)RD Gl-W18
	M3A4
	TM 9-1750F



	
	TB ORD 30
	
	TM 9-17503



	
	TB ORD 71
	M3A5
	TM 9-753



	
	TB ORD 80
	
	TM 9-17500



	
	TB ORD 191
	M4
	MWO ORD A55-W16



	
	TM 9-732

TM 9-1727C
	
	MWO ORD C44-W9

MWO ORD C64-W1



	
	TM 9-1727D
	
	MWO ORD C64-W2



	
	TM 9-1727E
	
	MWO ORD Gl-W17



	
	TM 0-1727F
	
	MWO ORD G1-W18



	
	TM 9-17270
	
	MWO ORD Gl-W19



	
	TM 9-1727K
	
	MWO ORD G104-W73



	M5A1
	MWO C

)RD G1-W18
	
	MWO ORD G104-W75



	
	TB ORD 71
	
	MWO ORD 0104-W108



	
	TB ORD 80
	
	MWO ORD G104-W112



	
	TB ORD 191

TM 9-732
	
	MWO ORD 0104-W113

OFSTB 1700-15



	
	TM 9-1727C
	
	OFSTB 1751-12



	
	TM 9-1727D
	
	TB 9-731A-15



	
	TM 9-1727E
	
	TB 9-1750K-2



	
	TM 9-1727F
	
	TB ORD FE5



	
	TM 9-17270
	
	TB ORD FE8



	M24
	LO 9-729
	
	TB ORD FE15



	
	MWO 0

RD A55-W13
	
	TB ORD FE26



	
	MWO O0

RD A55-W15
	
	TB ORD FE34



	
	MWOC

)RD G1-W17

MWO C
	
	TB ORD FE35



	
	)RD Gl-W18

MWO 0

RD G200-WI
	
	TB ORD FE53

TB ORD 11



	
	MWO O0

RD G200-W2
	
	TB ORD 29



	
	TB 9-2855-11
	
	TB ORD 30



	
	TB 9-2855-12
	
	TB ORD 41



	
	TI

B ORD FE3S
	
	TB ORD 71



	
	TB ORD 191
	
	TB ORD 80



	
	TB ORD 271
	
	TB ORD 83



	
	TB ORD 374
	
	TB ORD 98



	
	TB ORD 381
	
	TB ORD 108



	
	TB ORD 456

TB ORD 545
	
	TB ORD 148

TB ORD 151



	
	TB ORD 569
	
	TB ORD 152



	
	TM 9-729
	
	TB ORD 154



	
	TM 9-1729A
	
	TB ORD 158














	Tanks (vehicles)-Continued
	
	Tanks (vehicles)-Continued
	




	Medium-Continued
	
	Medium-Continued
	



	M4
	TB ORD 159
	M4A3
	MWO ORD G104-W10I



	
	TB ORD 165
	
	MWO ORD G104-W112



	
	TB ORD 180
	
	MWO ORD G204-WI



	
	TB ORD 189
	
	TB 9-2853-1



	
	TB ORD 192
	
	TB 9-2855-13



	
	TB ORD 202
	
	TB 9-2855-14



	
	TB ORD 213
	
	TB ORD FE5

TB ORD FE29



	
	TB ORD 222
	
	TB ORD FE51



	
	TB ORD 228

TB ORD 243
	
	TB ORD 70



	
	TB ORD 271
	
	TB ORD 95



	
	TB ORD 287
	
	TB ORD 133



	
	TB ORD 314
	
	TB ORD 180



	
	TB ORD 381
	
	TB ORD 423



	
	TB ORD 545
	
	TB ORD 569



	
	TB ORD 569
	
	TM 9-7018



	
	TM 9-719
	
	TM 9-759



	
	TM 9-731A
	
	TM 1750K



	
	TM 9-731AA
	M4A3E2
	MWO ORD Gl-W18



	
	TM 91750
	M4A4
	MWO ORD GI-W17



	
	TM 9-1750D
	
	MWO ORD GI-W18



	
	TM 9-1750E
	
	MWO ORD G104-W75



	
	TM 9-1750K
	
	MWO ORD G104-W112



	M4A1
	LO 9-731AA-1
	
	TB ORD 165



	
	MWO ORD Gl-W17
	
	TM 9-754

TM 9-1750F



	
	MWO ORD 01-W18
	
	TM 9-1750J



	
	MWO ORD Gl-W19
	
	TM 9-1750K



	
	MWO ORD G1-W31
	M4A6
	MWO ORD 01-W17



	
	MWO ORD G104-W75

MWO ORD G1

4-W108
	
	MWO ORD

l01-W18



	
	MWO ORD

l01 4-W112
	
	MWO ORD Gl-W19



	
	TB 9-731A-14
	
	TB ORD FE5



	
	TB 9-731A-15
	
	TM 9-756



	
	TB ORD FE5
	
	TM 9-1750K



	
	TB ORD FE35
	M26
	LO 9-735



	
	TB ORD FE51
	
	MWO ORD A55-W14



	
	TB ORD 29
	
	MWO ORD D39-W2



	
	TB ORD 108
	
	MWO ORD G226-W2



	
	TB ORD 165
	
	TB ORD 545

TB ORD 569



	
	TB ORD 180
	
	TM 9-735



	
	TB ORD 192
	
	TM 9-1735A



	
	TB ORD 213
	
	TM 9-1735B



	
	TB ORD 222

TB ORD 569
	
	TM 9-1735C



	
	TM 9-731A
	M26A1
	TB ORD 569



	
	TM 9-731AA
	M45
	TB ORD 545



	
	TM 9-1750K
	
	TB ORD 569



	
	MWO ORD 0G1-W17
	
	TM 9-735



	
	MWO ORD GI-W18
	
	TM 9-1735A



	
	MWO ORD Gl-W19
	
	TM 9-1735B



	
	MWO ORD G104-W75
	
	TM 9-1735C



	
	MWO ORD 0104-W108
	
	LO 9-7008



	
	MWO ORD G104-W112
	
	MWO ORD GI-W37

MWO ORD Gl-W38



	
	TB ORD FE51
	
	MWO ORD Gl-W39



	
	TB ORD 70
	
	MWO ORD Gl-W45



	
	TM 9-731B
	
	MWO OR

Gl-W48



	
	TM 9-17500
	
	D

MWO ORD Q1-W49



	
	TM 9-1750K
	
	MWO ORD Gl1-W53



	
	LO 9-759-1
	
	MWO ORD Gl-W55



	M4A3
	LO 9-759-2
	
	MWO ORD Gl-W58



	
	
	
	MWO ORD Gl-W61



	
	MWO ORD Gl1-W17
	
	MWO ORD G244-W2



	
	MWO ORD Gl-W18
	
	MWO ORD1) G244-W3



	
	MWO ORD G1-W19
	
	MWO ORD G244-W4



	
	MWO ORD Gl-W31
	
	





MWO ORD G244-W5

MWO ORD G104-W75










	Tanks (vehicles)-Contir
	
	Tanks (vehicles)-Continr
	



	Medium-Continued
	
	Medium-Continued
	



	M45
	MWO ORD G244-W6
	M46A1
	MWO ORD GI-W55



	
	MWO ORD G244-W7
	
	MWO ORD GS-W58



	
	MWO ORD G244-W8
	
	MWO ORD GI-W61



	
	MWO ORD G244-W9
	
	MWO ORD 0244-W9



	
	MWO ORDG244-W10
	
	MWO ORD G244-W12



	
	MWO ORD 0244-WI1
	
	MWO ORD G244-W19



	
	MWO ORD G244-W12
	
	MWO ORD G244-W22



	
	MWO ORD G244-W13
	
	MWO ORD G244-W24



	
	MWO ORD 0G244-W14
	
	MWO ORD G244-W25



	
	MWO ORD G244-W15
	
	MWO ORD G244-VW28



	
	MWO ORD G244-W17
	
	MWO ORD G244-W32



	
	MWO ORD G244-W18
	
	MWO ORD G244-W35



	
	MWO ORD 0244-W19
	
	MWO ORD G244-W36



	
	MWO ORD G244-W20
	
	TB 9-718-1



	
	MWO ORD G244-W21
	
	TB 9-718-4



	
	MWO ORD G244-W22

MWO ORD 0G244-W24
	
	TB 9-718-5

TB 9-178-7



	
	MWO ORD G244-W26
	
	TB 9-718-8



	
	MWO ORD G244-W27
	
	TB 9-718-10



	
	MWO ORD G244-W28
	
	TB 9-2853-4



	
	MWO ORD 0244-W30
	
	TB 9-2855-29



	
	MWO ORD G244-W31
	
	TB ORD 457



	
	MWO ORD G244-W32
	
	TB ORD 459



	
	MWO ORD G244 W35
	
	TB ORD 461



	
	MWO ORD G244-W36
	
	TB ORD 462



	
	MWO ORD 0244-W37
	
	TB ORD 489



	
	TB 9-718-1
	
	TB ORD 491



	
	TB 9-718-2
	
	TB ORD 494



	
	TB 9-718-3
	
	TB ORD 498



	
	TB 9-718-4
	
	TB ORD 508



	
	TB 9-718-5
	
	TB ORD 510



	
	TB 9-718-6
	
	TB ORD 515



	
	TB 9-718-7
	
	TB ORD 516



	
	TB 9-718-8

TB 9-718-10
	
	TB ORD 537

TB ORD 539



	
	TB 9-2853-4
	
	TB ORD 540



	
	TB 9-2855-32
	
	TB ORD 545



	
	TB ORD 457
	
	TB ORD 546



	
	TB ORD 459
	
	TB ORD 569



	
	TB ORD 461
	
	TB ORD 571



	
	TB ORD 462
	
	TB ORD 578



	
	TB ORD 489
	T23
	MWO ORD C64-W2



	
	TB ORD 491
	
	MWO ORD G1-W17



	
	TB ORD 494
	
	MWO ORD G01-W18



	
	TB ORD 498
	
	TM 9-734



	
	TB ORD 508
	
	TM 9-1734A



	
	TB ORD 510
	T25E1
	MWO ORD G1-W17



	
	TB ORD 515
	T26E1
	MWO ORD Gl-W17



	
	TB ORD 537
	T26E4; T26E5
	TM 9-1735B



	
	TB ORD 539
	
	TM 9-1735C



	
	TB ORD 540

TB ORD 545
	Track-sprocket-wear
	measuring



	
	TB ORD 546
	gage
	TB ORD 545



	
	TB ORD 569
	76-mm gun

M41 (T41E1)
	LO 9-7016



	
	TB ORD 571
	
	MWO ORD GI-W40



	
	TB ORD 578
	
	MWO ORD Gl1-W41



	
	TM 9-718
	
	MWO ORD G1-W42



	M46A1
	LO 9-7008
	
	MWO ORD Gl-W47



	
	MWO ORD Gl-W37
	
	MWO ORD G1-W51



	
	MWO ORD G1-W38
	
	MWO ORD Gl-W56



	
	MWO ORD Gl-W39
	
	MWO ORD G1-W60



	
	MWO ORD 01-W45
	
	MWO ORD G251-WI



	
	MWO ORD Gl-W48
	
	MWO ORD G251-W2





MWO ORD G251-W3 MWO ORD G251-W4 MWO ORD G251-W5

MWO ORD G1l-W49 MWO ORD G1-W52 MWO ORD GS-W53










	Tanks (vehicles)-Continued
	
	Tanks (vehicles)-Continu
	



	76-mm gun-Continued
	
	90-mm gun-Continue(
	



	M41 (T41E1)
	MWO ORD G251-W6
	M47
	TB 9-718A-12



	
	TB 9-730-1
	
	TB 9-718A-13



	
	TB 9-730-2
	
	TB 9-718A-14



	
	TB ORD 461
	
	TB 9-1730E-1



	
	TB ORD 505
	
	TB 9-2855-29



	
	TB ORD 509
	
	TB ORD 457



	
	TB ORD 513
	
	TB ORD 459



	
	TB ORD 545
	
	TB ORD 461



	
	TM 9-1730E
	
	TB ORD 462



	
	TM 9-7017-5
	
	TB ORD 489



	M41A1 (T41E2)
	LO 9-7016
	
	TB ORD 491



	
	MWO ORD G1-W41
	
	TB ORD 498



	
	MWO ORD Gl-W42
	
	TB ORD 508



	
	MWO ORD Gl-W51
	
	TB ORD 510



	
	MWO ORD Gl-W56
	
	TB ORD 515



	
	MWO ORD G251-W4
	
	TB ORD 516



	
	TB 9-730-2
	
	TB ORD 537



	
	MWO ORD G251-W8
	
	TB ORD 545



	
	TB 9-730-2
	
	TB ORD 546



	
	TM 9-730
	
	TB ORD 571



	
	TM 9-7017-6
	
	TB ORD 578



	
	TM 9-7017-5
	
	TM 9-718A



	90-mm gun
	
	
	TM 9-1730E



	M47
	LO 9-7010
	M48 (T48)
	LO 9-7012



	
	MWO ORD GI-W37
	
	MWO ORD G1-W38



	
	MWO ORD G0-W83
	
	MWO ORD G1-W58



	
	MWO ORD G1-W39
	
	MWO ORD G1-W61



	
	MWO ORD Gl-W45
	
	TB 9-718B-1



	
	MWO ORD G1-W48
	
	TB 9-718B-2



	
	MWO ORD G1-W49
	
	TB 9-2853-8



	
	MWO ORD G1-W52
	
	TB ORD 508



	
	MWO ORD G1-W53
	
	TB ORD 537



	
	MWO ORD Gi-W55
	
	TB ORD 545



	
	MWO ORD G1-W58
	
	TB ORD 546



	
	MWO ORD G1-W61
	
	TM 9-2800-1



	
	MWO ORD G262-WI
	
	TM 9-7012



	
	MWO ORD G262-W2
	
	TM 9-7013-1



	
	MWO ORD 0262-W3
	
	MWO ORD G1-W58



	
	MWO ORD G262-W5
	120-mm gun
	



	
	MWO ORD G262-W6
	T43E1
	LO 9-7014



	
	MWO ORD G262-W7
	
	MWO ORD Gl-W61



	
	MWO ORD G262-W8
	
	TM 9-2800-1



	
	MWO ORD G262-W9
	
	TM 9-7014



	
	MWO ORD G262-W10
	Tape
	



	
	MWO ORD G262-Wll
	Electrical insulation
	TB SIG 525



	
	MWO ORD G262-W12
	TL-600/O
	TB SIG 252



	
	MWO ORD G262-W13
	TL-636/U
	



	
	MWO ORD G262-W14
	Gummed teletype
	



	
	MWO ORD G262-W15
	ui-inch
	SB 11-86



	
	MWO ORD G262-W16
	Tape bridges
	TM 11-377



	
	MWO ORD G262-W17
	M U-481/U
	TM 11-377



	
	MWO ORD G262-W18
	M U-481/U
	TM 11-377



	
	MWO ORD G262-W19
	M U-481B/U
	



	
	MWO ORD G262-W20
	Tape keying and recording equip
	



	
	MWO ORD G262-WV21
	ment
	TM 11-377



	
	TB 9-718A-1
	High-speed automatic telegraph
	



	
	TB 9-718A-2
	Tape pullers
	TM 11-431



	
	TB 9-718A-3
	Communication systems
	



	
	TB 9-718A-4
	De Lisser Models
	TM 11-2514



	
	TB 9-718A-6
	TP-100
	



	
	TB 9-718A-7
	MX-442/U
	TM 11-377

TM 11-5532



	
	TB 9-718A-8
	TH-10/U
	TM 11-2514



	
	TB 9-718A-9
	TT-2/TG
	



	
	TB 9-718A-10
	Tape reels
	TM 11-377





MX-480/U

TM 11-377

TB 9-718A-11










	Tape relay systems
	
	Telegraph service-Continued
	



	Semiautomatic
	teletypewriters
	Payment when original messages
	



	
	TM 11-2212
	are lost
	TB 14-504-1



	Tape winder
	
	Payments
	TM 14-504



	Postal telegraph
	
	Suspension raised
	TB 14-504-1



	925-A

Taps
	MWO S:

IG 11-2212-1
	Telegraph systems
	



	Maintenance; care
	TM 9-867
	Change in series
	TB SIG 267



	Target ranges
	
	Electrical engineering

Submarine cable
	TM 11-486



	Target rocket projectors.
	(See Pro
	Telegraph terminal sets
	TM 11-2092



	Jectors, Target rocket.)
	
	AN/FOG-5
	



	Targets
	
	
	MWO S]

IG 11-2238-1

MWO SIG 11-2238-2



	Lay-outs
	TM 9-855
	
	MWO SIG 11-2238-4



	Location; construction
	TM 9-855
	
	TB SIG 249



	Targets, Pilot balloon
	
	
	TM 11-2238



	ML-306/AP; 307/AP; 307A/AP;
	
	Improving ventilation
	



	307B/AP; 309/AP; 350/AP
	TB SIG 191
	
	MWO SIG 11-2238-5



	Targets, Radar calibration
	
	AN/TCC-1
	TM 11-2206



	TS-88/OP
	TB SIG 191
	TC-22
	



	Targets, Small arms
	
	Serviceability standards
	SB 11-100-81



	Wooden components
	
	TC-22-B
	TM 11-355



	Local fabrication
	TB 9-855-1
	Telegraph terminals
	



	Technical bulletins, QM
	
	AN/FCC-7
	M

WO SIG 165



	Distribution and numbering
	TB QM 1
	AN/TCC-4
	I

'B SIG 239-6



	Technicians
	
	
	'B SIG 555-7



	Clinical psychology
	
	CF-2-A
	MWO

SIG 11-355-2



	Mission;

function;
	pro
	
	TM 11-355



	cedures
	i MED 241

TI
	
	TM 11-4401



	Dental
	TM 8-226
	CF-2- B
	MWO S]

IG 11-335B-1



	Medical
	TM 8-230
	
	MWO SZ

IG 11-355B-2



	Orthopedic
	
	
	TM 11-4402



	Guide manual
	TM 8-231
	CF-6
	MWO S

;IG 11-2009-1



	Pharmacy
	TM 8-233
	
	MWO S

SIG 11-2009-2



	Psychiatric social work
	TM 8-241
	
	TM 11-2009



	Surgical
	TM 8-230
	
	TM 11-4402



	Veterinary
	TM 8-4,50
	TH-i/TCC-1
	MWO S

JIG 11-2206-1



	X-ray
	TM 8-280
	
	TM 11-2206



	Telectro
	
	
	TM 11-4413



	THS-215
	MWO SI

IG 11-704-1
	TH-5/TG
	



	Telegraph

adapters.

(See
	Adap
	Serviceability standards
	S

1B 11-100-118



	ters, Telegraph.)
	
	Telegraph transmission
	



	Telegraph central office sets
	
	Principles
	TM 11-475



	TC-3
	MWO S.

IG 11-358-2
	
	TM 11-655



	
	TM 11-358
	Telegraphy
	



	Telegraph equipment
	
	Fundamentals
	TM 11-498



	Abbreviations; symbols; terms
	TM 11-758
	
	TM 11-655



	Telegraph

packaged
	equipments.
	Telephone carrier systems
	



	(See Packaged equipments, Tele
	
	Planning, installation, operation,
	



	graph.)
	
	maintenance
	TM 11-2150



	Telegraph printer sets

EE-97
	
	Telephone central office sets
	



	EE-98
	TM 11-354
	TC-i
	M

WO S1G 38



	Telegraph repeaters
	TM 11-354
	
	MWO Sl1

83



	OA-3/FO
	
	
	TM 11-335



	OA-6/FC
	TM 11-2032

VO SIG 61
	TC-2
	MWO SIG 11-340-2



	TC-18
	MN

MWO SI(
	
	TM 11-340



	
	3 11-2004-2

TM 11-2004
	TC-4
	TM 11-332



	Serviceability standards
	SB 11- 100-76
	Serviceability standards

TC-10
	SB 11-100-56



	TC-19S
	MWO SI

11-2005-1
	
	MWO SIG 38

MWO SIG 83



	
	TM 11-2005
	
	TM 11-338



	Serviceability standards
	SB 11-100-75
	TC-10-A
	MWO SIG 11-338-1



	TO-30
	MWO SIG 11-2004-1
	
	TM 11-338



	TG-31
	MWO SIG 11-2005-2
	TC-12
	TM 11-336



	
	TM 11-4411
	Serviceability standards
	SB 11-100-56



	TH-7/FG
	TM 11-2231
	Telephone central offices
	



	Telegraph service
	
	AN/TTC-7
	



	Bills, supporting evidence
	TB 14-504-1
	Dialing and

operating
	fa



	Congratulatory messages
	TB 14-504-3
	cilities
	MWO SIG 11-2146-1



	Official messages
	TB 14-504-4
	
	TM 11-2146














	Telephone central offices-Con.
	
	Telephone terminals
	




	AN/TCC-10
	TM 11-340
	AN/TCC-3

MWO
	SIG 11-618-1



	Installation
	TM 11-471
	MWO
	SIG 11-2601-7



	Maintenance
	TM 11-473
	
	MWO SIG 88



	Telephone circuit
	
	
	MWO SIG 92



	TA-226/TTC
	MWO SIG 11-2146-1
	
	TB SIG 239-5

TB SIG 555-3



	Telephone distribution frames. (See
	
	
	TB SIG 239-8



	Frames, Telephone distribution.)

Telephone engineering
	
	AN/T C C-7
	TM 11-2139



	Outside plant
	TM 11-2261
	
	TM 11-2150



	Telephone equipment
	
	AN/TCC-14
	TB SIG 239-9



	Abbreviations; symbols; terms
	TM 11-758
	CF-l-A
	TM 11-4400



	AN/OSS-1
	
	Serviceability standards
	SB 11-100-100



	Modification of radar sur
	
	CF-i-B
	



	veillance central
	MWO SIG 11-1162-1
	Serviceability standards
	SB 11-100-100



	equipments.

Telephone

packaged
	
	Telephone test sets
	TM 11-2143



	(See Packaged equipments, Tele
	
	TS-712/TCC-ll
	TM 11-2150



	phone.)
	
	Telephone transmission

(long dis
	



	Telephone receivers

Disposition
	TB SIG 137
	tance)
	



	Telephone relay racks.

(See Racks,
	
	Principles
	TM 11-475



	Telephone relay.)
	
	Telephone transmitters
	



	Telephone repeater sets
	
	Disposition
	TB SIG 137



	TC 23-A (carrier)
	TM 11-341
	Telephone units
	



	TC-29-A
	TM 11-348
	MWO

EE-105
	SIG 11-2014-1



	Telephone repeaters
	
	
	TM 11-2014



	AN/TCC-5
	MWO SIG 120
	Serviceability standards
	SB 11-100-114



	
	TM 11-2136
	Telephones
	



	AN/TCC-8
	TM 11-2140

TM 11-2150
	Central office equipment

also Dial central office equip
	(see



	AN/TCC-11
	TM 11-2148
	ment).
	



	
	TM 11-2150
	Substitute
	TM 11-2002



	AN/TCC-21
	TM 11-2140
	EE

-8
	MWO SIG 177



	
	TM 11-2150
	
	TB SIG 193



	AN/TCC-22
	TM 11-2136
	
	TM 11-333



	CF-3-A
	TM 11-4403
	Serviceability standards
	SB 11-100-6



	EE-89
	
	EE-8-(*)
	MWO SIG 11-333-2



	Serviceability standards
	SB 11-100-72
	
	MWO SIG 11-333-3



	EE-89-A
	TM 11-2006

TM 11-4407
	Securing

handset cord
	MWO SIG 11-333-4



	OA-7/FC
	TM 11-2028
	EE-8-A
	TB SIG 193



	OA-8/FC
	TM 11-2028
	
	TM 11-333



	OA- /FC
	TM 11-2023
	Serviceability standards
	SB 11-100-6



	OA-10/FC
	TM 11-2025
	EE-8-B.
	MWO SIG 11-333-1



	TA-126/GT
	SB 11-100-130
	
	TB SIG 193



	TC-29
	
	
	TM 11-333



	Serviceability standards
	SB 11-100-73
	Serviceability standards
	SB 11-100-6



	TC-37
	TM 11-2008
	EE-105-(*)
	MWO SIG 11-2014-1



	TP-14
	TM 11-2007

TM 11-4412
	Installation

Kellogg type
	TM 11-471



	Types
	TM 11-679
	4901-A
	MWO SIG 145



	Telephone service
	
	TA-105/FTC
	MWO SIG 145



	Payments
	TM 14-504
	TA-264/PT
	TM 11-2059



	Telephone sets
	
	TP-3
	TB SIG 193



	ML-110
	TM 11-334
	
	TM 11-2043



	TA-43/PT
	TM 11-337
	Serviceability standards SB 11-100-86
	



	Serviceability standards
	SB 11-100-128
	TP-9
	TM 11-2059



	TA-264
	
	Telephones, Field
	



	Serviceability standards
	SB 11-100-131
	Soviet type
	



	TP-9
	
	TABIP
	TB SIG F-204-RU

TB SIG F-201-RU



	Serviceability standards
	SB 11-100-131
	TAI-43
	



	Telephone substations
	
	Telephony
	TM 11-498



	Installation
	TM 11-474
	Fundamentals
	TM 11-678



	Telephone systems
	
	
	



	Change in series
	TB SIG 267

TM 11-486
	Telescope adapters.

(See Adapters,

Telescope.)
	



	Electrical engineering
	
	
	



	Telephone terminal sets

TC-21-A; -B
	TM 11-341
	mount

holders.

Telescope

Holders, Telescope mount.)
	(See














	Telescope

mounts.
	(See Mounts,
	Telescopes, ElbowContinued
	




	Telescope.)
	
	M16; 16A1C; 16AID
	MWO ORD F197-W3



	Telescopes
	
	
	TM 9-1604



	M7
	TM 9-1603
	
	TM 9-2300



	
	TM 9-1606
	M16AlF; M16AIG
	TM 9-1604



	
	TM 9-2300
	
	TM 9-2300



	M18
	TM 9-1603
	M16A1N
	TB ORD 429



	
	TM 9-2300
	
	TM 9-1604



	M31
	TM 9-1539

TM 9-2300
	
	TM 9-2300



	M38A2
	TM 9-6113
	M17
	MWO ORD F231-WI



	M39A2
	TM 9-6117
	
	MWO SIG 11-2534-1

TM 9-1604



	M40A2
	TM 9-6113
	M24
	MWO ORD F224-W1



	M47A2
	TM 9-6113
	M24A1
	TB ORD 429



	M60; M60A1C; M60A1D
	TM 9-6047
	
	TM 9-1604



	M69
	TM 9-1603
	
	TM 9-2300



	M69C; M69F; M69G
	TM 9-2300
	M26
	MWO ORD F224-W1



	M70
	TM 9-1603
	M26A1
	TM 9-1604



	M70C
	TM 9-2300
	
	TM 9-2300



	M70D; M70F; M70R
	TM 9-2300
	M29
	MWO ORD F197-W3



	M71

M71C; M71D
	TM 9-1603

TM 9-2300
	M29A1
	MWO ORD F197-W3



	M71G
	MWO Ol

RD F235-W5
	M62
	TM 9-1604

TM 9-2300



	M71K
	MWO 01

RD F235-W5
	M75C
	LO 11-1466-1



	
	TM 9-2300
	
	TM 9-1604



	M71N; M71P
	TM 9-2300
	M75D
	TM 9-1604



	M73B1
	TM 9-1603
	Telescopes, Observation
	



	Mi6
	TM 9-1603
	M4
	MWO ORD F173-WI



	M76C; M76F; M76G
	TM 9-2300
	M48
	TM 9-575



	M77C; M77F; M77G; M77H
	TM 9-6113
	
	TM 9-1556



	M79E1
	TM 9-1603
	
	TM 9-2300



	M81

M82
	TM 9-1603
	M49
	TM 9-575



	'M83C; M83D; M83F
	TM 9-1603

TM 9-2300
	
	TM 9-1556



	M84
	TM 9-6131
	Telescopes, Panoramic
	TM 9-2300



	M85
	TM 9-1603
	Adjustments
	OFSTB 300-12



	M85C
	TM 9-2300
	German Models
	OFSTB 500-1



	M860
	MWO ORD F235-W7
	M1
	TM 9-6111



	
	TB 9-314-2
	
	TM 9-2300



	
	TM 9-1603
	M2
	TM 9-6111



	
	TM 9-2300
	M8
	TM 9-1554



	M86F
	MWO ORD F235-W6
	M12
	MWO ORD F214-W2



	M9OC
	TB 9-314-2

MW.

ORD F352-WV1
	
	WMO ORD F214-'W3



	M91C (T152)
	TM 9-6043
	
	TM 9-2300

TM 9-2300



	M97 (T156)
	TM 9-6031
	M12A2; M12A5; M122
	TM 9-6111

A6



	MI-146
	TM 11-423
	
	TM 9-2300



	T106
	TM 9-1603
	M12A7C, D, F, G, H
	TM 9-6147



	T126E3
	TM 9-1603
	M12A7K (M12A7E4)
	TM 9-6147



	T127E3
	MWO ORD F352-W1
	Telescopic sights.
	(See Sights, Tel



	T130E2
	TM 9-1603
	escopic.)
	



	Conversion
	MWO ORD F235-W6
	Teletypewriter equipment
	



	T152

T156 (M97)
	MWO ORD F343-WV1
	Keyboard transmitting mecha
	



	T156E1
	MWO ORD F235-Wll

TM 9-6031
	nism

Kleinschmidt Models
	TM 11-2270



	3-inch (M1904; M1904MI;
	
	Repeater mixers
	



	M1904MII)
	TM 9-2300
	AN/FGQ-1
	MWO SIG 166



	Telescopes, Battery commander
	
	Transmitting-distributor mech
	



	M65
	TM 9-575
	anisms
	



	
	TM 9-1580
	Kleinschmidt Models
	TM 11-2271



	
	TM 9-2300
	Types
	TM 11-655



	M1915; M19151
	TM 9-575
	Weather keyboard
	MWO SIG 58



	
	TM 9-2300
	Teletypewriter operators

Teletypewriter page printers
	TM 11-464



	
	
	Eleinschmidt Models
	TM 11-2272



	Telescopes, Elbow
	
	Teletypewriter paper rolls
	



	M1A1
	TM 9-1604
	Treatment
	TB SIG 210



	M6A1
	TM 9-1604
	Teletypewriter printers.
	(See Print



	
	TM 9-2300
	ers, Teletypewriter.)
	














	Teletypewriter repeater sets
	
	Teletypewriters-Continued
	




	AN/FGC-7A
	TM 11-2247
	Teletype Models-Continued
	



	Teletypewriter service
	
	)

TT-7-(
	TB SIG 271



	Payments
	TM 14-504
	TT-7/FG
	IWO SIG 56

MV



	Teletypewriter sets
	
	
	M

WO SIG 152



	AN/FGC-4
	MWO SIG 56
	
	M

WO SIG 166



	AN/GGC-3
	
	
	TM 11-2216



	Serviceability standards
	SB 11-100-136
	TT-8/FG
	tWO SIG 97

IV

M



	
	TB SIG 555-9
	
	WO SIG 152

TM 11-2216



	AN/PGC-1
	MWO SIG 11-2235-1

SB 11-157
	TT-10/FG
	TM 11-2210



	
	SB 11-169
	TT-37-( )
	TB SIG 271



	Standardization
	TB 34-9-53
	TT-55/MGC
	TM 11-352



	
	TB SIG 555-3
	TT-61/FG
	TM 11-2236



	
	TM 11- 2235
	TT-61( )/TG
	SB 11-145



	)

AN/PGC-(
	SB 11-145
	Teletypewriters, Reperforator
	



	AN/TGC-1;-IA;-lB
	MWO SIG 11-2203-2
	TC-16
	TM 11-2201



	
	MWO SIG 11-2203-3
	Serviceability standards
	SB 11-100-83



	
	MWO SIG 11-2203-5
	TC-17
	TM 11-2201



	
	MWO SIG 11-2203-6
	Teletypewriter tables.
	(See Tables,



	
	TM 11-2203
	Teletypewriter.)
	



	AN/TGC-C1
	MWO SIG 11-2203-4
	Temperature humidity evaluators
	



	
	N4,WO SIG 11-2203-5
	ML-420/AMT-4
	SB 11-160



	
	MWO SIG 11-2203-6
	Tent heaters.
	(See Heaters, Tent.)



	
	TM 11-2203
	Tents, Command post
	



	AN/TGC-3
	TM 11-2214
	M1945
	SB 11-163



	AN/TGC-4
	MWO SIG 11-2212-1
	Terminal boxes
	



	EE-97-A
	TM 11-354
	J-74/MPM
	TM 11-1221



	EE-98-A
	TM 11-354
	TA-125/GT
	TM 11-2138



	EE-102
	TM 11-354
	Terminal equipments

Radioteletype
	



	Typing reperforator 10.4A and
	TM 11-2219
	AN/FG C-1; -1C; -IX
	TM 11-356



	10.5A, Model 14

Teletypewriters
	
	Terminal sets, Radio
	



	AN/TGC-4
	MWO SIG 11-2212-2
	AN/TRC-11 (XC-3)
	TM 11-618



	Characteristics
	TM 11-655
	Terminal sets, Telegraph
	



	Circuits and equipment
	TM 11-680
	AN/FGC-5
	MWO S

IG 11-2238-6



	Interoperation with British tele
	
	Terminals
	



	printer
	TB SIG 230
	Telegraph-telephone
	



	Page printers
	MWO SIG 60
	AN-TCC-14
	3 SIG 555-11

TI



	Repeater-mixer
	
	Standardization
	TB 34-9-55



	AN/FGQ-1
	TM 11-2209
	
	TM 11-2239



	Semiautomatic tape relay
	MWO SIG 42
	Terminals Carrier
	



	Tape relay systems
	TM 11-2212
	OA-4FC
	MWO SIG 11-2205A-2



	Teletype Models
	
	
	MWO SIG 61



	15; 19
	MWO SIG 11-352-2
	
	TM 11-2024



	
	MWO SIG 56
	OA-SFC
	MWO SIG 11-2205A-2



	19
	MWO SIG 166
	
	MWO SIG 61



	TG

r-7-B
	MWO SIG 11-352-1
	
	TM 11-2024



	
	TM 11-352
	OA-11/FC
	MWO SIG 61



	TG

3-37-B
	MWO SIG 11-352-1
	
	TM I1-2023



	
	MWO SIG 82
	OA-12/FC
	MWO SIG 61



	
	MWO SIG 97
	
	TM 11-2023

TM 11-2025



	A-4/TG
	TM 11-352

MWO SIG 59
	OA-13/FC

OA-63/FRC-10
	TM 11-2132



	T'I
	TM 11-2234
	OA-64/FRC-10
	TM 11-2132



	Open line correction
	TB 11-2234-1
	Terminals, Repeater
	



	Serviceability standards
	
	TG-30
	TM 11-4410



	TT
	SB 11-100-99

SB 11-145
	Terminals, Telegraph
	



	'-4 ( )/TG
	TB SIG 271
	AN/FCC-3
	MWO SIG 11-2205A-2



	TT-4A/TG
	
	AN/FCC-7
	MWO SIG 11-2205A-2



	Open line correction
	TB 11-2234-1
	AN/FCC-8
	MWO SIG 11-2205A-2



	
	Serviceability standards SB 11-100-99
	AN/TCC-4
	TM 11-2242

TM 11-2242



	TT-s/FG
	MWO SIG 56
	AN/TCC-20
	



	
	MWO SIG 152
	Terminals, Telephone
	



	
	TM 11-2215
	AN/TCC-3
	TM 11-2142

TM 11-2142



	TT-6/FG
	MWO SIG 97
	AN/TC C-23
	



	
	MWO SIG 152

TM 11-2215
	Termites

C ontrol
	TM 5-632














	Terrain models
	
	
	




	Training aid kits
	TM 5-9991
	Test sets-Continued

Electron tubes-Continued
	



	Terrains
	
	TV-7/U
	MWO SIG 11-5083-2



	Muddy
	
	
	MWO SIG 11-5083-3



	Crossing equipment
	TB 5-256-1
	
	MWO SIG 11-5083-4



	Test

antennas.

(See
	Antennas,
	
	MWO SIG 11-5087-1



	Test.)
	
	
	TB 11-5083-1



	Test boards
	
	
	TM 11-5083



	BD-101
	TM 11-2063
	Espey Models
	



	Test cases

CS-81-A; -B; -D; -E
	
	100
	TM 11-2637



	Test equipment
	MWO SIG 11-311-1
	1-48-B
	TM 11-2050



	Directory
	TM 11-487H
	I-49

I-51; -A
	TM 11-2019



	Electronic
	TM 11-664
	I-51-C
	TM 11-379

TM 11-379



	IE-9-C
	TM 11-5026
	I-56-A
	TB SIG 169



	IE-17-A through -D
	MWO SIG 11-311-1
	I-56-C
	MWO SIG 11-303-2



	IE-17-E
	MWO

SIG 11-311-1
	
	MWO SIG 11-303-3



	
	TM 11-311
	
	TB 11-303-1



	Maintenance instruction hand
	
	
	TB SIG 169



	book
	TM 11-5053
	
	TM 11-303



	Oscillator
	
	I-56-D
	MWO SIG 11-303-2



	RC-93-A
	TM 11-5015
	
	TB 11-303-1



	TS-30/FMQ-1

Test equipment, Radar
	TB 11-2403-3
	
	TB SIG 169



	Application,
	description,

and
	I-56-E
	TM 11-303



	performance characteristics
	TM 11-1200
	
	TB SIG 169

TM 11-321



	TS-295/UP
	TM 9-9618
	I-56-H
	MWO SIG 11-303-2



	Test flights
	
	
	TB 11-303-1



	Army aircraft
	TB AVN 1
	
	TB SIG 169



	Testing kits.

(See Kits, Testing.)
	
	
	TM 11-303



	Test

oscillators.

(See
	Oscillators,
	I-56-J
	MWO SIG 11-303-2



	Test.)
	
	
	TB 11-303-1



	Test racks (valves)
	
	
	TB SIG 169



	Westinghouse

Air

Models
	Brake

Co
	
	TM 11-303



	3T
	TM 55-2005
	I-56-L

I-61-B through-E
	TB SIG 169



	6 ET
	TM 55-2001
	I-83-A through -K
	TM 11-346

TM 11-2506



	511588
	TM 55-2023
	1-142
	MWO SIG 11-2062-1



	Test samples
	
	1-142-A; -B
	MWO SIG 11-2062-1



	Radioactive
	
	I-142; -A; -B
	TM 11-2062



	MX-1173fUD
	TB SIo 226-5
	I-157-A
	TM 11-1209



	Test sets
	
	I-181; -A; -B
	TM 11-2036



	AN/FCM-4
	TM 11-2033
	I-193-A; -B; -C
	TM 11-2513



	AN/FSM-3

AN/GPM-1
	TM 11-2606
	I-199; -A
	TM 11-2604



	AN/MPM-2
	TM 11-1080

TB SIG 182
	1-209-A
	TM 11-2501



	
	TB SIG 188
	1-209-B
	TB 11-2501-1

TM 11-2501



	
	TM 11-1211
	I-236; -A
	TM 11-2056



	AN/MPM-3
	TB SIG 182
	Quartz crystal unit
	



	AN/MPM-5
	TB SIG 182
	AN/TSM-2
	TM 11-2672



	
	TB SIG 188
	Ray Jefferson Models
	



	
	TM 11-1221
	AF-30
	TM 11-2674



	AN/MPM-6
	TM 11-1248
	TS-2/TO
	TM 11-2208



	AN/MPM-7
	TM 11-1241
	TS-2A/TG
	TM 11-2208



	AN/MPM-15

AN/MPM-20
	TM 11-1255
	TS-2B/TO
	TM 11-2208



	
	TB 11-1540-7

TM 11-1253
	TS-26/TSM
	TM 11-2017



	AN/MPM-23
	MWO SIG 11-1250-1
	TS-26A/TSM

TS-27/TSM
	TM 11-2017



	
	SB 11-154
	
	MWO SIG 11-2057-1

TM 11-2057



	
	TM 11-1250
	TS-27B/TSM
	TM 11-2057A



	AN/URM-3
	
	TS-117/OP
	TM 11-2538



	Standardization
	TB 34-9-44
	TS-136/FSM-1
	TM 11-2676



	Crystal rectifier
	
	TS-137/FSM-1
	



	TS-268/U
	TM 11-1242
	TS-139/FSM-1
	TM 11-2677



	
	TM 11-1253
	TS-140/PC M
	TM 11-2679



	TS-268B/U

Electron tubes
	TM 11-1255
	
	TM 11-2096



	TV-7/U
	MWO SIG 11-5083-1
	TS-147/UP
	TM 11-1247



	
	
	TS-151/FSM-1
	TM 11-2663












	Test sets-Continued
	Testers, Air brake



	TM 11-1241

TS-159/TFX
	Westinghouse Air Brake Co.



	TM 11-1243
	TM 55-2006

Freight and passenger types



	TM 11-1255
	Testers, Battery



	TM 11-1241

TS-216/TPL-1
	TM 9-834

Allen Electric Co. Models 3-41



	TM 11-2523

TS-269/UR
	Hoyt Electric Co. Models



	TM 11-2523

TS-269A/UR
	TM 9-834

CT-6



	
	TM 11-2571



	MWO SIG 11-2628-1

TS-284/UR
	TS-183/U; 183A/U



	TM 11-2628
	MWO SIG 11-2571-1

TS-183B/U



	TM 11-2628

TS-284A/UR
	TM 11-2571



	SB 11-137

TS-297/U
	Testers, Circuit



	TM 11-2659
	.Electric Heat Control Co. Models



	TS-303/G
	TM 9-834



	TM 11-2659

TS-303A/G
	1-41



	TM 11-2659

TS-303B/G
	TM 9-834

1-42



	TM 11-2674

TS-314/FSM-1
	Heyer Products Co. Models



	TM 11-2217

TS-383/GG
	TM 9-834

M-1



	; TM 11-2217
	TM 9-1834D

Testers, Distributor



	TS-383A/GG
	



	TM 11-2069

TS-420/U
	Joseph Weidenhoff Models 1059 TM 9-9102-1



	TM 11-2069

TS-420A/U
	Lanagan & Hoke Models 500

TM 9-834



	TM 11-2069

TS-420B/U
	Testers, Insulation



	MWO SIG 11-5014-1
	TM 5-4213

Megger crank type No. 21-J



	TS-538/U
	'



	TM 11-5014
	Testers, Stabilizer circuits



	MWO SIG 11-5014-1

TS-538A/U
	TB 9-307-3

Operating instructions



	TM 11-5014
	TM 9-654

Testers, Stereoscopic M1Al



	MWO SIG 11-5014-1

TS-538B/U
	Testing apparatus, Electrical



	TM 11-5014
	TM 9-1672

Fire control equipment



	TM 11-2419

TS-555/GMQ-2
	Testing equipment



	TM 11-5021

TS-654/GRR-1
	American Bosch Models



	TM 11-5022

TS-655/GRR-1
	TB 5-9935-1

TSE-7664D



	TM 11-5069

TS-737/U
	Testing plugs



	
	Oil pressure



	MWO ORD Y18-W1

XM19
	



	Test sets, Electron tube
	TB 9-718-9

Removal



	TV-2/U
	Tetryl



	TM 11-5087

TV-6/U
	TM 9-2900

Properties



	Correction of roll chart

MWO SIG 160
	Textiles



	
	TSC group 83



	Test sets, Radar
	



	AN/MPM-23
	Catalog identification guide

SB 708-383



	Requisitioning

SB 11-154
	TM 10-267

Repair



	AN/MPM-24
	Thai (Siamese) language



	Requisitioning

SB 11-162
	TM 30-331

Guide



	TM 11-1249

AN/UPM-33
	TM 30-631

Phrase Book



	Test units
	Thailand



	
	TB MED 63

Medical and sanitary data



	TM 11-2626

1-176; -A; -B
	



	1-236
	Theaters of operations



	Replacement

SB 11 137
	TM 12-205

Postal service



	Tester units
	Theaters, Oversea



	TM 9-9617

17-T-5502 75
	Return

chemical

warfare

of



	
	SB 3-19

materiel



	Testers
	



	Amplifier
	Theodolites



	TM 9-9614

17-T-5504-125
	MWO SIG 11-423-1

ML-47-(*)



	Contact and zero set
	ML-47-C through -R

TM 11-423



	TM 9-9606

17-T-5505-60
	MWO SIG 11-423-1

ML-247



	
	TM 11-423



	Control systems
	LO 11-2534-1



	TM 9-9603

17-T-5505-63
	MX-194/TVQ- 1



	Electronic rate generator
	TM 11-2534



	TM 9-9610

17-T-5519
	LO 11-2534-1

PH-BC-33



	Modulator amplifiers
	TM 11-2534



	TM 9-9609

17-T-5538
	PH-BD-33

LO 11-2534-2



	
	MWO SIG 11-2534-1



	Null voltage
	MWO SIG 11-2534-2



	TM 9-9615

17-T-5546-200
	



	TM 9-9615

17-T-5546-210
	MWO SIG 11-2534-3



	Oscillators
	TM 11-2534



	TM 9-9608

17-T-5546-300
	TM 11-2534

PH-BE-33



	Rectifier and voltage regulator
	LO 11-2534-2

PH-BF-33



	
	LO 11-2534-1

PH-BG-33



	TM 9-9616

17-T-5547-350
	



	Tracking receiver
	MWO SIG 11-2534-1



	TM 9-9611

17-T-5515
	TM 11-2534



	Triplett Models
	PH-BH-33

LO 11-2534-2



	MWO SIG 11-303-3

1183-SC
	TM 11-2534














	Theodolites-Continued

PH-BJ-33
	TM 11-2534
	Time schedule guides-Continued

Automotive maintenance-Con
	



	Therapy
	
	Diamond T Trucks
	TB 9-1859-12



	Antibiotic
	TB MED 9
	Dodge trucks
	TB 9-1859-7



	Nutritional
	TB MED 239
	Prime mover trucks
	TB 9-1859-18



	Occupational
	
	Tractor trucks
	TB 9-1859-13



	Basic principles
	TM 8-291
	
	TB 9-1859-16



	Physical
	
	
	TB 9-1859-19



	Lower extremity amputees
	TM 8-293
	Tractor trucks (ponton)
	TB 9-1859-14



	Orthopedic and amputees

Rest
	TB MED 10

TB MED 236
	Utility trucks
	TB 9-1859-1



	Surgical
	
	Timers (exposure)
	TB 9-1859-20



	Orthopedics and amputees
	TB MED 10
	PH-426-A
	TM 11-404A



	Thermal burns.

(See Burns, Ther
	
	PH-550/GF
	TM 11-2395



	mal.)
	
	Photrix Models
	



	Thermocouple and dipole assembly
	TM 11-1255
	1528
	TM 11-2395



	Thermocouple and dipole units
	TM 11-1253
	Timers, Interval
	



	Thermographs
	
	FN-5 (1)
	TB SIG 275



	ML-77; -A
	TM 11-426
	Timing sets
	



	ML-277; -A

Thermometers
	TM 11-426
	ML-110

Timing units
	TM 11-334



	ML-4
	TM 11-2417
	TD-8/GRD-1
	LO 11-2693



	ML-5
	TM 11-2417
	TD-8/GRD-1A

MWO
	SIG 11-2693-3



	Thermometers, Electrical
	
	Tipdozers
	



	Hermetically sealed
	TO 5E6-3-1-73
	Gar Wood Models
	



	Thermometers, Thermocouple
	TM 1-05-40D-21
	CT-153
	TM 5-1215



	Thermostat retainers
	
	Tire chains.

(See Chains, Tire.)
	



	Installation
	TB 9-804-5
	Tire tubes.

(See Tubes, Tire.)
	



	Throttle control lever

Installation
	TM 1-1-13-501
	Tires

FSC group 26
	



	Thrust

bearings.

Bearings,

(See
	
	Catalog identification guide
	SB 708-326



	Thrust.)
	
	Pneumatic
	



	Ticks
	
	Maintenance; care
	TM 9-1870-1



	Control
	TM 5-632
	
	TM 31-200



	Tidal observation
	TM 5-235
	Repair; retread
	TB 9-1868-5



	Tie tampers.

(See Tampers, Tie.)
	
	
	TM 9-1868



	Tiltdozers

LeTourneau Models
	
	Storage and shipment
	SB 9-43



	A4
	TM 5-3138
	Y4- and 1-ton trailers

11.00 x 20 (inflation pressure)
	SB 9-84

TB ORD 492



	A4(SP)
	TM 5-1226
	Tires, Aircraft
	



	A-6
	TM 5-1217
	Dismomlting; mounting; infla
	



	Tiltingblades
	
	tion
	TM 1-4T-1-2



	LeTourneau Models
	
	TNT.

(See Trinitrotoluene (TNT).)
	



	A4
	I

TB 5-3140-1
	Toasters
	TM 5-636



	
	TM 5-3122
	Toiletries
	



	Timber
	TM 5-3140
	FSC group 85
	



	Classifications
	TM 5-226
	Catalog identification guide

Toll observing equipments
	SB 708-385



	Qualities
	TM 5-226
	ADW-BM-100
	TM 11-2013



	Timber saws.

(See Saws, Timber.)
	
	Tone keyers
	



	Time control equipment
	
	Boehme Models
	



	RC-133
	TM 11433
	Type 6E, series B
	TM 11-376



	Time interval apparatus
	
	Tone keying units
	



	EE-86-A
	LO 11-445
	KY-7A/FRT
	TM 11-2669



	Time schedule guides
	I1M 11-445
	Tone warning groups
	



	Automotive maintenance
	
	OA-145/OT
	



	Amphibian trucks
	TB 9-1859-6
	
	TM 11-2088



	Bomb service trucks
	TB 9-1859-9
	Serviceability standards
	SB 11-100-132



	Cargo trucks
	TB 9-1859-2
	Tool and cutter grinders. (See Grind
	



	
	TB 9-1859-3
	ers, Tool and cutter.)
	



	
	TB 9-1859-4
	Tool equipments
	



	
	TB 9-1859-5
	TE-41
	



	
	TB 9-1859-10

TB 9-1859-11
	Additional tools

TE-45-A conversion to TE-113
	SB 11-187



	
	TB 9-1859-17
	TE-46

conversion

to TE-114,
	SB 11-54



	Command

reconnaissance
	
	TE-111 and TE-112
	SB 11-56



	trucks
	TB 9-1859-8
	TE-47

to TE-114,

conversion
	



	Corbitt trucks
	TB 9-1859-15
	TE-111 and TE-112
	SB 11-56













	Tool equipments-Continued
	
	Torus covers




	TE-49
	SB 11-183
	TB ORD 530

Requisition; installation



	Additional tools
	SB 11-184
	Tow starting procedures

TB ORD 541



	
	SB 11-187
	Tower section sets



	TE-49, conversion to TE-113
	SB 11-54
	TM 11-5073

AB-298/U



	TE-50; -50A
	SB 11-137
	Towers



	
	SB 11-157
	AB-50/MPG-1

LO 11-1466-1



	TE-50-B

TE-51
	SB 11-198
	Towers, Observation

TM 9-550



	TE-111
	SB 11-136

SB 11-183
	M1

Towers, Radio



	Additional tools
	SB 11-184
	TM 11-5073

AB-216/U



	TE-113
	SB 11-142
	Towers, Triangulation



	Additional tools
	SB 11-187
	TM 5-9413

103-foot



	TE-123
	SB 11-152
	Towing bridles



	Additional tools
	SB 11-187
	TB ORD 335

Use



	TK-3/MSM-2
	SB 11-193
	Towing machines



	
	SB 11-194
	Johnson Models



	TK-24/GF
	SB 11-150
	LO 55-3700

238-1B



	TK-25/GF
	TB SIG 205
	LO 5b-3708

244



	TK-26/GF

Additional tools
	SB 11-151

SB 11-187
	Globe Hoist Models

TME 3125

LO 55-3701



	TK-27/GF
	SB 11-133
	Winches

Towing

winches.

(See



	
	TB SIG 206
	towing.)



	Additional tools
	SB 11-187
	Toxicology



	TK-40/FSM-3
	TM 11-2606
	TM 8-233

Applications



	Tool marks and numbers
	
	(See Drills, Track.)

Track drills.



	Use in investigations
	TB PMG 14
	Track idlers



	Tool post grinders.

(See Grinders,
	
	TB 9-2830-92

Reclamation



	Tool post.)
	
	(See Presses, Track.)

Track presses.



	Tool racks
	
	Tracked

landing

vehicles.

(See



	Elimination of interference
	TB 9-840-9
	Landing vehicles, Tracked.)



	Tool sets
	
	Tracks



	MWO C

Nike, guided missile
	'RD Y15-W1
	Carriages, Gun motor



	Tank erection
	TB 5-9788-1
	TM 9-1750L

M10; M10A1

TM 9-1755B



	18

Tools, Boring
	
	76-mm gun

Tanks light



	Maintenance; care
	TM 9-867
	TM 9-1726B

M3



	Tools, hand
	
	Tank medium



	Carpentry
	TM 5-226
	TM 9-1750K

M4



	Electrical engineering
	TM 5-680
	TM 9-1727E

M5



	Engineering
	TM 5-651
	TM 9-1746B

Universal carrier, T16



	
	TM 5-653
	Tracks (railway)



	
	TM 5-727
	TB 55-275-1

Standard plans



	Maintenance; care
	TM 9-867
	Traction

equipment

(locomotive



	Plumbing
	TM 5-619
	crane)



	Rigging
	TM 5-225
	and

American

Hoist

Derrick

TM 55-2031

Models 840DE



	General purpose

Pliers, chisels, screwdrivers,
	
	Tractor plows.

(See Plows, Trac



	etc
	TM5-727
	tor.)



	Special purpose
	
	Tractors



	Awls, clamps, files, etc
	TM 5-727
	Caterpillar Models



	Machine

Tools,

Machine.

(See
	
	TB ENG 170

Failure of clutch links



	tools.)
	
	Euclid Models



	Tools, Measuring
	
	TM 5-3466

25FDT(G)



	FSC group 52
	
	and

preventive

Inspections



	Catalog identification guide
	SB 708-352
	TB QM 4

maintenance services



	Tools, Ramming and extracting

D7231655
	MWO ORD J3-W1
	Supply cataloging

Federal item identification



	Tools, Power
	
	guide

SB 708-324



	Description; data
	TM 5-727
	TB 5-9720-11

Technical data



	Tools and implements
	
	Tractors, Cargo



	Quartermaster
	
	M8E2

LO 9-7420



	Repair procedures
	TM 10-270
	MWO ORD G1-W40



	Topographic drafting.

(See Draft
	
	MWO ORD G1-W41



	ing, Topographic.)
	
	MWO ORD Gl-W42



	Torque converters.

(See Converters,
	
	MWO ORD G1-W47



	Torque.)
	
	MWO ORD Gl-W56

MWO ORD G252-Wi



	Torque specifications

Correct adjustments
	TB 9-819A-8
	TB ORD 509














	Tractors, Cargo-Continued
	
	Tractors, Cargo-Continm

ued
	




	M8E2
	TM 9-7420
	Caterpillar Models-(
	Continued



	Allis-Chalmers Models
	
	D?7
	TM 5-3068



	HD-5
	LO 5-3201
	
	TM 5-3068A



	
	TB 5-3201-1
	
	TM 5-3084



	
	TM 5-3201-1
	
	TM 5-9295



	HD-5G
	TM 5-3201-2
	
	TM 9-1773



	HD-5M
	LO 5-32u1l

LO 5-3201
	D8
	LO 5-3040-A

LO 5-3040-B



	HD-7
	MWO ENG 3378-2
	
	MWO ENG 3040-1



	
	TM 5-3194
	
	MWO ENG 3040-2



	HD-7W
	TB 5-3194-1
	
	MWO ENG 3040-3



	
	TM 5-3194
	
	MWO ENG 3092-1



	
	TM 9-783B
	
	TB 5-3068-1



	Electrical system
	TM 9-1783C
	
	TB ENG 95



	Engine
	TM 9-1783A
	
	TM 5-3040



	Engine accessorie
	TM 9-1783B

es
	
	TM 5-3040A



	HD-9
	LO 5-3202

TB 5-3202-1
	
	TM 5-3040B



	
	TM 5-3202
	
	TM 5-3040C

TM 5-9295



	HD-10
	MWO ENG 3378-2
	
	TM 5-9302



	HD-1OW
	LO 5-3348
	
	TM 5-9370



	
	LO 5-3388
	R2
	LO 5-U2



	
	TB 5-3194-1
	
	TB 5-3132-1



	
	TB 5-3388-1
	
	TB 5-3134-1



	
	TM 5-3388
	
	TB 5-3140-1



	
	TM 9-787A
	
	TM 53132



	Electrical system
	TM 0-17870
	
	TM 5-3134



	Engine

Engine accessorie
	TM 9-1787A

TM 9-1787B

es
	
	TM 5-3138



	Equipment
	TM 9-1787D
	R4
	TM 5-3140



	HD-14
	LO 5-3360
	
	LO 1025

TM 5-9062



	
	TB 5-3360-1
	Rotating

track
	pins

and



	
	TM 5-3360
	bushings
	TB ENG 202



	HD-14W
	TB 5-3194-1
	Clark Models
	



	HD-15
	LO 5-3203
	CA-1 "Clarkair"
	LO 5-3020



	
	TB 5-3203-1
	
	TB 5-3020-1



	
	TM 5-3203
	
	TB 5-3020-2



	Air cleaner modil
	ication
	
	TM 5-3020



	HD-20
	TB ENG 167

LO 5-3204
	Cleveland Models

AG
	LO 5-3190



	
	TB 5-3204-1
	
	LO 5-3464



	HD-20H
	TM 5-3204
	
	TB 5-3190-1



	M
	TB 5-3004-1
	BD
	TB 5-3458-1



	WM
	TB 5-3004-1
	BDH
	TB 5-3458-1



	Caterpillar Models
	
	BG
	LO 5-3190



	D-2
	TB 5-3340-1
	
	TB 5-3190-1



	D4
	LO 5-3112
	DD
	TB 5-3458-1



	
	TB 5-3068-1
	DDH
	TB 5-3458-1



	
	TB ENG 93

TM 5-3110
	Hyster Models

CVL
	TM 5-9151



	
	TM 5-3122
	International Harvest
	er Models



	
	TM 5-9295
	T-6
	TB 5-3222-1



	
	TM 5-9300
	
	TM 5-3226



	D6
	LO 5-3100
	
	TM 9-2778



	
	TB 5-3068-1
	T-9
	MWO ENG 3226-1



	
	TM 5-3100
	
	TM 5-9290



	
	TM 5-3100A
	
	TM 5-3222



	
	TM S-3100B
	Waterproofing
	TB ENG 83



	
	TM 5-9152

TM 5-9295
	T-9W
	TB 5-3222-1



	D7
	LO 5-3068
	T-14
	TM 5-9294



	
	MWO ENG 3068-1
	TD-6
	TM 5-3226



	
	MWO ENG 3068-2
	TD-9
	LO 5-3246



	
	MWO ENG 3n68-6
	
	MWO ENG 3226-1



	
	MWO ENG 3492-1
	
	TB 5-3246-1



	
	TB 5-3068-1
	
	TB 5-3272-1



	
	TB 5-3070-1
	
	TM 5-3226



	
	TB ENG 94
	
	TM 5-3244













	Tractors, Cargo-Continued
	
	




	
	Tractors, HighspeedContinued
	



	International Harvester Models-Continued
	38-ton M6-Continued
	



	TD-14

MWO ENG 3378-2
	
	TB 9-1785A-1



	TB 5-3272-1
	
	TB ORD FE16



	TB ENG 112
	
	TB ORD FE27



	TM 5-3272
	
	TB ORD FE40



	TM 5-9294
	
	TB ORD 200



	MWO ENG 3378-2

TD-18
	
	TB ORD 302



	TB 5-3272-1
	
	TB ORD 380



	TB 5-32801-
	
	TB ORD 504



	TM 5-3280
	
	TM 9-788



	TM 5-9290
	
	TM 9-1785A



	TM 5-9294
	
	TM 9-1788



	TM 9-777
	M6
	MWO ORD G184-W2



	TM 9-1777A

Engine
	Tractors, Shop
	



	TM 9-1777B

Engine accessories
	T10
	MWO ORD G1-W18



	Equipment

TM 9-1777D
	Tractors, Wheeled
	



	Power train; track frame
	Allis-Chalmers Model
	



	assembly seats

TM 9-1777C
	B
	LO 5-U1



	M1 (heavy).

(See Allis-Chal
	
	TM 9-782



	mers

Caterpillar

HD-1OW;
	Baker-Raulang Model

Is
	



	International

Harvester

D7;
	TSSA
	LO 10-1688



	TD-18.)
	Buda Models
	



	
	TG-26
	LO 10-1666A



	M1 (medium).

(See Allis-Chal
	
	TM 10-1666A



	mers HD-7W.)
	
	TM 10-1666A



	M4.

(See Tractors, Highspeed:
	TG-26 (RS)
	



	18-ton.)
	Case Models
	



	M5.

(See Tractors, Highspeed:
	DI
	LO 5-3000



	13-ton.)
	
	LO 10-1647-2



	M6.

(See Tractors, Highspeed:
	
	LO 10-1652



	38-ton.)
	
	TB 5-3000-1



	Tractors, Highspeed
	
	TB 5-3000-2



	M5

(M5A1;

M5A2;

13-ton
	
	TB 5-3006-1



	MbA3)

LO 9-786
	
	TB 10-1653-1



	MWO ORD G162-W3
	
	TB ENG 92



	MWO ORD 0162-W4
	
	TM 5-3000



	MWO ORD 0162-W5
	
	TM 5-9082



	MWO ORD G162-W6
	
	TM 5-9295



	TB ORD FE40
	
	TM 10-1647



	TB ORD 200
	LAI
	LO 5-3010



	TM 9-786
	
	LO 10-1629



	TM 9-1786A
	
	LO 10-1629-1



	TM 9-1786B
	
	MWO 10-1629-1



	M4

M4A1C;

18-ton

(M4A1;
	
	TB 5-3000-2



	M4C)

LO 9-785
	
	TB 10-1658-1



	MWO ORD G150-W2
	
	TM 5-3010



	MWO ORD G150-W3
	
	TM 10-1629



	MWO ORD G150-W5
	LAI-RS
	MWO 10-1629-1



	MWO ORD G150-W6
	
	TM 10-1629



	MWO ORD G150-W7
	SI
	LO 5-3012



	MWO ORD G150-W8
	
	LO 5-3014



	TB 9-1785-FE1
	
	TB 5-3012-2



	TB 9-1785A-1
	
	TB 5-3012-3



	TB 9-1785B-1
	
	TM 5-3012



	TB 9-1785B-3
	
	TM 5-3014



	TB ORD FE16
	
	TM 5-9295



	TB ORD FE27
	VAI
	LO 5-3003



	TB ORD 200
	
	LO 10-1649



	TB ORD 302
	
	TB 5-3003-1



	TB ORD 380
	
	TM 5-3003



	TB ORD 504
	
	TM 5-9276



	TM 9-785
	VAIW
	TM 10-1623



	TM 9-1785A
	VI
	TM 5-9118



	TM 9-1785B
	Caterpillar Models
	



	38-ton M6

LO 9-788
	DW10
	LO 5-3305



	MWO ORD G184-Wi
	
	TB 5-3305-1



	MWO ORD G184-W2
	
	



	MWO ORD G0184-W3

MWO ORD G0184-W4
	
	TM 5-3305-1

TM 5-3303-3














	Tractors, Wheeled-Continued
	
	Tractors, Wheeled-Continued

Super-Huskie
	




	Caterpillar Models-Continued

DW20-M
	A-452-54
	LO 10-1672A



	
	LO 5-3307

TB 5-3307-1
	
	TM 10-1672A



	Clark Models
	
	Minneapolis-Moline Models
	



	Clarkat B
	LO 10-1641
	RTI
	LO 5-3021



	
	TB 10-1641-1
	
	TM 5-3021



	
	TM 10-1641
	UMIL
	LO 5-3023



	Clarktor 6
	LO 10-1637
	
	TB 5-3023-1



	
	TM 10-1637
	
	TM 5-3023



	Clarktor 40
	LO 9-819A
	UTIL-M
	LO 10-1669A



	
	LO 10-1671A
	
	TM 10-1669A



	
	TM 10-1671A
	ZASI

M
	LO 5-3022



	Clarktor 40-RS

Clarktor 75
	TM 10-1671A

LO 10-1671B
	
	WO ENG 3022-1

TB 5-3022-1



	
	
	
	TM 5-3022



	Crescent Models
	
	M-R-S Models
	



	JN-2
	LO 10-1683A

TM 10-1683A
	72
	LO 5-3303



	MW-4
	LO 10-1683B
	
	TB 5-3303-1



	
	TM 10-1683A
	
	TM 5-3303



	Hebard Models
	
	125
	LO 5-3301



	A-3
	TB 10-1672-1
	
	TB 5-3301-1



	
	TM 10-1661
	150
	LO 5-3302



	A-14
	TB 10-1671-1
	M
	WO ENG 3302-1



	
	TB 10-1677-1
	150-AGT
	LO 5-3302



	J233; J233N
	TM 10-1662
	Northwestern Models
	LO 10-1628



	International Harvester Models
	
	J-217

Oliver Models
	



	I-4
	LO 5-3026
	77
	LO 5-3035



	
	TB 5-3026-1
	
	TB 5-3035-1



	
	TM 5-3026
	
	TM 5-3035



	I-6
	LO 5-3027
	Service Caster Models
	



	
	LO 10-1632
	TT-3-ONC
	TM 10-1635



	
	TB 5-3027-1
	TT-4S-ONC
	TM 10-1635



	
	TB 10-1648-1

TM 5-3027
	Wooldridge Models
	



	
	TM 5-3228
	T4

Yale & Towne Models
	TB 5-3309-1



	
	TM 5-9082
	K-24F; K-24KS
	LO 10-1684A



	I-9
	LO 5-3028
	Traffic accident recording
	TB PMG 5



	
	LO 10-1633-1
	
	



	
	LO 10-1663-1
	Traffic analysis (radio-telegraph)

Fundamentals
	TM 32-250



	
	TB 5-3028-1
	
	



	
	TM 5-3028
	Traffic markings
	TM 5-618



	
	TM 5-9290
	Traffic signals
	



	
	TM 10-1663
	Use
	TM 5-624



	
	TM 10-1665
	Traffic signs
	TM 5-624



	LeTourneau Models
	
	Trailer converter dollies.

(See Dol
	



	Super C
	LO 5-3300
	lies, Trailer converter.)
	



	
	MWO ENG 3300-1
	Trailer lighting adapter kits.

(See
	



	
	MWO ENG 3300-2
	Kits, Trailer lighting adapter.)
	



	
	TB 5-3300-1
	Trailer

mounts.

Mounts,

(See
	



	
	TM 5-3300-1
	Trailer.)
	



	
	TM 5-3300-2
	Trailers
	



	
	TM 5-3300A
	Chemical service
	



	Little Giant Models
	
	Ml
	LO 3-U4



	22-4
	LO 5-4053
	Euclid Models
	TB 5-3310-1



	Massey-Harris Models
	
	58-W

58W(G)
	TM 5-3466



	1-162G
	LO 5-3009
	Jahn Models
	



	
	TB 5-3009-1
	LKS-408
	TM 5-9454



	
	TM 5-3009
	Lubrication of wheel bearings
	TB 9-2835-12



	Mercury Models
	
	Technical data
	TB 5-9720-15



	A-540-100
	LO 10-1686A
	V-9/MPG-1
	MWO SIG 11-1366-1



	A-540-101
	LO 10-1686A
	6-ton
	



	Banty
	LO 10-1667
	Dorsey Models
	



	
	TM 10-1667
	D-8
	TM 10-1343



	Huskie
	TB 10-1659-1
	45-ton, 12-wheel (12dt)

M9
	TM 9-1768C

TM 9-1768C














	Trailers-Continued
	
	Trailers, Cargo-Continued
	




	4-wheel
	
	l1i-ton, 2 wheel-Continued
	



	Corbitt Models
	
	M102
	TM 9-875B



	T-15
	TM 10-1429
	M104
	LO 9-8226



	Trailers, Ammunition
	
	
	MWC

O ORD G754-W4



	M10 (2-ton, 2-wheel)
	LO 9-333
	M104A1
	LO 9-8226



	
	MV

WO ORD C59-W1
	
	O ORD G754-W3

MWC



	Trailers, Ammunition
	
	M105A1
	LO 9-8226



	M10
	O ORD G660-W1

MW
	
	MWC

O ORD G754-W3



	
	TM 9-333
	3¼i-ton, 2-wheel
	



	Tire substitution
	TB 9-333-1
	V13/GT
	TM 9-8212



	M21 (4-ton, 2-wheel)
	LO 9-792
	5-ton, 4-wheel
	



	
	0 ORD G213-WI

MW
	T49
	



	
	TM 9-792
	5- to 6-ton, 4-wheel
	



	M23 (8-ton, 4-wheel)
	LO 9-793
	Hobbs
	



	
	TM 9-793
	Trailers, Cargo amphibian
	



	Trailers, Amphibian
	
	2¼4-ton, 2-wheel
	



	Stream-crossing expedient
	TB 5-271-5
	Cleaver-Brooks Models
	



	Trailers, Antenna mount
	
	WTCT-6
	LO 9-872



	Signal Corps Models
	
	
	TM 9-872



	K-84
	LO 9-873
	Trailers, Carryall
	



	
	TM 9-873
	La Crosse Models
	



	Trailers, Arc welder
	
	CPT 16
	TM 5-9026



	Herman Body Co. Models
	
	Trailers, Chassis
	



	D-1752-S
	LO 5-9059
	1I-ton, 2-wheel
	



	
	TM 5-9059
	M102
	MWO ORD G754-W3



	Trailers, Bomb

M5
	TB
	M102A1 (M102E1, M10E2)
	



	
	9-760-FEI

TB 9-760-FE2
	
	MWO ORD G754-W3



	
	TB 9-760-FE3
	M102A2 (M102E3)
	



	
	TM 9 760
	
	MWO ORD G754-W3



	M29 (2-wheel)
	TM 9-701
	M103A1
	LO 9-8226



	T53 (1-ton, 4-wheel)
	TM 9-797
	ACF-Brill Models
	MWO ORD G754-W3



	2-ton, 4-wheel
	
	M103A2 (M103E5i
	



	M143
	LO 9-8206
	
	MWO ORD G754-W3



	Trailers, Bridge equipment
	
	ACF-Brill Models
	



	Deere Models
	
	M-200
	LO 5-9057



	D-2252
	TM 5-9072
	
	MWO ENG 9057-1



	Fruehauf Models
	
	
	TB 5-9057-1



	T-1120-A
	TM 5-9002
	Trailers, Clamshell
	



	Trailers, Cargo
	
	3-ton, 2-wheel
	



	Y4-ton, 2-wheel
	LO 9-1U327
	M16
	TM 9-2800-1



	M100
	LO 9-871A
	
	



	
	TB 9-871A-1
	Trailers, Construction
	



	
	TB 9-871A-2
	1¼i-tom, 2-wheel
	LO 9-875B



	
	TM 9-871A
	K52
	LO 9-8226



	Willys Models
	
	
	



	MBT 1942-43
	TM 10-1230
	Trailers, Director
	



	%4-ton, 2 wheel
	
	M13
	LO 9-881-1

TM 9-881



	M101
	LO 9-874A
	
	TM 9-8218



	
	MWO ORD 0748-W1

TB 9-874A-1
	
	LO 9-881-1



	
	TB 9-784A-2
	M14, M22
	TM 9-881



	
	TB 9-874A-3
	
	TM 9-2300



	
	TM 9-874A
	
	TM 9-8218



	1-ton, 2-wheel
	LO 9-883
	
	



	
	TB 9-883-1
	Trailers, Dump

Caterpillar Models
	



	
	TB ORD 444-5
	W10
	LO 5-3306



	Maintenance shop sets
	TM 9-883
	
	TB 5-3306-1



	
	TB ORD 444-1
	
	TB 5-9084-1



	
	TB ORD 444-2
	Converto Models
	TM 5-9084



	
	TB ORD 444-6
	
	



	
	TB ORD 444-7
	Euclid Models
	TM 5-9445



	
	TB ORD 444-9
	71FDT-G

71FDT-89
	TB 5-9445-1



	li-ton, 2 wheel
	
	71FDT-89W
	LO 5-9445



	Fruehauf Models
	
	
	



	M102
	MWO ORD G754-W3
	LeTourneau Models

E16
	LO 5-9449



	
	MWO ORD G754-W12

TB 9-875B-1
	
	TB 5-9449-1














	Trailers, Dump-Continued

LeTourneau Models-Con.
	
	Trailers, Low bed-Continued
	




	HC-11
	LO 5-9449
	Jahn Models

LKD-616
	



	
	TB 5-9449-1
	
	LO 1046

TM 5-9202



	Super C
	TB ENG 96
	LKS-408
	TB 5-9454-1



	W-210
	LO 5-9451
	La Crosse Models
	



	
	TB 5-9451-1
	DF4-12
	LO 5-9229



	
	TM 5-9451
	
	TB 5-9229-1



	M-R-S Models
	
	
	TM 5-9229



	110 AGW
	LO 5-9443
	DF6-16
	TM 5-9204



	
	TB 5-9443-1
	DF6-16-B
	TM 5-9042



	
	TM 5-9443
	DF6-16-C
	TM 5-9040



	110GW
	TM 5-9443
	DF 6-20
	TM 5-9054



	Trailers, Dump bottom
	
	DF6-22
	TM 9-897



	Athey Models
	
	Rogers Models
	



	E-13
	TM 5-3002
	D-60-D-S-5
	LO 5-9212



	Euclid Models
	
	
	TB 5-9212-1



	98W-G
	TM 5-9445
	
	TM 5-9212



	Trailers, Fire pumper
	
	D-60-D-S-7
	LO 5-9212



	Hale Models
	
	
	TB 5-9212-1



	CFS
	TB 5-3554-1
	
	TM 5-9223



	Twin Coach Models
	
	D-W-60-L-S-6
	LO 5-9205



	S-2-TS
	LO 5-3553
	Trailers, Low bed
	



	Trailers, Flat bed
	
	Rogers Models
	



	Fruehauf Trailer Co. Models
	
	
	TB 5-9205-1



	CPT8
	TM 5-9032
	
	TM 5-9205



	Quickway Models
	
	H-16-L-C
	TM 5-9206



	QW-T8
	LO 5-9174
	H-20-LS-14
	TM 5-9210



	
	TB 5-9174-1
	Steel Products Models
	



	
	TM 5-9174
	Great Dane (60-ton)
	LO 5-9209



	Trailers, Generator
	
	
	TB 5-9209-1



	M7
	LO 9-881
	
	TM 5-9209



	
	TM 9-881
	XBBM
	LO 5-9004



	
	TM 9-2300
	XBBM (16-ton)
	TM 5-9004



	
	TM 9-8218
	
	TM 5-9200



	M18
	LO 8-881-2
	Weiss Models
	



	
	TB 9-881-FE1
	S4S8
	LO 5-9452



	
	TM 9-881
	Trailers, low bed-Weiss Models
	



	
	TM 9-2300
	Trailers, Machine gun mount
	



	Trailers, Low bed
	TM 9-8218
	M20 (1-ton, 2-wheel)
	MWO O

RD A61-W3



	
	MWO ENG 9211-1
	Trailers, Map reproduction
	TM 9-789



	Bay City Models
	
	Fruehauf Models
	



	B-16
	LO 5-9442
	FF1 228 Special
	TM 5-9750



	
	TM 5-9442
	Trailers, Mounmt
	



	Dorsey Models
	
	M17
	TM 9-881



	ELBO MT-60
	LO 5-9203
	Trailers, Platform
	



	
	TB 5-9203-1
	Athey Models
	



	
	TM 5-9203
	BT 898-4
	TB 9-790A-1



	
	TM 5-9205
	ES-451
	TB 9-790A-1



	
	TM 5-9207
	Meili-Blumberg Corp. Models
	



	Eidal Models
	
	6T
	TM 5-9450



	ELB-60-ENG MEI
	LO 5-9203
	6,000 pound capacity
	



	
	TB 5-9203-1
	Relocation of pintle coupler
	



	
	TM 5-9203
	
	MWO QM 41



	Fontaine Models
	
	Trailers, Pole type
	



	C-16-60-SP
	TB 5-9211-1
	238-ton, 2-wheel
	LO 5-9065



	T8-105
	TM 5-9225
	
	TB 5-9065-1



	Fruehauf Models
	
	
	TM 5-9065



	CPT-8 special
	TB 5-9032-1
	Trailers, Pole handling and cargo
	



	CPT-22
	TM 9-898
	3¼-ton, 2-wheel
	



	Hanson Models
	
	V13/GT
	LO 9-8218



	SP-8
	LO 5-9440
	
	



	
	TB 5-9440-1
	Trailers, Ponton

Deere Models
	



	
	TM 5-9440
	D-1665
	



	Hobbs Model
	
	
	TM 5-9076



	F-1386
	LO 5-9183

TB 5-9183-1
	Electric Wheel Models
	TM 5-9030



	
	TM 5-9183
	D-1820-S
	TM 5-9066



	
	
	1938
	TM 5-9064















	Trailers, Ponton-Continued
	
	
	Trailers, Van

Highway Models
	



	Fruehauf Models

DF231
	
	TM 5-9006
	2270
	TM 10-1381



	
	
	TM 5-9012
	Trailers, Water tank
	



	Trailers, Radar equipment
	
	
	1-ton, 2-wheel
	LO 9-883-1



	V-62/MPQ-10
	WO ORD A50-W36

Ml
	
	
	TB 9-883-1



	
	WO ORD A50-W39

MA
	
	
	TM 9-883



	Trailers,

Reclamation
	and
	
	1)5-ton, 2-wheel
	LO 9-8226



	maintenance
	
	
	M106
	MWO ORD G754-W1



	2-wheel, 2-ton

Hyde Models
	
	LO 10-262
	
	MWO ORD G754-W3



	McCabe-Powers Models
	
	LO 10-262
	
	MWO ORD G754-W4



	Trailers, Rocket (762-mm)
	
	
	
	TB 9-875B-1



	XM 329
	
	LO 9-3066
	
	TM 9-875B



	
	
	TM 9-3066
	M106A1 (M106E1, M106E2)
	LO 9-8226



	Trailers, Searchlight
	
	
	
	MWO ORD G754-W3



	Freuhauf Models
	
	
	M107

M107A1 (M107E1, M107E2)
	MWO ORD G754-W3

LO 9-8226



	1131
	
	TB 5-7044-1

TM 5-7044
	
	MWO ORD G754-W3



	
	
	
	and

station

guards.

Train
	(See



	Trailers, Signal Corps

K-38-A
	
	TB SIG 164
	Guards, Train and station.)
	



	Trailers, Signal Corps
	
	
	Trainers, Field artillery
	



	Trailers, Snow
	
	
	M3
	TM 6-225



	M19
	
	TM 9-774
	
	TM 9-2300



	Trailers, Tandem
	
	
	Trainers, Machine gun
	



	Eidal Models
	
	
	Antiaircraft

M9
	TM 9-221



	EL-30
	
	LO 5-9046

TM 5-9046
	
	TM 9-1221



	
	
	
	Trainers, Stereoscopic
	



	10-ton, 4-wheel

Models 4D-T
	
	LO 5-9047
	M2
	TM 9-654



	
	
	TB 5-9047-1
	
	TM 9-1654



	
	
	TM 5-9047
	M6
	TM 9-654



	Trailers, Tilting bed
	
	
	
	TM 9-1654



	Commercial
	and

Shearing
	
	M7
	TM 9-654

TM 9-1654



	Stamping Co.
	
	TB 5-9102-1
	
	TM 9-2300



	
	
	TM 5-9102
	Training
	



	Trailers, Transport

Winter Weiss Models
	
	
	Radio repair personnel
	TM 11-477



	S4S8
	
	TM 5-9452
	(See Kits, Train

Training aid kits.
	



	Trailers, Transporter
	
	
	ing aid.)
	



	45-ton, 12-wheel
	
	
	Training aids
	



	M9
	
	LO 9-768-1
	Bridge models
	



	Trailers, Utility
	
	
	Floating bridges
	TM 5-261K



	2½9-ton, 2-wheel
	
	
	Panel bridges

M2, Bailey type
	TM 5-277K



	Converto Models
	
	TB 5-9447-1

TM 5-9447
	Steel treadway bridges
	TM 5-272K



	Deere Models
	
	
	Timber trestle bridges
	TM 5-260K



	D-2424
	
	TB 5-9074-1
	FSC group 69
	



	
	
	TM 5-9074
	Catalog identification guide
	SB 708-369



	D-2476
	
	TM 5-9190
	Terrain Model kits
	TM 5-9991



	Electric Wheel Models
	
	
	Training course layouts
	TM 9-855



	D-2471
	
	TM 5-9182
	Location; arrangement

Training devices
	



	D-2473
	
	TM 5-9464

TM 5-9462
	FSC group 69
	



	D-2476

D-2498
	
	TM 5-9460
	Catalog identification guides
	SB 708-369



	
	
	TM 5-9462
	Training equipment
	



	Highway Trailer Models
	
	
	Gunnery
	TM 9-2205



	SKD 3536
	
	TB 5-9441-1
	generators.

Training

(See
	Gener



	
	
	TM 5-9441
	ators, Training.)
	



	SKD 3560
	
	LO 5-9441
	Training kits
	



	
	
	TB 5-9441-1

TM 5-9441
	Radar trial fire

PH-645/OP
	TM 11-1091



	Kentucky Mfg Co Models
	
	
	
	



	Kentucky Models
	
	LO 5-9448
	Training methods

Antiaircraft marksmanship
	TM 20-300



	
	
	TB 5-9448-1
	
	



	
	
	TM 5-9448
	Training schedules

Parachutists
	TM 57-220



	D-2471
	
	TM 5-9184
	
	



	Meili-Blumberg Models
	
	TM 5-5900
	Training sets

AN/TPQ-T1
	TM 11-1032



	15T
	
	
	
	














	Training standards
	
	Transmission shifter forks
	




	Field artillery

Individual; unit
	TM 6-605
	Reclamation

Transmission support assembly at
	TB 9-2830-85



	Tramway drive units
	
	tachment
	



	Blue Island Models

2
	TB 5-9157-1
	Modification in helicopters

Transmissions (automotive)
	TI

1 1-1H1-19-215



	Tramways, Aerial
	
	Allison-Gm Models
	



	Paxton and Vierling Models
	
	CD-500
	TB ORD 517



	M-2
	TM 5-9589
	CD-500-3
	TB 9-1730B-2



	Pioneer Models

M-l
	TM 5-9588
	
	TM 9-1730B



	Transceivers
	
	CD-500-4
	TB 9-1730B-1

TB 9-1730B-2



	Acme Models
	
	
	TM 9-1730B



	CHP
	TM 11-2645
	CD-850
	TB ORD 494



	Transceivers, Facsimile
	
	
	TB ORD 517



	TT-lC/TXC-I
	0 SIG 11-2258-5

MWI
	CD-850-3
	MWO ORD G244-W27



	Transfer case noises

Elimination
	TB 9-840-8
	
	TM 9-1718B



	Transfer case yokes
	
	CD-850-4
	MWO ORD G244-W27

MWO ORD G244-W35



	Reclamation
	OFSTB 2830-7
	
	TB ORD 474



	Transfer cases
	
	
	TB 9-1718F-1



	Armored car T17E1
	TM 9-1741B
	
	TB 9-70091



	Reclamation
	OFSTB 2830-9
	CD-850-4; -4A
	TM 9-7009-6



	Transfer linkages
	OFSTB 2830-64
	CD-850-4A
	MWO ORD G244-W35

TB 9-7009-6-1



	3/4-ton, 4 x 4 trucks
	
	CD-850-4B
	TB 9-7009-6-1



	Adjustments
	TB ORD 483
	TX-500-1
	TM 9-8807-1



	Transfer panels, Power
	
	TX-500 -2
	TM 9-8007-1



	CN-22A/F
	TM 11-967A
	Cla

ark Models
	TM 9-8611



	Transfer units

Tanks, light
	
	Fuller Models
	



	M5; M5A1
	TM 9-1727D
	3-A-92

4-A-86
	TM 9-8619

TM 9-8619



	Transfers
	
	5-A-33
	TM 9-8619



	Timken Detroit Axle Models
	TM 9-8623
	5-A-330
	TM 9-8619



	Transfers, Air compressor
	
	5-A-620
	TM 9-8619



	Gun-lifting trucks
	
	General Motors Corp Models
	



	M249

M250
	TM 9-8007-3

TM 9-8007-3
	302M
	TB 9-1819AB-1

TB 9-1819AB-2



	Transformer shifter forks
	
	
	TB 9-1819AB-5



	Reclamation
	TB 9-2830-85
	Maintenance
	TM 9-1819AB



	Transformers
	TM 5-680C
	Pontiac Models
	



	
	TM 5-680D
	CD-150-3
	TM 9-7605-2



	Installation; maintenance

PH-281; -A; -B
	TM 5-680F

TM 11-2341
	Reclamation

Repair; rebuild standards
	TB ORD 549

TM 9-7605-2



	T-1
	MWO

SIG 11-2590-2
	Shifting precautions
	TB ORD 454



	T-108
	MWO

SIG 11-264A-2
	Transmissions, Cross-drive
	



	T-301
	) SIG 11-2590-2

MWC
	CD-850-4
	



	T1505
	) SIG 11-1554-2

MWO
	Replacement of servo lever
	



	TF-179/U
	MWO

SIG 11-1524-14

TM 11-2341A
	shafts
	MWO ORD G244-W35



	Transit kits
	
	CD-850-4A

Replacement of servo lever
	



	MC-604
	TB 11-1332-1
	shafts
	MWO ORD G244-W35



	Trans-Jordan
	
	Transmissions, Electrical
	



	Medical and sanitary data
	TB MED 126
	Measuring sets
	



	Transmission
	
	Per D-165655
	TM 11-2045



	Attachment bolts, replacement
	
	TS-559A/FT
	TM 11-2094



	Bearing liner
	T]

M 1-1I-19-219

Tl

M 1-111-19-210
	TS-568/FT

TS-569/FT
	TM 11-2095

TM 11-2049



	Hydra-matic
	
	
	



	Tanks, light, M5; M5A1
	TM 9-1727C
	Transmissions, Hydra-matic

General Motors Corp. Models
	



	Transmission assemblies
	
	302M
	TB 9-1819AB-3



	Fuller Mfg. Co. Models
	
	302M
	TB 9-1819AB-4



	Part numbers
	TB ENG 165
	Transmissions Hydraulic
	



	Transmission line kits
	
	MX-1464/CPS-9
	MWO SIG 173



	MX-737/FR
	TM 11-2656
	Transmitter distributors
	



	Transmission lines

Radio frequency
	TM 11-675
	Model 14

TT -12/FGQ-I
	TM 11-2222



	Theory; practice
	TM 11-679
	
	MWO SIG 11-2222-1

MWO SIG 11-2222-3














	Transmitter distributors-Continue(
	d
	Transportation-Continued

Searchlight equipment
	



	TT-13/FGQ-1
	MWO

SIG 11-2222-1

MWO

SIG 11-2222-2
	C -47 cargo planes
	TB ENG 64



	
	MWO

SIG 11-2222-3
	Transportation, Air
	



	TT-21/FG
	SIG 11-2222-1

MWO
	Materials for military aircraft
	



	
	MWO

SIG 11-2222-2
	Packaging; handling
	TB 59-1



	
	SIG 11-2222-3

MWO
	Transportation Corps
	



	TT-21/FG; -25/FG; -26/F6
	TM 11-2222
	Aircraft maintenance
	TB AVN 3



	TT-24/FG
	SIG 11-22223

MWO
	Electrical equipments
	TM 55-340



	TT-25/FG
	SIG 11-2222-1

MWO
	Major items not available for 100
	SB 55-29



	TT-26/FG
	SIG 11-2222-2

MWO

SIG 11-2222-1

MWO
	percent authorized issue

Paints and related materials
	SB 55-18



	TT-52/FG
	TM 11-2222
	Replacement factors
	



	TT-52/FG
	MWO

SIG 11-2222-1
	Peacetime
	SB 55-25



	Transmitter diversity communica
	
	Transportation Corps items
	



	tion
	
	Regulated items, list
	SB 55-28



	Theory and operation
	TB sIa 221
	Transportation items
	



	Transmitter-receiver
	modification
	Transfer listings
	SB 38-50 -1



	kits.

(See Kits, Transmitter-re
	
	
	SB 38-30-2



	ceiver modification.)
	
	Transpositions
	TB SIG 731



	Transmitter receiving distributors

TT- 12/FGQ-1
	TM 11-2222
	Open-wire

Traversing and elevating systems
	



	TT-13/FGQ-1
	TM 11-2222
	Guns and howitzers
	TM 9-7205-2



	Transmitters.

Radio

(See
	trans
	Traversing mechanism.

(See Mech
	



	mitters.)
	
	anism, Traversing.)
	



	Transmitters, Automatic
	
	Trays, Developing
	



	Perforated tape
	
	P11-18; -154; -155;

-157;

-158;
	



	Wheatstone, McElroy type
	
	-158A; -160; -161; -161A; -164;
	



	XTR-442-C
	TM 11-2545
	-164A; -166; -166A; -170; -173;
	



	Transmitters, Mechanical telegraph
	
	-173A
	



	Harper Models
	
	Serviceability standards
	SB 11-100-26



	110-27 DF-INT
	TB 55-3755-1
	Treads

Rubber
	



	Transmitters, Pressure

U. S. Gauge Models
	
	Maintenance; care
	TM 31-200



	MS28005-1
	TM 1-5P5I

-3 -10-3 and -4
	Treadways
	



	Transmitters, Reperforator
	
	Daybrook Models
	



	TG-26-A
	SIG 11-2220-1

MWO
	M-II-A
	TB 5-8058-1



	
	MWO SIG 82
	reducing

twist

due to

Steel,
	



	
	1

IWO SIG 101
	torque
	TB 5-272-3



	
	TM 11-2201
	Treasurer of the U. S.
	



	TG -26-B
	MWO SIG 82

3
	Monthly statements
	



	
	MWO SIG 101

TM 11-2201
	Reconciliation

Treasury checks
	TB 14-500-16



	TOG -27
	MWO SIG 82
	Preparation
	TB 14-500-20



	TG-27 -A
	MWO SIG 101
	Treaties
	



	TT-56/MGC
	TM 11-2201
	Governing land warfare
	TM 27-251



	TT-76( )/GGC
	TB SIG 271
	Treedozers
	



	Transmitters, Superelevation
	
	LaPlant-Choate Models
	



	M22
	WO C

)RD F365 W1

MV
	TD8
	TM 5-1514



	
	TM 9-6073

TO O
	Trees
	



	T13
	DR

D F365-W1

MV
	Classification

Trees, shrubbery, and vines
	TM 5-613



	Transmitters, Wind

ML-203-A;-B
	LO 11-429
	Planting and care
	TM 5-630



	Transmitters, Wind direction
	
	Trench foot
	



	ML-152 through 152-D
	L

,O 11-2414-1
	Prevention;

symptoms;

treat
	



	
	TM 11-2414
	ment
	TB MED 81



	Transmitters, Wind diversity
	
	Trench Knives
	



	ML-151 through 151-D
	O 11-2414-1

L(
	M3
	TM 9-2205



	
	TM 11-2414
	Trestle bridges
	



	Transmitting equipment
	
	2-ton and 4-ton
	TB ENG 59



	Navy Model TDH-4
	TM 11-848
	Trestles

Construction equipment
	TM 5-374



	Transportation

Engineer equipment
	
	Trestles, Railway
	



	C-46 cargo planes
	T

B ENG 330
	Requisitions
	TB ENG 56



	C-47 cargo planes
	TI

B ENG 33A
	Trestles, Steel
	



	C-54B cargo planes
	TB

ENG 33B
	Unit construction
	TM 5-374



	C-82A cargo planes
	3 ENG 33D

TB
	Trichomonas vaginalis vaginitis
	



	National

Guard
	troops,

ma
	Diagnosis; treatment
	TB MED 8



	teriel and supplies
	TM 55-590
	Trigonometric tables
	TM 20-230














	Trinitrotoluene (TNT)

Properties
	
	Trucks-Continued
	




	
	TM 9-2900
	2*5-ton, 6 x 6-Continued
	



	Tripods
	
	Crankcase ventilator valve TB ORD 470
	



	LG-21
	TB 11-392-1
	M50, M110, M275
	



	M5
	MWI

0 OR

D F101-WI
	
	MWO ORD G742-W13



	ML-78-C through R
	TM 11-423
	M50, M275
	MWO ORD 0742-W14



	PH-121; -202; -203
	
	
	MWO ORD G742-W15



	Serviceability standards
	
	Poor engine performance
	TB ORD 573



	
	S

B 11-100-23
	to 5-ton, 6 x 4

23-
	



	PH-520/U
	MWO SIG 11-2830-1
	Reo Models
	TB 9-1807-1



	PH-542-PF
	TB SIG 253
	Studebaker Models
	TB ORD 86



	Tripods, Surveying
	
	
	TM 9-807



	MT-1309/GM
	TM 11-423
	
	TM 9-1807



	Trolley hoists
	LO 3-U4
	4-ton, 6 x 6
	



	Troops
	
	Diamond T Models
	



	Air transportation
	TM 57-210
	967
	TB ORD 589



	National Guard
	
	968, 968A, 968A3, 968B
	TB ORD 589



	Transportation
	TM 55-590
	969, 969A, 969B
	TB ORD 589



	Troplcalizing
	
	970, 970A, 972
	TB ORD 589



	
	Medical Department equipment TB MED 186
	V/8MPN-1
	TB ORD 589



	Truck drivers, Amphibious
	
	4- to 5-ton, 4 x 4
	



	Handbook
	TM 55-505
	Federal Models
	



	Truck

mounts.

(See
	Mounts,
	94X43A: -94X43B; -94X43C
	



	Truck.)
	
	
	TB ORD 589



	Trucks
	
	White Models
	



	Brockway Models
	
	444T
	TB ORD 589



	B-666

Fuel tank filler cap
	TM 5-8062
	6-ton, 4 x 4
	



	M Models
	TB ORD 467

MWO ORD Gl-W35
	Autocar Models
	



	
	TB ORD 485
	U7144T

5-ton, 6 x 6
	TB ORD 589



	
	TB ORD 487
	
	



	
	TB ORD 499
	Crankcase ventilator valve
	



	34-ton, 4 x 4
	
	M41, M52, M64
	TB ORD 470



	Crankcase ventilator valve
	TB ORD 470
	
	MWO ORD G744-WI

MWO ORD G744-W12



	M38 series
	TB ORD 554
	M55, M62, M246
	MWO ORD G744-WI



	
	TB ORDI

589
	Trucks, Ambulance (see also Am
	



	M170
	TB ORD 589
	bulances; Ambulances, Front line).
	



	%-ton, 4 x 4
	
	3i-ton, 4 x 2
	



	Dodge Model
	TM 10-1368
	GMC Models
	



	
	
	101-22
	



	4-ton, 4 x 2

Chevrolet Models
	LO 9-U316
	
	TB 9-8840-1



	
	
	4- ton, 4 x 4

Dodge Models
	



	34-ton, 4 x 4
	
	WC-54
	



	Dodge Models

WC51
	
	
	TB 9-808-FE2

TB ORD 570



	WC52
	TB ORD 589
	
	TM 9-808



	WC53
	TB ORD 589
	T214
	MWO ORD G502-Wll



	WC54
	TB ORD 589

TB ORD 589
	
	SB 9-102



	WC56
	TB ORD 589
	
	TB 9-808-10



	WC57
	TB ORD 589
	
	TB 9-808-FE1



	WC58
	TB ORD 589
	
	TB 9-808-FE2



	WCS9
	TB ORD 589
	
	TB 9-1808B-3



	WC61
	TB ORD 589
	
	TB 9-1859-7



	W/D50B
	TB ORD 589
	
	TB ORD FE56



	W/KD
	TB ORD 589
	
	TM 9-808



	W/S8
	TB ORD 589
	M43
	MWO ORD 0741-W1



	
	M37; M42; M43; M152; M201 TB ORD 589
	
	MWO ORD G741-W3



	V-41( )/GT
	LO 9-8030
	
	MWO ORD 0741-W5



	
	MWO ORD G741-W2
	
	M'WO ORD G741-W6



	
	MWO ORD G741-W4
	
	TB 9-840-1



	Ii-ton, 6 x 6
	
	
	TB 9-840-2



	Dodge Models
	
	
	TB 9-840-4



	WC62; WC63
	TB ORD 589
	
	TB 9-840-5



	2%-ton, 6 x 4
	
	
	TB 9-840-6



	Adjustment and lubrication
	
	
	TB 9-840-8



	of roller bearings
	TB ORD 26
	
	TB 9-840-11



	2%-ton, 6x6
	
	
	TB 9-840-12

TB 9-840-13



	Adjustment and lubrication
	
	
	TB 9-840-14



	of roller bearings
	TB ORD 26
	
	TB 9-840-15












	Trucks, AmbulanceContinued
	Trucks, Cargo-Continued

Y4-ton, 4 x 4-Continued



	3/4-ton, 4 x 4-Continued

Dodge Models-Continued
	TB 9-840-4

M37



	TB 9-840-16

M43
	TB 9-840-5



	TB 9-2855-5
	TB 9-840-6



	TM 9-840
	TB 9-840-7



	TB ORD 483
	TB 9-840-8

TB 9-840-9



	Power train; body;

TM 9-8031-2
	TB 9-840-10



	frame
	TB 9-840-11



	Trucks, Amphibian

2½i-ton, 6 x 6
	TB 9-840-12



	GMC Models
	TB 9-840-14



	LO 9-802

DUKW-353
	TB 9-840-15



	MWO ORD G501-W28
	TB 9-840-16



	MWO ORD G501-W29
	TB 9-1840-1

TB 9-1859-2



	MWO ORD 0501-W30
	TB 9-2855-5



	MWO ORD G501-W31

MWO ORD 0501-W32
	TB 9-2855-7



	TB 9-802-16
	TB ORD 483



	TB 9-1859-6
	TB ORD 554



	TB ORD 186
	TB ORD 570



	TB ORD 400
	TM 9-840



	TM 9-802
	TB 10-565-1

Aerial delivery



	TM 9-1802A
	Power train; body;

TM 9-8031-2



	TM 9-1802B
	frame

LO 9-8030

M42



	TM 9-1802C

Emergency fieldmaintenance TB ORD 5
	MWO ORD G741-W2



	
	MWO ORD G741-W4



	Trucks, Bomb service

LO 9-766

M27
	TB 9-840-3



	TB 9-766-FE1
	LO 9-8030

M43



	TM 9-765
	MWO ORD 0741-W2



	TM 9-766
	MWO ORD 0741-W4

TB 9-840-3



	TM 9-1765B
	TB 9-840-3

M201



	l½i-ton, 4 x 4
	TB ORD 570



	Chevrolet Models

TB 9-765-FE1

M6
	1;le-ton, 6 x 6



	TM 9-17654
	TB 9-1859-10

Dodge Models



	TM 9-1765B
	MWO ORD G507-WI

T223



	TB 9-1859-9

M6
	24i-ton, 6 x 4



	Trucks, Boring and pole-setting
	GMC Models

LO 9-U315



	234-ton, 6 x 6

TB 9-810-17
	CCW-353

TB 9-1859-11



	V-18A/MTQ

TM 9-8022
	TB ORD 186



	Trucks, Bridge erection
	TB ORD 62



	6-ton, 6 x 6
	TM 9-1801



	LO 9-813

Brockway Models
	2*3-ton, 6 x 6



	LO 9-813-1
	General Motors Models



	TB ORD 216
	LO 9-809

AFKWX-353

MWO ORD G508-W17



	TB 9-813-FE1

TM 9-813
	TB ORD 376



	LO 9-813-1

Ward La France Models
	TB 9-1801-1



	TM 9-813
	TB 9-1801-3



	LO 9-813

White Models
	TB ORD FE13



	LO 9-813-1
	TB ORD FE55

TM 9-809



	TB ORD FE44
	TM 10-1451

Maintenance manual



	TB ORD 216

TM 9-813
	LO 9-801

CCKW-352



	TM 9-1813
	MWO ORD G508-Wll



	Trucks, Cargo

s/-ton, 4 x 4

3
	MWO ORD G508-W17



	Field maintenance shop set
	TB 9-801-11



	TB ORD 444-10
	TB 9-1859-11

TB ORD 62



	LO 9-8030

M37
	TB ORD 186



	MWO ORD A55-W20
	TB ORD FE30



	MWO ORD G741-WI

MWO ORD G741-7W2
	TB ORD FE55



	MWO ORD G741-W4
	TM 9-801



	TB 9-840-1
	TM 9-801-10



	TB 9-840-2
	TM 9-1801

TM 9-1802A



	TB 9-840-3
	













	Trucks, Cargo-Continued
	Trucks, Cargo-Continu
	



	2*i-ton, 6 x 6-Continued
	23ton, 6 x 6-Contij
	



	CCKW-353

LO 9-801

MWO ORD G508-W11
	M34
	



	MWO ORD G508-W15
	
	TB ORD 554



	MWO ORD 0508-W17
	
	TM 9-819

TM 9-1819A



	TB 9-789-1
	
	TM 9-1819B



	TB 9-801-10
	
	TM 9-8022



	TB 9-801-11
	M35
	LO 9-819



	TB 9-1859-11
	
	MWO ORD G742-Wi



	TB ORD 62
	
	MWO ORD G742-W2



	TB ORD 81
	
	MWO ORD G742-W4



	TB ORD 86
	
	MWO ORD G742-W6



	TB ORD 186
	
	MWO ORD 0G742 W9



	TB ORD 211
	
	MWO ORD 0742-W10



	TB ORD FE13
	
	MWO ORD G742-W13



	TB ORD FE30

TB ORD FE55
	
	MWO ORD 0G742-W14



	TM 9-801
	
	MWO ORD 0742-W15



	TM 9-1801
	
	MWO ORD G742-W16



	CCKWX 353
	
	MWO ORD G742-W17

MWO ORD 0742-W18



	MWO ORD G508-W17
	
	MWO ORD 0742-W19



	Ordnance

maintenance
	
	MWO ORD G742-W20



	TB 9-1801-2

set
	
	TB 9-819-10



	TB 9-1801-4
	
	TB 9 819-16



	Maintenance

supplemental
	
	TB 9-819-17



	shop set

TB ORD 444-9
	
	TB 9-819-19



	Maintenance tool set No. 7
	
	TB 9-819-20



	TB ORD 444-3
	
	TB 9 819 21



	Maintenance welding shop
	
	TB 9-1819B -2



	set

TB ORD 444-8
	
	TB ORD 445



	M34

LO 9-819

MWO ORD G742-Wi
	
	TB ORD 500



	MWO ORD G742-W2
	
	TM 9-819



	MWO ORD G742-W3
	
	TM 9-1819A

TM 9-1819B



	MWO ORD G742-W4
	
	TM 9-8022



	MWO ORD 0742-W6
	M36
	MWO ORD G742-Wi



	MWO ORD 0742-W7
	
	MWO ORD 0G742-W2



	MWO ORD G742-W8
	
	MWO ORD 0G742-W4



	MWO ORD 0742-W9
	
	MWO ORD 0G742-W4



	MWO ORD 0G742-W10
	
	MWO ORD 0G742-W3



	MWO ORD 0G742-W13
	
	MWO ORD 0742 W6



	MWO ORD 0742-W14

MWO ORD 0742-W15
	
	MWO ORD 0G742-W9



	MWO ORD 0G742-W16
	
	TB 9-819-10



	MWO ORD G742-W17
	
	TB 9-819 16

TB 9-819-19



	MWO ORD 0G742-W18
	
	TB 9-819-20



	MWO ORD G742-W19
	
	TB 9-819-21



	MWO ORD 0742-W20
	
	TB 9-1819B-2



	TB 9-819-2
	
	TB ORD 500



	TB 9-819-4
	
	TM 9-819



	TB 9-819-10
	
	TM 9-1819A



	TB 9-819-16
	
	TM 9-1819B



	TB 9-819 -17
	M44
	MWO ORD 0742-W4



	TB 9 819-19

TB 9-819-20
	
	MWO ORD G742-W6



	TB 9-819-21
	
	TB 9-1819B-2

TM 9-1819A



	TB 9-1819B-I
	
	TM 9-1819B



	TB 9 1819B-2
	M45
	MWO ORD G742-W4



	TB 9-1819B -3
	
	MWO ORD G742-W6



	TB 9-1859-3
	
	TB 9-1819B-2



	TB 9-2855-8
	
	TM 9-1819A



	TB 9-2855-9
	
	TM 9-1819B



	TB 9-2855-10
	M46
	MWO ORD G742-W4



	TB 10-570-1
	
	MWO ORD G742-W6



	TB ORD 445

TB ORD 500
	
	TB 9-1819B-2



	TB ORD 511
	
	TM 9-1819A

TM 9-1819B














	Trucks, Cargo-Continued
	
	Trucks, Cargo-Continu
	




	2*i-ton, 6 x 6-Continued
	
	2I-ton, 6 x 6-Conthi
	



	M47
	MWO ORD G742-W4
	M135
	TB 9-819A-10



	
	MWO ORD G742-W6
	
	TB 9-819A-11



	
	MWO ORD 0742 W9
	
	TB 9-819A-12



	
	TB 9-1819B-2
	
	TB 9-819A-13



	
	TM 9-1819A
	
	TB 9-819A-14



	
	TM 9-1819B
	
	TB 9-819A-15



	M48
	MWO ORD G742-W4
	
	TB 9-819A-16



	
	MWO ORD G742-W6
	
	TB 9-819A-17



	
	MWO ORD G742-W9
	
	TB 9-1859-4



	
	TB 9-1819B-2
	
	TB 9-2855-15



	
	TM 9-1819A
	
	TB 9-2855-17



	
	TM 9-1819B
	
	TB ORD 530



	M49
	MWO ORD G742-W4
	
	TM 9-189A



	
	MWO ORD 0742-W6
	
	TM 9-1819AC



	
	MWO ORD 0742-W9
	M211
	MWO ORD G1-W46



	
	TB 9-1819B-2
	
	MWO ORD G749-W2



	
	TM 9-1819A
	
	MWO ORD 0749-Wll



	
	TM 9-1819B
	
	MWO ORD G749-W12



	M50
	MWO ORD G742-W4
	
	MWO ORD 0749-W15



	
	MWO ORD 0742-W6
	
	MWO ORD 0749-W16



	
	MWO ORD 0742-W9
	
	MWO ORD G749-W17



	
	TB 9-1819B-2
	
	MWO ORD 0749-W19



	
	TM 9-1819A
	
	MWO ORD 0749-W23



	
	TM 9-1819B
	
	TB 9-819A-6



	M59
	MWO ORD G742-W4
	
	TB 9-819A-9



	
	MWO ORD 0742-W9
	
	TB 9-819A-13



	M60
	MWO ORD G742-W6
	
	TB 9-819A-15



	
	TM 9-1819A
	
	TB 9-819A-16



	M108
	MWO ORD G742-W4
	
	TB 9-819A-17



	
	MWO ORD G742-W6

MWO ORD 0742-W9
	
	TB 9-2855-16

TB ORD 530



	
	TB 9-1819B-2
	
	TM 9-1819AC



	
	TM 9-1819A
	
	TM 9-2800-1



	
	TM 9-1819B
	M215
	MWO ORD 0749-W2



	M109
	MWO ORD 0742-W4
	
	TB 9-819A-17



	
	MWO ORD G742-W6
	M217
	MWO ORD 0749-W2



	
	MWO ORD G742-W9
	
	TB 9-819A-17



	
	TB 9-1819B-2
	M220
	TB 9-819A-17



	
	TM 9-1819A
	M221
	MWO ORD G749-W2



	
	TM 9-1819B
	
	TB 9-819A-17



	M135
	LO 9-819A
	M222
	TB 9-819A-17



	
	MWO ORD 01-W46
	4-ton, 4 x 4
	



	
	MWO ORD G749-W2
	Four-Wheel Drive Models
	



	
	MWO ORD 0749-W3
	HAR-1
	TM 9-815



	
	MWO ORD G749-W4
	4-ton, 6 x 6
	



	
	MWO ORD 0749-W5
	Diamond T Models
	LO 9-811



	
	MWO ORD G749-W6
	
	MWO ORD G509-W5



	
	MWO ORD G749-W7
	
	TB 9-811-FE1



	
	MWO ORD G749-W8
	
	TB 9-811-3



	
	MWO ORD G749-W9
	
	TB 9-1859-12



	
	MWO ORD C(749-W10
	
	TB ORD 297



	
	MWO ORD G749-W12
	
	TM 9-811



	
	MWO ORD 0749-W13
	968A
	TM 9-811



	
	MWO ORD G749-W14
	
	TM 9-1811



	
	MWO ORD G749-W16
	969A
	TM 9-1811



	
	MWO ORD G749-W16
	970A
	TM 9-1811



	
	MWO ORD 0749-W17
	972
	TM 9-1811



	
	MWO ORD G749-W19
	White Models
	



	
	MWO ORD G749-W23

TB 9-819A-1
	444
	TB ORD FE44



	
	TB 9-819A-2
	5-ton, 6 x 6
	



	
	TB 9-819A-3
	M41
	LO 9-8028



	
	TB 9-819A-4
	
	MWO ORD G744-WI



	
	TB 9-819A-5
	
	MWO ORD G744-W2



	
	TB 9-819A-6
	
	MWO ORD G744-W3



	
	TB 9-819A-7
	
	MWO ORD G744-W4



	
	TB 9-819A-8
	
	MWO ORD G744-W8














	Trucks, Cargo-Continued
	
	Trucks, Cargo van-Co
	ntinued




	5-ton, 6 x 6-Continued
	
	5-ton, 6 x 6
	



	M41
	MWO ORD 0744-W9
	M64
	LO 9-8028



	
	MWO ORD G744-W14
	
	MWO ORD G744-W1



	
	MWO ORD G744-W15
	
	MWO ORD G744-W2



	
	MWO ORD G744-W16
	
	MWO ORD G744-W3



	
	MWO ORD G744-W17
	
	MWO ORD G744-W4



	
	MWO ORD 0744-W19
	
	MWO ORD G744-W8



	
	TB 9-837-4
	
	MWO ORD G744-W9



	
	TB 9-837-5
	
	MWO ORD G744-W14



	
	TB 9-837-6
	
	MWO ORD G744-W15



	
	TB 9-837-7
	
	MWO ORD G744-W16



	
	TB 9-1859-5
	
	MWO ORD G744-W17



	
	TB 9-2855-10
	
	MWO ORD G744-W19



	
	TB 9-2855-18
	
	TB 9-837-4



	
	TB 9-2855-19
	
	TB 9-837-5



	
	TB ORD 445
	
	TB 9-837-6



	
	TB ORD 500
	
	TB 9-837-7



	
	TM 9-837
	
	TB ORD 500



	M54
	LO 9-8028
	
	TM 9-837



	
	MWO ORD G744-WI

MWO ORD 0744-W3
	Trucks, Carryall
	



	
	
	34-ton, 4 x 2
	



	
	MWO ORD G744-W4
	Chevrolet Mode
	Is



	
	MWO ORD G744-W8
	1950
	TB ORD 424



	
	MWO ORD G744-W9
	
	TB ORD 481



	
	MWO ORD 0744-W12
	1951
	TB ORD 424



	
	MWO ORD

G744-W14
	
	TB ORD 481



	
	MWO ORD G744-W15
	Y3-ton, 4 x 4
	



	
	MWO ORD G744-W16
	Dodge Models
	



	
	MWO ORD G744-W17
	WO-53
	TB ORD 570



	
	MWO ORD 0744-W19
	
	TM 9-808



	
	TB 9-837-4
	Trucks, Chassis

3
	



	
	TB 9-837-5
	W4-ton, 4 x 4
	



	
	TB 9-837-6
	M3AI
	MWO CML 18



	
	TB 9-837-7
	M3A2
	MWO CML 19



	
	TB 9-2855-19

TB ORD 500
	M56
	TB 9-840-15



	
	TM 9-837
	XM56

23i-ton, 6 x 6
	TB 9-840-10



	
	TM 9-2800-1
	
	



	M55
	LO 9-8028
	M44
	LO 9-819

MWO ORD G742-W2



	
	MWO ORD G744-WI
	
	MWO ORD (742-W13



	
	MWO ORD 0744-W3
	
	MWO ORD G742-W14



	
	MWO ORD G744-W4
	
	MWO ORD G742-W15



	
	MWO ORD G744-W8
	
	MWO ORD 0742-W16



	
	MWO ORD G744-:W9
	
	MWO ORD 0742-W17



	
	MWO ORD G744-W14
	
	MWO ORD G742-W18



	
	MWO ORD G744-W15
	
	MWO ORD G742-W19



	
	MWO ORD G744-W16
	
	MWO ORD G742-W20



	
	MWO ORD 0744-W17
	
	TB 9-819-4



	
	MWO ORD 0744-W19
	
	TB 9-819-10



	
	TB 9-837-6
	
	TB 9-819-16



	
	TB 9-2855-19
	
	TB 9-819-17



	
	TB ORD 500
	
	TB 9-819-19



	
	
	
	TB 9-819-20



	
	TB ORD 591
	
	TB ORD 500



	
	TM 9-837
	
	TB ORD 511



	6-ton, 6 x 6
	MWO ENG 8058-1
	
	TM 9-819



	Daybrook-Heil Models
	
	
	TM 9-8022



	M-2
	TB 5-8064-1
	
	LO 9-819



	M-2A
	TB 5-8064-1
	
	MWO CML 18



	White Models
	TB 9-1859-17
	
	MWO CML 19



	10-ton 6 x 4
	
	
	*MWO ORD G742-W2



	
	
	
	MWO ORD G742-W13



	Mack Models
	
	
	MWO ORD G742-W14



	NR
	TM 9-1818A
	
	MWO ORD 0742-W15



	Trucks, Cargo van
	
	
	MWO ORD)

742-W16



	24c-ton, 6 x 6
	
	
	MWO ORD 0742-W17



	Mlo
	MWO ORD 0752-W18
	
	MWO ORD G742-W18














	Trucks, Chassis-Continued
	
	
	




	
	
	Trucks, Chassis-Continued
	



	238-ton, 6 x 6-Continued
	
	5-ton, 6 x 6-Continued
	



	M44
	MWO ORD G742-W19
	M61
	MWO ORD G744-W12



	
	MWO ORD G742-W20
	
	MWO ORD G744-W14



	
	TB 9-819-10
	
	MWO ORD G744-W15



	
	TB 9-819-16
	
	MWO ORD G744-Wlfi6



	
	TB 9-819-17
	
	MWO ORD G744-W17



	
	TB 9-819-19
	
	MWO ORD G744-W19



	
	TB 9-819-20
	
	TB 9-837-4



	
	TB ORD 500
	
	TB 9-837-5



	
	TM 9-819
	
	TB 9-837-7



	
	TM 9-8022
	
	TB ORD 500



	M46
	LO 9-819
	
	TM 9-837



	
	MWO ORD G742-W2
	
	TM 9-2809-1



	
	MWO ORD G742-W13
	M63
	LO 9-8028



	
	MWO ORD G742-W14
	
	MWO ORD G744-W1



	
	MWO ORD G742-W15
	
	MWO ORD G744-W3



	
	MWO ORD G742-W16
	
	MWO ORD 0744-W4



	
	MWO ORD 0742-W17
	
	MWO ORD 0744-W8



	
	MWO ORD G742-W18
	
	MWO ORD G744-W12



	
	MWO ORD G742-W19
	
	MWO ORD G774-W14



	
	MWO ORD G742-W20
	
	MWO ORD G744-W15



	
	TB 9-819-10
	
	MWO ORD 0744-W16



	
	TB 9-819-16
	
	MWO ORD G744-W17



	
	TB 9-819-17
	
	MWO ORD 0G744-W19



	
	TB 9-819-19
	
	TB 9-837-4



	
	TB 9-819-20
	
	TB 9-837-5



	
	TB ORD 500
	
	TB 9-837-7



	
	TM 9-819
	
	TB ORD 500



	4-ton, 4 x 4
	TM 9-8022
	
	TM 9-837



	Coleman Models
	
	
	TM 9-2800-1



	G55
	LO 5-1174
	M139
	LO 9-8028



	5-ton, 4 x 2
	
	
	MWO ORD G744-Wi



	Federal Models
	
	
	MWO ORD G744-W3



	45M2
	TM 9-8826
	
	MWO ORD G744-W4



	International Harvester
	
	
	MWO ORD 0744-W8

MWO ORD 0744-W12



	Models
	
	
	MWO ORD G744-W14



	KR 11
	LO 9-823
	
	MWO ORD G744-W15



	
	TB 9-1823-FE1
	
	MWO ORD G744-W16



	Mack Models
	
	
	MWO ORD 0744-W17



	EHI
	TM 10-1546
	
	MWO ORD G744-W19



	5-ton, 6 x 6
	
	
	TB 9-837-4



	M39
	MWO ORD G744-W14
	
	TB 9-837-5



	
	MWO ORD G744-W17
	
	TB 9-837-7



	
	MWO ORD G744-W19
	
	TB ORD 500



	M40
	MWO ORD G744-W1
	
	TM 9-837



	
	MWO ORD G744-W3
	I

Trucks, Chemical service
	



	
	MWO ORD G744-W4
	M1
	MWO CML 21



	
	MWO ORD 0744-W8
	Trucks, Command
	



	
	MWO ORD G744-W12
	N4-ton, 4 x 4
	



	
	MWO ORD G744-W14
	Dodge Models
	



	
	MWO ORD G744-W15
	WC-57
	TM 9-808



	
	MWO ORD 0744-W16
	M42
	TB 9-840-5



	
	MWO ORD G744-W17
	
	TB 9-840-6



	
	MWO ORD G744-W19
	
	TB 9-840-8



	
	TB 9-837-4
	
	TB 9-840-10



	
	TB 9-837-5
	
	TB 9-840-11



	
	TB 9-837-7
	
	TB 9-840-12



	
	TB ORD 500
	
	TB 9-840-14



	
	TB ORD 554
	
	TB 9-840-15



	
	TM 9-2800-1
	
	TB 9-840-16



	MG1
	LO 9-8028
	
	TB 9-2855-5



	
	MWO ORD G744-WI
	
	TB 9-2855-7



	
	MWO ORD G744-W3
	
	TB ORD 570



	
	MWO ORD G744-W4

MWO ORD G744-W8
	Power train; body; frame
	



	
	
	
	TM 9-8031-2














	Trucks, Comniand reconnaissance
	
	Trucks, Dump-Continue,
	




	Y4-ton, 4 x 4
	TB ORD 473
	l~4-ton, 4 x 2
	



	Fuel tank filler cap
	TB ORD 417
	Chevrolet Models

Ford Models
	LO 9-U314'



	Ford Models
	
	F5
	TB 9-8806-1



	GPW
	MWO ORD a503-W7
	G8T
	MOW ORD G540-WI



	
	MWO ORD G593-W9

TB 9-1803B-FE1
	
	TB 9-8806-4



	
	TB 9-803-8
	
	TM 9-806



	
	TB 9-803-9
	
	TM 9-1806A



	
	TB 9-803-FE6
	2DT
	LO 9-806



	
	TB 9-803-FE7
	2GT
	MWO ORD G540-WI



	
	TB 9-1859-8
	
	TB ORD 455



	
	TB ORD 570
	234-ton, 4 x 2
	



	
	TM 9-803
	OMC Models
	



	
	TM 9-1803A
	HC-453
	TB 9-8808-1



	
	TM 9-1803B
	Federal Models
	LO 9-821



	Willys Models
	
	
	TM 9-82t



	MB
	MWO ORD G593-W7
	
	TM 9-1821



	
	MWO ORD G593-W9
	International
	Harvester



	
	TB 9-803-FE6
	Models
	



	
	TB 9-803-FE7
	K-5
	LO 9-824



	
	TB 9-803-6
	
	MWO ORD G768-W2



	
	TB 9-803-8
	K-7
	LO 9-822



	
	TB 9-803-9
	
	TM 9-822



	
	TB 9-1803B-FE1
	
	TM 9-1822



	
	TB 9-1859-8
	L-171
	MWO ORD G768-WI



	
	TB ORD 570
	
	TB 9-8810-1



	
	TM 9-803
	M47
	MWO ORD G742-W19



	
	TM 9-1803A
	M59
	MWO ORD 0742-W19



	
	TM 9-1803B
	2M-ton, 4 x 4
	



	/-ton, 4 x 4
	
	IHC Models
	TB 9-8810-2



	Dodge Models
	TB ORD 570
	L-271
	



	WC56
	TB ORD 570
	2Y2-ton, 6 x 6

M47
	LO 9-819



	WC67

WC58
	TB ORD 570
	
	MWO ORD G742-W2



	M56
	TB ORD 570
	
	MWO ORD G742-W5



	Trucks, Crane
	
	
	MWO ORD 0G742-W12



	23ton, 6 x 6
	
	
	MWO ORD 0742-W13



	M108
	LO 9-819
	
	MWO ORD 0G742-W16



	
	MWO ORD G742-W2
	
	MWO ORD 0742-W17



	
	MWO ORD G742-W13
	
	MWO ORD G742-W18



	
	MWO ORD G742-W14
	
	MWO ORD G742-W20



	
	MWO ORD G742-W15
	
	T'B 9-819-10



	
	MWO ORD G742-W16
	
	TB 9-819-16



	
	MWO ORD G742-W17
	
	TB 9-819-17



	
	MWO ORD G742-W18
	
	TB 9-819-19



	
	MWO ORD G742-W19
	
	TB 9-819-20



	
	MWO ORD G742-W20
	
	TB 9-819-21



	
	TB 9-819-10
	
	TB ORD 500

TB ORD 511



	
	TB 9-819-16
	
	TB ORD 535



	
	TB 9-819-17
	
	TM 9-819



	
	TB 9-819-19

TB 9-819-20
	
	TM 9-8022



	
	TB 9-819-21
	M59
	MWO ORD G742-W2



	
	TB ORD 500
	
	MWO ORD G742-W12



	
	TM 9-819
	
	MWO ORD G742-W13



	
	TM 9-8022
	
	MWO ORD G742-W14



	6-ton, 6 x 6
	
	
	MWO ORD G742-W15



	Brockway Models
	MWO ORD Gl-W21
	
	MWO ORD 0742-W16



	Ward La France Models
	
	
	MWO ORD G742-W17



	
	MWO ORD Gl-W21
	
	MWO ORD G742-W18



	Swinging boom
	
	
	MWO ORD G742-W20



	M1l
	LO 3-256
	
	TB 9-819-10



	
	TM 3-256
	
	TB 9-819-16



	Trucks, Dump
	
	
	TB 9-819-19



	Euclid Model
	
	
	TB 9-819-20



	2FD
	TB 5-3467-1
	
	TB 9-819-21



	27FD
	LO 5-3467
	
	TB ORD 500

TB ORD 535



	
	TB 5-3467-1
	
	














	Trucks, Dump-Continu
	ued
	Trucks, Dump body-Continued
	




	2~i-ton, 6 x 6-Contiu
	mued
	Mack Models
	



	M59
	TM 9-819
	LR
	TB 5-3476-1



	
	TM 9-8022
	
	TM 5-3476



	M215
	MWO ORD G1-W46
	Trucks, Earth boring and pole setter
	



	
	MWO ORD G749-W12
	2'4-ton, 6 x 6
	



	
	MWO ORD G749-W15
	V-17A/MTQ
	



	
	MWO ORD G749-W16
	V18A/MTQ
	MWO OR

D G742-W16



	
	MWO ORD G749-W17
	
	MWO ORD G742-W17



	
	MWO ORD G749-W19
	
	MWO ORD G742-W19



	
	MWO ORD G749-W23
	
	TB 9-819-19



	
	TB 9-819A-6
	
	TB 9-819-20



	
	TB 9-819A-9
	
	TM 9-8023-6



	
	TB 9-819A-10

TB 9-819A-12
	Trucks, Electrical repair
	



	
	TB 9-819A-15
	2'j-ton, 6 x 6
	



	
	TB 9-819A-16
	M18
	MWO ORD G508-W16



	
	TB ORD 530
	M18AI
	MWO ORD G508-W16



	
	TM 9-1819AC
	M18A2

Trucks, Emergency repair
	MWO ORD G508-W16



	4-ton, 6 x 6
	
	K-ton, 4 x 4
	



	Diamond T Models
	TB ORD FE30
	Dodge Models
	



	972
	TM 9-811
	WC-60
	TM 9-808



	&ton, 4 x 2
	
	Trucks, Field wire construction
	



	International
	Harves

ter
	Accessory equipment
	TB SIG 97



	Models
	
	Trucks, Fire (powered pumper)
	



	KL-11
	TM 9-823
	Class 530
	TB 5-315-1



	KR-11
	TM 9-1823
	Class 750
	MWO ENG 3516-1



	L-201
	TB 9-8828-1
	Four Wheel Drive Models
	



	5ton, 6 x 6
	
	FR50T
	TB 5-3510-1



	M51
	LO 9-8028
	General Models
	LO 5-3541



	
	MWO

ORD G744-WI
	Mack Models
	



	
	MWO

ORD G744-W2
	ZD
	LO 5-3471



	
	MWO

ORD G744-W3
	75
	TM 5-3471



	
	MWO

ORD G744-W4
	Trucks, Firefighting
	



	
	MWO

ORD G744-W5
	Hesse Models
	



	
	MWO

ORD G744-W7
	DC-19
	LO 5-35N0



	
	MWO ORD G744-W8
	
	TB 5-3509-1



	
	MWO ORD G744-W9
	
	TM 5-3509



	
	MWO ORD 0G744-W12
	Howe Fire Apparatus Co.
	TB 5-9397-1



	
	MWO ORD G744-W13
	Trucks, Forklift
	



	
	MWO ORD 0G744-W14
	Army Models
	



	
	MWO ORD G744-W16
	MHE-144
	TM 10-1607A



	
	MWO ORD 0G744-W17
	Automatic

Transportation
	



	
	MWO ORD 0744-W19
	Models
	



	
	TB 9-837-1
	BF-40
	MWO 10-1625A-1



	
	TB 9-837-2

TB 9-837-4
	THTF-L
	LO 19-1651



	
	TB 9-837-6
	
	TM 10-1651



	
	TB 9-837-7
	Baker-Raulang Models
	



	
	TB 9-2855-10
	FSHED 20/48
	LO 10-1653A



	
	TB 9-2855-18
	
	TM 10-1653A



	
	TB 9-2855-19
	FTHEG 40/48
	TM 10-1653B



	
	TB ORD 445
	
	LO 10-1653B

TM 10-1653A



	
	TB ORD 500
	Berry Models
	



	
	TB ORD 535
	FHLT-3
	TM 10-1636



	
	TM 9-837
	Buda Models
	



	
	TM 9-1837D
	FB 20/24
	LO 10-1601A



	M54
	MWO ORD G744-W2
	
	TM 10-1601A



	
	TB ORD 445
	FB 20/24 RS
	TM 10-1601A



	M55
	MWO ORD G744-W2
	Clark Models
	



	
	TB ORD 445
	Carloader
	LO 10-1602B



	M59
	MWO ORD G744-W3
	
	TM 10-1602B



	9½ cu yd, 4 x 2
	
	Carloader ECL 4024
	LO 10-1654B



	Mack Models
	
	
	TM 10-1654B



	LR
	LO 5-3476
	Cleveland 6000
	LO 10-1602B



	Trucks, Dump body
	
	
	TB 10-1622-1



	Euclid Models
	
	
	TM 10-1622



	
	
	Clipper CE-2024
	LO 10-1602A



	2FD
	TB 5-3474-1
	
	LO 10-1639














	Trucks, forklift-Continued
	
	Trucks, Forklift-Continued
	



	Clark Models-Continued
	
	Towmotor Models
	



	Clipper CE-2024
	TB 10-1639-1
	LT-40
	LO 10-1606A



	
	TM 10-1639
	
	TM 10-1626



	
	TM 10-1602A
	LT-44
	LO 10-1606A



	Clipper ECE 2024
	LO 10-1654A
	
	TM 10-1626



	
	TM 10-1654A
	LT-46
	LO 10-1627



	
	
	
	TM 10-1627



	Dynatork

(Carloader
	4024
	LT-48
	LO 10-1606A



	RS)
	LO 10-160211
	
	MWO 10-1606A-1



	EUT "B"
	LO 10-1654D
	
	



	Planeloader
	LO 10-1640
	LT-50
	LO 10-1627



	
	TM 10-1602D
	
	TM 10-1627



	
	TM 10-1640
	LT-53
	LO 10-1627



	Planeloader 1949-1951
	LO 10-1602D
	
	TM 10-1627



	Utilitruc
	LO 10-1602B
	LT-56
	LO 10-1627



	
	TB 10-1622-1
	
	TM 10-1627



	
	TM 10-1622
	LT-60
	LO 10-1606B



	Clark Utilitruc
	
	LT-62
	LO 10-1627



	EUT-B-6024 (SE)
	TM 10-1654D
	
	TM 10-1627



	Yardlift 60
	LO 10-1602E
	LT-72
	LO 10-1627



	Yardlift Models
	
	
	TM 10-1627



	
	MWO 10-1602E-2
	Yale & Towne Models
	



	
	MWO 10-1602E-3
	K51AT~-0
	LO 10-1659A



	
	MWO 10-1602F-1
	KO51T-40
	LO 10-1632D



	
	MWO QM 10-1602E-1
	Liftking KG51T-20-H
	LO 10-1632A



	
	TM 10-1602E
	
	TM 10-1632A



	
	LO 10-1602G
	Yardking 40
	LO 10-1632B



	100
	
	
	TM 10-1632B



	Yardlift 150
	LO 10-1602F
	Trucks, Garbage collection
	



	
	TM 10-1602F
	5-ton, 4 x 2
	



	Gerlinger Models
	
	
	



	PHI-130
	LO 10-1607A
	Gar Wood Models
	TB 5-9254-1



	
	TM 10-1607A
	Load Packer
	LO 5-9255



	Gibson Models
	
	
	MWO ENG 9255-1



	OF-3-4012
	LO 10-1603A
	
	TB 5-9255-1



	GF-3-4013
	LO 10-1603A
	
	TM 5-9255



	
	TM 10-1603A
	Leach Models
	



	GF-4-5012
	LO 10-1603A
	Packmaster
	LO 5-9257



	GF-4-5016
	LO 10-1603A
	
	TB 5-9257-1



	OF-4-5016S
	TM 10-1603A
	Sicard Models
	



	GF-6-305
	LO 10-1603B
	SM-4, Sanivan
	LO 5-9258



	0F-6-4513
	LO 10-1603B
	
	TB 5-9258-1



	GF-15-355
	LO 10-1603C
	
	TM 5-9258



	
	TM 10-16030
	Trucks, Gasoline tank
	



	OF-15-3513
	TM 10-1603C
	23§-ton, 4 x 2
	



	Hyster Models
	
	GMC Models
	



	RT-150
	LO 10-1604B
	1C-453
	TB 9-821-1-1



	
	TM 10-1645
	
	TB 9-8808-2



	and

Inspections
	preventive
	
	TB 9-8808-3



	maintenance services
	TB QM 4
	236-ton, 6 x 6
	



	
	
	M49
	LO 9-819



	Motowlift Models
	
	
	MWO ORD O1-W59



	DP-4024
	LO 10-1605G
	
	MWO ORD G742-W2



	
	TM 10-1605C
	
	MWO ORD 0742-W13



	S-3o01
	MWO 10-1605A-1
	
	MWO ORD G742-W14



	S-4015
	MWO 10-1605A-1
	
	MWO ORD 0742-W15



	S-4024
	LO 10-1605D
	
	MWO ORD 0G742-W16



	
	LO 10-1605F
	
	



	
	MWO 10-1605D-1
	
	MWO ORD 0742-W17



	
	MWO 10-1605D-2
	
	MWO ORD G742-W18



	
	
	
	MWO ORD G742-W20



	
	MWO 10-1605D-3
	
	TB 9-819-10



	
	TM 10-1605D
	
	TB 9-819-16



	Ross-Carrier Models
	
	
	TB 9-819-17



	15HT
	LO 10-1642-2
	
	TB 9-819-19



	
	TM 10-1642
	
	TB 9-819-20



	
	
	
	TB 9-819-21



	18HT
	LO 10-1642-1
	
	TB ORD 500



	
	TM 10-1642
	
	TM 9-819



	19HT
	LO 10-1642-2
	M217
	MWO ORD Gl-W46



	
	TM 10-1642
	
	MWO ORD Gl-W59














	Trucks, Gasoline tank-Continued
	
	Trucks, Personnel and Cargo-Con.
	




	2Hi-ton, 6 x 6-Continued
	
	1 -ton, 6 x 6Continued
	



	M217
	MWO ORD G749-W12

MWO ORD G749-W15
	Dodge Models-Continued
	



	
	MWO ORD G749-W16
	
	TB ORD 455



	
	MWO ORD G749-W17
	
	TB ORD 570



	
	MWO ORD G749-W19
	Trucks, Pickup
	TM 9-810



	
	MWO ORD 0749-W23
	i-ton, 4 x 2
	



	
	TB 9-819A-6
	Chevrolet Models
	LO 9-U316



	
	TB 9-819A-9
	
	TM 10-1247



	
	TB 9-819A-10
	1942
	TM 10-1162



	
	TB 9-819A-12
	1946-1950
	TB 9-8842-1



	
	TB 9-819A-15
	1950-51
	TB ORD 481



	
	TB 9-819A-16
	3104
	TM 10-1251



	
	TB ORD 530
	3116
	TM 10-1251



	
	TM 9-1819AC
	Dodge Models
	



	Trucks, Gun lifting, front
	
	1941
	LO 9-U319



	4x4
	
	1942
	LO 9-U319



	M249
	LO 9-8006
	WC-36
	TM 10-1154



	
	MWO ORD 0268-WI
	
	TM 10-1155



	
	MWO ORD G268-W4
	WC-37
	TM 10-1154



	
	TM 9-2800-1
	
	TM 10-1155



	
	TM 9-8006
	WC-38
	TM 10-1154



	Hydraulic systems
	TM 9-8007-2
	
	TM 10-1155



	Trucks, Gun lifting, rear
	
	WC-47-USA
	TM 10-1379



	4x4
	
	WC-48-USA
	TM 10-1379



	M250
	LO 9-8006
	WC-49-USA
	TM 10-1379



	
	MWO ORD G268-Wi
	WC-50-USA
	TM 10-1379



	
	MWO ORD G268-W4
	Front axle reclamation
	



	
	TM 9-2800-1
	
	TB 9-2830-14



	
	TM 9-8006
	Ford Models
	



	Hydraulic systems
	TM 9-8007-2
	
	TM 10-1436



	Trucks, Machine shop
	
	2GC
	TM 10-1437



	23i-ton, 6 x 6
	
	21C
	TM 10-1437



	M16
	MWO ORD G508-W16
	Trucks, Ponton
	



	M16A1
	MWO ORD G508-W16
	4-ton, 6 x 6
	



	Trucks, Maintenance

94-ton, 4 x 4
	
	Diamond T Models
	



	
	MWO ORD G741-W5
	970A
	TM 9-811



	M201
	
	Trucks, Ponton tractor
	



	
	TB 9-840-15
	5- to 6-ton
	



	V-41( )/GT
	TB 9-840-6

TB 9-840-8
	Autocar Models
	



	
	TB 9-840-16
	U8144T

Trucks, Prime mover
	TM 9-1812



	Trucks, Ordnance
	
	6-ton, 6 x 6
	



	Converting to basic Signal Corps
	
	Corbitt Models
	LO 9-813



	trucks
	TB SIG 112
	
	MWO ORD G01-W21



	Trucks, Pallet
	
	
	MWO ORD Gl-W20



	Yale & Towne Models
	
	
	TB 9-1859-15



	Worksaver
	LO 10-1685
	
	TM 9-813



	
	TM 10-1685
	
	TM 9-1813



	Trucks, Panel
	
	Mack Models
	



	i8-ton, 4 x 2
	
	NM
	



	Chevrolet, 1950-51
	TB ORD 481
	
	TB ORD 126



	Trucks, Panel utility
	
	50SD-6
	TB ORD 216



	Y4-ton, 4 x 4
	
	White Models
	MWO ORD Gl-W20



	M152
	TB 9-840-15
	
	



	XM152
	TB 9-840-10
	
	MWO ORD Gl-W21



	Trucks, Passenger
	
	666
	MWO ORD G514-WI



	Defective oil level gage rods
	TB ORD 518
	798-ton, 6 x 6
	



	Trucks, Personnel and Cargo
	
	Mack Models
	



	198-ton, 6 x 6
	
	
	TB 9-814-2



	Dodge Models
	
	
	



	T223

WC-62
	MWO ORD 0507-WI
	
	TB 10-1479-1



	
	LO 9-810
	2, 3, 6, 7
	TB 9-1859-18



	
	TB ORD 570
	10-ton, 6 x 4
	



	
	TM 9-810
	Mack Models
	



	WC-63
	LO 9-810
	MR
	TM 9-818



	
	TB ORD FE56
	
	TM 10-1679














	Trucks, Prime mover-Continued
	
	Trucks, Straddle-Continued

Ross Carrier Models-Con.
	




	12-ton, 6 x 4
	
	
	TM 10-1643



	Diamond T Models
	
	92-10856
	LO 10-1643A-1



	980
	LO 9-768

TM 9-1768B
	92-10856RS
	LO 10-1643A-2



	
	LO 9-768
	
	TM 10-1643



	981
	TM 9-1768B
	Trucks, Straddle lumber
	



	
	LO 9-768
	Inspections and preventive main
	



	M20
	TM 9-1768B
	tenance services
	TB QM 4



	
	
	Trucks, Telephone installation
	



	Trucks, Refuse

Paul

Hydraulic

St.
	Pax-All
	34-torn, 4 x 4
	



	Models
	
	M201
	TB 9-840-14



	1203
	LO 5-9256
	V-41( )/GT
	TB 9-840-1



	
	TB 5-9256-1
	
	TB 9-840-2



	
	TM 5-9256
	
	TB 9-840-12



	Trucks, Refuse loaders
	
	Trucks, Telephone maintenance
	



	2yton, 6 x 4
	
	%-ton, 4 x 4
	



	Heil Models
	TB 5-9253-1
	M201(V-41/GT)
	TB 9-840-10



	
	TM 5-9253
	
	TB 9-840-15



	Trucks, Shop van
	
	V41
	



	2.6-ton, 6 x 6
	
	train;

Power
	body;



	M109
	LO 9-819
	frame
	TM 9-8031-2



	
	MWO 01

RD G742-W2
	V-41( )/GT
	MWO ORD G741-W1



	
	MWO OR

.D 0742-W13
	
	TB 9-840-4



	
	MWO OR

.D G742-W14
	
	TB 9-840-5



	
	MWO OR

.D G742-W15
	
	TB 9-840-11



	
	MWO OR

.D G742-W16
	
	TB 9-2855-5



	
	MWO OR

ID 0742-W17
	
	TB 9-2855-7



	
	MWO OR

BD G742-W18
	
	TB ORD 483



	
	MWO OR

BD G742-W19
	
	TM 9-840



	
	MWO OR

RD 0742-W20
	WC-59
	TM 9-808



	
	TB 9-819-17
	If6-ton, 4 x 4
	



	
	TB 9-819-18
	Chevrolet Models
	LO 9-805



	
	TB 9-819-19
	
	TB 9-1765A-1



	
	TB 9-819-20
	
	TB 9-1765B-1



	
	TB 9-819-21
	
	TB 9-1765B-3



	
	T.

B ORD 444-4
	
	TB ORD 10-1557-2



	
	TB

B ORD 444-11
	
	TB ORD 86



	
	TB ORD 500
	
	TB ORD 211



	
	TM 9 -819
	
	TM 9-805



	M220
	MWO C

)RD Gl-W46
	
	TM 9-1765A



	
	MWO OR

RD G749-W12
	07103
	TM 9-805



	
	MWO OR

RD G749-W15
	07105
	TM 9-805



	
	MWO OR

RD G749-W16
	G7106
	TM 9-805



	
	MWO OR

RD 0749-W17
	07107
	TM 9-805



	
	TB 9-819A-15
	07113
	TM 9-805



	
	TB 9-819A-16
	07116
	TM 9-805



	
	TI

B ORD 444-11
	07117
	TM 9-805



	XM220
	TB ORD 530
	07163
	LO 9-805-1



	Maintenance shop sets
	
	
	TM 9-805



	
	T

B ORD 444-1
	07173
	LO 9-805-1



	
	T

B ORD 444-2
	
	TM 9-805



	
	T

B ORD 444-5
	2W-ton, 6 x 6
	



	
	T

B ORD 444-6
	V17A/MTQ
	MWO ORD 0742-t16



	
	T

B ORD 444-7
	
	MWO ORD G742-W19



	Trucks, Snow plow carrier
	
	
	TB 9-819-17

TB 9-819-19



	Four Wheel Drive Models
	
	
	TB 9-819-20



	YU -FWB
	LO 5-9489
	
	TM 9-8022



	
	TB 5-9489-1
	
	TM 9-8023-6



	Trucks, Straddle
	
	
	



	Hyster Models
	
	M48
	MWO ORD G742-W17



	MH
	TM 10-1646
	M275
	MWO ORD G742-W17



	Ross Carrier Models
	
	Trucks, Tractor
	



	90-7056
	LO 10-1643-1
	Euclid Models
	



	
	TM 10-1643
	9FDT
	TB 5-3310-1



	90-7956
	LO 10-1643-1
	M26
	MWO ORD Gl-W18



	92-10856
	I

LO 10-1643A-1
	
	MWO ORD G160-W1



	
	I

LO 10-1643A-2
	
	TB 9-1767A-FE1














	Trucks, Tractor-Continued
	
	Trucks, Tractor-Contin
	ued




	Euclid Models-Continued
	
	5-ton, 4 x 2-Continue
	



	M26
	TM 9-1767A
	International Harve
	ed

ester-Con.



	M26A1
	MWO ORD G160-Wi
	H-542-9
	TM 9-1812



	2*-ton, 6 x 6
	
	H-542-11
	LO 9-812



	M48
	LO 9-819
	
	TM 9-812



	
	MWO ORD 0742-W2
	
	TM 9-1812



	
	MWO ORD G742-W13
	KR-11
	TM 9-832



	
	MOW ORD G742-W14
	
	TM 9-1823



	
	MWO ORD G742-W15
	Marmon-Herrington Models
	



	
	MWO ORD G742-W16
	H-542-11
	LO 9-812



	
	MWO ORD G742-W18
	
	TM 9-812



	
	MWO ORD G742-W20
	
	TM 9-1812



	
	TB 9-819-10
	Kenworth Models
	



	
	TB 9-819-16
	H-542-11
	TM 9-1812



	
	TB 9-819019
	M425
	LO 9-812



	
	TB 9-819-20
	M426
	LO 9-812



	
	TM 9-819
	White Models
	



	
	TM 9-8022
	WC22PLT
	MWO OR



	M60
	TB 9-819-17
	
	RD G770-W1



	
	MWO ORD Gl-W46
	
	MWO OR

D 0770-W2

T



	M221
	MWO ORD G749-W12
	5-ton, 4 x 4
	B 9-8822-11



	
	MWO ORD G749-W16
	
	q



	
	MWO ORD G749 W16
	M425

M426
	TB 9-1859-19

'



	
	MWO ORD G749-W17
	5-ton, 6 x 6
	TB 9-1859-19



	
	MWO ORD 0749-W19
	
	



	
	MWO ORD G749-W23
	M48
	MWO ORI

D (742-W19



	
	TB 9-819A-6
	M52
	MWO OR

D 0744-Wi

MWO OR



	
	TB 9-819A-9
	
	D G744-W2

MWO OR

D 0744-W3



	
	TB 9-819A-10
	
	MWO OR

D G744-W4



	
	TB 9-819A-12
	
	MWO OR

D G744-W8



	
	TB 9-819A-16
	
	MWO OR

D G744-W9



	
	TB ORD 500
	
	) G744-W14

MWO ORI



	
	TB ORD 530
	
	MWO ORI

)D 0744-W15



	
	TM 9-1819AC
	
	)D 744-W16



	M275
	MWO ORD 0742-W16
	
	MWO ORI

MWO ORI

D G744-W17



	
	MWO ORD 0742-W18
	
	MWO ORI

)D 0744-W19



	
	MWO ORD 0742-W20
	
	TB 9-837-4



	
	TM 9-8022
	
	TB 9-837-65



	4- to -ton, 4 x 4
	
	
	TB 9-837-6



	Autocar Models
	
	
	TB 9-837-7



	U7144T
	LO 9-816
	
	TM 9-837



	
	TB 9-1859-13
	M62
	LO 9-8028



	
	'B ORD 297
	
	MWO OR:

D G744-Wi



	
	'B ORD 475
	
	T

B ORD 445



	
	TM 9-816
	
	T

B ORD 500



	
	TM 9-1816
	Trucks, Tractor (ponton)
	



	Federal Models
	LO 9-820
	5- to 6-ton, 4 x 4
	



	
	'B ORD 297
	Autocar Models
	



	
	TM 9-820
	U-8144T
	TB 6-3503-1



	
	TM 9-1816
	
	TB 9-1859-14



	
	'I

TM 9-1859-16
	
	TM 9-817



	94X43A
	q

'B ORD 475
	M20
	TM 9-1768A



	94X43B
	'

'B ORD 475
	
	



	94X430
	q

'B ORD 475
	12-ton, 6 x 6
	



	White Models
	
	M26
	MWO OR

D 0160-W3

TB 9-767-3



	444T
	LO -816
	
	



	
	'I

'B 9-1859-13
	
	TM 9-1767B



	
	'B ORD 297
	
	IM 9-1767C



	
	'B ORD 475
	M26A1
	MWO OR:

ID G160-W3



	
	TM 9-816
	
	TB 9-767-3



	5-ton, 4 x 2
	
	
	T

B ORD 506



	
	
	Trucks, Tractor-wrecker
	



	Federal Models
	
	
	



	45M2
	TM 9-8826
	5-ton, 6 x 6
	



	International
	Harvester
	M246
	MWO OR:

D G744-W3



	Models
	
	
	MWO OR

D 0744-W8



	H-542-9
	LO 9-812
	
	) G744-W17

MWO ORI



	
	TM 9-812
	
	MWO ORE

D G744-W19














	Trucks, Trailer
	
	Trucks, Utility-Continued
	




	40-ton tank transporte
	
	Y4-ton, 4 x 4-Continued
	



	M25
	LO 9-767
	M38A1
	rB ORD 465



	
	MWO ORD G160-WI
	
	TB ORD 547



	
	MWO ORD G160-W2
	
	TB ORD 560



	
	TB 9-767-2
	
	TB ORD 570



	
	TM 9-767
	
	TM 9-804A



	
	TM 9-1767A
	
	TM 9-2800-1



	
	TM 9-1767B
	
	TM 9-8015-1



	
	TM 9-17670
	Power train, body and
	



	
	TM 9-1767E
	frame
	TM 9-8015-2



	45-ton tank transporte
	ir
	Y4-ton, 4 x 4
	



	M19
	LO 9-768-1
	M42
	TB 9-840-1



	
	TM 9-768
	
	TB 9-840-2



	
	TM 9-1768A
	
	TB 9-840-4



	
	TM 9-17680
	
	TB ORD 483

TM 9-840



	Trucks, Utility
	
	
	TB ORD 570



	4-ton, 4 x 4
	
	M43
	



	M38
	LO 9-8012
	Trucks, Van
	



	
	MWO ORD Gl1-W43
	2ti-ton, 6 x 6
	



	
	MWO ORD G1-W44
	M109
	TB 9-2855-36



	
	MWO ORD Gl-W50
	
	TM 9-8022



	
	MWO ORD G1-W54
	M220
	MWO ORD G749-W19



	
	MWO ORD 0740-Wl
	
	MWO ORD G749-W23



	
	MWO ORD G740-W2
	
	TB 9-2855-36



	
	MWO ORD G740-W3
	5-ton, 4 x 2
	



	
	MWO ORD G740-W4
	Federal Models
	TM 9-8826



	
	MWO ORD G740-W5
	45M2
	



	
	MWO ORD G740-W6
	5- to 6-ton, 4 x 4
	



	
	MWO ORD G740-W7
	Autocar Models
	



	
	MWO ORD 0G740-W8
	U-8144
	LO 9-817



	
	TB 9-804-1
	
	TB ORD FE44



	
	TB 9-804-2

TB 9-804-3
	U-8144-T
	LO 9-817



	
	TB 9-804-5
	
	TB ORD 216



	
	TB 9-804-6
	
	TB ORD FE 44



	
	TB 9-804-7
	Trucks, Water tank
	



	
	TB 9-804-8
	23i-ton, 6 x 6
	



	
	TB 9-804-9
	M50
	LO 9-819



	
	TB 9-804-10
	
	MWO ORD G742-W2



	
	TB 9-804-11
	
	MWO ORD 0742-W16



	
	TB 9-804-12
	
	MWO ORD G742-W17



	
	TB 9-804-13
	
	MWO ORD 0742-W18



	
	TB 9-804-14
	
	MWO ORD 0742-W19



	
	TB 9-804A-1
	
	MWO ORD G742-W20



	
	TB 9-1804B-1
	
	TB 9-819-10



	
	TB 9-1859-1
	
	TB 9-819-16



	
	TB 9-1859-20
	
	TB 9-819-17



	
	TB 9-2855-2
	
	TB 9-819-19



	
	TB 9-2855-3
	
	TB 9-819-20



	
	TB 9-2855-4
	
	TB 9-819-21

TB ORD 500



	
	TB ORD 445
	
	



	
	TB ORD 465
	
	TM 9-819



	
	TB ORD 547
	M222
	MWO ORD 01-W46

MWO ORD G749-W12



	
	TB ORD 560
	
	MWO ORD 0749-W15



	
	TB ORD 570
	
	MWO ORD 0G749-W16



	
	TM 9-804

TM 9-1804A
	
	MWO ORD 0749-W17



	
	
	
	MWO ORD (749-W19



	
	TM 9-1804B

y
	
	MWO ORD G749-W23



	Aerial deliver

M38AI
	TB 10-564-1

LO 9-804A
	
	TB 9-819A-6



	
	MWO ORD G1-W43
	
	TB 9-819A-9



	
	MWO ORD Gl-W44
	
	



	
	MWO ORD G1-W50
	
	TB 9-819A-10



	
	MWO ORD

1G-W54
	
	TB 9-819A-12



	
	MWO ORD G758-W2
	
	TB 9-819A-15



	
	MWO ORD G758-W3
	
	TB 9-819A-16



	
	TB 9-804A-2
	
	TB ORD 530



	
	TB 9-804A-3
	
	TM 9-1819AO














	Trucks, Weapons carrier
	
	Trucks, Wrecker-Continued
	




	94-ton, 4 x 4
	
	Ward-La France ModelsCon.
	



	Dodge Models
	TB 9-808-5
	M246
	MWO ORD 0744-W15



	
	TB 9-808-FE3
	
	MWO ORD G744-W16



	WC51
	TB ORD 570
	
	TB 9-837-4



	WC52
	TB ORD 570
	
	TB 9-837-5



	Trucks, Winch-equipped
	
	
	TB 9-387-6



	21½-ton, 6 x 6
	
	
	TB 9-837-7



	M34
	TB ORD 532
	Tsutsugamushi disease.
	(See Scrub



	M35
	TB ORD 532
	typhus fever.)
	



	M135
	TB ORD 532
	Tube checkers, Precision
	



	M41
	TB ORD 532
	Series 910; 912; 914; 915; 920; 922;
	



	M51
	TB ORD 532
	954
	TB SIG 94



	M139
	TB ORD 532
	Tube testers
	



	Truck:

s, Wrecker
	
	1-177
	TM 11-2627



	Di

amond T Models
	TB ORD 1-1607-1
	I-177A
	TM 11-2627



	969A
	TM 9-811
	I-177-B
	TM 11-2627



	Ke

enworth Models
	
	Precision Models
	



	570
	LO 9-795
	954-P
	TM 11-1209



	
	TB 9-795-5
	Tuberculosis
	



	571
	LO 9-795-1
	Diagnosis
	TB MED 221



	
	TB 9-795-5
	
	Prevention of spread in hospitals TB MED 231



	573
	LO 9-796
	Tuberculosis, Pulmonary
	



	
	TB ORD 216
	Rest regimen
	TB MED 236



	
	TM 9-796
	Tuberculous patients
	



	Ml, MIA1
	MWO ORD G116-W4
	
	Physical and education program TB MED 221



	M62
	MWO ORD G744-W1
	Tuberculous pleurisy
	



	
	MWO ORD G744-W2
	Diagnosis; treatment
	TB MED 71



	
	MWO ORD G744-W3
	Tubes
	



	
	MWO ORD G744-W4
	FSC group 26
	



	
	MWO ORD G744-W8
	Catalog identification guide
	SB 708-326



	
	TB ORD 500
	V106; V107; V108
	MWO SIG 11-290-1



	
	TM 9-837
	VT-25
	MWO SIG 11-800-1



	Ws

ard-La France Models
	
	VT-164
	MWO SIG 11-600-10



	M1
	LO 9-795
	
	MWO SIG 11-620-2



	
	LO 9-795-1
	VT-165
	MWO SIG 11-600-10



	
	TB 9-795-5
	
	MWO SIG 11-620-2



	
	TB ORD 216
	Tubes, Aircraft
	



	
	OFSTB 1795-1
	Dismounting;

mounting;
	infla



	
	OFSTB 1795B-1
	tion
	TM 1-4T-1-2



	
	TM 9-795
	Tubes, Crystal
	



	
	TM 9-796
	IN21B
	TM 11-1221



	
	TM 9-1795A
	
	TM 11-1253



	
	TM 9-1795B
	Tubes, Electron
	



	
	TM 9-1795C

TM 9-1795D
	Cathode-ray
	TM 11-671



	MIAI
	
	Use
	TM 11-662



	
	LO 9-796

TM 9-1796
	
	TB ORD 239



	M2
	TB 9-795-5
	Tubes, Radio
	



	1000, series 6
	TM 9-796
	Klystron
	



	5-ton, 6 x 6
	
	SRL-7F; -7G; -7H
	TB SIG 266



	M62
	MWO ORD G744-W9
	Tubes, Tire

Identification; inspection; classi
	



	
	MWO ORD G744-W10
	fication;

reconditioning;
	



	
	MWO ORD G744-W14
	position
	dis



	
	MWO ORD 0744-W15
	Reclamation
	



	
	MWO ORD G744-W16
	Storage and shipment
	TB 9-2830-47



	
	MWO ORD G744-W17
	Tubes, Radioactive
	SB 9-43



	
	MWO ORD G744-W18
	Handling
	TB SIG 225



	
	MWO ORD 0744-W19
	Tubes, Spare
	



	
	TB 9-837-4
	
	



	
	TB 9-837-5
	Storage and issue
	SB 9-115



	
	TB 9-836-6
	Tubes, Tire
	



	
	TB 9-837-7
	Storage and shipment
	SB 9-43



	
	TM 9-2800-1
	Tubings
	



	
	TM 9-8029-3
	
	Radioactive, luminous, vinylite TB ENG 26



	M246
	MWO ORD G744-W4
	Tugs (45-foot)
	



	
	MWO ORD 5G44-W9
	TC Design 320
	



	
	MWO ORD G744-W14
	Machinery and equipment
	TM 55-3722














	Tugs (65-foot)
	
	Typewriter sets
	




	TC Design 3004
	
	EE -97; -98
	



	Auxiliary equipment
	TM 55-2501
	Serviceability standards
	SB 11-100-78



	
	TM 55-3738
	Typewriters
	



	Tugs (100-foot)
	
	MC-88
	



	TC Design 3006
	
	Serviceability standards
	SB 11-100-74



	Auxiliary equipment
	TM 55-3744
	Royal
	



	Tugs, Diesel
	
	Maintenance and repair
	TM 10-602



	Design 228
	LO 55-U175
	Typhus (louse-borne)
	



	Design 293A
	LO 55-U107
	Diagnosis; treatment
	TB MED 218



	46 foot
	LO 55-U176
	Typing reperforators
	TM 11-2211



	Tugs, Diesel-eleetric
	
	Model 14

U
	



	Design 377A
	LO 55-U188-1
	Uganda
	



	Tugs, Harbor

Design 320
	LO 55-4000
	Medical and sanitary data
	TB MED 197



	Design 327
	LO 55-4003-1
	Ultra high frequency antennas. (See
	



	
	LO 55-4003-2
	Antennas, UHF.)
	



	Tugs, Steam
	
	(See Divers,

Underwater divers.
	



	Design 254
	LO 55-U108
	Underwater.)
	



	Tumblers, Laundry
	
	Uniforms
	



	Fuel cutoff valves
	
	Wet cold and dry cold weather
	TB 10-275-2



	Removal
	MW

[O 10-1680A-2
	Unit replacement guide
	



	Tuning equipments
	
	Wheeled vehicles
	TB ORD 173



	IE-37
	TM 11-5009
	(See Carriers,

Universal carriers.
	



	Tuning units
	
	Universal.)
	



	BC-939-A
	SIG 11-281-9

MWO
	Universal joint assemblies
	



	
	MWO SIG 77
	90-mm gun tank T48
	TM 9-7013-1



	Calibration
	TB 11-800-2
	Units, Pumping and hypochlorina
	



	Tunisia
	
	tion
	



	Medical and sanitary data
	TB MED 9S
	Wallace & Tiernan Model
	



	Turbine pumps.

(See Pumps, Tur
	
	U-8600
	TM 5-2058



	bine.)
	
	Universal joints
	



	Turbines
	
	Hooke Model
	TM 9-1839D



	Westinghouse Models
	
	Universal polar stereographic
	TM 5-241

TM 5-241



	05EHNC
	LO 55-2900
	Universal transverse Mercator
	TM 8-227



	Turbines, Integral gear
	
	Urinalysis

USAF equipment
	



	Murray Models

UG
	TM 55-2903
	Engineering data
	TM 1-00-35-2



	
	
	U.S. S. R.
	



	Turbines, Steam
	
	in rifle divi

Communications
	



	Elliott Co. Models
	TM 55-2904
	sions
	TB SIG F-2-RU



	AY; BY
	
	Field radios
	TB SIG F-400-RU



	Turbo-centrifugal

pumps.
	(See
	Field switchboards
	TB SIG F-203-RU



	Pumps, Turbo-centrifugal.)
	
	
	TB SIG F-205-RU



	Turkey
	
	Field telephones
	TB SIG F-201-RU



	Medical and sanitary data
	TB MED 64
	
	TB SIG F-204-RU



	Turkish language
	
	Field wire reels
	TB SIG-F-202-RU



	Guide
	TM 30-318
	Military maps
	TM 5-248



	Phrase book
	TM 30-618
	Mine warfare equipment
	TM 5-223A



	Turntables
	
	Signal tactics
	TB SIG F-3-RU



	MX-39/TIQ-2
	MWO SIG 11-2586-1
	Signal tactics and techniques
	TB SIG F-2-RU



	Turret assemblies
	
	
	TB SIG F-200-RU



	90-mm gun tank T48
	TM 9-7013-1
	Switchboards
	TB SIG F-206-RU



	Turret ventilating blowers
	
	Telephone switchboards
	



	90-mm gun tank T48
	TM 9-7013-1
	Type PK-30
	TB SI

G F-207-RU



	Turrets
	
	U. S. S. R. Military Forces
	



	Armor6d car T17E1
	TM 9-17410
	Handbook
	TM 30-430



	Carriages, motor (gun)
	
	U. S. Govt. Life Insurance
	



	M10; M1OA1
	TM 9-1750L
	Administration
	TM 14-600



	T70
	TM 9-1755B
	Utilities drawings and prints.
	(See



	Cars
	
	Drawings and prints, Utilities.)
	



	M8; M20
	TM 0-1743
	Utilities facilities
	



	Tanks
	
	Construction
	TM 5-283



	M3
	9

rM 9-1726B
	Maintenance
	TM 5-283



	M4
	'M 9-1750K
	(See Boats, Utility.)

Utility boats.
	



	MS; M5A1
	?M 9-1727G

a

11
	
	



	T9E1
	T

7M 9-1724B
	(See Buildings,

Utility buildings.

Utility.)
	



	Performance requirements
	'B 9-718A-8
	
	












	V
	Parts

Deficiencies.

(See

Vehicle,




	Vacuum and pressure gages.

(See
	replacement.)

Fenders,

fenders.

(See

Vehicle



	Gages, vacuum and pressure.)
	Vehicles.)



	Vacuum cleaners
	also Automobiles;

Vehicles.

(See



	Breuer Tornado Models
	Cars; Landing vehicles; Tractors;

Trailers; Trucks; etc.)



	TM 5-4125

46

TM 5-4125

48; 48T; 48TS
	TB ORD 526

Adjustment of heaters



	TM 5-4125

50; 50T; 50TS
	TB ORD 564

Assembly of air lines



	TM 5-4125

52; 52T; 52TS
	Automotive



	TM 5-4125

88

TM 5-4125
	TM 9-2700

Operational principles

TB ORD 235

Carburetor identification



	90; 90F

TM 5-4125

92; 92F
	char

Classification;

purpose;



	Vacuum compressor pumps.

(See
	TM 9-2800

acteristics; performance



	Pumps, Vacuum compressor.)
	TM 9-2858

Cooling systems

TB ORD 377



	printing

frames.

(See

Vacuum

Printing frames, Vacuum.)
	Fan universal joint noses

Fifth wheel assemblies



	(See Disks, Valve.)

Valve disks.
	MWO ORD Gl-W36

Lubrication



	(See

grinders.

Valve

refacer
	TM 9-1100

Inspections



	Grinders, Valve refacer.)
	Interchangeability of bogie wheel

TB ORD 116

assembly



	Valve refacers

Black and Decker Models
	Interim wheeled



	TM 9-9107-2

550-P
	TB ORD 598

Powerplant heaters



	TM 9-1834A

Valve reseating equipment
	Modification of bow stakes and



	Valve reseating outfits
	TB ORD FE23

bow pockets

TB ORD 463

New type batteries



	Black & Decker Models

TM 9-9104-4

423
	Pressurized fuel systems



	TM 9-9104-2

525
	Elimination

pressure

of



	United

Electrical

The

States
	TB ORD 471

buildup



	TM 9-9104-1

Tool Co.
	TM 19-250

Registration

Relocating tail gate reflectors on



	Valve sections, Gate

TM 5-9250

4-in. pipe line
	wood

bodies

cargo



	TM 5-9252
	OFSTB 10-1000-6



	Valves
	Senior military standard

base

OFSTB 700-101

mounted oil filter leakage



	L-20A

parking

of

Modification
	TB ORD 477

Tire bead clips



	TM 1-lL-20A-511

brake
	Transmission holding fixtures



	TM 5-661

Maintenance
	TB ORD 503



	Replacement mechanism

TB 3-255-1

M1
	Vehicles, Administrative

Ash receivers



	Valves, Exhaust
	TB ORD 519

Supply



	Unserviceable sodium-filled
	TB ORD 466

Chrome type finish

TB ORD 378



	TB ORD 253

Disposition
	Lubricants

SB 9-105

On-vehicle tools; equipment



	Valves, Fuel selector

TM 1-1L-20A-205

L-20A, modification
	TM 38-660

Preventive maintenance



	Valves, Fuel shutoff
	TB ORD 386

Removal of blackout lights



	Modification in L-20 aircraft

TM 1-1L-20-202
	Vehicles, Armored Engineer

ORD Gl-W61

MWO

T39E1



	Valves, Relief
	Vehicles, Armored Infantry



	TM 1-6R-1-61

Aero Models
	TM 9-6065

M3 (T23E1)



	Valves, Selector
	TM 9-6065

M4 (T23)

TM 9-6065

M4 (T23E2)



	Installation, operation, mainte

and

in

modification

nance
	TM 9-6065

M4 (T24)



	TM 1-9V1-1-31

structions
	LO 9-7002

M59 (T59)



	TM 1-1L-20A-204

L-20A
	MWO ORD Gl-W46

TM 9-7002



	TM 1-03-10-71

Parker Models

Valves, Sodium filled
	LO 9-7418

M75 (T18E1)



	TM 1-2R-1-67

Reclamation; disposition
	MWO ORD Gl-W41



	(See Fans, Vane

Vaneaxial fans.
	MWO ORD Gl-W56



	axial.)
	MWO ORD G260-W1

MWO ORD G260-W2



	(See Degreasers,

Vapor degreasers.
	MWO ORD G260-W3



	Vapor.)

TM 5-636
	MWO ORD G260-W4



	Vegetable steamers
	MWO ORD G260-W5

MWO ORD 0260-W6



	Vegetables

Canned, dried, fresh
	MWO ORD G260-W7



	TM 10-210

Inspection
	MWO ORD 0260-W8



	bodies.

(See Bodies, Ve

Vehicle
	MWO ORD G260-W9

MWO ORD G260-W10



	hicles.)
	












	Vehicles, Armored Infantry-Con.

(T18E1)-Continued

M17
	Vehicles, Half-track-Continued

Staking of hexagon

nuts and




	MWO ORD 0260-Wll
	bolts

TB ORD 155



	MWO ORD G260-W12
	White, Autocar, and Diamond



	MWO ORD 0260-W13
	T Models

TB ORD 191



	MWO ORD G260-W14
	Radio interference suppres



	MWO ORD 0260-W15
	TB 9-1711-FEI

sion



	MWO ORD G260-W16
	Reboring cylinders

TB 9-1711-6



	MWO ORD 0260-W17
	TB 9-1711-FE2

Valve remover lifter



	MWO ORD G260-W18
	Vehicles, Ordnance



	TB 9-755B-1
	Classification;

purpose;

char



	TB 9-755B-2
	acteristics; performance

TM 9-2800-1



	TB 9-7419-1/1
	Correct

hydraulic

fluids

for



	TM 9-7419-1
	jacks

TB ORD 104



	TB ORD 505
	Corrosion prevention

TB ORD 242



	TB ORD 509
	Electric boxes, waterproofing

TB ORD 581



	TM 9-755B
	Electric brake controls

TB ORD 234



	Battery installation

TB 9-755B-3
	Improvement of universal rifle



	TB ENG 153

T18
	bracket

TB ORD FE6



	Vehicles, Armored utility
	Installation

Pioneer

of

tool



	M39

LO 9-755
	bracket

TB ORD FE25



	MWO ORD G163-W6
	Lubricant passage on universal



	TB 9-2853-5
	joint trunnion ends

TB ORD 147



	TM 9-755
	Motor assemblies

SB 9-40



	Vehicles, Basic
	Mounting universal rifle bracket



	34-ton, 4 x 4
	TB ORD 163



	Dodge Models

TM 9-1808B
	Oil coolers, repair; maintenance TB ORD 577



	N4-ton, 4 x 4
	Reverse

flushing

of

cooling



	Dodge Models

TM 9-1808A

13,-ton, 6 x 6
	system

TB ORD 361



	
	Speedometer turnback

TB ORD 388

Stake and platform bodies



	Dodge Models

TM 9-1808A
	TB ORD FE37

Stock numbers on nameplates

SB 9-106



	TM 9-1808B
	Tire pressure gages

SB 9-116



	Vehicles, Combat
	Waterproofing

TB ORD 476



	Electrical systems
	Wheeled

TB ORD 92



	Checking

TB ORD 434

Elimination of hour recording
	Vehicles, Recovery



	meter assemblies
	Medium



	TB ORD 480

Failure of working parts

TB ORD 548
	M74

LO 9-7402



	Infrared

driving system

com
	Vehicles, Tactical



	ponents

TB ORD 594
	Adjustment; serviceability

TB ORD 529



	Installation of armored first-aid
	Storage battery filler caps



	kit stowage box

TB ORD FE45
	Replacement

TB ORD 520



	Replacement of valves

TB ORD 306
	TB ORD 488

Use of hook wrenches



	Sandshields
	Voltage of electrical systems



	Disposition

TB ORD 525
	Standardization

TB 34-9-21



	Storage battery filler caps
	Vehicles, Tank recovery



	Replacement

TB ORD 520
	M31

LO 9-739



	Vehicles, Commercial type
	MWO ORD Gl-W18



	Spare parts and accessories
	TB ORD 222



	Local purchase
	M31BI; M31B2

MWO ORD G01-W18



	SB 9-60
	M32

LO 9-738



	Vehicles, Half-track
	MWO ORD Gl-W18



	Basic (IHC)

TM 9-707
	MWO ORD Gl1-W25



	Carriages, motor (combination

gun)
	MWO ORD G185-W1



	M15Al

TM 9-710
	TB 9-738-2



	Carriages, motor (multiple gun)
	TB 9-738-3



	TM 9-710

M16; M16A1
	TB 9-738-FE1

TB 9-738-FE2



	Carriers, personnel
	TB ORD FE35



	TM 9-710

M3; M3A1
	TB ORD 222



	Cars
	TM 9-738



	M2A1

TM 9-710
	Expedient adapters

TB ENG 121



	Chassis and bodies
	M32A1; M32A1B1; M32A1B3



	Maintenance

TM 9-1710C
	MWO ORD G185-W1



	Clutch

maintenance

and
	M32B1

MWO ORD Gl-W18



	adjustment

TB 9-1711-1
	MWO ORD G1-W25



	Mortar carriers
	MWO ORD G185-W1



	TM 9-2800-1

M4; M4A1; M21

TM 9-710
	TB 9-738-FE2

TB 9-2855-21














	Vehicles, Tank recovery-Con.
	
	Venereal diseases-Continued
	




	M32B1
	TB 9-2855-22
	Management
	TB MED 230



	
	TI

B ORD FE35
	(See Fans, Vent.)

Vent fans.
	



	
	TB ORD 222
	Vent line clips
	



	
	TM 9-738
	Mounting
	TB 9-804-7



	M32B2
	TO C

)RD Gl-W18

MR
	Vent tube holes
	) ORD G741-W2



	
	TO C

)RD Gl-W25

MR
	Relocation

MWC
	



	
	TM 9-738

TO C

)RD Gl-W18
	Ventilation

CBR protective shelters
	TM 3-350



	M32B3
	Mv

)RD Gl-W25

MV
	Ventilation equipment
	



	
	MW

RD G185-W1
	Installation; maintenance
	TM 5-670



	
	TB ORD 180

WO0
	Ventilation systems
	



	
	TM 9-738
	Inspection; maintenance
	TM 5-672



	M32B4
	AO C

3RD G1-W18

M)
	Vertical projection

cameras.
	(.

See



	
	TM 9-738
	Cameras, Vertical projection.)
	



	M74
	
	Vessels

Painting, marking, labeling
	TB TC 4



	Expedient adapters
	TB ENG 166

TB ORD 148
	Vessels, LCU
	



	T2
	TM 9-739
	1466; 1504 through 1593
	TM 55-3774



	Vehicles, Track-laying
	
	Vessels, Salvage
	



	Headlight adjustment
	TB ORD 443
	Design 210
	LO 55-U191-1



	Removal of mud shields
	TB ORD 403
	
	LO 55-U191-2



	
	Track link end connector puller TB ORD 595
	Vessels, Supply
	



	Tracks, bogie, roadwheels
	
	Design 330DA
	LO 55-U190-1



	Application;
	interchange
	
	LO 55-U190-2



	ability; removal;
	inspec
	Design 381
	LO 5-4002-3



	tion; classification; recon
	
	
	LO 5-4002-4

LO 55-4002-1



	ditioning; disposition
	TB ORD 562
	
	LO 55-4002-2



	Vehicles, Tracked

Track-sprocket-wear measuring
	
	Vessels, Supply (aircraft repair)
	



	gage
	TB ORD 545
	Design 427
	LO 55-U189-1



	Vehicles, Transport
	
	
	LO 55-U189-2



	Adjustment and serviceability
	
	Vessels, Waterborne
	



	chart
	TB ORD 382
	Are welding
	TB TC 11



	Battery interchangeability
	TB ORD 559
	Storage
	TB TC 9



	Conversion kits
	SB 9-111
	Veterinary equipment
	



	Electrical systems
	
	FSC group 65

Catalog identification guide SB 708-365-1
	



	Checking

Electric brake control kits
	TB ORD 434

SB 9-111
	
	SB 708-365-2



	Headlight adjustment
	TB ORD 247
	
	SB 708-365-3



	Replacement of valves
	TB ORD 306
	
	SB 708-365-4



	Standardization
	TB 34-9-47
	Veterinary food inspection
	TM 8-220



	Vehicular antennas.
	(See Antennas,
	Veterinary laboratory service
	



	Vehicular.)
	
	Food analysis
	U

'B MED 233



	Vehicular armament, Combat
	
	Veterinary pharmacology
	TM 8-233



	Preparation for maintenance in
	
	Veterinary supplies.

(See Veter
	



	storage
	TB ORD 408
	inary equipment.)

Veterinary technicians
	TM 8-450



	Vehicular engine assemblies.
	(See
	Vibration isolators (aircraft engines)
	



	Engine, Vehicular.)
	
	Pratt & Whitney Models
	



	Vehicular equipment
	TM 9-834
	R-1830
	PM 1-03-1-62



	General purpose
	
	R-2000
	PM 1-03-1-62



	Vehicular maintenance equipment
	
	R-2800
	PM 1-03-1-62



	Cleaning equipment; hydraulic

jacks; boring bars; band saw;
	
	R-4360
	¶

PM 1-03-1-62



	metalizing
	equipment;

fuze
	(See Packs,

Vibrator packs.
	Vi



	bonding equipment
	TM 9-1834E
	brator.)
	



	Electrical test benches; battery
	
	supplies.

Vibrator

power
	(See



	chargers;

magneto
	and dis
	Power supplies, Vibrator.)
	



	tributor testers
	TM 9-1834D
	Vibrators, Concrete
	



	Grinding machines; boring ma
	
	Chicago Pneumatic Models
	



	chines;
	valve reseating

ma
	CP-219
	TM 5-4112

TM 5-4122



	chines; lathes
	TM 9-1834A
	CP-219-B
	



	Veneer
	
	Ingersoll-Rand Models

Sizes IV
	TM 5-4152



	FSC group 55
	SB 708-365
	2V
	TM 5-4152



	Catalog identification guide
	
	3V
	TM 5-4152



	Venereal diseases

Contact investigations
	
	Viewers
	



	Interviewer's guide
	TB MED 243
	PH-558/TFP
	TM 11-2338














	Viewing attachments
	
	Vulcanizers
	




	PH-98-( )
	LO 11-434
	Full circle model type
	MWO ORD J16 Wi



	Vines.

(See Trees, shrubbery, and
	
	Vulcanizing equipments
	



	vines.)
	
	TE 54-A; -B
	MWO SIG 11-367-1



	Viral hepatitis
	
	
	



	
	
	TE-55-A; -B
	TM 11-367



	Diagnosis; treatment
	TB MED 206
	
	MWO SIG 11-367-1



	Visceral leishmaniasis-Kala-Azar
	
	
	TM 11-367



	Diagnosis; treatment
	TB MED 183
	
	W



	Vises
	
	
	



	Maintenance; care
	TM 9-867
	WAC

(See Women's Army Corps.)
	



	Vises, Stand pipe
	
	Wagons
	



	Oster Models
	
	
	



	
	
	Caterpillar Models
	



	422
	TM 5-9010
	W10
	TM 5-3306



	V-mail camera equipments
	
	Model DR30
	TM 5-4023



	PH-545/PF
	TM 11-2312
	Worthington Models
	



	V-mail developing machines
	
	UMW-40
	LO 5-4021



	PH-413/A
	TM 11-2315
	Wagons, Cannon transport
	



	PH-512/GF
	TM 11-2305
	M1A1
	LO 9-336



	V-mail enlargers
	
	
	MWO ORD D33-W27



	PH-285
	TM 11-2307
	
	MWO ORD D33-W31



	PH-511/GF
	TM 11-2306
	
	MWO ORD D33-W32



	PH-542/UF
	TM 11-2300
	
	MWO ORD D33-W34



	V-mail light meters
	TM 11-2313
	
	



	
	
	
	MWO ORD D33-W37



	V-mail paper cutters
	
	
	TM 9-1341B



	PH-513/GF
	TM 11-2302
	M2
	MWO ORD D31-W27



	V-mail processing machines
	
	M2AI
	LO 9-336



	PH-286
	LO 11-2308
	
	MWO ORD D31-W27



	Airgraph Models
	
	
	MWO ORD D31-W31



	II
	LO 11-2308
	
	



	
	
	
	MWO ORD D31-W32



	III
	LO 11-2308
	
	MWO ORD D31-W34



	Eastman Models
	LO 11-2308
	
	MWO ORD D31-W37



	V-mail projectors
	
	
	MWO ORD D31-W39



	PH-543/UF
	TM 11-2304
	
	TM 9-1341B



	V-mail readers
	
	Wagons, Carriage transport
	



	PH-284
	TM 11-2309
	
	



	
	
	M3
	MWO ORD D31-W27



	V-mail recorders
	
	M3A1
	LO 9-336



	PH-283; PH-283-Y
	TM 11-2310
	
	MWO ORD D31-W27



	V-mail splicers
	
	
	MWO ORD D31-W30



	PH-544/UF
	TM 11-2303
	
	MWO ORD D31-W31



	Volkswagen,

German.
	(See Car
	
	MWO ORD D31-W32



	riers, Personnel.)
	
	
	MWO ORD D33-W27



	Voltage dividers.

(See Dividers,
	
	
	MWO ORD D33-W30



	Voltage.)
	
	
	MWO ORD D33-W31



	Voltage generators
	
	
	MWO ORD D33-W32



	0-15/CRD-2
	MWO SIG 11-514-1
	
	TB ORD 593



	
	
	
	TM 9-1341B



	Voltage regulators
	
	Wagons, Transport
	



	EO-1042-17-A
	TM 9-8631
	
	



	17-P-550-15
	TM 9-9604
	MIAI
	MWO ORD D33-W36



	Voltmeters
	
	M2A1
	MWO ORD D31-W36



	IS-189
	TM 11-1244
	M3A1
	MWO ORD D31-W36



	
	f

TrB -9230q1
	
	MWO ORD D33-W36



	Reclamation
	
	War dogs.

(See Dogs, War.)
	



	TS-363/U
	
	
	



	TS-363A/U
	TM 11-129
	War implements
	



	Vacuum tube
	
	Irreparable, obsolete, excess, sur
	



	Hickok Models
	
	plus
	



	110-B
	TM 11-2654
	Disposition
	TB ORD 412



	
	
	War wound moulages.
	(See Mou



	Precision Models
	
	
	



	EV-10-MCP
	TM 11-2653
	lages, War wound.)
	



	Voltohmmeters
	
	Ward patients
	



	Electronic
	
	Physical reconditioning
	TB MED 137



	Radio City ProductsModeli
	ls
	Ward wing buildings.
	(See Build



	664
	TM 11-2624
	ings, Ward wing.)
	



	1-166
	TM 11-2613
	Warehouses, Prefabricated
	



	TS-294/U
	TM 11-2624B
	Hussmann-Ligonier Models
	



	TS-294B/U
	TM 11 2624B
	No. 1
	TM 5-9264



	TS 294C/U
	
	
	



	
	TM 11 2624B
	Viking Refrigerators, Inc.,
	



	Volt-ohm-milliammeters
	
	Models
	



	Moisture-resistant
	TM 11 2042
	No. 2
	TM 5-9270





Viewing attachments










	Warehouses. Refrigerated
	
	Water purification equipment-Con
	




	United Refrigerator Mfg. Co.
	TM 5-9262
	i.

FSC group 46
	



	Warehouses, Refirgerated prefabri
	
	Catalog identification guide
	SB 708-346



	cated
	
	Water purification units
	



	Amana Refrigerated, Inc.
	
	Bishop Model
	LO 5-2332



	Operation; maintenance
	TM 10-1330
	Filter pad type
	TM 5-2035



	Friedrich, Inc.
	
	type

Semiportable
	



	Operation; maintenance
	TM 10-1330
	Wallace & Tiernan Models
	TM 5-2260



	600 cu ft
	
	Wallace & Tiernan Models
	



	No. I
	TM 10-1335
	A-521
	TB 5-2066-1



	Warm air heating systems.

(See
	
	
	TM 5-2066



	Heating systems, Warm-air.)
	
	1938
	TB 5-2030-1



	Warrant officers.

(See Officers,
	
	
	TM 5 2030



	Warrant.)
	
	1939
	TB 5-2030-1



	Washer parts
	
	1940
	LO 5-2000



	514-35-5017
	
	
	TB 5-2000-1



	Replacement by part No.
	S14 35-5073

TM 1-1H-19-203
	Water softening equipment
	TB 5-2030-1



	Washers, Photographic prints
	
	Refinite Models
	



	Pako Corp. Model
	LO 11-2398
	G54
	



	PH-240-A
	LO 11-2398
	Maintenance instruo
	



	
	TM 11-2398
	tions
	TM 5-2071



	Serviceability standards
	SB 11-100-28
	Water supply
	



	PH-240-B
	TM 11-2398A
	Fixed installations
	



	Washing machines
	
	I

Sanitary control
	TB MED 229



	Thor Models
	TM 10-1689
	Geologic considerations
	TM 5-545



	Watches, Navigation
	
	Terminology
	TM 5-660



	Army type
	
	
	TM 5-704



	'I

PM

A-11
	1-5NI1-3-5-1
	Water supply facilities
	



	Watches, Pocket
	TM 9-1575
	Operation
	TM 5-660



	15 jewels
	TM 9-2300
	Water supply systems
	



	Railroad grade
	
	Construction
	TM 5-280



	21 jewels
	TM 9-2300
	Designs and specifications
	TM 5-283



	Watches, Stop
	TM 9-1575
	Diagrams
	



	7 jewels
	TM 9-2300
	Reading
	TM 5-704



	Watches, Wrist
	TM 9-1575
	Inspection; maintenance

Installation
	TM 5-661

TM 5-619



	Installation of waterproof-type
	TB 9-1575-1
	(See Tanks

Water

tanks.

(con
	



	cases

Waterproof assembly
	
	tainers; water.)
	



	Preparation and issue
	SB 9-114
	Water treatment facilities
	



	Waterproof type case
	
	Operation
	TM 5-660



	Installation
	TB 9-1575-1
	Waterproof bags.

(See Bags, Water
	



	7 jewels
	TM 9-2300
	proof.)
	



	Water
	
	Waterproof

covers.

(See Covers,
	



	Bacteriologic examinations
	TM 8-227
	Waterproof.)
	



	Characteristics
	TM 5-296
	Waterproofing
	



	Water baths
	
	Crawler type tractors
	TB ENG 73



	Serological
	
	
	TB ENG 13



	4479008
	TM 8-620
	Engineer equipment

International

Harvester

T-9,
	



	4480008
	TM 8-620
	tractor

tractor
	TB ENG 83



	Water distribution systems
	
	Wattmeters
	



	Diagrams
	TM 5-704
	Radio frequency
	



	Reading
	
	TS-118/AP
	TM 11-1036



	Water distributors.

(See Distribu
	
	Waveforms
	



	tors, Water.)

Water, Ground
	
	Nonsinusoidal
	TM 11-669



	Supply
	TM 5-296
	Wavemeter test sets
	



	Water heaters.

(See Heaters,
	
	
	TM 11-1221



	Water.)
	
	TS-117/GP
	TM 11-1241



	Water pressure sets
	
	
	



	Fairbanks Morse Models
	
	Wavemeters
	TM 11 -1253



	625-44
	TM 55-3738
	Lavoie Models
	TM 11-2558



	
	TM 55-3762
	105-SM
	



	Waterpumps.

(See Pumps, Water.)
	
	Waxes
	



	Water purification methods
	TM 5-295
	Supply cataloging
	



	Water purification equipment
	
	Federal item identification
	



	Diatomite set No. 2
	TM 5-2102
	guide
	SB 708-391



	Diatomite set No. 3
	TM 5-2103
	Ways, Railroad
	



	Diatomite set No. 4
	TM 5-2104
	Maintenance
	TM 55-275














	Weapons
	
	Welding equipment
	




	Distinguishing markings
	TB ORD 521
	Description; maintenance
	TM 1-430



	
	TB ORD 600
	Technical data
	TB 5-9720-14



	FSC Group 10
	
	Welding equipment, Oxacetylene
	



	Catalog identification guide

Weapons, Aircraft
	SB 708-310
	Air Reduction Sales Co. Models
	



	Expendable

synthetic
	rubber
	No. 2
	TM 5-4102



	muzzle covers
	TB ORD 330
	Smiths' Model

F9731A
	TM 5-4100



	Weapons, Atomic
	
	Well drilling
	



	Capabilities
	TM 23-200
	Methods
	TM 5 -297



	Weapons carriers.

(See
	Carriers,
	Well drilling equipment
	



	Weapons.)

Weapons case, Parachutists
	
	Failing Models
	



	M1950
	MWO 10-592-2
	43-SA
	LO 5-2023



	Repair
	TB 10-592-2
	43-SA
	TB 5 2023-1

TM 5-2023



	Weapons, Lethal
	
	314
	LO 5-2024



	Irreparable,

obsolete,
	excess,
	
	TB 5-2024-1



	surplus
	
	
	TB 5-2024 2



	Disposition
	TB ORD 412
	
	TM 5-2024



	Weather recorders.

(See Recorders,

Weather.)
	
	Transportation

3140
	TB 5-297-1



	Web and leather equipment
	
	
	LO 5-2025

TB 5-2025-1



	Rebuild standards
	TB ORD 366
	314C
	TM 5-2025



	Webbing
	
	Star Models
	



	Repair
	TM 10-269
	71
	TB 5-2002-1



	Weight and cubage data
	
	
	TM 5-2002



	Army Medical Service assem

blages and organization
	
	71-SK
	TM 5-2002



	
	SB 8-1
	Transportation

Wells
	TB 5-297-1



	Weights and measures

Dental applications
	
	Maintenance
	TM 5-661



	
	TM 8-225
	Western Europe
	



	Welders, Electric arc

Electric Arc Models
	
	Military maps
	TM 5-248



	SK-300
	LO 5-5455
	Wharves
	



	
	TB 5-5455-1
	Locations and layouts
	TM 5-360



	Harnischfeger Models
	
	Maintenance

Wheat base
	TM 5-622



	WF-300
	TB 5-5132-1
	Suggested uses
	TB QM 6



	Hobart Models
	LO 9-834-3
	Wheel alinement

indicators.
	(See



	DW
	TB 5-5121-1
	Indicators, Wheel alinement.)
	



	GL-2183-S
	LO 5-5457
	Wheel hubs.

(See Hubs, Wheel.)
	



	
	TB 5-5457-1

TM 5-5457
	Wheel jacks.

(See Jacks, Wheel.)
	



	GR-300-P
	LO 5-5124
	Wheel units, Free
	



	
	TB 5-5124-1
	Cap assembly installation

Wheels
	TM 1-1H-19-223



	GR-300-S
	LO 5-5124
	Lower fifth
	



	
	MWO ENG 5120-1
	Installation; adjustment
	



	
	TB 5-5120-1
	
	OFSTB 10-1000-27



	
	TB 5-5124-1

TB ENG 109
	Wheels, Logging cruiser
	



	
	TM 5-5120
	Athey Models
	



	
	TM 5-5122
	7D7
	TM 5-9736



	
	TM 5-5124
	7D8

Wheels, Nose and tail (aircraft)
	TM 5-9736



	
	TM 5-5126
	Aircraft
	



	
	TM 9-834
	Goodyear Models
	TM 1-03-25BC-4



	OR-3153-S
	LO 5-5131

MWO ENG 5131-1
	Operation; service; overhaul
	



	
	TB 5-5131-1
	
	TM 1-4W-1-51



	
	TM 5-5131
	Wheels, Tail
	



	ML-304
	LO 5-5128
	Model 3200

Scott
	TM 1-4W2-1-53



	
	TB 5-5128-1
	Winches
	



	MR-300
	TM 5-5456
	Buckeye Model
	LO 5-3190



	Welding
	
	Dravo Special
	LO 55-1211-2



	Electric arc
	
	Hyster Models
	



	Waterborne vessels

Processes; procedures
	TB TC 11
	D4A
	TB 5-3140-1



	Sheet metal
	TM 1-430

TM 10-270
	
	TM 5-3134



	Terminology
	TM 5-704
	
	TM 5-3140

TM 5-9300



	Theory and application
	TM 9-2852
	D8N
	TM 5-9302



	Under-water
	TB ENG 49
	6DN
	TM 5-3100














	Winches-Continued
	
	
	




	
	
	Winches, Towing
	



	Tractor truck M26
	TM 9-17670
	Gar Wood Models
	



	Trailer trucks M25
	TM 9-17670
	T-4-B
	TM 5-9290



	6-ton, 6 x 6 trucks
	
	T-5-B
	LO 5-3348



	Brockway Models
	TM 9-1813
	T-5-RBU
	TB 5-9290-1



	Corbitt Models
	TM 9-1813
	
	TM 5-9290



	Ward La France Models
	TM 9-1813
	Globe Hoist Models
	



	White Models
	TM 9-1813
	TME-7175
	LO 55-3714



	Winches, Barrage balloon
	
	Hyster Models
	



	Benson Models
	
	D4
	TM 5-9062



	M-1
	TB 5-7090-1
	D6N
	TM 5-91.52



	British type Mk VII
	TM 5-7066
	D7N
	TM 5-9150



	Franks Models
	
	La Plant-Choate Models
	



	M-1
	TB 5-7090-1
	National Iron Models
	



	U.S. type
	
	4600
	LO 55-U145



	M-1
	TM 5-7090
	Wind correctors (sound rang]

ing)
	



	W4
	TM 5 7072
	M1l
	TM 9-6109



	Wilson Models
	
	n trans

Wind diversity and direction
	



	M-1
	TM 5-7072
	itters,

mitters.

Transm

(See
	



	W-3 M-1
	TM 5-7070
	Wind direction and diversi

ity.)
	



	
	TB 5-7072-1
	Wind equipment
	



	W-4 M-1
	TB 5-7072-1
	AN/GMQ-1
	LO 11-429



	Winches, Cargo
	
	
	MWO SIG 11-429-2



	American Hoist & Derrick Co.
	
	
	MWO SIG 11-429-3



	Models
	
	
	TM 11-429



	96A
	LO 55-U132
	AN/GMQ-1-A
	TM 11-429



	101
	LO 55-U132
	SCM-20-A
	TM 11-429



	Christian Models
	
	Wind indicating equipments
	TM 11-2414



	30711
	LO 55-U139
	Selsyn type
	



	30712
	LO 55-U138
	Wind measurement equlpme

ent
	



	30900
	LO 55-U138
	AN/GMQ-11
	MWO SIG 11-2443-1

SB 11-180



	Marine Mfg. & Supply Co.
	
	
	TM 11-2443



	Design 2001-2
	TM 55-3752
	
	TM 11-2420



	New England Trawler Equip.
	
	AN/MMQ-1

ards
	SB 11-100-127



	Models
	
	Serviceability stands

Wind recorders
	



	668-60
	LO 55-U181
	
	



	
	PM 55-3727-1
	ML-144
	LO 11-2414-2



	Winches, Davit
	
	ML-174
	LO 11-2414-2



	Montgomery Models
	
	Windlasses, Anchor
	



	6
	LO 55-U144
	Bromfield Models
	



	Winches, General utility
	
	3-AW-110-F
	TM 55-3770



	Ber.g Equipment Models
	
	Christian Models
	



	CB-3
	LO 5-9311
	30713
	LO 55-U149



	
	TB 5-9311-1
	Dake Models
	



	Carco Models
	
	Special 30W
	LO 55-U130



	E
	LO 5-9305
	15W
	LO 55-U143



	
	TB 5-9305-1
	Ideal Models
	



	
	TM 5-9305
	BCW-3
	LO 55-U182



	F
	LO 5-9153
	
	TM 55-3728



	
	TB 5-9153-1
	TW2CB
	LO 55-U183



	
	TM 5-9153
	
	TB 55-3733-1



	O
	TM 5-9306
	
	TM 55-3733-2



	Hyster Models
	
	Johnson Models
	



	D4N
	LO 5-9155
	WTM 1¼I
	LO 55-U148



	
	TB 5-9155-1
	Marine Mfg. & Supply

Models
	



	
	TM 5-9155
	D6340
	LO 55-3716



	Jacques Models
	
	
	TM 55-3750



	J
	TM 5-9295
	Markey Models
	



	Winches, Horizontal
	Co.
	WMD-16
	



	Mfg. & Supply

Marine

Model
	
	National Iron Models
	



	C-5988
	
	4700
	



	Winches, Lifeboat
	LO 55-U1185
	Windlasses, Horizontal
	



	Christian Models
	
	Hyde Models
	



	30714
	T., 5.5-TT140
	5
	TM 55-3763



	Winches. Logging
	
	Window sashes
	



	Hyster Models
	
	For waterproof tents
	SB 10-261



	D7L
	LO 5-9151

TB 5-9151-1
	Windshield wipers

Adjustment of regulator valve
	TB ORD 279














	
	
	Worksheets (preflight inspection)
	




	Windshields

Reclamation
	TB -2830-55
	Helicopters
	



	Winterization equipment
	
	YB:-19; H-19A
	TM 1-1H-19A-6PR



	Automotive materiel
	SB 9-16
	OD

jackets.

(See Jackets,

Wool
	



	Winterization kits.

(See Kits, Win
	
	Wool, OI).)
	



	terization.)
	
	Wrenches (see also Tools, Hand.)
	



	Winterizations
	
	Crescent type
	



	Engineer mobile shops
	TB ENG 91
	Substitution

in

hydrogen
	



	Saw, chain
	
	generators
	



	Disston Models

Wire
	TB EMG 106
	ML-185

Hook spanner
	SB 11-155



	WD-I( )/TT
	
	41-W-3249-900
	TB ORD 488



	Standardization
	TB 34-9-52
	Ingersoll-Rand Models
	



	Wire dispensers
	
	510 (impact type)
	TM 9-9116-1



	MX-30/G
	TB SIG 150
	Maintenance; care
	TM 9-867



	MX-306A/G
	TM 11-2240
	Nordberg Models
	



	Wire equipment
	
	DW
	L0O 5-4257



	Directory
	TM 11-487B
	
	TB 5-4257-1



	Wire repair rewind sets
	
	Railroad

Accessories

Corp.
	



	An/TSM-5
	TB SIG 555-10
	Models
	



	Wire rope
	
	C
	TB 5 4258-1



	Construction; characteristics;

handling
	TM 5-725
	Spanner

MX-219/UP
	TM 11-1221



	Reclamation
	TB 9-2830-95
	

TL-596/U
	



	Specifications and applications
	SB 5-59
	Replacement
	SB 11-137



	Wire splicers.

(See Splicers, Wire.)
	
	Torque-indicating
	



	Wire tapping devices see Monitors,
	
	Instructions for proper use
	TB 9-867-1



	Audio frequency
	
	Wrenches, Box, single end
	



	Wires (see also Pole line, open wire).
	
	7950489
	



	WD-I/TT
	
	Installation of steel blocks
	



	Long span construction
	TB SIG 243
	
	MWO ORD J6-W2



	Wires, Field
	
	Wrenches, Electric reversible
	



	Tying and use of weave tie

Women's Army Corps
	TB SIG 121
	Ingersoll-Rand Models

C, size 4U
	TM 9-9119-1



	Menu adjustments
	SB 10-501
	Wrenches, Pneumatic
	



	Womens Army Corps coats.

(See
	
	Aro Models 7274
	



	Coats, WAC)
	
	40-W-1090
	TM 9-9050-1



	Womens Army Corps jackets.

(See
	
	Chicago Pneumatic Co. Models
	



	Jackets, WAC.)
	
	CP-365
	TM 5-4230



	Wood
	
	Wrenches, Railroad track
	



	Properties
	TM 5-613
	Nordberg Models
	



	Wood and wood products
	
	DW
	TM 5-4257



	Repair procedures

Wood boring

drills.

Drills,

(See
	TM 10-270
	Wrist

watches.

Watches,

(See

Wrist.)
	



	Wood boring.)
	
	Wuchereria.

(See Filariasis.)
	



	Wooden

bridges.

Bridges,

(See
	
	
	



	Wooden.)
	
	X
	



	Wood pests
	
	
	



	Control
	TM 5-632
	X-ray
	



	Wood products
	
	Field units
	



	Seasoning, handling, storage
	TM 38-305
	Fluoroscopic
	MWO MED 2



	Woodworkers
	
	
	TM 8-633



	Automotive
	TM 10-455
	Machine, chassis and table
	TM 8-632



	Woodworking equipment

Planers
	
	X-ray apparatus
	



	Newman Model 600
	TM 5 -4265
	Field electrical requirements

X-ray film
	TB MED 117



	Woodworking jointers.

(See Joint
	
	Processing
	TM 8-281



	ers, Woodworking.)
	
	Processing equipment
	



	
	
	98574
	LO 8-629



	Woodworking lathes.

(See Lathes,

Woodworking.)
	
	981205
	LO 8-629



	
	
	9605500
	TM 8-629



	Woodworking machinery and equip
	
	9611500
	TM 8 629



	ment
	
	9611700
	TM 8-629



	FSC group 32
	
	X-ray hazards
	



	Catalog identification guide
	SB 708-332
	Protection against
	TB MED 62



	Worksheets

(intermediate

inspec
	
	X-ray machines
	



	tion)

Helicopters
	
	Wiring
	TM 5-283



	TM 1-11

YH-19; YH-19A
	B-19A-61N
	X-ray machines (dental).

(See Ma

chines, X-ray (dental).)
	





Y Z

Yakut Autonomous Republic Zone of interior

Yugoslavia teriel SB 3-19

Medical and sanitary data TB MED 209 Return of chemical warfare ma-

Medical and sanitary data TB MED 73 Storage TM 38-402
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